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EXPERIMENTS  ON  FLOAV  OF  WATER  THROUGH  LARGE  GATES 
AND  OVER  A  WDDE  CREST. 


By  Chakles  E.  Habeiistroh,  Member  of  the  Boston  Society  of  Civil 

Engineers. 
[Read  May  15,  1889]. 


I  made  eaily  in  1888,  under  tlie  direction  of  Mr.  Desmond  FitzGerald 
weir  measurement  of  the  flow  through  the  two  iron  waste  gates  at  Dam 
4  of  the  Boston  Water  Works,  for  various  heights  of  openings,  and  also 
of  the  flow  over  the  stone  overfall  of  the  waste-way  and  the  lower  set 
of  flash-Iwards  on  overfall. 

I  will  give  a  brief  description  of  the  gates,  their  location,  etc.,  of  the 
overfall  and  the  weir  used  to  measure  the  flow  ;  also  an  account  of  the 
method  of  conducting  the  experiments  and  some  of  the  results  obtained. 

Reservoir  No.  4  was  formed  by  the  construction  of  Dam  4  across  the 
valley  of  Cold  Spring  Brook.  When  the  surface  of  the  water  in  the 
reservoir  is  at  high-water  mark,  the  water  in  front  of  the  gate  house  is 
about  48  feet  deep.  The  waste  of  water  from  the  reservoir  is  controlled 
by  two  iron  gates.  The  bottom  of  the  opening  of  the  lower  gate  is  about 
48  feet  below  high  water,  and  of  the  upper  gate  about  25  feet.  The  water 
is  conducted  to  the  wells  in  front  of  the  gates  through  48-inch  pipes,  laid 
without  any  fall.  The  pipe  leading  to  well  in  front  of  upper  gate  is  45 
feet  long,  and  of  lower  gate,  84^  feet.  The  opening  in  the  masonry  for 
each  gate  is  2.75  feet  wide,  5.25  feet  high  and  4  feet  long.  The  iron  gates 
and  frames  are  at  the  upstream  end  of  the  masonry  openings.  The  open- 
ing in  the  upper  gate  frame  is  2.513  feet  wide  and  4.921  feet  high,  and  in 
the  lower,  2.519  feet  wide  and  4.966  feet  high.  The  gates  are  of  a  pattern 
similar  to  all  the  gates  in  use  at  the  various  gate  houses  of  the  Boston 
Water- Works,  and  have  brass  facings  where  the  surfaces  of  the  gate  and 
frame  press  against  each  other. 

The  water,  after  passing  either  gate,  enters  a  common  chamber  15.5 
feet  long  and  6  feet  wide,  and  flows  thence  through  two  48-inch  pipes 
into  Ck)ld  Spring  Brook.  A  temporary  weir  was  built  across  the 
brook,  about  119  feet  below  the  outlet  of  the  two  48-inch  pipes.  It  was 
desirable  ^ to  meaauie  aa  large  a  flow  as  possible;  but  it  was  found  that 
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a  weir  20  feet  long  aaid  possessing  a  depth  of  2  feet,  which  would  gauge  120 
million  gallons,  was  the  largest  weir  which  could  be  built  without^incur- 
ring  too  much  expense.  The  elevation  of  the  weir  was  such  tliat  during 
the  experiments  the  lower  gate  was  submerged  to  its  full  height.j  [  The 
upper  gate  always  had  a  free  discharge.  The  weir  was  made  from  a 
three-inch  thick  hard  pine  plank,  planed  to  present  a  sharp  edge  to  the 
approaching  current,  and  chamfered  so  the  water  after  passing  the"  edge 
could  not  touch  it.  The  weir  plank  rested  upon  three-inch  thick  spruce 
stop-planks,  which  were  placed  on  a  heavy  sill  below  the  bottom  of ^ the 
brook.  These  stop-planks  were  planed  to  present  a  smooth  surface'to  the 
current,  and  they  were  kept  in  position  so  their  upstream  sides  were_  in 
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the  same  perpendicular  plane,  by  upright  joists  placed  against  the 
lower  face  of  the  weir,  and  bolted  to  the  sill  and  braced  to 
keep  them  exactly  perpendicular.  The  weir  stop-plank  was  clamped 
to  the  upright  joists  to  prevent  any  upward  movement  of  the 
stop-planks.  The  channel  of  approach  was  35  feet  long,  and  as 
it  was  20  feet  wide,  the  length  of  the  weir,  there  were  no  end 
contractions.  The  sides  of  the  channel  were  made  of  matched 
pine  boards  planed  smooth  and  having  tight  joints,  so  that  no  water  could 
approach  the  weir  without  passing  through  entrance  of  channel.  The 
bottom  was  of  earth,  level,  and  six  feet  below  lip  of  weir.  In  order  to  have 
the  flow  steady  and  parallel  to  the  sides  of  the  channel,  a  screen  was 
placed  at  the  entrance  and  another  five  feet  beyond.  A  stout  screen  was 
placed  just  beyond  the  outlet  of  the  48-inch  pipes  and  also  a  boom,  to 
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check  the  velocity  of  the  issuing  water.  The  depth  of  tlie  water  passing" 
the  weir  was  mea  'ir>'-d  by  a  ht)ok  gauge  of  the  same  pattern  used  on  the 
Sudbury-Eiver  expjiiments.  Tlie  water  was  conveyed  to  the  hook  gauge 
pail  by  an  iron  pipe  coui)]ed  to  a  short  piece  of  rubber  hose.  This  pipe 
was  connected  with  tlie  channel  of  approach  15  feet  from  and  0.4  foot 
below  lip  of  weir.  The  j»ipe  where  it  connected  with  the  channel  was 
perpendicular  to  it  and  its  end  flush  with  the  side  of  channel.  The  gauge 
pail  could  also  be  connected  in  a  similar  manner  with  the  opposite  side  of 
the  channel  of  approacli;  ;iud  observations  taken  during  the  experiments 
showed  the  same  depth  passing  the  weir  regardless  of  which  side  of 
the  channel  the  gauge  pail  was  connected.  After  all  the  woodwork  con- 
nected with  the  weir  had  been  w^et  long  enough  to  allow  for  swelling,  the 
lip  of  the  weir  was  brought  to  a  level.  The  level  of  the  weir  was  tested 
and  the  zero  of  the  hook  gauge  set  with  the  edge  of  the  weir  by  water 
levels,  an  apparatus  similar  to  one  used  in  the  Sudbury-River  experi- 
ments being  used  for  that  pur])o.se. 

The  level  of  the  weir  was  tested  and  compared  wth  the  zero  of  the  hook 
gauge  at  intervals  during  the  experiments.  The  method  of  conducting 
the  exijerinients  was  as  follows :  After  the  gate  had  been  opened  to  any 
desired  height  and  the  flow  over  weir  had  become  steady,  gauge  readings 
were  taken  every  30  seconds  foi-  30  minutes.  When  the  experiment  was 
half  finished,  the  elevations  of  the  water  in  the  basin,  in  the  well  in  front 
of  gate,  in  chamber  below  gate  and  at  outlet  of  the  48-inch  pipes, 
were  taken  by  assistants.  As  each  experiment  occupied  so  short  a  time, 
and  the  storage  reservoir  held  over  five  million  gallons  for  each 
tenth  of  a  foot,  the  change  of  head  on  the  gates  was 
very  small,  amounting  to  not  over  0.04  foot  for  the  largest 
flow,  and  one  set  of  elevations  taken  at  the  middle  of  each  experiment 
was  deemed  sufficient.  As  soon  as  the  last  gauge  reading  was  taken,  the 
opening  of  the  gate  was  changed  and  the  next  experiment  started  as  soon 
as  flow  over  weir  became  steady,  which  usually  took  from  15  to  20 
minutes.    The  experiment  on  each  opening  was  usually  repeated. 

In  calculating  the  results  of  the  experiments,  the  depth  on  weir,  as 
measured,  was  first  corrected  for  velocity  of  approach  by  Messrs.  Fteley 
and  Steam's  formula  :  (/  =  ch,  in  whicli  (,'  is  the  quantity  to  be  added  to 
the  measured  depth,  and  c  a  co-efficient  of  h,  the  head  due  to  velocity  of 
approach.    The  quantity  flowing  over  tlie  weir  was  then  calculated  by 

the  formula:  Q  -.  3.31  LW  -i  0.007  L.  To  obtain  the  flow  through  the 
gate,  the  above  quantity  w^as  subject  to  a  constant  subtractive  correction 
tor  each  gate,  due  to  the  ditTer(iuce  between  a  steady  flow  from  a  spring 
and  leakage  from  the  gates  into  the  v.'eir  basin  and  leakage  from  weir 
basin.  The  leakage  was  measured  by  a  small  weir.  The  flow  tlirough 
gate,  area  of  gate  opening  and  head  on  opening  being  knowiij 
the  coeflicient  of  flow  was  obtained  by  solving  for  c  in  the  formula 
Q'=  area  X  c  4^3  gh.  ITie  coefficients  for  each  opening  of  the  gate 
were  then  plotted  and  a  curve  of  coefficients  drawn.  By  examining  the 
diagrams  of  the  coefficients  of  the  two  gates,  it  will  be  seen  that  the  two 
curves  are  similar,  but  that  tlie  coefficients  of  the  lower  or  submerged 
gate  are  about  six  i>er  cent,  larger  on'  an  aventge  tli«n  tktweof-  the  upper 
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gate.  One  peculiarity  in  the  curve  will  be  noticed.  When  the  height  of 
the  oliening  in  either  gate  reaches  0.42  foot,  the  coefficient  suddenly  in- 
creases. At  this  point  the  gates  are  entirely  free  from  the  beveled  sockets 
into  wliich  they  would  be  forced  if  lowered,  and  the  increase  in  the 
coefficient  is  due  to  the  sudden  increase  of  the  leakage  or  flow  over  the 
top  of  the  gate.  This  was  plainly  seen  during  an  observation  on  the  flow 
through  openings  of  the  upper  gate,  up  to  the  height.  As  far  as  I  know 
there  is  no  record  of  any  previous  measurements  of  the  flow 
through  gate  openings  as  large  as  these.  General  Ellis 
measured  at  Holyoke  the  flow  through  openings  as  large  as  two  feet 
square  and  two  feet  in  diameter,  but  they  were  openings  in  quite  thin 
iron  plates  planed  smooth.  These  plates  were  fastened  against  a  com- 
paratively thin  wooden  bulkhead  where  the  water  had  a  chance  to  spread 
as  soon  as  it  passed  the  iron  plate.  The  velocity  of  the  current  of  water 
approaching  the  openings  was  inappreciable.  The  value  of  the  coefficient 
of  flow  which  he  obtained  was  about  0.60.  At  Dam  4  the  width  of  the 
well  from  end  of  48-inch  pipe  leading  from  the  basin  to  the  gate  is  only 
five  feet,  and  since  the  water  issues  from  48-inch  pipe  with  a  velocity 
varying  from  about  1.2  feet  per  second  for  ten  millions  to  about  14.4  feet 
for  largest  flow  measured,  the  velocity  of  approach  to  gate  opening  must 
have  been  quite  large.  This  probably  accounts  in  a  large  measure  for 
the  increased  value  of  the  coefficients  of  flow  obtained. 

The  waste- way  is  near  the  extreme  end  of  the  dam  and  is  30  feet  wide. 
The  bottom  is  built  with  a  slope  of  about  eight  to  one,  wluch  commences 
just  before  it  intersects  the  slopes  of  the  sides  of  the  waste-way,  and  is 
rough  paving  to  within  five  feet  of  the  edge  of  the  overfall.  Of  the  last 
5  feet,  the  2.75  feet,  wliich  is  a  continuation  of  the  slope,  is  pointed  granite, 
and  the  remaining  2.25  feet,  the  width  of  the  level  part  of  the  overfall,  is 
smooth  hammered  granite.  The  distance  from  the  edge  of  the  overfall 
to  where  the  water  in  the  basin,  when  at  tha  level  of  the  overfall,  intersects 
side  copmg,  is  25  feet,  and  to  where  the  bottom  slope  intersects  coping  is 
32  feet.  The  sides  of  the  waste-way  are  built  of  quaiTy  faced  granite. 
There  is  a  fall  of  5  feet  in  the  bottom  of  the  waste-way  at  the  overfall. 
The  waste-way  is  then  straight  and  perpendicular  to  the  overfall  for  about 
56  feet.  It  then  commences  to  curve,  and  in  a  short  distance  to  fall  by  a 
series  of  steps  till  it  reaches  Cold  Spring  Brook.  The  sides  of  the  waste- 
way  below  overfall  are  about  5  feet  high,  and  the  bottom  is  made  of 
large  block  paving  laid  in  cement  and  resting  on  a  bed  of 
concrete.  The  weir  was  located  at  the  end  of  the  straight  part  of  the 
waste-way,  about  56  feet  below  overfall.  It  was  28  feet  long,  and  the 
channel  of  approach,  which  was  28  feet  wide  and  36  feet  long,  liad  a  depth 
of  three  feet  below  lip  of  weir.  This  depth  allowed  a  depth  of  one  foot  to 
be  gauged  on  the  weir,  and  left  fall  of  one  foot  from  edge  of  overfall  to 
surface  of  water.  One  screen  at  entrance  of  channel  of  approach  was 
found  sufficient,  and  a  boom  was  located  between  overfall  and  screen  to 
prevent  waves  from  striking  screen.  The  side  of  the  channel  of  approach 
were  calked  at  the  bottom  to  prevent  any  water  from  approaching  the 
weir  without  passing  entrance  of  channel.  The  depth  of  the  flow  over 
overfall  was  measured  by  a  point  gauge  which  read  zero  when  its  point 
was  on  a  level  with  edge  of  overfall.    This  gauge  was  near  the  west  side 
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EXPERIMENTS  ON  FLOW  OF  WATER. 

of  waste-way  and  20.5  feet  from  edge  of  overfalJ.  A"boom  was  placed  at 
the  entrance  of  the  waste-way  to  prevent  ony  [slight  disturbaorce- 
in     water     passing     overfall.      The    location  l^o^  [pipe ^ leading    fro0» 
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channel  of  approach  to  gauge  pail,  cons!;ruction  of  weir  andf 
method  of  conducting  the  experiments,  were  similar  to  tiK)s& 
of  the  weir  already  described.  During  an  experiment,  readiii^ 
of  the  point  guage  were  taken  by  an  assistant  every  30  seconds,  at^tihe 
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same  time  the  weir  gauge  was  read,  the  time  being  given  by  anotlier  as- 
sistant. The  flow  over  the  overfall  was  gauged  for  every  tenth  in  depth 
as  near  as  possible  and  the  gauging  repeated,  though  not  on  the  same  date. 
The  observed  depths  on  the  weir  were  corrected  for  velocity  of  approach. 
The  flows  over  overfall  for  different  depths  were  calculated  directly  from 
the  corresponding  weir  measurements.  The  quantities  in  million  gallons 
I)er  day  con-esponding  to  these  depths  were  then  plotted  and  a  curve  of 
flow  drawn.  It  was  foimd  that  Mr.  Francis'  formula  for  flow  over 
Lawrence  dam  multiplied  by  the  constant  1.013  or  Q  —  3.01208  X 
L.H.^^^  X  646316.93  X  1.012  agreed  with  these  experiments  Mr. 
Francis'  experiments  were  made  over  a  wooden  model  10  feet  wide, 
having  the  same  slope  and  vsadth  of  crest  as  the  Lawrence  dam.      The 
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flow  was  measured  by  a  sharp  edge  weii  placed  below  model.  The 
channel  of  approach  to  model  was  10  feet  wide,  the  same  width  as  the 
length  of  crest.  Width  of  level  crest  =  2.95  feet,  horizontal  length 
of  slope  about  17  feet,  height  of  slope  about  6  feet,  making  slope 
about  3  to  1.  Five  experiments  were  made,  and  formula  said  not 
to  be  liable  to  en-or  exceeding  one  per  cent,  for  depths  between  7  and  20 
inches.  The  formula  adopted  for  flow  over  Dam  1.  which  is  built  of  the 
same  materials,  and  dressed  the  same  as  the  overfall  at  Dam  4,  and  has  a 
slope  of  34  to  1,  with  a  horizontal  width  of  crest  of  80  inches,  was  Mr. 
Francis'  formula  multiplied  by  the  constant  1.03.  The  flow  over  overfall 
for  every  0.05  foot  difference  in  depth  up  to  one  foot  was  then  calculated, 
and  a  curve  of  flow  plotted.  This  curve  is  shown  on  the  diagram  of  flow 
over  overfall  at  Dam  4.  The  actual  weir  measurementa  are  represented 
by  the  points  in  circles. 
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Two  sets  of  flash-boards  can  be  put  in  place  on  the  overfall  at  Dam  4. 
The  lower  set  is  8  inches  high  and  the  upper  set  4  inches,  making  a  total 
height  of  one  foot.  The  elevation  of  the  top  of  the  upper  set,  when  in  place, 
is  the  same  as  high  water  in  the  basin.  The  flash-boards  are  held  in  place 
by  two  gi-ooves  cut  in  sides  of  waste-way,  one  on  each  side,  and  two  mov- 
able iron  fla.sh-board  grooves.  These  iron  grooves  are  placed  on  the  over- 
fall so  as  to  make  the  three  lengths  into  which  the  flash-boards  are  divided 
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equal.  The  flash-boards  are  3  inches  wide  for  6  inches  each  side  of  the 
centre,  and  t'.ien  are  chamfered  to  2  inches  in  width  at  6  inches  from  the 
ends.  This  cliamfering  Avas  all  done  on  one  side  of  the  flash-boards. 
When  in  place,  the  chamfered  side  faces  the  basin,  and  they  aie  placed 
about  33  inches  back  from  edge  of  overflow.  The  flow  over  lower  set  of 
flash-boards  was  gauged,  and  the  resulting  flows  corresponding  to  various 
elevations  of  the  basin  plotted  and  a  curve  of  flows  di-awn.  The  actual 
length  of  the  flash-boards  available  for  the  passage  of  water,  after  deduct- 
ing the  width  of  the  two  iron  grooves  and  the  projections  of  the  sides  of 
the -waste- way  at  the  ends  of  the  flash-boards,  is  29.3  feet. 
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FACTS  AND  SPECULATIONS  REGARDING  THE  PLANET  MARS. 


By  N.  B.  Woori,  Member  of  the  Civil  Engineers'  Cltjb  of  CIiEveland. 
[Read  November  26th,  1889.] 


When,  in  the  progr  iss  of  enlightenment,  man  became  acquainted  with 
the  real  nature  of  sun,  moon  and  stars,  an  uncontrollable  and  universal 
desire  seemed  to  take  possession  of  him  to  believe  and  demonstrate  that 
all  of  these  bodies  were  inhabited  by  human  beings.  He  argued  that 
an  infinitely  povs^erf  ul  aud  wise  Creator  would  never  have  produced  tliese 
stupendous  globes,  so  like  our  earth,  had  he  not  intended  them  to  be  simi- 
lai'ly  inhabited.  Sir  William  Herschel,  in  his  imagination,  peopled  the  sun 
with  intelligent  beings,  although  he  well  knew  that,  according  to  the  laws 
of  gravity,  no  Kving  being  could  support  its  own  weight,  leaving  out  of 
the  question  other  and  greater  obstacles  to  their  existence. 

Undoubtedly  among  the  millions  of  suns  which  exist,  and  which  we 
have  every  reason  to  believe  have  planets  revolving  about  them  as  our 
own  sun  has  about  him,  many  are  attended  by  orbs  which  furnish  all  the 
conditions  necessary  for  organic  existence.  Animal  life  in  thousands  of 
these  worlds  may  be  in  mucli  greater  \ierfection  than  it  ia  on  our  own, 
and  beings  of  such  mental  capacity  and  line  i)hysical  construction  may 
exist  that,  unaided  by  any  instruments,  they  may  be  able  to  scan  the 
heavens  and  read  the  workings  of  the  universe  without  the  gradual 
accumulation  of  facts  so  necessary  to  us  poor  mortals. 

These  are  possibilities  among  the  systems  outside  our  soJar  system,  but 
they  are  mere  speculations.  Within  our  system  we  have  been  gradually 
forced  to  conclude  that  with  the  possilile  exception  of  two  (Venus  and 
Mars)  our  own  is  the  only  globe  on  which  animal  life  can  possibly  exist; 
and  even  tJiese,  when  compared  with  the  earth,  present  many  unfavor- 
able conditions.  We  find  that  only  a  limited  portion  of  the  eartii  is  suit- 
able to  the  production  of  man  in  his  greatest  perfection.  Only  a  few 
degrees  of  heat  more  or  less  affect  man's  mental  nature  so  much  tliat  only 
a  few  miles  breadth  of  our  earth  is  favorable  to  his  greatest  development. 
How,  then,  would  it  be  on  the  planet  Venus,  which  receives  foar  times  as 
much  heat  from  the  sun  as  we  do?  Being  continually  surrovinded  by 
clouds,  she  may  have  the  required  temperature  in  some  parts,  but  we 
must  conclude  that  her  climate  would  be  far  more  suitable  to  the  produc- 
tion of  frogs  than  of  men.  Besides,  if  men  do  exist,  they  can  have  no 
knowledge  of  the  great  outside  universe  from  their  isolated  }X)sition.  No, 
we  cannot  look  to  Venus  for  that  companionship  in  space  which  the 
human  mind  so  much  desires.  We  are  compelled  as  a  last  resort  to  turn 
our  tlioughts  toward  Mars. 

Mars  travels  through  space  at  a  distance  of  about  141  ujillions  of  milcg 
from  the  sun.  It  receives  from  that  body  only  about  half  as  much  light  and 
heat  as  we  do,  and  its  year  is  nearly  twice  as  long  as  our  own  (687  days). 
When  nearest  to  the  earth  it  is  still  35  million  of  miles  from  us,  and  when 
viewed  through  th(?  great  Lick  telescope  would  still  be  about  9,000  miles 
distant.     Its  axis  is  inclined  to  its  orbit  27  degrees,  and  in  consequence  a 
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greater  portion  of  its  surface  is  alternately  exposed  to  and  hidden  from, 
the  sun  diirlag  the  summer  and  winter  seasons  than  is  the  case  with  ua. 
Considering  all  of  these  conditions,  we  should  expect  that  the  climate  of 
Mars  would  be  exceedingly  rigorous  even  in  the  equatorial  regions,  but 
observations  do  not  coufii-m  siich  conclusions. 

The  ice  caps,  which  can  be  seen  to  accumulate  at  the  poles  during  the 
winter  and  disappear  during  the  summer,  as  the  poles  are  alternately  pre- 
sented to  the  sun,  are  not  so  large  in  proportion  as  they  are  upon  the 
earth.  A  good  telescope  gives  Mars  the  appearance  of  having  seas  and  con- 
tinents, and  during  certain  portions  of  the  year  the  continents  have  been 
thought  to  change  to  apurplith  tinge  which  maybe  due  to  the  bloom  of  its 
vegetation  or  possibly  to  the  effects  of  frost  on  it.  Astronomers  tell  us, 
too,  that  they  see  markings  which  they  can  only  account  for  on  the  hy- 
pothesis that  they  are  canals.  If  they  were  to  tell  us  that  they  could  see 
canals  oh  any  other  heavenly  body  (even  the  moon),  we  should  at  once 
say  that  it  was  an  absurdity,  for  canals  are  only  made  by  hands  guided 
by  intelligence  and  engineering  ability.  But  even  if  we  admit  that  intel- 
ligent beings  do  exist  there,  it  requires  a  lively  stretch  of  imagination  to 
conceive  that  they  could  construct  a  canal  which  the  unaided  eye  could 
perceive  at  a  distance  of  10,000  miles  or  more  under  unfavorable  condi- 
tions. We  must  admit  tliat  the  canal  theory  looks  extremely  doubtful, 
but  not  impossible.  We  want  to  believe  that  intelligent  beings  do  exist 
there,  and  if  we  accept  the  statements  of  others  we  have  no  alternative; 
although  we  must  believe  the  inhabitants  of  Mars  capable  of  making,  by 
some  means,  a  ditch  one  or  two  hundred  miles  wide.  Now,  let  us  see 
.what  we  can  find  to  help  us  believe  all  this.  The  force  of  gravity  there 
is  only  one-third  as  great  as  here;  the  specific  gravity  of  the  planet  is 
considerably  less  than  that  of  the  Earth.  There  would  be  no  physical 
difficulty  in  a  man  attaining  a  height  of  30  or  40  feet.  With  such  a 
laborer,  under  Huch  conditions,  it  would  not  be  unreasonable  to  believe 
that  wiiat  would  be  a  ton  of  earth,  or  say  a  cubic  yard  of  Mars,  might  be 
moved  with  each  stroke  of  the  shovel. 

Again,  it  is  not  necessary  to  believe  that  these  canals  were  originally 
made  as  wide  as  they  are  at  present.  Being  made  to  connect  oceans, 
strong  currents  may  have  widened  what  were  originally  comparatively 
narrow  channels. 

I  have  been  anxious  to  believe  that  what  is  seen  are  canals,  because  of 
my  anxiety  to  believe  that  the  planet  is  inhabitated,  and  the  anxiety  to 
believe  it  inhabitated  is  caused  by  an  unwillingness  to  have  such  wonder- 
ful astronomical  phenomena  as  those  visible  only  from  its  surface  take 
place  without  intelligent  beings  to  witness  and  appreciate  them. 

The  crowning  glory  of  their  heavenly  sights  would  be  their  moons, 
which  are  two  in  number,  and  so  diminutive  that  they  were  unknown  to 
our  astronomers  twenty  years  ago  (liaving  been  discovered  by  Prof.  Hall 
in  1877).  Although  they  are  so  extremely  small  (smaller  than  any  other 
known  heavenly  body),  they  are  so  near  to  the  planet  that  the  nearest,  and 
largest,  appears  to  the  inhabitants  about  twice  the  size  of  our  moon,  and 
would  give  about  twice  as  much  light,  while  the  other  wouJd  only  appear 
to  them  about  one-twelfth  as  large. 

Having  diameters  of  forty  and  twenty  miles  respectively,  and  revolving 
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about  the  planet  at  such  racehorse  speed,  the  nearest  and  largest  making  a 
complete  revolution  in  7  hours  and  39  minutes,  and  the  other  in  30  hours 
and  18  minutes,  the  moons  produce  before  the  inhabitants  some  wonderful 
and  complicated  effects.  The  large  moon  rises  in  the  west,  rushes  acroBS 
the  sky  and  sets  in  the  east  within  4  hours  and  20  minutes,  and  in  this 
time  passes  through  all  of  the  phases  which  our  moon  does  in  a  fortnight. 

The  sun  sets  in  the  west  in  an  eclipse  which  is  total,  and  in  less  than 
four  hours  the  moon  has  become  first  a  crescent,  then  half,  then  fuU, 
with  a  total  eclipse,  thus  making  two  total  eclipses  of  the  moon  and  two 
of  the  sun,  and  sometimes  three,  in  a  single  day. 

On  account  of  its  nearness  to  the  planet  it  only  passes  through  an  arc  of 
143  degrees  from  rising  to  setting,  and  if  we  make  no  allowance  for  re- 
fraction it  appears  one-third  larger  when  on  the  meridian  than  when  on 
the  horizon.     Its  distance  from  the  planet's  surface  is  only  4,000  miles. 

The  outer  moon  rwhose  distance  from  the  planet  is  13,000  miles)  rises  in 
the  east  and  continues  in  sight  for  65  hours,  during  which  time  it  wiU  pass 
through  ah  of  its  phases  twice,  and  may  have  two  total  eclipses,  and 
eclipse  the  sun  twice  before  it  sets  to  be  hidden  from  sight  for  a  like  num- 
ber of  hours. 

Truly  * '  the  heavens  declare  the  glory  of  God  and  the  firmament  showeth 
His  handiwork." 

Discussion. 

Prof,  C.  S.  Howe  :  More  attention  has  probably  been  given  to  the  study  of 
Mars  within  the  last  10  to  20  years  than  before  for  a  great  length  of  time. 

Amateur  astronomers  claim  many  times  to  have  seen  things  that  have 
never  been  seen  with  the  largest  telescope  known.  Every  little  while  we 
hear  of  some  new  discoverer  having  seen  through  a  six  to  eight-inch 
aperture  something  which  had  never  been  seen  before  and  which  the 
largest  telescopes  have  never  been  able  to  see  since. 

A  favorable  position  of  Mars  for  study  comes  only  once  in  10  to  15  years. 
The  last  favorable  position  came  in  1877  at  which  time  canals  were  discovered 
by  Schiaparelli.  These  canals  are  merely  so  called.  They  are  streaks  of 
what  appear  to  be  water,  that  separate  the  surface  into  small  islajids. 

In  the  year  1881,  at  the  next  opposition,  which  was  not  quite  so  favorable 
as  in  1877,  because  Mars  was  not  so  near  the  earth,  Schiaparelli  discovered 
that  the  canals  were  double,  with  two  openings,  and  the  canals  were  from 
100  to  200  miles  apart.  Mars  will  not  reach  the  next  opposition  until  in  the 
coming  spring,  and  the  next  in  1892. 

The  one  way  in  which  we  can  determine  the  size  of  his  satellites  is  by  the 
amount  of  light  they  receive.  These  satellites  are  the  smallest  objects 
known  in  the  heavens. 


RECENT  DEVELOPMENTS  IN  IRON  AND  STEEL  MANUFACTURE. 


By  George  Bartol,  Member  of  Civil  Engineers'  Club  of  Clevklanb. 
[Read  Nov.  12,  1889.] 

The  problem  in  manufacturing  iron  and  steel  from  pig  iron  is  to  get 
rid  of  the  surplus  carbon  and  silicon  and  to  form  the  metal  into  the  shapes 
required. 

In  case  of  wrought  iron  this  is  done  by  the  puddling  proceas.  In  the 
case  of  steel  there  are  three  processes,  the  crucible,  the  Bessemer, 
the  oi)en-hearth.     In  the  puddling  process  the  cast  iron  is  put  into  a  re- 
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reverbatory  furnace,  the  bed  of  which  is  lined  with  refractory  material. 
The  iron  is  melted,  and  the  action  of  the  air,  and  flame  upon  it  causes  oxi- 
dation. As  soon  as  the  oxidation  of  the  silicon  and  carbon  is  complete 
the  iron  crystalizes  out,  it  "  comes  to  nature,"  and  is  welded  together  by 
rolling  or  hammering. 

In  the  making  of  steel  by  the  crucible  process,  a  charge  of  metal  with  a 
certain  amount  of  manganese  or  charcoal,  is  put  into  a  crucible  holding 
about  80  pounds  of  metal  and  subjected  to  a  very  high  temperature. 
After  a  suitable  time  the  metal  is  put  into  molds. 

In  the  Bessemer  process,  the  pig  iron  is  melted  in  a  cupola  furnace, 
poured  into  a  vessel  called  a  converter,  and  aii-  forced  through  it  at  high 
pressure.  The  silicon  is  oxidized  first — afterward  the  carbon.  Manganese 
is  then  added  and  it  is  poured  into  molds. 

In  the  open-hearth  process,  we  make  use  of  what  is  called  a  Siemens  or 
regenerative  furnace.  The  hearth  is  made  basin  shaped,  and  is  lined 
with  refractory  material,  as  in  the  case  of  the  Bessemer  process.  Ordi- 
narily it  is  lined  with  silica,  which  is  more  refractory  and  stands  niore 
heat  than  almost  any  other  substance.  At  each  end  of  the  furnace  are 
two  chambers  of  fire-brick,  piled  up  in  checker-work.  They  are  so  piled 
as  to  present  the  greatest  surface,  at  the  same  time  offering  little  resistance 
to  gas  and  air  passing  through  them.  In  this  furnace,  gas,  which 
is  produced  in  what  are  called  gas  generators  or  gas  producers,  comes  in 
through  one  of  these  chambers,  and  air  comes  in  through  the  other;  they 
combine  in  flame  and  go  out  through  the  chamber  at  the  other  end,  the 
direction  being  reversed  about  every  15  minutes.  By  tliis  means  we  retain 
nearly  all  the  heat  that  is  produced  by  combustion,  and  at  the  same  time 
produce  a  very  much  higher  temperature  than  if  cold  gas  and  air  were 
burned.  The  cast  iron  and  other  materials  for  the  charge  are  placed  on 
the  hearth  and  melted  by  the  current  of  gas  and  air  passing  over  them. 
There  are  several  ways  in  which  the  surplus  of  carbon  and  siUcon  can  be 
reduced.  After  the  process  has  gone  on  for  quite  a  time  (it  usually  takes 
about  eight  hours  for  the  operation),  we  have  reduced  the  carbon,  the 
silicon  is  gone  entirely;  manganese  is  added  and  the  steel  lapped  and 
poured  into  molds. 

Member  :  Is  manganese  added  to  protect  the  iron  ? 

Mr.  Bartol :  It  is  supposed  that  the  addition  of  manganese  takes  off 
oxygen  and  other  impurities  and  makes  the  steel  malleable.  For  soft 
steel  as  much  is  not  used  as  for  hard.  In  the  making  of  hard  steel,  like 
axle  steel,  about  one  and  one-fourth  to  one  and  one-half  per  cent  of  man- 
ganese is  used.  So  far  as  I  have  considered,  steel  has  simply  iron  and 
carbon  in  its  composition. 

There  are  several  other  elements  present.  Two  of  them,  silicon  and 
manganese,  are  needed  in  the  process  of  making  steel ;  and  two  of  them, 
phosphorus  and  sulphur,  we  would  be  very  glad  to  get  rid  of,  if  possible. 
Phosphorus  and  sulphur  are  found  in  all  iron  ores,  and  the  whole  process 
of  making  pig  iron  tends  to  concentrate  them.  Suppose  we  had  iron  ore 
containing  sixty  per  cent,  of  iron  and  which  has  five-hundredths  of  one 
per  cent,  of  phosphorus.  Passing  it  through  the  blast  furnace  we  get  pig 
iron  containing  ninety-tive  per  cent,  of  iron  and  all  that  phosphorus  con- 
centrated in  the  iron,  amoxmting  to  eight  one-himdredtlis  of  one  per  cent. 
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of  phosphorus.  This  is  again  concentrated  in  the  steel.  We  do  not  want 
&o  have  over  one-tentli  of  one  per  cent,  of  pliosphorus  in  steel ;  if  there  is, 
It  makes  it  brittle  and  dangerous  to  use.  The  sulphur,  on  the  other  hand, 
makes  steel  red  short,  and  you  cannot  hammer  or  roll  it.  Thus,  iron  ores 
feaving  a  small  percentage  of  phosphorus  are  very  much  sought  after, 
Alnaostjall  iron  ores  contain  a  certain  per  cent,  of  phosphorus.  In  some 
eotmtries  there  are  very  few  ores  suitable  for  making  steel. 

In  regard  to  the  acid-lined  furnace  or  converter,  the  silica,  at  this  high 
temperature,  is  stroMger  than  phosphoiic  or  sulphuric  acid;  it  goes  into 
the  slag  and  keeps  the  phosphorus  and  sulphur  in  the  steel. 

A  modification  of  the  Beseemer  and  open-heartii  processes,  which  has 
•only  come  into  use  within  the  last  few  years,  is  called  the  basic  ];)rocess  in 
©pposition  to  the  old  acid  process,  and  consists  in  performing  its  opera- 
tions on  a  lining  of  lime  or  magnesia  instead  of  silica.  This  is  also  called 
the  Thomas  process.  It  was  rendered  practically  possible  by  Mr.  Thomas, 
and  is  known  by  his  name  in  Germany. 

Almost  all  ores  in  Germany  are  veiy  liigh  in  phosphorus,  and  it  has 
accordingly  been  the  salvation  of  the  steel  manufacture  there. 

The  pig  iron,  as  used  in  the  old  acid  Bessemer  process,  contains  three 
per  cent,  of  carbon  and  tM'o  per  cent,  of  silicon.  The  presence  of  carbon 
ajttd  silicon  are  necessary  to  get  the  heat  required  to  keep  the  steel  in  a 
liquid  state  in  the  converter.  In  the  basic  prcwess,  phosphorus  takee  the 
place  of  sUicon.  Tl>ere  are  quite  a  number  of  fvunaces  in  the  city  of 
Pittsburgh  using  tlie  basic  opeii-hearth  process. 

Of  the  steel  products  from  the  three  different  processes,  each  has  its 
place.  The  crucible  process  is  gradually  being  driven  out.  It  is  used 
mostly  for  the  making  of  the  finer  grades  of  tool  steel.  The  Bessemer 
procsss  is  best  adapted  for  the  making  of  rails,  tank  steel  and  ship  plates, 
or  bridge  steel.  By  it  wo  cannot,  with  equal  certainty,  make  so  fine  a  grade 
of  steel  as  by  the  open  hearth  ;  so  that  the  open-hearth  process  is  used 
for  a  finer  grade  of  steel  than  the  Bessemer.  By  the  basic  open-hearth 
pixxjess  we  get  the  very  softesi  metal  produced. 

-Another  alloy  of  iron,  of  which  we  have  not  heard  ^ery  much  of  late^ 
is  the  Hadfield  steel.  The  open-hearth  process  or  the  crucible  process  is 
Kised,  and  about  10  per  cent,  of  manganese  is  added.  This  produces  a 
steel  which  is  very  hard  and  has  a  very  high  tensile  strength,  and  is  very 
tough,  one  sample  I  know  of  showing  about  115,000  pounds  to  the  square 
inich,  with  something  like  32  per  cent,  of  elongation — all  that  would  come 
from  other  steel  of  70,000  or  80,000  pounds  tensile  strengtli. 

As  I  explained,  HO  ])er  cent,  ferro-manganese  contains  perhaps  7  per 
cent,  of  carbon,  so  that  it  is  impossible  to  make  Hadfield  steel  Of  low  car- 
bon which  would  be  of  interest. 

Mr.  N.  B.  Wood:  Is  the  Hadfield  steel  capable  of  being  hardened  and 
temjjered  'i 

Mr.  Bartol  :     I  do  not  think  it  L". 
Member  :     Will  it  cast  freely  ? 

Mr.  Bartol  :  It  casts  very  nicely.  That  made  by  Mr.  Wellman  at  the 
Ofcis  Works  is  tlie  only  instance  that  I  know  of,  personally. 

One  of  the  most  important  recent  developments  in  steel  manufacture  is 
the  man\ifacture  of  steel  castings.      A   few   years   ago>*it  was:9,lmos.t.iQi- 


RECENT  DEVELOPMENTS  IN  IRON  AND  STEEL.  17 

possible  to  make  steel  castings  with  any  degree  of  satisfaction,  and  conse- 
quently most  castings  were  of  iron.  The  steel  castings  made  were  full  of 
blow  holes  and  they  were  generally  unreliable.  This  department  of  steel 
manxifacture  has  grown  up  entirely  within  the  past  six  or  eight  years. 
They  are  now  made  principally  by  the  open-hearth  and  Bessemer  processes. 
The  metal  will  run  from  sixty  to  eighty  thousand  pounds  tensile  strength 
and  possesses  a  very  high  degree  of  ductility  and  is  malleable.  If  you 
have  a  casting  which  you  wish  to  alter  the  shape  of  it  can  be  heated  red 
hot  and  hammered  into  tlie  proper  shape.  If  you  take  the  ordinary 
Bessemer  and  open  hearth  steels  and  pour  into  a  mold  you  will  find  that 
the  casting  is  full  of  blow  holes;  these  are  avoided  by  the  addition  of 
silicon  and  thorough  venting.  Steel  castings,  perfectly  solid,  have  about 
six  or  eight  times  tlie  strength  of  iron  castings. 

There  have  been  a  great  many  improvements  made  in  rolling  and  ham- 
mering steel.  Rolling  mills  are  now  designed  with  such  perfection  that 
it  requires  few  men  to  operate  them,  and  the  output  has  been  increased 
tenfold  within  the  last  fifteen  years.  Cold  rolling  lias  come  into  use  a 
great  deal  recently.  This  has  the  effect  of  giving  the  metal  a  very  true, 
polished  surface. 

There  are  several  other  pr<jcesse3  of  manufacturing  steel  of  interest — 
one,  the  Manuesmaun  process  of  rolling  tubes  from  the  solid  bar.  These 
tubes  can  be  made  of  considerable  length. 

There  is  another  process  which  |)romi8es  to  be  of  great  importance — 
the  Symonds  process  of  rolling  articles  of  almost  any  shape,  round  or 
cylindrical.  You  have  seen  a  woman  make  a  cylinder  of  dough  with 
her  hands.    This  Symonds  process  is  much  on  the  same  principle  as  that. 

Laying  steel  down  at  too  high  a  temperature  crystallizes  it.  In  regard 
to  annealing  steel,  steel  castings  should  be  well  annealed.  It  makes  them 
stronger  than  before.  The  question  Is  often  asked,  Is  this  steel  or  iron  r 
Wrought  iron,  as  used,  is  as  nearly  pure  iron  as  we  can  make  it.  If  you 
find  very  little  manganese  you  may  be  pretty  sure  that  it  is  iron.  You 
cannot  always  tell  crucible  steel.  If  you  find  it  low  in  manganese  you 
may  feel  pretty  sure  tliat  it  is  crucible  steel.  The  proportion  of  carbon  in 
steel  runs  from  one-tenth  to  one  and  one-half  per  cent.  For  very  soft 
plate  steel  we  have  one-tenth  per  cent,  of  carbon.  It  runs  from  that  up 
to  two-tenths  per  cent. 

With  regard  to  bridge  steel,  I  think  it  is  perfectly  safe  that  there 
should  be  from  seventy  to  eighty  thousand  pounds  tensile  strength  shown 
for  some  parts  of  a  bridge,  provided  it  has  the  proper  degree  of  ductility. 

It  is  important,  in  ordering  steel,  to  say  for  what  purpose  it  is  to  be 
used.  . 

Respecting  mitis  castings,  I  presume  all  of  .>'ou  have  seen  them.  They 
are  made  from  wrought  iron  with  the  addition  of  aluminum.  I  am  not 
at  all  famUiar  with  the  process,  but  what  I  have  seen  of  them  were  very 
nice  indeed.    They  are  very  tough. 


DISCUSSION. 

Member  :  What  is  the  best  definition=^f  iron  and  steel  ( 
Mr.  Bartol :     The .  definition,  which  I  think  bestfor  aU  practical  purposes 
la  that  steel  Is  malleable  and  homogeneous.    Wrought  iron  is  malleable  but 
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not  homogeneous,  whereas  cast  iron  is  homogeneous,  but  not  malleable. 
This  is  as  near  as  you  can  put  it  in  a  few  words. 

We  all  know  what  carbon  is  in  its  ultimate  form,  and  we  find  by  testing 
iron  from  very  high  temperature  that  it  contains  different  carbon  from  dif. 
ferent  carbon  tests.  So  various  other  things  all  show  that  there  is  more  than 
one  compound  in  the  iron.  A  very  slight  difference  in  the  carbon  makes  a 
great  difference  in  the  characteristics  of  steel.  Carbon  is  supposed  to  be 
present  as  metal  compound,  a  combination  of  carbon  with  the  iron.  In  the 
case  of  pig  iron  we  find  carbon  iron  present,  but  in  the  ordinary  pig  iron  or 
cast  iron  as  it  is  used  in  the  manufacturing  of  machines,  or  for  any  such 
purpose,  a  large  part  of  the  carbon  is  free.  If  you  will  take  a  piece  of  cast 
iron  and  break  ityou  can  pick  out  little  pieces  of  carbon  with  a  knife.  That 
might  be  a  thing  of  interest  to  dwell  upon  if  we  had  the  time. 

As  to  soft  iro  ,  or  what  is  so  called  soft  iron  (what  we  call  1,  2  and  3  iron), 
a  larger  part  of  the  carbon  is  simply  mixed  with  the  iron,  as  in  the  shape  of 
graphite.  Graphite  is  one  of  the  forms  of  caibon.  If  you  will  bi-eak  a  piece 
of  carbon  you  can  pick  it  out  with  a  knife. 

In  regard  to  the  relative  merits  of  open-hearth  and  Bessemer  steel  not 
being  worthy  to  go  into  bridges,  in  the  open-hearth  furnace,  where  the 
steel  cau  be  retained  in  the  melted  condition,  you  can  get  steel  just  as 
wanted;  whereas  in  the  Bessemer  furnace  it  requires  experience  and  care, 
but  if  the  metal  is  tested,  I  do  not  see  why  it  should  not  be  used  just  as  well 
as  the  other. 

Mr.  Wood:  Speaking  of  the  test  between  the  open  hearth  and  Bessemer, 
it  is  simply  a  matter  of  good  manipulation  and  care.  Now  you  may  work 
iron  as  much  as  you  want,  pull  it  and  roll  it  over  and  over  again  and  it  is 
iron  still.  You  may  roll  out  steel,  draw  it  out  as  many  times  as  you  wish 
and  it  is  still  steel.  If  you  will  take  a  piece  of  good  quality  of  iron,  you 
can  bend  it  backward  and  forward  without  breaking  it,  but  take  a  piece  of 
steel,  bend  it  backward  and  forward,  and  it  will  break. 

I  think  iron  is  more  safe,  practically,  to  use.  Steel  is  dangerous.  A  piece 
of  steel  grate  bar  that  seems  to  be  perfectly  tough  will  stand  any  amount  of 
doubling  one  way,  but  you  cannot  bend  it  back.  Put  it  in  service  a  little 
while  and  it  will  crack  off.  There  is  no  apparent  cause  for  it.  I  have  seen 
it  time  after  time,  sometimes  in  iron. 

Mr.  Wellman  :  It  is  a  common  belief  that  steel  is  a  dangerous  matei  ial 
to  use,  but  it  is  not  so  in  fact.  If  steel  is  a  dangerous  article  I  would  like  to 
know  why  nine-tenths  of  the  boilers  built  to-day  are  of  steel.  With  the 
steel  boilers  of  to-day  there  is  not  one-tenth  or  one-twentieth  of  the  money 
spent  on  repairs  that  there  are  on  iron  boilers,  and  iron  boilers  are  con- 
stantly requiring  repairs.  They  give  out  in  all  sorts  of  ways.  Take  an  iron 
boiler  and  put  it  in  use  and  nine  chances  to  one  there  is  a  leak.  A  man  goes 
into  the  market  for  the  purchase  of  a  boiler.  He  buys  a  steel  one  because  it 
is  the  cheapest  boiler  in  the  market,  and  puts  it  in  use,  when  it  very  likely 
cracks  on  the  bottom.  He  probably  bought  it  at  one-half  cent  per  pound 
cheaper  than  for  an  ordinary  iron  boiler,  and  then  cries,  "  Steel  is  danger- 
ous." If  steel  is  well  made,  it  can  be  used  a  great  deal,  but  it  is  impossible 
to  have  steel  or  any  other  material  used  by  ordinary  workmen  but  what  it 
will  be  opposed  at  some  time. 

Mr.  Force:  It  is  generally  supposed  that  steel  makes  better  bridge 
material  than  iron.  I  think  recent  developments  have  shown  that  Bessemer 
steel  is  very  little  better  than  iron.  I  can  refer  to  experiments  that  were 
illustrated  in  the  American  Society's  Transactions  for  a  bridge  on  the  Phila- 
delphia branch  of  the  Baltimore  &  Ohio  Railroad.  It  shows  that  for  long 
columns  in  which  the  length  is  considerable,  steel  is  very  little  superior  in 
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strength  to  iron.  I  do  not  think  there  is  much  to  be  gained  in  using  steel 
for  long  columns  in  bridges.  It  is  very  seldom  used.  The  best  bridges  are 
strictly  iron,  heavy  parts  may  be  of  steel,  and  many  of  the  bars  are  of  steel, 
but  the  lighter  parts  of  the  structure  are  of  iron. 

Mr.  Swasey:  A  few  years  ago  we  bought  quite  a  quaii'ity  of  1:''^  iron.  It 
was  bought  for  good  refined  iron,  of  an  extra  quality.  A  piece  of  it  was 
cracked  and  I  happened  to  strike  it  across  an  anvil  and  brtike  it  off.  I  was 
surprised  and  struck  it  across  the  anvil  again  and  it  broke  four  or  five  times 
in  that  way.  I  had  considerable  fun  with  it,  and  went  to  work  breaking 
iron  by  hand,  and  I  have  never  looked  upon  iron  since  then  as  the  same 
kind  of  material  as  before. 

We  can  have  good  iron  and  poor  iron,  good  steel  and  bad  steel.  It  makes 
a  difference  how  many  times  iron  is  puddled  and  rolled.  I  use  steel  more  and 
more  every  day,  but  do  not  want  to  have  much  to  do  with  iron. 

Mr.  Wellman :  Iron  cannot  be  tested.  We  have  no  assurance  at  all 
that  it  is  all  alike.  When  it  is  puddled  one  piece  may  be  fairly  good,  while 
another  piece  may  have  a  piece  of  cinder  in  the  centre.  One  may  be  full  of 
slag  and  another  may  be  all  right.  It  is  impossible  to  test  it  all.  Witb 
steel  a  test  sample  stands  for  the  entire  charge. 
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BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


November  Zi),  1889.— A  regular  meetlHg  was  held  at  the  American  House 
Hanover  street,  Boston,  at  10:40  o'clock.  President  Fitz-Gerald  in  the  chair, 
52  members  and  17  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

Mr.  Lewis  M.  Hastings  was  elected  a  member  of  the  Society,  and  on  mo- 
tion 'of  Mr.  Manley  it  was  voted  to  abate  .f  4  from  the  entrance  fee  in  con- 
sideration of  the  former  membership  of  Mr.  Hastings. 

The  following  were  proi)osed  for  membership  :  Benjamin  W.  Guppy,  of 
Boston,  recommended  by  F.  B.  Rowell  and  J.  P.  Snow  ;  and  "William  J. 
Watkins,  of  Revere,  Mass.,  recommended  by  E.  S.  Shaw  and  J.  R.  Wor- 
cester. 

On  motion  of  Mr.  Howe,  the  Secretary  was  directed  to  extend  the  thanks 
of  the  Society  to  the  Massachusetts  Dredging  Company  for  courtesies  shown 
on  the  occisioij  of  the  visit  to  tlie  company's  hydraulic  dredge  on  the  30th 
ult. 

On  motion  of  Mr,  Whitney,  it  was  voted  to  refer  to  the  Government  the 
matter  of  reitr.esting  the  funds  of  the  Society. 

On  motion  of:  Mr.  Hodgden,  tlie  sunn  of  f  f»5  was  appropriated  for  library 
purposes. 

On  motioxi  of  Mr.  Hodgden  it  was  voted:  That  the  Government  appoint  a 
<-ommittee*  to  consider  and  report  to  the  Society  at  the  next  meeting  the 
advisibility  of  urging  upon  the  Legislature  the  necessity  of  having  the 
sheets  of  the  new  State  map  printed,  and  j^laoed  within  reach  of  the  people 
of  the  State. 

In  the  absence  of  the  author,  Mr.  D.  E.  Moran  read  a  paper  by  Mr.  E.  L. 
Abbotl,  of  the  Poetsch-Sooysmith  Freezing  Company  of  New  York,  en- 
titled, "The  Freezing  Process  of  Making  Excavations  in  Wet  Ground." 
Mr.  MoraB  supplemented  the  paper  with  a  very  interesting  account  of  the 
sinking  of  a  shaft  through  quicksand  by  this  process  at  Iron  Mountain,  Mich. 

At  the  conchision  of  the  reading  of  the  paper,  a  vote  of  thanks  was  passed 
to  Mr.  Abbott,  Mr.  Moran  and  the  Poetsch-Sooysmith  Company,  for  their 
kindness  in  furnishing  the  Society  with  so  instrun't  ive  and  entertaining  an 
account  of  the  freezing  process  of  excavating. 

At  21:35  o'clock  the  Society  resolved  itself  into  n.  Committee  of  the  Whole 
to  take  into  consideration  the  new  constitution  and  by-laws. 

At  22:45  o'clock  the  Committee  rose  and  reported  back  a  draft  of  the  new 
constitution,  with  the  recommendation  that  it  be  recommitted  to  the  Com- 
mittee on  Constitution  for  tinal  revision.  The  report  was  accepted  and  the 
recommendation  adopted. 

[Adjnur'ned}.  S.  K.  TiNKHAM,  Secretary. 

December  18, 1889 :  A  regular  meeting  was  held  at  the  American  House, 
Hanover  street,  Boston,  at  19:30  o'clock,  President  FitzGerald  in  the  chair. 
Thirty-nine  members  and  twelve  visitors  were  present. 

'  The  Government  has  appointed  as  that  Comraittee  L.  F.  Itice.  W.  E.  McClintook 
ttnrl  M.  M   Tidd. 
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The  record  of  the  last  meetiuj^  was  read  and  approved. 

Messrs.  Benjamin  W.  Cnppy  and  William  J.  Watkins  were  elected  Mem- 
bers of  the  Society. 

Prosposals  for  membership  were  received  from  Lewis  M.  Bancroft,  Head- 
ing, Mass.,  recommended  by  E.  H.  Gowing  and  G.  H.  Barrus,  ;ind  from 
George  N.  Fernald,  Portland,  Me.,  recommended  by  G  L.  Vose  and  W.  A» 
AUen. 

On  motion  of  Mr.  Howe,  the  Secretary  was  directed  to  convey  the  thanks 
of  the  Society  to  Commander  F.  E.  Chadwick,  of  the  United  States  Steamer 
"  Yorktown,"  and  to  Mr.  Charles  Morton,  Snperintendent  of  Sewers  of  Bos- 
ton, for  courtesies  shown  on  the  occasion  of  the  visit  to  the  United  States 
Sqadron  of  Evolution  in  Boston  Harbor  on  the  4th  inst.;  also  to  the  Magee 
Furnace  Co.,  the  Low  Art  Tile  Co.  and  the  Lynn  and  Boston  Street  Rail- 
way Co.,  for  courtesies  shown  this  aftei'noon. 

Mr.  Tidd,  for  the  committee,  appointed  at  the  last  meeting  to  consider  the 
advisaVjility  of  urging  upon  the  legislature  the  necessity  of  having  the  new 
map  of  the  State  printed  and  placed  in  reach  of  the  people,  submitted  a  re- 
port. The  report  stated  :  "There  seems  to  be  no  question  as  to  the  desira- 
bility of  publishing  the  maps.  They  embody  information  of  special  value  to 
our  profession  and  to  members  of  our  society,  and  not  readily  obtainable 
from  other  sources.  The  work  of  collecting  this  information  and  of  making 
the  maps  has  been  done,  but  the  results  ai*e  unavailable.  These  maps  are 
needed  now  in  our  daily  work,  but  they  cannot  be  put  before  the  country 
until  Congress  makes  a  special  appropriation  for  that  purpose.  The  State 
of  Massachusetts,  making  application  to  the  proper  department,  and  paying 
the  expense  of  printing  a  limited  number  of  copies  of  the  maps,  would  doubt- 
less be  allowed  the  use  of  the  plates  for  that  purpose,  and  the  maps  could 
be  ready  for  delivery  in  a  few  weeks.  Your  committee  can  see  no  valid  ob- 
jection to  the  action  proposed,  and  therefore  reports  favorably  thereupon." 

Prof.  Henry  L.  Whiting,  a  member  of  the  State  Commission  on  Topo- 
graphical Survey,  spoke  of  the  character  of  the  work  which  had  been  done, 
and  of  the  present  condition  of  the  plates.  He  stated  that  the  Commission 
would  recommend  to  the  Legislature,  at  its  coming  session,  that  an  appro- 
priation be  made  for  printing  a  limited  number  of  the  maps.  He  suggested 
that  any  action  taken  by  the  Society  be  in  aid  of  this  recommendation. 

The  report  was  accepted,  and  it  was  resolved,  that  it  was  the  opinion  of 
the  Society  that  a  small  edition  of  the  maps  should  be  printed  at  once.  The 
same  committee  was  authorized  to  represent  the  Society  in  the  matter. 

Mr.  Stearns  submitted,  in  writing,  for  the  Committee  on  Revision  of  the 
Constitution,  the  new  constitution  and  by-laws  which  the  Society  had 
adopted  in  Committee  of  the  Whole,  with  the  addition  of  a  by-law  in  rela- 
tion to  the  permanent  fund.  On  motion  of  Mr.  Manley,  the  constitution 
and  by-laws,  as  submitted,  were  adopted,  ;:52  members  voting  in  the  affirma- 
tive and  none  in  the  negative.  On  motion  of  Mr.  Manley  it  was  voted 
that  the  new  constitution  and  by-laws  be  printed  and  circulated  at  once. 

Mr.  William  E.  McClintock  read  a  paper  entitled  "Some  Methods  of 
Heating  and  Ventilating  School  Houses.  The  paper  was  discussed  by 
Messi's.  Adams,  F.  Brooks,  Knapp,  Manley  and  S.  Smith  of  the  Society,  and 
Prof.  S.  H.  Woodbridge,  Mr.  Frederic  Tudor  and  Mr.  George  F.  Loring. 

Mr.  Theodore  P.  Perkins  read  a  paper  describing  the  system  of  heating 
and  ventilating  introduced  in  the  school  buildings  of  Lynn  by  Dr.  Pinkham, 
and  Prof.  S.  H.  Woodbridge,  of  the  Institute  of  Technology,  gave  a  very  in- 
teresting account  of  a  system  of  heating  and  ventilating  suitable  to  small 
school  buildings. 

[Adjournefi .]  S.  E.  Tinkham,  Secretary. 


^2  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 


December  18,  1889:— 316th  meeting— The  chib  met  in  the  Elks'  Club  room 
ab  8:20  p.  M.,  President  Meier  in  the  chair;  46  members  and  4  visitors  pres- 
ent. The  minutes  of  the  315th  meeting  were  read  and  approved.  The  Ex- 
ecutive Committee  reported  the  doings  of  its  80th  meeting,  approving  the 
application  for  membership  of  B.  H.  Colby,  and  announcing  the  result  of  the 
ballot  for  officers  of  1890  as  follows:  President,  F.  E.  Nipher;  Vice-President, 
George  Burnet;  Secretary,  Wm.  H.  Bryan;  Treasurer,  Chas.  W.  Melcher; 
directors,  E.  D.  Meier  and  S.  Bent  Russell;  Librarian  and  Manager,  J.  B. 
•Johnson;  Manager,  J.  A.  Seddon. 

Col.  Meier  then  appointed  Past  Presidents  Moore,  McMath  and  Holmana 
committee  to  escort  the  newly-elected  President  to  the  chair.  Prof.  Nipher 
on  taking  his  seat  thanked  the  Club  for  the  honor  conferred  upon  him,  and 
expressed  his  intention  of  doing  the  utmost  for  the  benefit  of  the  Club  and 
the  advancement  of  the  profession.  He  then  called  upon  retiring  President 
Meier  for  an  address.  Col.  Meier  responded  at  some  length  with  a  paper 
treating  of  the  advances  made  during  the  year,  particularly  in  the  direction 
of  civil,  mechanical,  mining  and  electrical  engineering.  Instances  of  re- 
markable work  done  in  these  branches  were  noted.  He  also  considered  ques- 
tions of  local  interest,  the  numerous  engineering  projects  on  hand  in  this 
vicinity,  the  World's  Fair  in  St.  Louis,  viewed  from  an  engineering  stand- 
point, the  prosperity  of  the  Club  and  plans  for  its  future,  and  the  desirabil- 
ity of  a  closer  union  among  engineers  of  the  country.  The  address  was 
greeted  with  applause. 

The  application  of  B.  H.  Colby  was  voted  upon,  and  he  was  elected  to 
membership. 

Professor  Johnson  announced  that  he  had  arranged  so  that  members  could 
secure  photographic  copies  of  the  Club's  picture  of  the  late  Professor  Smith 
at  .^1  each, 

Mr.  Bryan  announced  the  receipt  of  several  valuable  books  and  views  for 
the  Club's  room. 

The  Secretary  announced  the  resignation,  in  good  standing,  of  Thos.  G. 
Lansden. 

The  Secretary  also  read  a  communication  from  the  chairman  of  the  Execu- 
tive Committee  of  the  Liederkranz,  which  body  has  undertaken  the  work  of 
erecting  a  monument  to  Capt.  James  B.  Eads.  The  communication  sug- 
gested the  desirability  of  co-operation  between  the  Liederkranz  and  the 
Engineers'  Clob  of  St.  Louis,  in  the  direction  indicated.  On  motion  it  was 
ordered  that  the  Committee  on  Eads  Monument  be  increased  to  three,  and 
the  communication  from  the  Liederkranz  refei-red  to  them.  Robert  Moore 
was  appointed  the  additional  member  of  the  committee. 

President  Nipher  announced  the  receipt  of  a  telegram  from  Professor 
Potter,  stating  that  he  had  been  detained,  and  expressing  regret  that  it 
would  be  impossible  for  him  to  present  the  paper  on  "  Fuel  Gas"  announced 
for  the  evening. 

Prof.  J.  B.  Johnson,  chairman,  presented  the  following  report  for  the  Com- 
mittee on  National  Public  Works;  ordered  that  the  report  be  accepted  and 

the  committee  discharged. 

St.  Louis,  Mo.,  Dec.  18, 1889. 

BEPORT  OF  COMMITTKE  OF  THE  ST.  LOUIS  KNGINKERS'  CLUB  ON  THE  ORGANIZATION  OF" 
A  CIVIL  BUREAU  OK  PUBLIC  WORKS. 

Gentlemen:  Your  nommitteo.  appointed  in  June,  18S8,  to  co  operate  with  the 
National  Executive  Council  on  the  organization  of  a  National  Bureau  of  Public 
Works,  beg  leave  to  report;  as  follows: 

The  committee  conHiderort  its  flrat  and  most  important  duty  to  be  to  bring  about  a 
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better  iinderstHnding  of  the  question,  among  our  own  citizens  in  particular,  and  in 
other  cities  along  the  Mississippi  River.  Action  had  been  asked  from  all  these 
cities,  and  obtained  from  some,  vmfavorable  to  the  passage  of  the  Cullom-Brecken- 
ridge  bill,  and  your  committee  felt  it  their  duty  to  forestall  further  action  of  this 
kind  and  to  make  fi-iends  for  the  bill  among  those  who,  under  false  impressions, 
were  opposing  the  measure.  A  20-page  pamphlet  was  therefore  prepared,  contain- 
inir  a  copy  of  the  proposed  bill,  and  arguments  on  the  same.  There  were  2,500  copies 
of  this  pamphlet  printed  and  over  1,.S00  sent  out  by  the  committee;  about  1,000  copies 
were  distribiited  in  other  ways,  and  there  are  some  200  remaining  on  hand. 

Many  indications  received  by  the  Committee  go  to  show  that  the  pamphlet  has 
had  a  considerable  influence  in  making  public  sentiment  in  favor  of  a  change  in  the 
conduct  of  our  Public  Works. 

The  original  bill  was  favorably  reported  back  to  both  houses  of  last  Congress, 
but  died  a  natural  death  at  the  end  of  the  second  session.  The  subject  will  come  up 
before  the  present  Congress,  and  the  prospect  for  getting  favorable  action  on  it  is 
much  better  than  ever  before. 

If  engineers  would  only  unite  in  asking  for  fair  treatment  at  the  hands  of  the 
government,  it  WDuld  probably  not  be  many  years  before  we  would  have  in  this 
country  a  Civil  Bureau  of  Public  Works.  If  we  do  not  obtain  it,  it  will  probably  be 
our  own  fault.  Congress  will  certainly  wait  for  outside  pressure  to  force  them  to 
consider  so  radical  a  change,  although  most  Congressmen  admit  the  reasonableness 
of  the  proposition. 

It  is  remarkable  that  the  American  Society  of  Civil  Engineers  would  take  no 
action  in  the  premises.  The  difliculty  which  has  been  experienced  in  obtaining 
hearty  cooperation  in  this  undertaking  is  a  further  evidence  of  the  disorganized, 
unrecognized  and  uninfluential  position  of  the  engineering  profession  in  Amer- 
ica. 

It  is  very  much  to  our  discredit  that  we  have  in  this  country  so  inconspicuous  a 
place  in  the  public  esteem.  It  is  probably  to  be  explained  by  the  fact  that  we  have 
all  been  so  busy  working  at  our  profession  that  we  have  had  no  time  to  work  for  it. 
American  engineers  have  made  for  themselves  a  great  name  abroad,  where  engi- 
neers have  a  nigh  professional  standing,  but  we  are  still  ranked  along  with  the  arti- 
san clasis  at  home. 

There  are  now  some  indications  that  engineers  are  more  inclined  to  co-operate  for 
their  mutual  benefit.  It  is  hoped  that,  if  opportunity  ofTer ?,  the  members  of  the 
Engineers'  Club  of  St  Louis  will  do  all  in  their  power  to  have  the  civil  engineering 
of  the  country  done  by  the  civil  engineers.  The  Civil  Works  should  not  be  made  the 
means  of  an  experimental  education  for  the  United  States  Military  Engineers,  in 
matters  entirely  foreign  to  their  proper  field  of  military  service,for  which  they  have 
been  educated,  and  to  which  their  services  should  be  exclusively  devoted. 

STATEMENT  OF  RECEIPTS  AND  EXPENDITURES. 

Receipts. 
Subscriptions  from  46  members  (mostly  in  $2  amounts  as  per  appended  list)  —  $97.00 
From  an  unknown  friend  in  vVashington 1.00 

Total $98.00 

Expenditures, 

Printing  2,500  copies  pamphlet  and  electrotyping  same ,  $84.66 

For  1,200  one-cent  MO-appers 12.70 

Mailing  same 4.00 

Expressage  (packages  to  Milwaukee  and  Denver) 1.75 

Car  faxe  of  collector 2.00 

Total  expenditures $105,11 

Indebtedness , 7.11 

198.00 
J.  B.  Johnson,    ^ 
R,  E.  McMath,    'v  f,     ,„  ..  ^  „ 
F.  E.  NiPHER.       /-Committee. 
E.  D.  Meier.        / 

Prof.  Johnson  also  announced  that  the  board  of  managers  had,  at  its 
recent  meeting,  decided  to  change  the  place  of  publication  of  the  Journal 
to  Chicago,  about  April,  1890,  and  that  an  address  was  being  pre- 
pared on  the  subject  of  national  organigation  of  engineers. 

President  Nipher  announced  that  the  proposed  visit  of  Prof.  T.  G.  Mendeu- 
hall  to  the  city  had  been  deferred  until  about  the  middle  of  January,  so  that 
it  would  be  necessary  to  defer  further  action  about  the  banquet  to  be  given 
him. 

Mr.  Nils  Johnson  showed  the  club  a  pump  valve,  which  had  been  operated 
under  a  pressure  of  559  pounds  for  fifteen  minutes  with  ordinary  hydrant 
water. 

[Adf'oumed.]  Wm.  H.  Bryan,  Secretary, 
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CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


December  10,  1889:— The  meeting  was  opened  at  8  p.  ix.,  Mr.  W.  R.  War- 
ner, President,  in  the  chair.  The  Secretary  then  read  the  minutes  of  the 
preceding  meeting,  which  were  approved.  He  also  read  a  communication 
from  the  Executive  Board,  including  letters  of  application  from  the  follow- 
ing persons,  for  membership  in  the  Club  :  Sidney  Short,  Presic'ent  and  Gen- 
eral Manager  of  the  Short  Electric  Railway  Company  of  Cleveland,  F.  E- 
Bright  and  L.  E.  Holden,  all  of  Cleveland. 

The  following  persons  were  unanimously  elected  by  the  Club  : 

Herman  Poole,  W.  B.  Cleveland  and  Royal  Gurley,  as  active  ;  and  HiraHi 
A.  Tucker  as  associate  member. 

The  Committee  on  Affiliation  presented  its  report  and  offex'ed  resolutions 
which  were  adopted  by  the  Club,  and  Committee  continued.  A  report  of 
the  meeting  in  Chicago  of  the  Board  of  Managers  was  given  by  Mr.  Searles 
with  the  following  remarks: 

"The  Board  met  at  Mr.  Williams'  office.  Various  requests  have  been  made 
by  the  different  Societies,  members  of  the  Association,  for  action  at  dif- 
ferent times,  but  as  the  Board  has  had  no  powers  outside  of  the  publication 
of  the  Journal,  it  has  felt  some  embarrassment  about  acting. 

"Certain  amendments  were  adopted  by  the  Board  to  be  recommended  to 
the  different  societies  for  action.  They  will  be  forthcoming  at  the  proper 
time.  They  provide  substantially  as  follows:  On  the  application  of  any 
society,  meml)er  of  the  Association,  the  Board  is  to  recommend  that  each 
society  appoint  a  committee,  the  chairmen  of  these  committees  to  pre- 
pare a  joint  report  giving  all  the  facts  set  forth  and  according  to  the  gen- 
eral sense  and  tenor  of  the  local  reports.  The  Board  may  recommend  to  the 
societies  anything  pertaining  to  the  mutual  interest  and  policy  of  the  As' 
sociation  in  form  of  resolutions,  and  the  resolutions  being  adopted  by  two- 
thirds  of  the  societies,  shall  become  the  law  of  the  Association.  The  Board 
would  recommend  that  a  member  of  any  society  moving  to  another  city 
and  wishing  to  become  a  member  of  a  society  in  that  city,  may  be  permit- 
ted totmnsfer  his  membership  upon  presenting  proper  credentials." 

Mr.  Warner  then  said:  "As  the  architects  have  been  very  busy  beautifying 
the  city  of  late,  they  have  not  had  the  time  to  put  their  plans  on  paper  to  be 
presented  to-night,  but  they  hope  to  give  the  Club  something  very  interest- 
ing at  some  future  time,  when  they  will  be  better  prepared.  But  we  have 
with  us  here  Professor  C.  F.  Mabery,  Professor  of  f 'hemistry  of  the  Case 
School  of  Applied  Science,  who  will  give  us  a  lecture  to-night  on  the  'De- 
velopments of  the  Color  Industry  from  Coal  Tar  Products.'  " 

Professor  Mabery  then  gave  a  very  interesting  lecture  which  was  highly 
appreciated  by  all  present.  It  was  quite  technical ;  but  with  his  chemicals 
before  him  and  the  blackboard  and  charts  around  him,  he  showed  how  ali- 
zarine, rosanaline,  indigo  and  chinoline  dyes  are  made. 

He  explained  that  indigo  may  be  derived  directly  from  coal  tar.  In  the 
sixteenth  or  seventeenth  centuries  it  was  known  as"  Devils'  Drug,"  and 
that,  although  it  was  grown  and  used  for  coloriiig  purposes  by  the  Egyp- 
tians in  prehistoric  times,  it  is  only  witliin  the  jjast  \T^  years  that  chemists 
have  been  able  to  make  it  by  the  use  of  ortho-nitro-phenyl-pi'opiolic  acid. 
This  acid  is  produced  by  the  use  of  ortho-nitro-ditron-oinnamic  acid  and 
ortho-nitro-cinnamic  acid,  a  piece  of  information  extremely  interesting  when 
it  is  considered  that  those  formidable  sulxstances  are  produced  from  the 
much  despised  coal  tar.  He  proceeded  to  make  some  pure  indigo,  a  better 
article  than  that  which  is  grpwn.      He  took  some   ortho-uitro-phenyl-propi- 
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olic  acid  and  placed  it  in  a  test  tube  along  with  alkaline  gJucose,  or  grape 
sugar,  and  some  water.  Presently  the  regular  indigo  color  appeared.  This 
alkaline  glucose,  or  grape  sugar,  is  not  very  sweet.  It  is  an  ordinary  sugar 
in  one  sense,  but  it  is  not  as  sweet  as  sugar.  It  is  made  from  coni  in  the 
West,  and  is  used  largely  in  making  syrups.  The  sugars  are  composed  of 
carbon  and  water  ;  when  heated,  sugar  gives  oil"  the  water  and  leaves  char- 
coal. Glucose  is  perfectly  harmless  and  agreeable  to  rhe  taste ;  but,  al- 
though it  can  be  taken  in  consideralile  quantities,  it  is  not  wise  to  take  too 
much  of  it  into  the  system. 

Prof.  Mabery  also  explained  how  some  colors  would  deposit  more  readily 
and  are  more  stable  on  wool  than  on  cotton,  and  in  the  cqurse  of  his  remarks 
he  exhibited  to  the  Club  specimens  of  wool  and  cotton  that  had  been  colored 
with  the  different  dyes. 

He  spoke  also  of  rosalic  acid,  which  is  a  bright  color,  and  which  is  used 
largely  in  making  red  inks.  It  deposits  very  readily  on  wool,  and  yet  not  at 
all  on  cotton  without  a  mordant. 

The  alizarine  dyes  are  particularly  stable,  while  the  rosaniline  dyes  are  not. 
The  alizarine  and  rosaniline  colors  have  been  known  for  2,000  years,  but  it  is 
only  a  short  time  ago  that  a  German  chemist  figured  out  theoretically  that 
he  ought  to  be  able  to  produce  them  artificially,  which  was  con^rmed  by 
experiment,  making  a  use  of  th«»  waste  product  of  coal  tar  not  thought  of 
before. 

A  vote  of  thanks  was  tendered  Prof.  Mabery  for  his  valuable  and  enter 
taining  lecture. 

[Adjourned.]  C.  O.  Palmeb,  Secretary. 


CIVIL  ENGINEERS*  SOCIETY  OF  ST.  PAUL. 


October  1,  1889 :— Regular  meeting,  13  present.  Minutes  of  last  meeting 
approved.  Mr.  S.  B.  "Williamson  upon  vote  was  elected  to  membership. 
Committee,  consisting  of  C.  F.  Loweth,  A.  O.  Powell  and  J.  D.  Estabrook, 
appointed  to  report  on  the  proposed  union  of  the  local  societies  with  the  Am. 
Soc.  C.  E.  Paper  read  by  Mr.  C,  J.  A.  Morris  upon  the  dam  for  the  St, 
Cloud  Water  Power  Co. 

Followed  by  lunch  in  Hotel  Ryan.  Geo.  L.  Wilson,  Secretary- 


November  4,  1889 :— Regular  meeting  of  the  Society.  Nine  members 
present. 

Report  of  Committee  on  Aifiliation  with  American  Society  of  Civil  Engi- 
neers read  and  discussed  by  members  present,  who  agreed  with  the  report 
of  the  committee,  which  was  accepted  and  placed  on  file;  which  report  in 
conclusion  states  in  effect  that  the  proposed  union  is  not  desirable,  as  "we 
believe  that  the  work  to  be  done  by  the  several  societies  is  sufficiently  broad 
and  varied  to  give  ample  scope  to  separate  organizations;  matters  of  uni- 
versal or  national  importance  will  naturally  go  to  the  American  Society  of 
Civil  Engineers,  even  if  they  are  originally  presented  to  some  local  society. 
The  local  societies  can  better  attend  to  matters  of  local  interest  and  such  as 
pertain  to  the  good  fellowship  of  the  profession.  To  burden  the  American 
Society  of  Civil  Engineers  with  matters  of  only  local  interest  would  be  un- 
fortunate, while  to  deprive  local  societies  of  their  hoine  Influence  would  be 
equally  unfortunate." 

Mr.  Powell  then  read  a  paper  on  the  United  States  Laws  Relating  to  the 
Bridging  of  Navigable  Streams,  giving  requirements  of  said  laws,  references 
to  the  same  and  a  variety  of  information  on  the  subject. 

[Adjourned.]  Geo.  1j.  Wilson,  Secretary. 
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Decrmber  2,  1889 :— Regular  meeting  of  the  Society  at  8  o'clock  p.  m. 

Thirteen  members  present.  The  application  of  Mr.  G.  L.  Cresson  for  mem- 
bership was  voted  upon  and  Mr.  Cresson  was  elected. 

The  paper  of  the  evening  was  read  by  Mr.  F.  Freyhold,  upon  Methods  of 
taking  Topography  over  Extended  Areas. 

[Adjourned.}  A.   MuNSTER,  Secretary  pro  tem. 


ENGINEERS'  CLUB  OF  KANSAS  CITY. 


December  2,  1899 : — A  regular  meeting  was  held  in  the  club  room,  at  8  p. 
M.,  Vice-President  Filley  in  the  chair,  Kenneth  Allen,  Secretary.  There 
were  present  nine  members  and  four  visitors. 

Minutes  of  the  last  regular  meeting  and  those  of  the  meeting  of  the  Ex- 
ecutive Committee  were  read  and  approved. 

On  canvass  of  ballots,  Thomas  Callahan  was  declared  elected  Associate. 

The  subject  of  Sewer  Ventilation  was  discussed  by  Messrs.  G.  W.  Pear- 
sons, H.  H.  Filley,  F.  E.  Sickels  and  K.  Allen. 

Mr.  F.  E.  Sickels  then  read  the  paper  of  the  evening,  on  "  Snow  Plows," 
illustrated  by  models  from  actual  practice  and  drawings.  The  action 
of  best  form  of  old-fashioned  snow  plow  was  to  lift  snow  to  suffi- 
cient height  and  then  throw  to  one  or  both  sides  of  track  by  mold 
boards.  It  consisted  of  inclined  plane  with  lower  edge  within  two  inches 
of  the  track,  with  mold  boards  or  wedges  placed  upon  this,  back  of  its 
front  edge  far  enough  so  that  action  of  mold  boards  would  be  to  throw 
snow  on  top  of  snow  at  side.  If  not  over  nine  feet  high,  it  may  be  placed 
on  four  wheels.  Axles  should  be  very  large,  having  bearings  4^  inches 
diameter  by  eight  inches  long,  in  boxes  that  can  slide  up  and  down  in  ped- 
■de.tal.  Then,  if  plow  is  heavily  loaded  (say  four  tons  per  wheel),  it  will  do 
efficient  service  in  ordinary  storms.  Accidents  which  have  happened  to  this 
type  of  plow  have  mainly  arisen  from  causes  not  inherent  iii  the  plan,  but 
from  the  boxes  being  rigid  in  the  pedestal  and  front  end  of  plow  striking, 
say,  a  mass  of  ice,  lifting  it  up  with  the  wheels,  causing  plow  to  leave  track. 

This  has  been  shown  to  be  very  effective  in  most  cases,  though  the  mod- 
ern rotary  plow  is  more  effective  in  cases  where  snow  and  sand  have 
drifted  and  frozen  into  a  hard,  compact  mass. 

[Adjourned.] 

December  4,  1889: — The  annual  meeting  was  held  in  the  club-room  at 
8  p.  M.,  President  O.  B.  Gunn  in  the  chair,  Kenneth  Allen,  Secretary.  There 
were  present  eight  members. 

Minutes  of  the  last  regular  meeting  were  read  and  approved. 

The  Secretary  presented  his  annual  report  for  the  year. 

During  the  year  there  have  been  held  one  annual  meeting,  nine  regular 
meetings,  two  adjourned  meetings,  and  12  executive  committee  meetings. 

ATTENDANCE. 

1889.  1888. 

Members-Total 121  169 

Members— Average 11  13 

Visitors— Total 51  84 

Visitors— Average 4.9  6.5 

Sixteen  papers  have  been  presented  during  the  year,  besides  the  general 
discussion  of  sewerage  at  the  November  meeting. 

The  Annual  Banquet  aiul  a  Field  Meeting  in  September  wei-e  notably 
pleasant  features  of  the  year. 

The  Committees  on  Bridge  Reform,  National  Public  Works,  Transfer  of 
Members  and  Affiliation  of  Engineering  Societies  have  done  considerable 


10 


PROCEEDINGS.  27 

work,  bub  in  each  case  developments  from  outside  are  awaited  before  further 
action  is  taken. 

A  Committee  on  Cements  and  Mortars  has  been  appointed,  from  which 
we  shall  no  doubt  receive  valuable  information  in  the  future. 

It  remains  to  be  settled  in  what  way  our  Representative  on  the  Board  of 
Managers  of  the  Association  of  Engineering  Societies  shall  be  elected  or 
appointed. 

MEMBERSHIP. 

Associate 
Honorary.  Members.  Associates.  Memhers. 

December  5,  1888 0  62  0  6 

Additions 3  17  2  3 

3  79  2  9 

Resignations . 

Deceased 

Dropped 

Transferred  to  other  class.  1 ) 

December-',  1889....  3  69  2  9 

Non-resideut  Members,  December  5,  1888 22 

4,1889 23 

The  following  candidates  for  officers  for  18S0  were  nominated: 
For  President,  W.  H.  Breithaupt,  H.  H.  Filley. 

Isb  Vice  President,      J.  A.  L.  Waddell,  Henry  Goldmark. 

2d  Vice  President,       A.  J.  Mason,  Thomas  Knight. 

1st  Director,  W.  B.  Knight,  E.  Butts. 

2d  Director,  W.  Kiersted,  O.  B.  Gunn. 

Secretary,  Kenneth  Allan,  Henry  Goldmark. 

Treasurer,  F.  W.  Tuttle,  A.  G.  Glasgow. 

Librarian,  C.  E.  Taylor,  P.  C.  Gunn. 

The  subject  of  changing  the  days  of  regular  meetings  was  discussed  but 
no  action  taken. 
[  \djju,r)\.''.<:l.'\  Kenneth  Allen,  Secretary. 
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MONTANA  SOCIETY  OF  CIVIL  ENGINEERS. 


November  16, 1889.— The  regular  monthly  meeting  of  the  Society  was  held 
at  the  office  of  Mr.  E.  H.  Beckler,  Chief  Engineer  Montana  Central  Railway, 
at  8  p.  M.,  President  B.  H.  Greene  in  the  chair. 

There  were  present  Messrs.  De  Lacy,  Helmick,  Wheeler,  Foss  and  Haire. 

Mr.  Geo.  O.  Foss,  of  the  committee  to  canvass  the  letter  ballots  received 
since  the  last  meeting,  reported  that  Mr.  Charles  F.  Pearis  was  unanimously 
elected  a  member  of  the  Society. 

The  Society  then  adjourned  for  one  week. 


November  23, 1889. — The  meeting  was  called  to  order  by  Vice-President 
E.  H.  Beckler. 

Those  present  were :  Messrs.  De  Lacy,  Wade,  Danse,  Foss,  Wheeler  and 
Pearis. 

Colonel  De  Lacy,  Chairman  of  the  Committee  on  Public  Land  Surveys, 
submitted  a  report  recommending  that  the  Society  address  a  letter  to  the 
Hon.  T.  IL  Carter,  calling  his  attention  to  the  operation  and  defects  of  the 
present  system  of  making  such  surveys,  and  requesting  him  to  use  his  in- 
fluence at  Wa^shington  in  securing  a  modification  of  the  present  law,  and, 
if  possible,  a  repeal  of  the  contract  system  of  surveys. 

It  was  voted  that  the  report  of  the  committee  be  accepted  and  the  com- 
mittee discharged ;  also,  that  the  letter  to  Mr.  Carter  be  published  in  the 
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Journal  of  the  Association  of  Engineering  Societies  in  full,  and  that 
the  Society  procure  from  the  publishers  of  the  Journal  100  copies  of  the 
same  in  pamphlet  form  for  disti'ibution. 

Qn  motion  of  Mr.  Wade,  the  thanks  of  the  Society  were  extended  to 
Colonel  De  Lacy  and  the  committee  for  the  able  manner  in  which  the  sub- 
iect  had  been  reported  upon. 

After  further  Jiscu><sinn  the  meeting  adjourned. 

J.  S.  Keerl,  Secretai-y. 

Helena,  Mout..,  I'ecember2, 1889. 

Hon.  Thomas  H.  Cartkk,  House  of  Representatives,  WashinKton,  D.    . 

SIR:  The  undersigned,  at  the  October  meeting  of  the  Civil  Engineers  of  Montana, 
were  appointed  a  connuittee  to  investigate  the  defects  of  the  present  sys'em  of  sur- 
veying the  public  lands,  to  endeavor  to  suggest  a.  better  one,  and  to  communicate 
wiih  you  thereon,  and  aak  your  co-operation  in  inducing  Congres.y  to  adopt  it,  or 
something  like  it,  or  at  lea.st  to  have  the  present  system  amended  so  that  frauds 
could  bo  measurably  prevented,  tlie  surveys  placed  upon  a  higher  plane,  and  larger 
and  better  results  obtained  for  the  money  exjjended  by  the  United  States. 

The  present  system  may  be  briefly  described  as  follows:  At  every  session  of 
Congress  there  is  a  regular  appropriation  made  for  the  ensuing  fiscal  year,  for  the 
expenses  of  each  surveyor  general's  office:  that  is,  for  the  pav  of  the  Siu'veyor  Gen- 
eral, his  clerks,  draftsmen,  and  other  contingent  expenses,  and  each  item  is  specific 
in  its  character  and  can  be  applied  to  no  other  purpose. 

There  is,  however,  a  lump  sum  appropriated  for  surveys  for  all  the  surveying  dis- 
tricts, which  varies  usually  from  i$50,0(IO  to  $300,000.  The  rates  of  pay  per  mile  are 
prescribed  in  the  act  making  tiie  appropriation.  For  several  years  past  the  rates 
have  been  very  low,  considering  that  most  of  the  country  now  remaining  to  be 
surveyed  is  broken  and  hilly.  Some  years  augmented  rates  are  allowed  for  grotind 
that  is  moimtainous,  heavily  timbered  or  covei-ed  with  dense  undergruwth,  and  at 
piesent  th'-re  is  a  very  gool  and  tolerably  suflicient  allowance  for  lan<!  which  is  en- 
tirely covered  with  timber,  with  the  proviso  that  it  must  be  agricultural  land. 
Only  land  settled  upon  or  fit  for  agriculture  can  be  surveyed.  A  part  of  the  sum 
allowed  is  reserved  as  a  fund  for  paying  for  examinations  in  the  field,  of  all  the  sur- 
veys made  during  the  fiscal  year;  generally  there  is  reserved  about  $20,(!00. 

The  gross  sum  appropriated  is  di'dded  out  by  the  Commissioner  of  the  General 
Land  Ottice  to  the  several  surveying  districts,  in  proportion  to  the  necessities  of  the 
service  as  shown  by  the  estimates  made  each  year  by  the  surveyors  general  of  the 
drflTerenl,  districts.  Each  one  is  notified  of  the  sum  apportioned  to  him,  of  the  rates 
allowed  per  mile,  and  of  the  special  regulations  which  must  govern  the  surveys;  and 
thereupon  proceeds  to  let  contracts  to  surveyors  in  such  parts  of  his  district  from 
which  he  has  applications  for  surveys  from  actual  settlers.  Until  the  last  four  years, 
the  surveyor  general  could  place  the  surveys  in  any  part  of  his  district  that  he 
pleased,  but  at  present  only  those  townships  can  be  sirrveyed  which  are  applied  for 
by  the  settlers  living  therein. 

The  contracts,  as  di'awn  up,  specify  minutely  and  precisely  what  lines  are  to  be 
surveyed;  whether  base,  standcard,  meridian,  exteriors  of  townships,  meanders  and 
subdivisions;  the  rate  per  mile  for  each  kind  of  line  is  given,  and  whether  aug- 
mented rates  are  allowed.  A  time  is  designated  within  which  the  surveys  are  to 
be  executed  and  the  field  notes  transmitted  to  the  surveyor  general's  ottice.  There 
is  a  bond  attached  to  the  contract,  and  the  surveyor  and  two  sureties  give  security 
in  double  the  estimated  amount  of  the  contract,  for  the  faithful  performance  of  the 
surveys.  One-half  of  such  security  must  be  based  on  real  estate,  and  it  is  minutely 
described  in  the  bond.  The  surveyor  hires  and  pays  his  men,  and  bears  ail  expenses 
of  whatsoever  nature.  He  receives  from  the  surveyor  general  special  instructions 
as  to  how,  and  in  what  order,  he  shall  make  the  surveys,  and  a  diagi-am  of  them, 
copies  of  all  of  which  are  sent  to  the  commissioner  for  his  approval.  When  this  is 
received,  the  surveys  can  eomnience.  No  substitutions  are  allowed,  and  it  thus 
frequently  happens,  owing  to  the  country  where  the  surveys  are  placed  not  being 
well  known,  that  the  surveyor  finds  on  arriving  at  his  ground  that  the  townships 
which  it  was  supposed  would  cover  the  bottom  lands  and  bench<;s  of  a  valley  or 
creek  where  the  settlers  are,  in  reality  fall  into  the  hills  or  bad  lands  on  either  side. 
In  such  a  case  he  is  helpless,  and  his  remedy  would  be  to  have  his  contract  auniiiled 
and  a.  new  one  granted  which  would  cover  the  ground  originally  intended;  all  of 
which  takes  time  and  makes  exjiense. 

The  men  who  assist  the  surveyor  as  chainmen,  etc.,  are  sworn,  generally  by  him 
self,  both  at  the  beginning  and  at  the  conclusion  of  the  survey,  to  do  their  duty  cor- 
rectly, and  the  surveyor  testifies  to  the  correctness  of  his  surveys  before  a  notary 
public,  or  other  civil  officer  having  a  seal. 

Th(^  surveyor  himself,  according  to  instructions,  should  be  au  experienced,  com- 
petent- and  honorable  man;  the  instructions  say  that  none  other  should  be  entrusted 
witli  I  lie  conduct,  of  surveys.  He  has  to  have  a  knowledge  of  the  solar  compass, 
which  i  :  ,1  cniji plicated  and  scientific  instrument;  he  must  be  able  to  ostjiblisli  a  true 
meridian  )>>  (lie  north  star,  be  able  to  calculate  areas  and  underataiid  topography 
and  the  making  oi  maps.  In  point  of  fact,  many  of  them  know  very  litile  about 
these  things.  They  have  picked  up  a  litih;  knowledge  practically;  and  when  any- 
thing occurs  out  of  the  ordinary  course  they  do  not  know  how  to  manage  it.  And 
this  is  no  wonder,  because  many  of  these  inen  have  surveyed  for  years  vnthout  the 
slightest  knowle<ig<;  of  mathematics. 
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When  the  coniract  is  comiilotcd  in  the  field,  the  surveyor  dischargc-s  hia  hands 
and  rotiirna  to  his  home,  whei-e  he  writes  his  notes,  and  sends  them  to  the  Surveyor 
Genernl's  ofHc(:\  There  they  are  examined,  and  if  found  technically  correct,  the 
township  and  other  loax'S  are  made,  which,  with  transcripts  of  the  field  notes,  are 
sent  to  the  Commissioner  of  the  General  Land  Office  at  Washington.  Before  they 
are  approved  by  him,  an  examiner  is  generally  sent  out,  who  goes  to  each  township 
in  each  contract,  looks  over  it  in  parts  to  see  if  the  corners  are  properly  set,  and  re- 
traces one  or  two  lines  in  each  one,  or  at  least  in  several  of  them .  If  his  report  is 
favorable  the  surveys  are  approved,  and  the  surveyor  receives  his  money,  and  the 
triplicate  plots  are  forwarded  to  the  local  land  oflice,  so  that  the  settlers  within  the 
townships  can  enter  and  obtain  title  to  their  land. 

I  would  remark  here  that  for  many  years  there  was  no  examination  in  the  field  of 
the  surveys.  The  surveyor's  field  notes,  as  sworn  to  by  him,  were  conclusive,  and, 
if  technically  correct,  were  accepted.  His  bondsmen  were  sup]ioscd  to  be  liable  for 
any  damages  occurring  in  case  fraud  should  be  discovered;  but  in  point  of  fact 
there  is,  as  far  as  known,  no  instance  where  they  have  l)cen  compelled  to  pay  the 
forfeit,  although  there  have  been  thousands  of  fraudulent  surveys. 

Such,  in  a  general  way,  is  the  system  under  which  the  public  lands  of  the  United 
States  have  been  surveyed  for  the  last  eighty  or  ninety  years.  The  rectangular 
system  in  itself  is  an  admirable  one,  easily  understood,  and  simple  and  easy  of  ap- 
plication. Up  to  the  time  of  the  discovery  of  gold  in  California  the  surveys  were 
chiefly  confined  to  the  older  States  and  to  timbered  regions.  The  surveys  were  also 
generally  in  the  hands  of  a  class  of  men  who  made  surveying  their  profession,  who 
constantly  surveyed  public  lands  and  who  frequently  employed  the  same  men  every 
sea-oon.  Thus  all  parties  were  expert  in  their  business;  they  lived  in  the  country 
and  had  reputations  to  lose.  In  consequence  most  of  the  surveys  were  measurably 
well  done,  and  the  field  notes  afforded  a  great  deal  more  information  than  they  gen- 
erally do  at  present.  The  lines  and  corners  were  well  marked  and  could  be  easily 
followed  through  the  timber. 

With  the  rush  across  the  plains  all  this  changed.  Many  of  the  surveyors,  as  of  all 
other  classes,  went  to  the  Pacific  coast.  There  was  a  vast  and  untrodden  field  where 
new  survej^s  wero  to  be  inaugurated,  for  which  large  appropriations  were  ma'le  by 
the  government,  with  large  rates  per  mile.  Many  of  the  surveyors  who  obtained 
contracts  were  honest  men.  who  did  their  duty  correctly;  but  there  weic  many  more, 
not  surveyors,  xvIkj,  in  collusion  with  government  authorities,  obtained  large  con- 
tracts, and  speculated  in  surveys.  They  would  obtain  large  contracts  by  "influence," 
and  employ  a  numbBr  of  surveyors  as  eompassmen.  Time  was  money  literally ;  only 
those  townships  were  surveyed  which  were  likely  to  be  soon  settled,  and  while  the 
notes  were  compiled  in  the  most  correct  manner,  the  greater  part  of  subdivisions  of 
townships  which  they  described  were  never  surveyed  or  marked  on  the  fcround,  and 
the  topography  was  entirely  false,  except,  perhaps,  on  the  boundaries.  This  system 
finally  culminated  in  the  "special  deposit"  and  "Benson"  fraudulent  surveys,  by 
reason  of  which  the  government  has  paid  hundreds  of  thousands  of  dollars  for  sur- 
veys which  either  only  exist  on  paper,  or  over  worthless  land.  It  has  extended  to 
all  the  States  and  Teri-itories  west  of  the  Mississippi  River.  In  Montana  there  has 
been  very  little  of  this  done,  for  although  there  has  been  some  indifferent  surveying, 
positive  fraud  bars  been  very  rare. 

In  all  the  Siates  and  Territories,  however,  surveyors  general  and  others  connec- 
ted with  the  public  land  surveys,  complain  of  bad  and  fi'audulent  surveying,  and 
settlers  and  the  government  have  been  put  to  immense  expense  and  have  suffered 
great  losses  in  consequence.  In  order  to  get  some  idea  of  the  manner  in  which 
frauds  have  been  carried  on,  we  would  refer  you  to  the  reports  of  the  Commissioner 
of  the  General  Land  Ofiice,  for  the  years  1886  7-8;  chiefly  in  the  reports  of  the  survey- 
ors general  of  California,  Nevada,  New  Mexico,  Colorado  and  Arizona,  where  will 
be  found  ample  confirmation  of  what  is  stated  above. 

While  deprecating  these  abuses,  it  is  not  intended  to  convey  the  impression  that 
all  or  the  maiiority  of  surveyors  do  this  kind  of  work.  The  real  surveyor,  who  de- 
pends on  his  profes.sion  for  a  living,  does  his  work  honestly  enough.  It  is  the  sur- 
veying rings  which  have  sprung  up  as  by  magic,  within  the  last  twcnty-flve  years, 
which  are  responsible  for  the  greater  part  of  the  fraiids. 

Within  the  last  five  years  an  effort  has  been  made  by  the  Commissioner  of  the 
General  Land  Office  to  insure  better  surveys,  and  prevent  abuses,  by  a  set  of 
stringent  rules.  Contracts  had  to  be  advertised,  this  being  done  by  posting  a  dia- 
gram of  the  surveys  and  proposals  for  bids  in  the  Surveyor  General's  and  tlie  local 
land  offices  for  30  days,  the  rates  not  to  exceed  those  specified  in  the  act  of  appro- 
priation; the  contract  to  be  given  to  the  lowest  bidder,  provided  he  was  a  reliable 
and  competent  surveyor,  with  right  to  reject  any  or  all  bids,  and  an  esamination  of 
every  contract  before  the  account  was  paid. 

These  reforms  were  excellent  in  their  way,  and  no  doubt  did  much  good,  or  would 
have  done  it,  other  things  being  equal.  It  was  intended  by  advertisin;^  for  bids  to 
have  competition,  and,  consequently,  obtain  surveys  at  the  lowest  price;  but  the 
fact  was,  that  while  some  contracts  were  let  below  the  regular  price,  the  settlers 
living  in  the  township  had  to  make  up  the  difference  by  boarding  the  surveyor  and 
his  men,  or  furnishing  transportation,  or  acting  as  assistanfs,  gratis,  thus  throwing 
nearly  one-half  the  cost  on  them.  One  of  the  surveyors  in  this  territory,  finding  thai 
he  was  unable  to  make  anything,  after  completing  part  of  his  surveys  and  drawing 
all  his  borrowed  money  from  the  bank,  left  the  country  without  sending  in  his  field 
notes,  and  the  settlers  have  now  been  waiting  for  over  three  years  to  have  their 
land  surveyed.  It  is  true  that  another  surveyor  took  the  conti*act,  btit  hehasnot 
completed  his  work,  and  at  least  a  year  more  will  prol)ably  elapse  before  it  vs  finally 
complete. 
The  AxaniiaftUon  at  the  work  in  the  field,  while  it  ban  no  doubt  had  the  effect  of 
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preventing  "paper'  surveys,  lias  been  of  very  liitle  use  in  determining  tlie  accur- 
acy of  tliem.  The  money  allowed  for  the  purpose  is  insufficient,  the  examiner  is 
not  furnished  ■svith  an  instrument,  or  chain  and  pins,  and  must  purchase  or  borrow 
them.  He  can  spend  but  little  time  on  the  ground,  and  frequently  can  only  ex- 
amine a  few  corners  of  a  survey,  a  few  lines  in  each  contract,  and  not  enough  to 
show  the  absolute  accuracy  of  the  results  reported.  He  is  generally  an  engineer, 
and  not  a  public  land  surveyor,  and  consequently  does  not  know  at  what  point  he  is 
most  likely  to  find  errors,  if  any  exist 

As  a  consequence  of  these  regulations,  the  surveying  service  may  be  said  to  have 
been  completely  demoralized.  In  the  first  place,  contracts  were  taken  at  very  low 
figures  by  men  who  had  been  assistant  engineers  on  railroads,  wlio  were  then  out  of 
employn^ent,  who  had  never  done  public  land  surveying  before,  and  were  not 
acquainted  with  the  ground  that  they  were  going  to  survey,  but  had  an  idea  that  it 
was  easily  done,  and  that  they  could  make  money  thereby.  They  soon  found  their 
mistake,  and  that  the  whole  business  was  literally  an  up-hill  job,  and  that  the  only 
parties  liable  to  make  anything  out  of  it  were  the  bankers  who  lent  them  money  at 
12  per  cent,  per  annum  to  pay  their  expenses.  When  their  field  notes  came  into  the 
office,  they  were,  almost  without  exception,  incorrectly  written,  from  want  of 
experience,  or  carelessness,  or  both,  and  were  returned  for  correc  ion  one,  two,  and 
even  four  times. 

In  addition  to  this,  Congress  having  made  a  totally  insufficient  .-ippropriation  for 
clerk  hire  in  the  different  offices,  the  work  could  not  be  either  examined,  or  the 
maps  or  transcripts  made  to  send  to  the  Commissioner,  and  the  notes  had  to  lie  in 
the  Survej'or  General's  office  for  several  months  at  a  time,  until  a  special  appropria- 
tion was  made  for  the  pay  of  clerks  and  draughtsmen . 

Under  these  circumstances,  many  of  the  contracts  would  have  lapsed,  under  the 
two  years'  limit,  and  the  money  been  carried  back  into  the  Treasury,  had  not  the 
Commissioner  withdrawn  the  money  therefrom  and  transferred  it  to  the  Surveyor 
General,  as  disbursing  officer,  to  pay  the  contracts  when  their  accounts  were 
approved.  Even  then,  they  had  to  wait  until  an  examiner  was  sent  out  from 
Washington,  and  his  report  of  examination    had  returned  there  and  been  approved. 

In  consequence  of  these  and  other  delays,  in  several  cases  more  than  two  years 
elapsed  before  some  of  the  surveyors  were  paid,  daring  all  which  time  they  had  to 
pay  interest  on  borrowed  money.  Others  were  not  so  fortunate;  two  of  the  con- 
tracts have  recently  lapsed,  and  the  unfortunate  surveyors  cannot  get  their  money 
until  Congress  reappropriates  it,  and  legalizes  the  surveys. 

There  is  another  class  of  persons  who  all  suffer  severely  from  this  state  of  things, 
and  those  are  the  settlers  who  live  on  the  lands.  Many  of  these  have  resided  on 
their  farms  for  seven  or  eight  years,  sometimes  more  All  of  them  petitioned  for 
surveys,  expecting  to  have  them  executed  in  a  short  time.  Some  have  had  to  wait 
for  two  or  tiiree  years  before  they  could  enter  their  lands,  and  many,  even  now,  after 
three  or  four  years  have  elapsed,  can  get  no  title.  They  often  write  and  ask  when 
certain  surveys  will  be  approved,  so  that  they  will  know  for  certain  where  their 
lines  will  run,  so  that  they  can  put  up  their  fences  and  not  have  to  move  them  after- 
wards—a great  consideration  with  the  ranchmen,  and  one  w  hich  they  often  mention. 
It  is  also  to  be  remarked  that  in  case  of  fraudulent  surveys,  the  settlers  are  severe 
sutt'erers.  A-  they  frequently  take  claims  up  at  the  land  office,  from  the  township 
map,  the  false  topograpny  often  misleads  them,  and  they  find  very  often  that  they 
are  not  living  on  the  grt/und  which  they  have  entered,  and  they  are  for  the  same 
reason  often  engaged  in  litigation  over  disputed  boundaries. 

As  to  the  surveyors,  the  great  majority  of  them,  with  the  experience  which  they 
have  had  in  the  last  four  years,  will  not  take  a  contract  again;  certainly  not  at  pres- 
ent prices  and  with  the  same  delays  in  getting  their  money  which  ihcy  have  had 
her=tofore. 

Although  the  apportionment  for  surveys  for  Montana  for  this  year  is  $25,000,  and 
there  are  many  petitions  for  surveys,  and  that  flO.OOO  of  this  must  be  spent  on  Milk 
River,  where  the  ground  is  very  favtrable,  there  are  few,  if  any,  oftera  from  survey- 
ors. It  is  more  advantageous  for  them  to  do  any  other  kind  of  professional  work 
where  they  are  sure  of  getting  their  pay  regularly  and  ctf  once. 

What  has  been  written  abov^e  may  be  summarized  as  follows: 

1st.  The  system  of  rectangular  surveys,  after  100  years'  trial,  has  shown  itself  to 
be  one  of  the  simplest,  most  convenient,  and  most  accurate  methods  of  subdividing 
land  ever  devised. 

2d.  The  contract  system,  originally  a  necessity,  and  formerly  the  most  prompt  as 
well  as  cheapest  method,  has  become,  in  the  lapse  of  time,  inefficient,  cumbersome, 
and  behind  all  other  modes  of  surveying  m  the  results  which  it  gives,  in  addition  to 
which,  owing  to  the  frauds  practiced,  it  has  in  reality,  of  late  years,  been  very  ex- 
pensive, both  to  the  government  and  the  settlers. 

3d.  Owing  to  the  nature!of  the  country  still  remaining  to  be  surveyed,  which  con- 
sists of  narrow  valleys  surrounded  by  hills  or  mountains,  the  small  prices  allowed, 
and  the  delays  in  payment,  it  will  be  almost  impossible  in  a  short  time  to  get  any 
one  to  take  (contracts,  and  the  system  will  completely  fail,  to  the  gicat  detriment  of 
the  government  and  the  settlers. 

Many  of  the  surveyors  general  have  advocated  a  change  in  the  system,  but  are  not 
all  agreed  as  to  what  shall  take  the  place  of  the  present  system. 

The  one  which  it  appears  to  us  to  be  an  eminently  practicable  and  practical  one, 
would  be  as  follows: 

To  do  away  or  abolish  the  letting  of  contracts  altogether,  and  have  the  work  done 
by  regularly  appointed  and  qualified  surveyors,  under  the  direction  of  the  surveyor 
general  of  each  district,  subject  to  the  following  regulations: 

Ist.  When  the  Surveyor  General  has  received  notice  of  the  appointment  for  his 
districthe  should  be  authorised  to  employ  as  many  principal  surveyors  and  their 
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apsistanf  a  as  way  be  necessary  (all  to  be  paid  by  the  eovernment),  and  the  money 
appropriated  will  allow,  to  make  such  surveys  as  may  oe  called  for  by  petition  of 
settlers,  or  may  be  found  necessary  by  investigation  throughout  the  district.  The 
reason  for  the  last  remark  is  that  it  is  very  difficult  to  get  settlers  in  remote  dis- 
tricts to  petition  ;  they  do  not  understand  it  very  well,  and  they  think,  moreover, 
that  it  is  of  no  use.  The  parties  should  consist  of  a  surveyor  and  topographer  and 
the  number  of  chainmen,  mound  builders,  etc.,  that  may  be  found  necessary.  Be- 
fore appointment,  the  surveyors  and  topographers  should  stand  an  examination 
from  a  competent  board,  of  at  least  three  persons,  as  to  their  scientific  attainments 
in  arithmetic,  geometry,  trigonometry,  plane  and  spherical  surveying,  use  of  tables, 
calculations  of  areas,  use  of  and  adjustments  of  the  transit,  solar  and  needle  com- 
passes, chaining  on  level  and  en  slopes,  making  up  of  field  notes  and  correct  descrip- 
tions of  the  ground  traversed,  with  sufficient  astronomy  to  find  a  true  meridian  by 
the  sun,  the  polar  and  other  stars,  and  sufficient  geology  and  mineralogy  to  give  a 
fairly  accurate  description  of  the  different  formations  which  they  may  encounter  in 
their  surveys.  To  this  should  be  added  the  use  of  the  aneroid  barometer  in  measur- 
ing heights.  They  should  also  be  tested  to  see  whether  they  can  write  field  notes 
according  to  the  Manual  of  Special  Instructions,  a  matter  which  comparatively  few 
can  do  until  trained  to  it.  The  manual  should  be  entirely  re  written  to  accord  with 
the  new  system. 

It  might,  and  probably  would  be  well  to  cause  the  chief  of  each  party  fco  give  bond 
for  the  faithful  performance  of  nis  duty,  with  two  sureties,  who  would  forfeit  a 
specified  sum  in  case  of  his  making  fraudulent  surveys.  If  his  work  is  not  found 
correct  at  the  office,  or  on  examination,  be  should  be  obliged  to  correct  it  at  his  own 
expense,  or  that  of  his  bondsmen,  as  should  be  expressly  stipulated,  and  the  bond 
should  hold  good  for  time  sufficient  for  the  United  States  to  ascertain  whether  there 
has  been  fraud  committed  or  that  the  work  needed  correction. 

There  would  be  no  difficulty  in  getting  persons  who  have  the  requisite  qualifica- 
tions, either  from  amongst  the  old  class  of  surveyors,  from  the  railroad  service,  or 
from  the  great  number  of  young  men  who  are  yearly  trained  in  our  scientific  schools. 
They  would  receive  about  the  same  pay  that  is  given  on  railroad  surveys,  and  should 
be  •  ontinued  in  servioe  as  long  OS  the  mone^  lasts  and  they  give  satisfaction.  We 
would  abolish  all  oaths,  such  as  the  preliminary  and  final  oaths;  every  practical 
surveyor  knows  that  these  are  cobwebs  which  hold  nobody,  and  do  not  deter  either 
surveyor  or  men  for  a  moment,  if  they  intend  to  do  wrong. 

The  Surveyor  General  could  send  out  each  year  one  or  two  such  parties,  accord- 
ing to  the  money  allowed  him,  to  pursue  the  surveys  at  the  points  where  they  are 
most  urgently  needed,  under  ample  and  full  instructions  from  him.  Each  party 
could  have  a  district  assigned  to  it,  with  instructions  to  start  from  some  point 
already  surveyed;  thence  run  standards  and  guide  meridians  which  would  intersect 
the  country  already  settled,  and  that  would  be  found  capable  ot  settlement,  at 
favorable  pomts,  ana  from  these  principal  lines  execute  the  exterior  and  subdivision 
lines  of  townships. 

Reports  and  sketches  of  the  work  done  could  be  sent  constantly  by  mail  to  the 
Surveyor  General,  who  could  thus  supervise  everything  and  make  any  changes  in 
his  orders  which  circumstances  would  render  necessary.  Field  notes  and  maps 
could  be  made  by  the  topographer  in  the  field  and  forwarded  to  the  office,  where 
they  could  be  at  once  examined,  copied  and  sent  to  Washington.  In  fact,  the  whole 
business  might  be  carried  on  in  as  correct,  practical  and  economic  manner  as  it 
would  be  for  a  private  company  or  a  railroad. 

The  parties  might  work  all  summer,  or  as  far  as  the  funds  would  allow,  and  then 
come  to  ( he  office  and  make  up  their  notes  and  maps,  which  they  are  better  able  to 
do  than  any  one  else,  from  their  knowledge  of  the  ground.  They  could  then  be 
discharged  till  next  year,  and  the  transcripts  of  the  felds  an^'  maps  could  be  sent  to 
the  Commissioner  for  examination. 

A  general  field  examination  of  the  work  done  could  be  made  every  two  or  three 
years  by  a  competent  inspector.  He  could  see  that  in  general  the  corners  were 
properly  made,  and  could  take  some  one  or  two  townships  and  give  them  a  thorough 
test  with  instrument  and  chain.  Any  deputy  whose  work  was  not  up  to  the  stand- 
ard should  not  be  again  employed,  and  if  any  fraud  should  be  discos  ered  he  and  his 
bondsmen  should  be  prosecuted.  In  this  connection,  it  is  to  be  remarked  right  here, 
that  under  the  present  system,  the  surveyor  swears  "that  if  any  fraud  be  discovered 
in  his  work  he  will  suffer  the  penalties  of  perjury,"  or  words  to  that  effect,  and  his 
men  also  swear  to  the  accuracy  of  his  work;  but  in  case  of  fraudulent  surveys  they 
do  perjure  themselves,  and  with  perfect  impunity,  as  the  law,  which  is  stringent 
enough  in  its  provisions,  never  seems  to  be  enforced,  and  it  does  not  seem  to  be  any 
one's  business  to  enforce  it.  It  is  certainly  the  case,  that  in  former  times  in  this 
State,  at  different  periods,  surveyors  have  made  returns  of  townships  which  were 
in  their  contracts,  but  which  they  had  never  surveyed,  and  have  received  the  money 
therefor;  that  the  facts  were  discovered  in  a  comparatively  short  time  thereafter, 
but  no  effort  was  made  to  arrest  the  surveyors  or  to  make  their  bondsmen  pay  the 
dameige  accruing  to  the  United  States,  which  in  several  cases  had  to  pay  twice  for 
surveying  the  same  ground.  In  other  States  and  territories  the  same  has  been  done, 
only  on  a  much  greater  scale.  Is  it  any  wonder  that  these  gigantic  frauds  have  been 
carried  on  when  the  perpetrators  constantly  see  with  what  impunity  it  can  be  done  f 

I*  Is  not  pretendt  d  that  undf  r  the  system  outlined  above  more  work  would  bedone, 
or  that  it  would  be  It  ss  expensive!it  would  probably  be  more  so.  But  the  work  would 
be  much  better  done,  probably  more  settlers  would  be  accommodated,  the  surveys  and 
topography  would  bf  reliable,  a  large  amount  of  scientific  data  would  be  collected  at 
a  small  espense,  and  the  description  of  each  township  would  be  in  detail  and  the  set- 
tlers, other  citizens  and  the  governmert  would  know  something  about  the  country, 
and  the  information  would  be  of  great  value  both  in  a  civil  and  milit-arypointof  view. 
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At  present  the  only  lines  surveyed  are  the  boundaries  and  section  lines  of  a  town- 
ship; the'interior  of  a  section  is  unsurveyed,  and  in  making  up  the  maps  is  guessed 
at.  Many  of  the  surveyors  have  had  no  training  in  description  of  topography  and 
cannot  make  a  map.  The  details  therefore  of  the  section  lines  are  put  in  by  draughts- 
men in  the  office  who  do  not  know  the  country,  and  th  e  maps  therefore  consequently 
are  anything  but  true  representations  of  the  ground. 

All  of  the  country  which  it  is  possible  to  survey  should  be  surveyed.  Where  there 
is  agricultiiral  land  it  should  be  sectionized;  where  it  is  otherwise,  the  exteriors  of 
townships  should  be  run.  High,  rugged  moiintains  would,  of  course,  be  excluded, 
unless  covered  with  valuable  timber  or  containing  minerals,  in  which  case  they 
should  be  surveyed. 

When  it  is  considered  how  many  millions  of  dollars  h»ve  been  expended  by  the 
government  in  paying  for  fraudulent  surveys,  only  partly,  or  perhaps  never,  ex- 
ecuted, and  how  many  millions  have  been  expended  by  citizens  and  corporations  in 
litigation,  owing  to  siich  fraudulent  surveys,  it  can  be  readily  seen  that  any  system 
which  will  prevent  these,  and  give  better  results  besides,  will  in  the  end  be  the  more 
economical  of  the  two.  In  addition  to  which,  the  constant  delays  which  now 
take  place  would  be  eliminated. 

Under  such  a  system  surveyors  would  take  an  interest  in  their  work,  and  endeavor 
to  give  as  much  information  of  the  country  as  possible.  They  would  have  sufficient 
time  in  which  to  obtain  scientific  data,  and  would  be  able  to  do  all  their  surveying 
work  properly,  instead  of  hurrying  through  as  they  do  now  in  order  to  save  them- 
selves expense.  Their  records  would  be  of  value  not  only  to  intending  settlers,  but 
to  the  engineer  and  other  scientists,  and  the  military  service.  At  present  no  one 
ever  think.s  of  looking  at  the  field  notes  of  a  township  for  anything  except  the  de- 
scription of  corners  and  the  length  of  lines. 

The  Surveyor  General  and  his  staff,  as  at  present  constituted  for  the  several  sur- 
veying districts,  should  be  retained .  Efforts  have  been  made  in  the  past  to  concen- 
trate all  these  offices  in  a  central  bureau  in  M^ashington;  but  if  this  was  done  it 
would  be  a  great  detriment  to  the  interests  of  the  United  States,  and  of  the  citizens, 
particularly  in  the  districts  situated  in  the  mining  regions. 

The  Surveyor  General  of  Montana  for  instance,  o  any  other  State  in  which  mining 
is  one  of  the  chief  industries,  is  charged  not  only  with  the  supervision  of  agricultural 
surveys,  but  also  of  surveys  of  lode  and  placer  mineral  claims.  Where  the  owner  of 
anv  lode  or  placer  wishes  to  have  it  surveyed  for  patent  he  applies  to  the  Surveyor 
General  for  an  order  of  survey,  and  deposits  in  the  United  States  Treasury  a  sum 
varying  from  130  to  ?40,  to  pay  for  the  work  done  by  the  office  for  the  claim.  We 
would  remark  that  all  the  mineral  clerks  and  draughtsmen  are  paid  out  of  this  fund, 
andnotby  the  United  States,  and  that  the  Deputy  Mineral  Surveyors  are  paid  by 
the  claimants  and  not  by  the  government.  Everything  being  regular,  as  required 
by  law.  an  order  is  given  to  a  Deputy  Mineral  Surveyor  to  make  the  survey.  When 
the  map  and  field  notes  are  returned  to  the  office,  they  are  examined  and  subjected 
to  every  test  possible  in  order  to  detect  any  error.  Many  of  these  surveys,  owing  to 
conflict  with  other  surveyed  claims,  are  very  intricate,  and  their  examinations 
require  time,  and  often  much  research  into  mineral  laws  and  regulations.  If  any 
errors  are  found  they  are  returned  to  the  surveyor  for  correction  or  explanation.  If 
found  correct,  the  requisite  maps  (from  three  to  four)  and  transcripts  are  made ; 
these  are  sent  to  the  Commi<;sioner,  the  claimant  and  the  local  land  office .  The 
claimant  or  his  attorney  can  then  begin  his  application  for  patent,  and  the  sixty 
days'  publication  requii  ed  by  law,  at  once,  in  the  local  land  office,  and  if  there  is  no 
adverse  claim  he  can  make  entry  and  pay  for  his  lode  within  three  months. 

In  addition  to  this,  there  is  a  large  correspondence  to  be  attended  to  with  claim- 
akucs,  deputy  mineral  surveyors,  and  the  General  Land  Office  at  Washington  on 
mineral  matters,  and  this  mineral  surveying  and  business  is  constantly  increasing 
with  the  deve'opment  of  the  mine. 

When  a  claim  is  approved  by  the  Surveyor  General  and  sent  to  Washington,  it 
then  takes  from  tivo  to  three  years  to  be  examined  there.  Now,  if  there  were  no  local 
Surveyor  General's  office,  and  the  claim  had  to  be  sent  there  first  to  be  examined, 
was  then  returiied  for  correction  in  two  years,  and  then  examined  in  two  more,  and 
so  on,  in  what  time  woiild  the  claimant  he  likely  to  get  his  patent?  It  will  be  read- 
ily seen  that  the  local  office  of  the  Surveyor  General,  with  its  trained  staff  of  clerks 
and  draughtsmen,  is  an  absolute  necessity. 

If  the  contract  system  should  be  still  adhered  to,  it  might  be  very  much  improved 
in  m:any  respects.  The  rate  per  mOe  should  be  increased ;  it  should  not  be  less  than 
that  now  allowed  for  augmented  rates;  these  are.  $13  for  standard  and  meanders, 
f  11  for  township,  and  $7  for  section  lines.  The  rate  for  section  lines  should  ba  not 
less  than  f  8.  The  townships  generally  embraced  in  a  contract  at  present  in  this 
State  are  not  ordinarily  contiguous,  but  often  distant  from  each  other,  takuig  time 
and  consequently  expense  going  from  one  to  another,  and  the  agricultural  ground  is 
confined  to  naiTow  valleys,  suriovmded  by  hills  or  mountains,  involving  very  rough 
work.  In  justice  to  the  surveyor,  these  matters  should  be  taken  into  consideration 
in  fixing  his  compensation. 

There  should  be  sonic  arrangement  made  by  which  the  examination  of  a  contract 
should  take  place  either  during  the^urvey,  or  immediately  after  it  is  flnished,'and  it 
should  be  more  thorough  and   comi»lete  than  it  is  now,  and  the  government  should 

J)rosecute  at  once  any  one  found  out  to  have  made  fraudulent  surveys,  instead  of 
etting  theiu  otf,  as  it  lias  done  heretofore. 
All  of  which  is  respectfully  submitted.    Your  obedient  servants, 

Waltek  W.  dk  Lacy,  Ghairman, 

G.  O.  Fod3, 

('UAKLES  G.  Griffith, 

Committee  of  the  M.  S.  of  C.  E. 


Editors  reprinting- artichs  from  this  journal  are 
requested  to  credit  both  the  JOURNAL  and  the 
Society  be/ore  which  such  articles  were  read. 
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SOME  TESTS  AND  OBSERVATIONS  ON  BUILDING  STONES. 


Bv  J.  A.  L.  Waddell,  Member  Engineers'  Club  of  Kansas  City. 


It  is  well  known  to  our  profession  that  there  is  as  much  to  be  learned 
from  engineers'  failures  as  there  is  from  their  successes;  but,  unfortunately, 
we  hear  very  little  of  the  former,  for  the  reason  that  men  are  naturally 
averse  to  recording  their  want  of  success,  when  it  is  so  easy  to  avoid  ex- 
posure by  simply  keeping  silent. 

It  is  probable  that  the  writer  is  no  more  anxious  than  other  engineers  to 
score  a  failure;  and,  perhaps,  were  it  not  the  case  that  the  seiies  of  tests 
which  forms  the  basis  of  this  paper  proved  eventually  very  satisfactory,  it 
might  be  that  said  paper  would  never  have  been  presented  to  the  pro- 
fession. 

Candidly,  it  must  be  acknowledged  that  some  of  the  tests  referred  to 
were  unquestionably  failures;  nevertheless  the  results  of  these  same  tests 
are  truly  valuable  in  that  they  teach  "how  not  to  do  it." 

Some  three  months  ago  the  firm  of  Waddell  &  Jenkins  was  consulted  by 
Messrs.  Hunt  &  Harrison  of  Kansas  City, -proprietors  of  the  Springfield 
and  Phenix  Lime  &  Stone  Co.,  concerning  the  value  of  the  product  of 
their  quarry  at  Phenix,  Mo.,  for  bridge  masonry. 

The  samples  shown  to  Waddell  &  Jenkins  led  them  to  believe  that  the 
stone  must  be  of  an  unusually  fine  quality;  and  upon  their  ascertaining  that 
the  price  delivered  in  Kansas  City  would  be  no  greater  than  that  usually 
given  for  stone  of  far  inferior  appearance,  it  was  decided  that  a  thorough 
test  of  its  qualities  should  be  made;  and  a  contract  was  entered  into  to  that 
effect  between  the  two  firms  just  mentioned. 

The  conveniences  for  making  engineering  tests  of  any  kind  at  Kansas 
City  being  almost  nil,  Waddell  &  Jenkins  concluded  to  go  to  St.  Louis;  for 
Prof.  J.  B.  Johnson  of  the  Washington  University  had  very  kindly  placed 
his  large  testing  machine  at  their  disposal. 

In  order  to  make  the  tests  of  any  real  value  to  the  proprietors  of  the 
quarry  and  to  those  who  purchase  building  stone,  it  appeared  necessary  to 
have  them  to  a  certain  extent  competitive,  i.  c,  to  pit  the  Phenix   stone 
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against  other  stones  that  are  in  general  use,  and  of  which  the  good  and  bad 
characteristics  are  pretty  generally  known. 

As  the  qualities  more  especially  sought  were  those  in  reference  to  suit- 
ability for  bridge  masonry,  the  stones  chosen  for  competition  were  the 
Cottonwood  Limestone,  which,  although  by  ©o  means  altogether  satisfac- 
tory, has  for  some  time  been  considered  the  best  available  stone  for  the 
purpose  for  this  vicinity  that  can  be  obtained  at  a  reasonable  price,  and  the 
Kansas  City  Limest-one,  which,  although  quite  often  employed  for  bridge 
piers,  is  now  known  to  be  essentially  and  fundamentally  bad. 

Some  thirty  or  forty  cubes  of  each  of  the  three  kinds  of  stone  were  pre- 
pared, and  to  these  were  added  half  a  dozen  cubes  of  Warrensburgh  sand- 
stone, as  the  latter  is  a  building  stone  that  is  often  used  in  Kansas  City. 

Before  anything  else  was  done  Mr.  Jenkins  made  a  trip  to  the  Phenix 
Quarry,  which  lies  some  twenty-five  miles  to  the  north  of  Springfield,  Mo., 
on  a  branch  line  of  the  K.  C.  F.  S.  &  M.  Ry.,  for  the  purpose  not  only  of 
choosing  rock  for  the  specimens  to  be  tested,  but  also  to  obtain  an  idea  of 
the  extent  of  the  quarry,  facilities  for  working,  cost  of  taking  out  the  stone, 
cost  of  dressing,  etc.  He  reported  that  the  supply  of  stone  is  unlimited, 
that  the  facilities  for  working  the  quarry  are  excellent,  that  the  stone  can 
be  split  in  any  desired  direction,  that  blocks  of  any  desired  size  can  be  ob- 
tained, and  that  what  is  technically  termed  a  "crow-foot"  runs  in 
places  through  the  rock,  which  crow-foot  in  his  opinion  might  or  might  not 
be  a  blemish.     This  was  one  of  the  points  to  be  determined  by  the  tests. 

Messrs.  Hunt  &  Harrison  have  presented  to  the  Engineers'  Club  of 
Kansas  City  the  set  of  specimens  from  their  quarry,  which  lies  on  the  table 
before  you.  These  illustrate  very  clearly  the  various  methods  in  which  the 
stone  can  be  worked  advantageously,  and  show  distinctly  the  "  crow  foot" 
just  referred  to. 

The  tests  were  made  in  Saint  Louis  by  the  writer,  assisted  by  his  stu- 
dent, Mr.  Taro  Tsuji,  of  Tokyo,  Japan.  The  writer  wishes  to  here  ac- 
knowledge with  many  thanks  valuable  advice  and  assistance  received  from 
Profs.  Johnson,  Potter  and  Hambach  of  the  Washington  University. 

After  these  few  words  of  preamble,  we  will  now  proceed  with  the  re- 
port, which  reads  as  follows: 

Kansas  City,  Mo.,  July  26,  1889. 
TIic  Springjicld  Ss^  PJienix  Lime  and  Stone  Company, 
No.  612  Walnut  Street,  Kansas  City,  Mo. 
Gentlemen: — -Our  final  tests  on  your  stone,  which  were  delayed  by  the 
breaking  down  of  the  testing  machine  at  the  Washington  University  of  St. 
Louis,  have  just  been  completed,  so  we  hasten  to  make  you  our  final  report. 

In  undertaking  this  seriesof  tests,  we  did  so  with  the  intention  of  making 
them  comparative,  and  thus  valuable  from  an  engineering  point  of  view. 
Extremely  exact  results,  such  as  those  made  by  a  chemist  in  his  laboratory, 
are  of  little  practical  use  to  an  engineer,  architect  or  builder  when  choos- 
ing stone  for  any  structure;  consequently,  we  made  our  tests  very  severe 
and  of  an  entirely  practical  nature.  In  addition  to  our  usual  tests  of  stone 
we  made  several  of  a  peculiar  and  original  character,  the  results  from  some 
of  which  were  quite  satisfactory  and  conclusive,  while  those  from  others 
were  not  so  valuable  or  distinctive.     In  all  of  our  tests,  however,  when  any 
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conclusion  could  be  reached  therefrom,  the  Phenix  stone  proved  either  far 
superior  to,  or  equally  as  good  as  any  of  the  other  stones  tested.  The  latter 
included  the  Cottonwood  Top  Ledge,  Cottonwood  Bottom  Ledge,  Warrens- 
burgh  Sand  Stone,  and  Kansas  City  Limestone. 

The  latter,  although  in  a  number  of  tests  showing  high  resistance,  is  so 
thoroughly  unreliable  in  character  that  it  leally  ought  not  to  be  compared 
with  the  more  homogeneous  stones.  For  instance,  when  placed  in  the 
testing  machine  it  would  show  incipient  failure  and  even  throw  off  splinters 
at  a  pressure  of  1,000  pounds  per  square  inch,  and  at  the  same  time,  when 
tested  rapidly  to  destruction,  would  show  an  ultimate  resistance  of  8,000 
pounds  per  square  inch  or  more.  When  left  for  a  few  minutes  in  the  test- 
ing machine  with  a  pressure  of  4,000  pounds  per  square  inch  applied,  the 
stone  would  fail  gradually,  although  the  same  specimen  when  tested  rapidly 
to  destruction  would  have  developed  an  ultimate  strength  twice  as  great  as 
this.  None  of  the  other  stones  tested  showed  such  abnormal  results.  More- 
over, the  actual  use  of  the  Kansas  City  stone  in  bridges  has  to  our  own  knowl- 
edge proven  its  unreliability.  In  cases  of  selected  stone  it  may  stand  the 
action  of  the  weather  for  from  12  to  20  years,  then  go  to  pieces  all  at  once; 
while  in  the  case  of  stone  taken  at  random,  without  careful  inspection,  it 
will  actually  rot  or  decompose  in  2  or  3  years. 

The  tests  to  which  your  stone  and  the  others  experimented  on  were 
subjected  were  the  following: 

First,  the  soda  test,  to  determine  the  probable  effect  of  continued  freez- 
ing and  thawing. 

Second,  actual  freezing  in  a  freezing  mixture. 

Third,  absorption  of  water. 

Fourth,  the  fire  test,  or  heating  specimens,  to  red  heat,  then  plunging 
them  into  ice  water. 

Fifth,  the  abrasion  test,  made  by  rotating  a  number  of  3"  cubes  of  the 
various  stones,  together  with  a  number  of  pieces  of  scrap  iron  for  an  hour 
and  a  half  in  a  barrel,  then  ascertaining  with  great  accuracy  the  loss  of 
weight  of  each  specimen. 

Sixth,  the  crushing  of  cubes,  both  thoroughly  dry  and  partially  wet. 

Seventh,  determination  of  the  specific  gravity,  or  of  the  weight  of  a 
cubic  foot. 

Eighth,  microscopic  analysis  made  by  an  expert  in  both  lithology  and 
the  use  of  the  microscope. 

In  respect  to  the  first  test,  two  distinct  series  of  tests  were  made;  the  first 
consisted  in  boiling  3"  cubes  of  the  various  stones  for  half  an  hour  in  a  sat- 
urated solution  of  sulphate  of  soda,  then  suspending  these  specimens  for  a 
week  over  pans  containing  the  same  saturated  solution  of  sulphate  of  soda, 
and  washing  down  the  specimens  three  times  a  day.  These  specimens 
were  then  thoroughly  dried  and  broken,  the  results  being  compared  with 
the  crushing  strength  of  untreated  specimens.  This  first  series  of  tests  with 
the  sulphate  of  soda  was  unsatisfactory,  for  several  reasons. 

First,  the  treatment  was  not  severe  enough;  second,  there  were  not 
enough  specimens  to  give  a  proper  average,  considering  that  the  crushing 
strength  of  the  stone  will  often  vary  without  any  apparent  reason;  third, 
the  specimens  were  broken  by  another  engineer,  and  his  manner  of  break- 
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ing  may  have  been  somewhat  different  from  ours,  especially  in  regard  to 
the  length  of  time  that  the  specimens  were  in  the  testing  machine,  and 
fourth,  so  much  time  elapsed  between  drying  and  breaking  of  these  spec- 
imens, that  they  may  have  absorbed  moisture  in  varying  amounts. 

The  principal  reason  for  these  tests  being  unsatisfactory  is  the  breaking 
down  of  the  testing  machine. 

The  effect  of  this  treatment  with  the  sulphate  of  soda  in  all  cases  except 
that  of  the  Warrensburgh  sandstone  is  to  reduce  the  crushing  strength  of 
the  cubes. 

The  second  series  consisted  in  boiling  in  a  concentrated  solution  ol  sul- 
phate of  soda  a  number  of  3"  cubes  of  each  kind  of  stone  for  several  days 
an  hour  or  more  at  a  time,  several  times  a  day,  removing  them  to  let  them 
cool  and  partially  dry,  then  drying  them  thoroughly  for  two  days  at  a  tem- 
perature about  equal  to  that  of  boiling  w-ater;  then  crushing  them  in  a  test- 
ing machine  and  comparing  their  strengths  with  those  of  thoroughly  dried, 
but  untreated  specimens.  The  result  of  this  test  can  be  seen  by  the  follow- 
ing percentages  of  loss  of  strength: 

Phenix  Stone  lost -(^-Syn 

Cottonwood  Top  Ledge  stone  lost 28.3','il 

Cottonwood  Bottom  Ledge  stone  lost 31 .5*'o 

The  effect  of  the  soda  test  on  Kansas  City  stone  is  apparently  less  than 
that  under  the  same  treatment  upon  the  more  homogeneous  stones.  For 
this  we  can  give  no  reason,  unless  it  be  that  the  great  variability  of  strength 
which  the  Kansas  City  stone  showed  in  the  testing  machine  renders  it  im- 
practicable for  us  to  draw  conclusions  of  any  value  from  the  small  number 
of  tests  on  that  stone,  both  treated  and  untreated. 

The  second  test,  viz.:  actual  freezing  was  a  partial  failure  on  account  of 
the  impracticability  of  obtaining  a  very  low  long-continued  temperature. 
Comparative  results  could  only  be  obtained  by  heating  frozen  specimens 
upon  an  iron  plate  covered  with  a  closed  iron  cylinder  by  means  of  a  Bunsen 
burner.  The  results,  although  unsatisfactory,  showed  the  decided  inferi- 
ority of  the  Kansas  City  stone  and  a  slight  superiority  of  Phenix  stone  over 
the  Cottonwood.  A  few  of  the  frozen  cubes  were  afterwards  broken  in  the 
testing  machine,  and  showed  that  the  effect  of  the  treatment  was  a  consid- 
erable loss  of  strength,  but  the  number  of  specimens  so  treated  and  crushed 
is  too  small  to  permit  of  our  making  any  deductions  therefrom,  either 
quantitative  or  comparative. 

The  result  of  the  third,  or  absorption  test,  was  as  follows,  all  the  speci- 
mens being  approximately  3"  cubes: 

Phenix  stone  absorbed 5      grammes,  or  o.42"y'  of  its  weight. 

Kansas  City  stone  absorbed.  .         18  "  "1.6  "0     "  " 

Cottonwood  Top  Ledge  absorbed. 47 ><  "  "47  %    "  " 

"  Btm.     "  "  46  "  "  4.6  ;'u     " 

The  surprisingly  small  amount  of  water  absorbed  by  the  Phenix  stone 
proves  conclusively  how  close  grained  it  is.  This  could  have  been  to  a  cer- 
tain extent  surmised  by  inspection  of  the  fractured  stone,  and  has  since  been 
conlu-med  by  the  microscopic  analysis. 

The  fourth  or  fire  test  was  so  severe  as  to  break  up  all  of  the  specimens 
subjected  to  it,  consequently,  no  comparative  results  were  obtained.  In  any 
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case,  only  negative  results  could  have  been  had,  because  if  any  stone  stand 
such  a  test,  it  is  very  good  evidence  of  its  superiority,  while  failure  to  stand 
it  is  no  evidence  of  its  inferiority.  Such  a  severe  test  could  never  occur, 
even  in  a  burning  building.  It  might  be  that  a  more  moderate  heating 
would  give  comparative  results  of  some  value,  but  all  limestones  will  suc- 
cumb to  excessive  heat. 

The  result  of  the  fifth  or  abrasion  test  is  as  follows : 

Kansas  City  stone  lost ^-1%  of  its  weight. 

Phenix  stone  lost 7-  "     "  " 

Cottonwood  Top  Ledge  stone  lost 23.6  "     "  " 

"  Bottom  Ledge  stone  lost 17.8"     "  " 

Warrensburgh  sandstone  lost   61 .0 "     "  " 

This  test  shows  conclusively  the  great  superiority  of  both  the  Phenix 
and  the  Kansas  City  stone  over  the  Cottonwood  limestone  and  the  War- 
rensburgh sandstone  to  resist  abrasion  by  ice,  when  used  for  bridge  piers, 
but  would  cut  no  great  figure  in  respect  to  the  value  of  stone  for  building 
purposes. 

The  result  of  the  sixth  or  crushing  test  is  as  follows,  the  figures  giving 
the  ultimate  resistance  per  square  inch  to  crushing: 

SLIGHTLY  DAMP.  DRY. 

Phenix  Stone 8,i5orbs 10,000  Rs. 

Kansas  City  stone 6,800  "   9,000    " 

Cottonwood  Top  Ledge 4,630  "   5,400    " 

"  Bottom  Ledge 8,140    " 

Warrensburgh 2,900  lbs 3)05o    " 

It  seems  hardly  fair  to  compare  these  ultimate  crushing  strengths  because 
of  the  widely  varying  characteristics  of  the  different  kinds  of  stone,  but 
considerable  valuable  information  was  obtained  by  closely  watching  the 
manner  in  which  the  different  specimens  failed. 

The  Phenix  and  Cottonwood  specimens  almost  invariably  collapsed  all 
at  once,  showing  that  they  can  be  relied  upon  to  resist  high  pressures.  The 
Warrensburgh  stone  broke  in  the  same  manner.  Specimens  of  this  stone 
were  scarce,  so  it  was  necessary  to  use  as  a  dry  specimen  one  that  had  pre- 
viously been  frozen,  and  which  must  have  absorbed  a  portion  of  the  freezing 
mixture,  thus,  perhaps,  slightly  decreasing  its  ultimate  resistance.  Then, 
again,  on  account  of  the  high  absorptive  power  of  the  Warrensburgh  stone, 
the  specimen  when  placed  in  the  testing  machine  probably  absorbed  from 
the  damp  plaster  of  Paris,  which  was  used  for  procuring  an  even  bearing^ 
more  moisture  than  did  the  limestone  specimens.  However,  a  crushing 
strength  of  3,000  pounds  per  square  inch  is  not  very  bad  for  sandstone. 

It  is  not  to  be  expected  that  a  dolomitic  limestone,  like  the  Cottonwood 
stone,  containing,  as  it  does,  a  large  percentage  of  magnesia,  should  have 
as  high  a  resistance  to  crushing  as  the  purer  limestones,  like  the  Phenix. 

The  Kansas  City  stone  selected  for  testing  was  probably  as  good  a  spec- 
imen as  could  be  found  in  this  neighborhood,  while  the  specimens  of  the 
Phenix  stone  were  taken  from  various  parts  of  the  quarry,  some  even  from 
the  exterior  portion  of  the  top  ledge,  which,  as  a  rule,  in  most  quarries  is 
cast  aside  or  used  only  for  ballast. 

A  special  crushing  test  was  made  to  determine  the  effect  of  the  "  crow- 
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foot"  upon  the  stone,  and,  strange  to  say,  the  specimens  containing  the 
"  crow  foot"  gave  a  higher  resistance  to  crushing  than  cUd  tlie  other  speci- 
mens. 

The  result  of  the  seventh  test  is  that  the  Phenix  stone  weighs  164  pounds 
per  cubic  foot,  on  an  average,  and  that  it  will  not  vary  more  than  two 
pounds  either  way  from  this  amount. 

The  eighth  or  microscopic  test  was  made  by  Professor  G.  Hambach,  of 
the  Washington  University,  St.  Louis,  who  is  acknowledged  to  be  an  ex- 
pert upon  matters  pertaining  to  lithology  and  microscopic  analysis.  He 
reports  that  both  the  top  and  bottom  ledges  of  the  Cottonwood  stone  are 
decidedly  inferior  to  the  Phenix  stone.  In  reference  to  the  latter  he  says: 
"  I  think  it  would  stand  the  we;ither  as  well  as  any  other  limestone.  Even 
the  seams  ('crow-foot')  do  not  cut  any  figure,  in  my  opinion,  that  is,  if 
they  are  like  those  in  the  specimens  examined." 

Professor  Potter,  who  occupies  the  chair  of  geology  and  mineralogy  in  the 
Washington  University,  and  who  is  manager  of  the  St.  Louis  Sampling  and 
Testing  Laboratory,  expressed  the  same  opinion  concerning  this  "crow- 
foot," and  said  that  he  did  not  consider  it  to  be  a  blemish  or  cause  for  loss 
of  strength  or  durabilit}'.  He  and  Professor  Hambach  unite  in  the  opin- 
ion that  the  Phenix  stone  is  the  Burlington  or  Encrinital  limestone — -the 
lower  member  of  the  sub-carboniferous,  the  supply  of  which  is  unlimited. 
The  Cottonwood  stone  and  the  Kansas  City  limestone  belong  to  the  coal 
measures. 

In  conclusion,  we  will  express,  according  to  your  request,  our  opinion 
concerning  the  value  of  the  Phenix  stone  for  bridges  and  buildings. 

We  consider  that  there  is,  in  this  district,  no  stone  that  we  know  of,  ex- 
cepting granite,  that  will  at  all  compare  with  it  in  value  for  such  purposes; 
and  the  use  of  granite,  on  account  of  its  great  cost,  is  generally  out  of  the 
question.  Compared  with  the  local  limestone,  nothing  further  need  be 
said,  for  we  do  not  consider  this  at  all  suitable  for  use,  except,  perhaps,  for 
the  foundations  of  light  and  unimportant  buildings.  Compared  with  the 
Cottonwood  stone,  it  is  in  every  way  superior,  and  has  one  great  advantage 
not  hitherto  mentioned,  viz.:  that  it  is  susceptible  of  receiving  a  high  de- 
gree of  polish,  being  comparable  in  this  respect  with  marble.  On  account 
of  its  low  absorptive  power,  the  Phenix  stone  is  very  suitable  for  damp  found- 
ations, and  on  account  of  its  high  ultimate  resistance  to  crushing,  it  is 
eminently  adaptable  for  foundations  of  large  and  heavy  buildings  where 
the  pressure  per  square  foot  runs  high,  as  is  sometimes  unavoidably  the 
case. 

Trusting  that  this  report  will  meet  with  your  approval,  we  remain 
gentlemen. 

Very  respectfulh'  )'ours, 

(Signed),    Waddell  &  Jenkins, 

Consulting  Bridge  Engineers. 

We  will  now  proceed  to  discuss,  in  their  proper  order,  the  various  tests 
made,  and  to  note  what  changes  in  methods  would  l3c advisable,  if  another 
similar  scries  of  tests  were  contemplated. 

First.  The  Soda  Test.  In  order  to  obtain  satisfactory  results  from  this 
test,  at  least  eighteen  cubes  of  each  kind  of  stone  to  be  tested  would  be 
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required.  They  should  be  either  2"  or  T-Vz"  cubes — probably  the  former 
would  be  better — as  the  3"  cubes  are  rather  bulky.  Six  cubes  should  be 
thoroughly  dried,  then  broken  in  a  testing  machine  so  as  to  obtain  an 
average  resistance  to  crushing.  If  the  stone  be  of  uniform  quality,  these 
six  specimens  would  give  a  fair  average,  provided  that  the  manner  of  man- 
ipulation in  the  machine  were  uniform,  as  it  should  invariably  be;  but  if 
the  quality  vary  decidedly  in  the  different  specimens,  the  number  of  the 
latter,  both  treated  and  untreated,  should  be  increased. 

The  remaining  twelve  or  more  specimens  of  each  kind  of  stone,  after 
being  distinctly  marked,  should  be  boiled  twice  a  day  for  an  hour  at  a  time 
in  a  concentrated  solution  of  sulphate  of  soda  (as  described  in  the  report) 
for  fifteen  days,  at  the  end  of  which  time,  one-half  of  the  specimens  should 
be  tested,  the  boiling  and  drying  process  being  continued  on  the  remaining 
specimens  fifteen  days  longer.  Before  crushing,  each  treated  specimen 
should  be  thoroughly  dried. 

To  dry  the  stones,  first  keep  them  in  a  warm  place  for  two  days,  then 
just  before  testing  place  thein  in  an  air  bath  for  two  hours,  so  as  to  drive  off 
any  moisture  that  may  have  been  absorbed.  Of  course,  if  the  specimens 
can  be  kept  in  a  warm  place  until  they  are  put  in  a  testing  machine,  the 
use  of  the  air  bath  can  be  dispensed  with.  The  main  object  should  be  to 
have  all  the  specimens  tested  exactly  alike. 

There  should  be  not  less  than  three  different  kinds  of  stone  represented 
in  this  test,  in  order  to  obtain  comparative  results;  and  the  more  that  is 
known  concerning  the  cjualities  of  the  reference  stones,  in  respect  to  their 
action  when  in  actual  use,  the  better. 

The  soda  test,  in  which  the  specimens  after  half  an  hour's  boiling,  are 
suspended  over  the  solution,  then  washed  occasionally,  so  as  to  determine 
the  amount  of  stone  that  falls,  is,  in  the  writer's  opinion,  of  no  account 
whatsoever,  as  the  amounts  thus  measured  are  almost  infinitesimal.  An 
engineer  requires  more  tangible  and  distinctive  evidence  than  this  test  can 
afford;  moreover,  the  slightest  accident  in  manipulation  might  jar  oft  a 
piece  of  stone  that  would  weigh  much  more  than  that  which  could  be 
worked  off  by  the  solution. 

The  action  of  the  latter  is  due  to  the  crystallization  of  the  sulphate  of 
soda  and  its  consequent  expansion  in  the  pores  of  the  stone,  resembling  in 
effect  the  action  of  frost  on  water  that  has  been  absorbed. 

One  might  suppose  at  first  thought  that  the  greater  the  porosity  of  the 
stone,  the  greater  the  effect  of  the  crystallization;  but  such  is  not  neces- 
sarily the  case ;  for  if  the  pores  were  large  and  constituted  a  large  portion 
of  the  mass,  there  might  be  room  /or  the  crystals  to  form  without  dis- 
placing any  particles  of  the  stone.  The  writer  is  led  to  conclude  that  such 
may  be  the  case  by  the  fact  that  the  sulphate  of  soda  manipulation  ap- 
peared to  have  no  deteriorating  effect  on  Warrensburgh  sandstone,  which 
is  very' porous,  in  comparison  with  limestones. 

Second.  The  Freezing  Test.  Judging  by  the  experience  obtained  in 
making  this  series  of  tests,  the  conclusion  has  been  reached  that  the  em- 
ployment of  a  freezing  mixture  is  practically  useless,  for  various  reasons. 
First,  if  special  arrangements  be  not  made  to  prevent  radiation,  it  will  be 
found  impracticable  to  obtain  the  lowest  possible  temperature  than  can  be 
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produced  from  the  mixture,  and,  even  if  it  could  be  reached,  it  could  not 
be  retained  for  more  than  a  few  minutes  at  a  time.  Again,  a  long  con- 
tinued alternation  of  freezing  and  thawing  is  necessary  to  produce  any  ap- 
preciable effect;  and  as  the  process  is  both  tedious  and  expensive,  it  would 
be  better  to  employ  a  simpler  and  more  effective  one. 

Such  a  process,  time  permitting,  is  attainable  ;  and,  if  a  number  of  the 
proprietors  of  first  class  stone  quarries  in  this  vicinity  can  be  induced  to 
join  in  the  test,  the  writer  purposes  undertaking  it.  A  test  by  actual 
freezing  is  one  of  the  best  and  most  satisfactory  that  can  be  made,  ap- 
pealing as  it  does  to  the  common  sense  of  everyone  interested.  Frost  is 
one  of  the  greatest  enemies  that  masonry  has  to  contend  against;  hence  if 
a  certain  stone  show  by  actual,  long-continued  freezing,  tests  that  it  can 
resist  the  action  of  frost  better  than  can  certain  other  stones,  that  stone 
will  be  preferred  when  sold  in  competition  with  the  others. 

The  method  of  conducting  the  test  referred  to  would  be  as  follows: 

At  least  eighteen  2  in.  or  lYz  in.  cubes  of  each  kind  of  stone  to 
be  tested  would  be  prepared,  one  third  of  the  number  being  broken  after 
a  thorough  drying  in  order  to  determine  the  crushing  resistance  of  the 
untreated  stones.  Two  or  more  flat  wooden  boxes  with  covers,  divided 
nto  cubic  compartments  to  contain  the  specimens  would  be  prepared, 
provision  being  made  to  draw  off  all  water  that  might  otherwise  collect  in 
the  boxes. 

Each  specimen  before  being  placed  in  its  compartment,  would  be 
accurately  measured  and  weighed  after  being  thoroughly  dried. 

The  boxes,  when  filled,  would  be  covered  and  locked;  then  about  the 
beginning  of  cold  weather  would  be  sent  to  a  reliable  party  in  Canada  for 
manipulation. 

This  would  consist  in  first  soaking  the  stones  in  water,  then  alternately 
freezing  and  thawing  them  daily  throughout  the  entire  winter,  one  box 
being  drained  before  freezing,  and  the  other  being  frozen  in  a  pan  of 
water.  At  the  end  of  the  winter  the  boxes  of  specimens  would  be 
returned,  then  each  stone  after  thorough  drying  would  be  weighed  and 
crushed,  thus  determining  the  loss  of  both  weight  and  strength  due  to  the 
treatment. 

It  is  more  than  probable  that  porous  sandstone  would  suffer  severely  by 
this  test,  even  if  unaffected  by  the  treatment  with  sulphate  of  soda. 

Third.  Absorption  Test.  This,  although  a  very  useful  and  satisfactory 
test,  should  not  be  considered  a  conclusive  one  in  respect  to  the  suitability 
of  a  stone  for  building  purposes;  for  it  is  possible  that  a  stone  which 
absorbs  but  little  water  may  deteriorate  in  use  much  more  quickly  than 
another  stone  that  absorbs  considerably  more  water. 

Fourth.  Fire  Test.  This  is  a  good  test,  but  as  in  the  last  case  is  not 
conclusive;  for  a  stone  that  will  stand  it  is  very  probably  good  for  building 
purposes;  while  one  that  fails  under  it  may  or  may  not  be  unfit  for  same. 
It  is  possible  that  if  a  more  moderate  heat  were  to  be  employed  than  that 
used  in  making  the  tests  just  described,  the  results  would  be  more  distinct- 
ive and  satisfactory.  It  would  be  well  to  try  the  effect  of  repeated  heating 
and  sudden   coolings,   the   temperatures  employed  being  constant,   con- 
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tinning  the  test  until  all  the  specimens  be  rendered  worthless,  and  noting 
how  each  specimen  bears  the  treatment. 

Fifth.  Abrasion  Test.  No  more  impartial  or  convincing  test  than 
this  could  be  devised,  for  the  specimens  of  the  various  kinds  of  stone  are 
all  treated  at  the  same  time  and  are  subjected  to  exactly  the  same  con- 
ditions. The  results  show  indubitably  the  order  in  which  the  various 
stones  resist  abrasion  combined  with  impact,  such  as  that  to  w^hich  bridge 
piers  are  subjected  by  floating  ice  and  trees.  It  is  barely  possible,  though, 
that  after  a  number  of  years  in  actual  use  in  bridge  piers  the  stones  when 
subjected  to  this  test  would  indicate  a  different  order  of  resistance. 

For  abrasion  pure  and  simple  without  impact,  a  grindstone  test  would 
be  conclusive.  In  this  each  specimen  should  be  held  by  a  constant  pres- 
sure for  a  certain  time  against  a  grindstone  run  at  a  uniform  velocity  by 
machinery.  Then,  if  the  specimens  be  of  exactly  the  same  dimensions, 
the  percentages  of  weight  lost  by  the  grinding  w'ill  indicate  the  order  of 
resistance.  As  this  test  is  not  of  as  practical  a  character  as  the  abrasion  test 
previously  described,  it  was  not  made  when  experimenting  upon  the 
Phenix  and  other  stones. 

Sixth.  Crushing  Test.  This,  the  most  common  of  all  tests  for  stone, 
cannot  always  be  relied  upon  to  give  even  comparative  results,  unless  all 
the  tests  considered  were  made  by  the  same  person  and  in  precisely  the 
same  manner.  The  time  element  is  a  most  important  factor;  because  a 
specimen  when  tested  rapidly  may  indicate  a  greater  strength  than  it  would 
if  tested  slowly.  Then  again,  it  is  a  matter  of  judgement  as  to  the  exact 
period  of  the  test  when  a  specimen  may  be  said  to  fail.  The  kind  of 
cushion  employed  (or  substance  interposed  between  the  specimen  and  the 
machine)  will  materially  affect  the  result.  Lead,  which  was  commonly 
employed  a  short  time  ago,  has  fallen  into  disuse.  Its  effect  appears  to  be 
a  splitting  of  the  stone  caused  by  a  flowing  of  the  metal  into  the  irre- 
gularities of  the  compressed  surfaces,  thus  indicating  a  lower  resistance 
than  could  otherwise  be  developed.  A  thin  layer  of  plaster  of  Paris  gives 
the  best  and  most  uniform  .results;  nevertheless,  the  water  used  in 
mixing  it  acts  as  a  disturbing  element  by  soaking  into  the  stone  when 
squeezed  out  of  the  plaster  by  the  pressure.  Pieces  of  blotting  paper 
placed  between  the  stone  and  the  plaster  of  Paris  reduce  the  effect  of  this 
disturbing  element. 

As  a  rule  it  requires  more  tests  than  are  ordinarily  made  upon  any  one 
kind  of  stone  to  determine  its  average  resistance  to  crushing,  as  even  the 
most  homogeneous-appearing  stones  vary  materially  in  strength  when 
subjected  to  this  test. 

Again,  the  dryness  of  a  specimen  will  affect  its  crushing  strength.  Each 
kind  of  stone  should  be  tested  both  when  thoroughly  dry  and  when  satur- 
ated, and  enough  specimens  should  be  broken  in  each  case  to  determine  a 
reliable  average. 

A  knowledge  of  what  pressure  a  stone  will  bear  when  thoroughly 
soaked  in  water  is  very  desirable  for  an  engineer  when  dealing  with 
masonry  below  water  line. 

The  size  of  the  cubes  tested  will  affect  the  value  of  the  resistance  per 
square  inch  to  crushing,  as  is  shown  by  the  late  General  Ouincy  A.  Gill- 
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more  in  his  treatise  on  "  The  Compressive  Resistance  of  Freestone,  Brick 
Piers,  etc." 

Seventh.  Specific  Gravity  Test.  The  making  of  this  test  is  a  com- 
paratively simple  matter,  especially  as  no  extreme  accuracy  is  required. 
It  will  suffice  to  measure  carefully  all  the  dimensions  of  a  number  of 
cubes,  and  to  weigh  the  latter  without  drying  them.  The  weight  per 
cubic  foot  will  be  found  to  vary  from  one  to  three  pounds  on  each  side  of 
the  average,  the  amount  of  variation  depending  upon  the  homogeneity  of 
the  stone,  a  small  variation  being  a  good  characteristic,  in  that  it  indicates 
uniformity  of  composition. 

Eighth.  Microscopic  Test.  This  test,  which  as  applied  to  building 
stone  is  quite  new,  is  said  by  good  authority  to  be  the  best  of  all  tests 
for  stone.  It  requires  to  be  made  by  one  who  is  a  specialist  in  both 
lithology  and  microscopy. 

These  eight  tests  are  the  only  valuable  ones  that  the  writer  knows  of: 
should  any  others  be  brought  to  his  notice  by  discussion  on  this  paper,  he 
would  be  greatly  pleased. 

As  building  stone  is  liable  to  failure  and  decay  from  a  number  of 
causes,  in  testing  any  stone  for  its  suitability  for  building  purposes,  every 
test  known  to  give  any  good  indication  whatsoever  as  to  practical  charact- 
eristics should  invariably  be  made.  Any  one  of  the  tests  might  prove  its 
unfitness,  even  if  the  results  of  all  the  other  tests  were  specially  favorable. 

Judging  by  what  the  writer  has  seen  when  inspecting  bridges  in  Kansas 
City  and  vicinity,  he  has  been  led  to  the  conclusion  that  many  of  those 
who  are  responsible  for  the  masonry  piers  and  abutments  did  not  pay 
sufficient  attention  to  the  quality  of  the  stone  employed  therein.  In  a 
number  of  cases  it  is  cracking  up  into  small  cubes,  while  in  others  it  is 
actually  decomposing  or  turning  into  clay,  and  can  be  cut  out  of  the  wall 
in  large  slabs  with  a  pen-knife.  Probably  the  latter  effect  is  due  to 
careless  inspection ;  for  in  one  case  that  came  to  the  writer's  notice  there 
were  only  three  or  four  inches  of  depth  in  each  layer  that  were  decom- 
posing. This  could  probably  have  been  foreseen,  and  the  perishable  part 
might  have  been  removed,  leaving  the  remainder  in  much  better  shape  as 
regards  durability ;  but  even  then  the  piers  should  not  have  been  built  of 
such  stone. 

The  truth  of  the  matter  is  that  the  stone  quarried  in  the  immediate 
vicinity  of  Kansas  City  is  entirely  unfit  for  use  in  bridges  and  buildings. 
Its  cheapness  is  its  only  advantage.  The  best  of  it  when  in  use  may  act 
satisfactorily  from  twelve  to  twenty  years,  then  begin  to  disintegrate 
rapidly. 

Of  course,  it  is  possible  to  repair  such  work  with  beton,  and  thus  check 
the  disintegration;  but  such  repairs  are  expensive,  and  should  be  avoided 
by  using  a  better  quality  of  stone.  In  short,  the  employment  of  an 
inferior  quality  of  stone  in  masonry  for  bridges  or  buildings,  merely 
because  it  is  a  trifle  less  expensive  as  to  iirst  cost,  is  a  false  economy  for 
which  there  can  be  no  excuse. 
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ADDRESS  ON  RETIRING  FROM  THE  PRESIDENCY  OF  THE 
ST.  LOUIS  ENGINEERS'  CLUB. 


By  Col.  E.  D.  Meier,  Member  Engineers'  Club  of  St.  Louis. 


[Read  December  iS,  18S9.] 

A  time  honored  custom  requires  of  \our  president,  on  transferring  to 
the  hands  of  his  chosen  successor  the  powers  and  honors  you  had  conferred 
upon  him  for  his  year  of  service,  that  he  give  a  brief  review  of  the  progress 
in  engineering  during  the  year,  with  special  reference  to  such  work  as  fell 
to  the  lot  ot  our  club  to  perform.  So  liberal  is  the  construction  of  this 
duty  that  individual  fancy  or  bias  may  meander  at  will  in  this  broad  domain, 
giving  haply  a  rough  general  sketch  of  the  topography  of  the  newly  dis- 
covered country,  without  anxiously  weighing  or  determining  relative  heights 
and  distances ;  dwelling,  perhaps,  lovingly  on  some  favored  spots  and  ig- 
noring others  or  passing  them  by  with  a  careless  dash  of  the  pen;  and 
again  measuring  a  recent  discovery  by  reference  to  a  tide-mark  reached 
ages  ago,  or  venturing  boldly  on  prophecies  of  what  the  next  decade  or 
even  century  may  bring.  You  have  established  for  yourselves  so  high  a 
reputation  for  patience  and  complacency  that  each  new  lecturer  feels  safe 
in  choosing  his  own  subjects,  his  own  methods  and  his  own  limits. 

These  fortunate  circumstances  alone  make  my  venture  possible,  for  how 
can  more  than  a  brief  and  rapid  birds-eye  view  of  the  year  be  given  in  the 
limits  of  a  paper  which  may  claim  but  a  small  portion  of  the  evening. 

The  year  just  closing  has  landmarks  of  its  own  in  most  departments  of 
engineering. 

The  bridge  over  the  F"irth  of  Forth,  just  completed,  has  in  its  two  can- 
tilever spans  of  1 ,720  feet  each,  reached  the  greatest  limit  of  free  span  yet 
attempted  in  a  railway  bridge.  Our  own  bridge  may  be  credited  with 
the.  honor  of  giving  impetus  in  the  direction  of  long  spans,  and  I  may  note 
here  a  coincidence  which  seems  almost  an  unconscious  prophecy.  Its  three 
spans  aggregate  about  the  clear  opening  of  one  of  those  of  the  Firth  of 
Forth.  Upon  its  completion  one  of  the  master  minds  engaged  in  its  de- 
sign and  construction  (the  first  president  of  this  club)  said:  "  Had  we 
known  when  we  began  what  we  have  learnt  during  construction  we  should 
have  built  our  bridge  in  a  single  span  of  1,600  feet." 

And  yet,  but  a  few  years  before,  at  a  meeting  of  the  most 
prominent  bridge  and  railway  engineers  of  the  time,  a  resolution 
condemning  the  500  feet  spans  of  our  St.  Louis  bridge  as  "a 
design  of  criminal  impertinence"  came  within  a  lew  votes  of  passing  as  the 
deliberate  opinion  of  the  body.  In  our  own  country  we  find  the  magnificent 
cantilever  bridge  over  the  Hudson  at  Poughkeepsie  opened  for  traffic  dur- 
ing the  past  year,  a  fine  bridge  with  551  feet  cantilever  spans  thrown  across 
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the  Kentucky  river  at  Tyrone,  the  first  two  piers  placed  for  the  Missis- 
sippi bridge  at  Memphis,  a  bridge  of  a  half  mile  in  length  with  428  feet 
spans,  begun  across  the  Missouri  river  at  Kansas  Gity,  and  the  Ohio  bridge 
at  Cairo  completed.  On  the  latter  the  remarkable  feat  of  erecting  a  518^ 
feet  span  in  less  than  forty-eight  working  hours  was  accomplished,  showing 
an  executive  ability,  and  an  accuracy  of  detail  truly  marvelous,  and  practi- 
cally illustrating  Emerson's  definition  of  genius  as  the  "capacity  to  take 
infinite  pains"  so  comforting  to  every  plodding  engineer.  The  same  bridge 
builders  made  an  equally  good  record  on  the  third  span  of  the  Merchants' 
bridge  at  St.  Louis,  which  being  for  double  track,  weighs  50  to  60  per 
cent,  more,  and  which  was  fully  erected  in  sixty-one  working  hours. 

In  the  modern  Babylon,  no  doubt  fully  the  peer  of  its  ancient  prototype 
in  art,  in  magnificence,  in  vast  wealth  and  sordid  poverty,  in  beneficent 
public  charities,  in  hidden  crime  and  flaunting  wickedness,  the  great  tower 
has  been  successfully  completed  within  this  single  year,  amid  a  much  greater 
confusion  of  tongues  than  that  which  baffled  the  ancient  architects,  Gallic 
suavity  thus  proving  superior  to  the  proverbial  stubbornness  of  the  Mede 
and  Persian.  This  tower  of  steel,  1,000  feet  high,  may  serve  us  as  a  com- 
parative measure  of  progress  on  such  structural  work,  when  we  place  beside 
it  the  Latting  observatory,  an  unsightly  octagonal  tower  of  timber,  350  feet 
high,  built  in  New  York,  at  the  World's  Fair  of  1853,  without  elevators, 
but  containing  a  circular  staircase  which  was  temptation  enough  to  induce 
2,000  hardy  visitors  to  mount  wearily  to  the  top. 

While  the  new  Croton  aqueduct  has  steadily  progressed  through  miles 
of  tunneled  rock,  the  railway  tunnel  under  the  Hudson  has  during  the 
year  been  recommenced  after  a  long  halt  in  the  work. 

Even  Mexico  comes  to  the  front  with  a  drainage  tunnel  to  be  driven 
through  practically  thirty  miles  of  rock,  and  intended  to  control  the  peri- 
odic inundations  from  the  six  large  lakes  which  surround  the  capital,  in  a 
valley  with  no  natural  outlet;  on  this  project  work  has  been  begun  and 
very  fair  progress  made. 

The  Panama  canal  has  been  abandoned  after  the  expenditure  of  $300,- 
000,000.  Our  regrets  at  this  untimely  end  of  one  of  the  greatest  projects 
of  modern  times,  is  tempered  by  the  knowledge,  now  gradually  becoming 
public  property,  that  no  thorough  survey  or  professional  discussion  pre- 
ceded the  actual  commencement  of  the  work,  and  that,  therefore,  this 
failure  must  be  debited  to  modern  scheming  and  speculation  and  not  to 
modern  engineering. 

All  indications  regarding  the  Nicaragua  canal,  on  which  work  has  been 
begun  during  the  year,  lead  to  the  belief  that  the  magnitude  and  charac- 
ter of  the  difficulties  in  its  way  have  been  studied  with  cool  American 
forethought,  with  the  fires  of  enthusiasm  well  banked  for  its  completion, 
which  is  promised  for  1894. 

The  vast  calamity  following  the  bursting  of  the  South  Fork  dam  has 
now  been  investigated  in  all  its  bearings,  with  the  satisfactory  result  that 
tbe  engineers  who  built  and  maintained  the  dam  arc  in  no  wise  responsi- 
ble for  the  loss  of  some  4,000  lives  and  $9,000,000  of  property.  The  actual 
cause  of  tbe  fearful  wreck  was  a  waterspout  or  cloudburst  of  vast  dimen- 
sions, against  whose  titanic  force  human  ingenuity  and  forethought  were 
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vain.  Evidence  enough  of  this  truth  was  found,  for  months  afterwards,  in 
the  flood  marks  of  the  canons  on  the  eastern  slope  of  the  divide,  where  no 
fishing  pond  or  broken  dyke  measured  the  deluge  which  swept  forest, 
village,  track  and  trains  as  conglomerate  debris  into  tbe  fertile  valleys 
below.  From  personal  observation,  a  year  before,  of  the  destructive  effect 
of  a  rainstorm  of  no  extraordinary  magnitude,  in  tne  gorges  of  the  Cone- 
maugh  and  the  Kiskeminitis,  I  can  acquiesce  in  the  verdict. 

The  marvelous  rapidity  with  which  the  Pennsylvania  railway  company 
replaced  the  obliterated  track  and  bridges  establishes  another  record  in 
railway  engineering  and  organization.  An  army  of  7,000  skilled  graders, 
rockcutters,  track  layers  and  bridge  carpenters  made  a  new  road  in  twelve 
days,  although  miles  of  road-bed  had  to  be  built  anew,  and  over  2,600  feet 
of  bridges  constructed.  In  one  instance  a  bridge  258  feet  long  and  weigh- 
250  tons  was  moved  forty-five  feet  in  twelve  hours. 

It  is  gratifying  to  turn  from  this  to  another  perennial  flood  controlled 
by  the  genius  and  persistent  energy  of  our  late  lamented  Eads,  whose  jet- 
ties have  during  the  year  successfully  passed  their  ten  year  test,  and  thus 
make  deep  water  connection  from  river  to  gulf  an  assured  commercial 
success. 

Among  the  many  inteiresting  schemes  proposed  during  the  year,  and 
for  which  preliminary  surveys  have  been  made,  is  the  resurrection  of  the 
supposed  Lake  Moeris  of  the  Pharaohs,  at  the  instance  of  an  American 
traveller  and  prospector.  The  productiveness  of  modern  Egypt  is  to  be 
doubled  by  the  daily  delivery  from  this  lake  of  12,000,000,000  gallons  of 
water  for  irrigation  during  the  periods  of  low  Nile.  The  Yankee,  of  course, 
proposes  to  restore  and  use  the  entire  system  of  canals  built  by  the  cele- 
brated Hebrew  hydraulic  engineer,  Joseph,  whom  neither  perversely 
partial  paternal  training  nor  innate  race  tendencies  toward  gorgeous  raiment 
could  turn  from  his  self-imposed  severe  professional  work  to  the  orna- 
mental ease  of  the  scented  Egyptian  dude. 

Turning  from  civil  to  mechanical  engineering,  the  most  striking 
advance  is  found  in  the  means  of  transportation  of  persons  and  property. 
The  "  Ocean  Greyhounds"  have  chased  each  other  westward  and  eastward 
until  the  latest  "record  smasher"  has  brought  her  hundreds  of  passengers 
and  cargo  of  freight  across  the  Atlantic  in  the  short  space  of  five  days 
nineteen  hours  and  eighteen  minutes,  making  an  average  speed  of  some- 
what over  twenty-three  statute  miles  per  hour.  The  enormous  power 
necessary  to  accomplish  such  results  could  not  be  carried  and  maintained 
for  this  length  of  time  but  for  the  modern  triple  expansion  engine  which 
has  reduced  the  coal  expenditure,  and  hence  the  necessary  dead  load  of 
fuel,  to  about  one-half  of  that  necessary  fifteen  years  ago. 

That  all  these  magnificent  racing  palaces  come  into  our  ports  under 
foreign  flags  is  due  to  that  fallacious  policy  of  protection  which  ignores  the 
fact,  that  all  human  progress  has  been  made  because  of  the  obstacles  inter- 
vening between  desire  and  enjoyment. 

Forced  from  the  high  seas  by  pauperizing  legislation,  our  marine 
engineers  must  find  their  field  on  the  great  lakes  and  sounds  of  our  coast. 
Triple  expansion  engines  have  been  largely  introduced  on  the  lakes,  and 
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an  exceedingly  swift  Sandy  Hook  steamer,  the  Monmouth,  is  equipped 
with  them. 

As  types  of  construction  essentially  American  the  Sound  steamers  Pur- 
itan and  Connecticut  must  be  mentioned.  The  former  is  pre-eminent  as 
much  as  a  first  and  successful  experiment  in  chaste  artistic  decoration  of  a 
steamboat,  as  for  her  immense  size  and  great  speed.  Her  engine  is  of  the 
well-known  type,  but  the  working-beam  is  entirely  encased  in  what  we  in 
the  West  would  call  the  Texas.  The  Connecticut  presents  a  bold  departure 
from  accepted  canons.  She  has  a  compound  oscillating  engine  with  cylin- 
ders 56  j4"  and  104"  X  11' stroke.  The  balance  of  these  immense  masses 
of  machinery  is  perfect,  and  only  a  slight  heating  in  one  of  the  glands — to 
be  corrected  this  winter — has  prevented  her  from  being  run  at  full  speed. 
But,  thus  curtailed,  she  always  made  her  trip  inside  of  time  limits,  while  the 
position  of  all  the  heavy  machinery  low  down  made  her  a  very  steady  sea- 
boat. 

Our  new  navy  is  progressing  at  as  rapid  a  rate  as  so  peaceful  a  nation 
could  wish.  Four  new  cruisers  and  a  dispatch  boat  are  in  service,  and  four 
more  have  run  successful  acceptance  tests.  One  of  the  latter  is  reputed  to 
be  the  fastest  armoured  cruiser  afloat.  The  success  of  American  shipyards 
in  this  work  again  suggests  that  Americans  would  no  doubt  soon  learn  to 
swim  could  once  the  maternal  congressional  prejudice  against  water  be 
overcome. 

On  shore  we  may  chronicle  the  general  introduction  of  vestibuled  trains 
during  the  year  as  a  sharp  advance  in  the  comfort,  speed  and  safety  of  in- 
land transportation.  An  unintentional  experiment  by  the  "Congressional 
Limited"  on  the  P.  R.  R.  at  Trenton  was  a  successful  demonstration  of  the 
safety  of  this  new  device.  Running  from  the  track  at  the  full  60  mile  speed, 
the  train  held  together  intact  and  came  to  a  halt,  as  a  unit,  after  about  200 
yards  of  rough  riding  over  ties  and  ballast,  without  serious  injury  to  a  single 
passenger  or  employee,  but  with  such  total  destruction  of  the  track  that 
traffic  was  delayed  for  fully  12  hours. 

Compound  locomotive  engines  have  been  introduced  during  the  year, 
one  by  the  P.  R.  R.  imported  with  runner  and  machinist  from  England, 
the  other  built  for  the  B.  &  O.  Ry.  by  the  Baldwin  Locomotive  Works. 
This  latter  has  four  cylinders,  two  to  a  side,  respectively  12"  and  20"  by  24" 
stroke.  During  the  year  these  works  turned  out  their  ten  thousandth  loco- 
motive. 

A  remarkable  feat  in  erecting  was  accomplished  a  few  months  ago  at 
the  Penna.  R.  R.  shops  at  Altoona.  A  complete  new  locomotive  was  as- 
sembled by  two  gangs  of  erectors,  in  just  16  hours  from  the  time  the  boiler 
was  placed  on  blocking  over  the  shop  track  to  the  moment  the  engine 
steamed  out  into  the  yard. 

Two  Western  corporations  have  been  conspicuous  in  the  development 
of  the  triple  expansion  engine  for  stationary  power,  and  have  made  guar- 
antees of  furnishing  a  horse  power  on  less  than  13  lbs.  of  steam  per  hour, 
which  is  equivalent  to  150  million  foot  pounds  duty  on  the  basis  in  vogue 
for  pumping  engines.  Such  engines  naturally  find  their  way  into  the  large 
electric  light  and  power  plants  now  being  installed  in  our  cities.  This  is  a 
long  jump  forward  from  the  30  lbs.  of  Centennial  rating,  and  the  25  lbs.  or 


ANNUAL  ADDRESS-ST.   LOUIS  CLUB.  47 

at  best  23  lbs.  Corliss  guarantees,  but  seems  like  almost  barbarian  waste- 
fulness when  compared  to  the  90  per  cent,  efficiency  of  the  modern  dyna- 
mos. 

The  electrical  engineer  finds  before  him  a  field  broad  enough  for  the 
highest  ambition,  deep  enough  for  the  most  insatiate  scientific  analysis, 
and  bright  with  promises  of  power  over  the  elementary  forces  compared 
with  which  the  prodigious  accomplishments  of  steam  engineering  are  but 
as  the  rush  light  of  the  past  to  the  electric  torch  of  the  statue  of  Liberty. 

Even  now  in  the  infancy. of  the  new  art  it  is  impossible  to  enumerate 
the  manifold  uses  to  which  the  subtle  current  has  been  compelled  to  lend 
its  power.  Bound  in  the  simple  harness  of  the  motor  it  drives  elevators, 
printing  presses,  sewing  machines,  looms  and  roller  mills;  shifts  heavy  con- 
solidation locomotives  on  the  transfer  tables  of  repair  shops;  lifts  and  carries 
massive  machinery  from  lathe  to  planer,  from  drill  press  to  erecting  shop, 
throws  the  drawbridges  of  railways  over  navigable  streams;  lights  the 
wrecking  train  on  its  nightly  works  of  salvage,  or  hoists  heavy  shells  from 
the  magazine  to  the  monster  gun  of  the  modern  ironclad;  thwarts  the  night 
attack  of  the  torpedo  boat  by  the  revelations  of  the  flash  light;  increases 
the  traction  of  the  heavy  freight  engine  in  flitting  from  tire  to  rail;  guides 
the  surgeon's  lancet  on  its  mission  of  relief  or  inflicts  the  extreme  penalty 
of  the  law  at  the  touch  of  a  button;  carries  millions  of  passengers  over  our 
streets  with  a  speed  and  safety  impossible  to  crufler  forms  of  power  or 
stops  heavy  machinery  at  the  break  of  a  mere  gossamer  thread;  fuses  dis- 
similar metals  together,  or  warms  cosy  parlors  with  the  transmuted energ>' 
of  the  distant  wintry  cataract.  It  is  in  short  the  ideal  power  of  the  future, 
capable  of  infinite  development  as  we  learn  to  control  and  guide  it. 

If  a  Russian  kindled  the  first  arc  light,  if  English  thought  glowed  in 
the  first  incandescent  filament,  if  an  Italian  wound  the  first  practical  arm- 
ature, and  a  German  first  harnessed  the  current  to  his  car,  the  great  de- 
velopment of  electricity  in  the  service  of  man  is  due  to  American  enter- 
prise, pluck  and  perseverance.  American  electrical' engineers  now  light 
the  streets  of  London  and  Berlin,  a  Western  Aladdin  illumined  the 
splendors  of  the  Paris  Exposition;  a  Yankee  inventor  welds  the  silver 
threads  of  the  jeweler  or  the  stout  cable  chains  of  the  ironclad,  and  in 
our  country  alone  has  electrical  traction  reached  commercial  propor- 
tions and  success.  While  in  1885  we  had  three  electrical  railways  with 
7>^  miles  of  track  and  13  motor  cars,  we  have  now  in  actual  operation 
109  roads,  running  936  motor  cars  on  575  miles  of  track,  with  several 
thousand  more  in  process  of  construction.  In  the  safety  due  to  per- 
fection of  control;  in  speed  which  may  be  varied  from  that  of  a  slow 
walk  to  quicker  time  than  is  possible  to  elevated  steam  roads;  in  equal 
adaptability  to  suburban  or  metropolitan  conditions;  in  capacity  for  in- 
definite enlargement  of  existing  plants,  and  in  the  practicability  of  locat- 
ing the  power  house  wherever  fuel  and  water  for  condensation  are  most 
available,  the  electric  railway  is  pre-eminent.  Electrical  telpherage  has 
received  a  new  impetus  by  the  construction  of  the  Weems  elevated  road 
at  Baltimore,  for  express  and  mail  carriage,  which  has  experimentally  at- 
tained a  speed  of  120  to  180  miles  per  hour. 

In  the  metallurgical  field  we  note  the  continued  prosperity  and  increased 
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output  of  the  large  Southern  iron  fields,  and  the  practical  acceptance  of 
the  Virginia  New  River  coal  as  a  standard  steam  coal  of  even  higher 
efficiency  than  the  famed  Cumberland.  In  the  North  the  Gogebic  iron 
fields  are  fast  making  Chicago  the  rival  of  Pittsburgh  in  the  production  of 
iron  and  steel.  But  the  most  important  step  in  practical  metallurgy  is  the 
successful  production  of  aluminum  in  Pittsburgh  on  a  large  scale  at  only 
$2.00  per  pound.  This  brings  it  into  successful  competition  with  steel, 
copper  or  brass  in  many  of  the  more  delicate  and  important  parts  of  ma- 
chinery, and  the  day  may  be  near  when  it  will  come  into  general  use. 

The  further  development  of  its  many  valuable  properties  may  make 
practical  possibilities  of  many  problems  of  transportation  whose  realization 
seems  Utopian  with  metals  of  thrice  the  weight  of  this  new  material. 

Turning  from  the  larger  horizon  to  our  local  circle  we  may  congrat- 
ulate our  friends  of  the  Merchants'  bridge  on  the  practical  completion  of 
this  fine  structure,  piers,  trusses  and  all,  in  the  limits  of  a  single  year.  We 
note  also  the  opening  of  the  Grand  Avenue  bridge  across  Mill  Creek 
Valley  for  traffic;  the  commencement  of  the  Water  Works  Extension,  which 
will  in  less  than  two  years  double  our  water  supply  at  a  cost  of  possibly 
$3,000,000  and  place  its  source  fir  above  possible  future  contamination  by 
sewage ;  an  energetic  and  practical  movement  to  convert  our  water  front 
into  a  warehousing  and  manufacturing  district  with  equal  facilities  for  rail 
and  water  transportation,  and  an  increase  of  terminal  facilities  on  the 
Missouri  side  of  the  river  ;  the  abolition  of  the  dust  nuisance  by  municipal 
sprinkling  at  about  one  fouith  its  former  cost  to  individual  citizens;  an 
extensive  system  of  subways  laid  ready  to  receive  the  electrical  wires 
whenever  municipal  legislation  applies  the  axe  to  existing  poles;  an  ex- 
tension of  our  excellent  cable  railway  system,  begun  later  than  in  more 
precocious  towns,  but  completed  with  St.  Louis  thoroughness,  which  has 
given  us  the  model  roads  of  the  country;  three  electric  railways  running 
and  a  fourth,  more  extensive  than  all,  rapidly  nearing  completion ; 
brilliant  and  complete  municipal  lighting  ensured  in  the  near  future  by 
three  immense  electric  light  plants;  work  at  last  actually  begun  on  our 
elevated  railway ;  and  private  enterprise,  ready  to  meet  the  mayoralty's 
demand  for  smokeless  combustion  by  furnishing  a  copious  supply  of  water 
gas.  It  being  a  pre-ordained  fact,  which  no  St.  Louisan  has  the  heresy  to 
doubt,  that  we  are  to  have  the  World's  Fair  here  in  1892,  a  glance  at  its 
probable  location  must  be  permitted.  The  Site  Committee  found  it  easy 
to  locate  suitable  grounds,  but  the  difficulty  lies  in  the  final  selection  of 
the  best  out  of  at  least  six  perfectly  practicable  sites.  Stretching  along  a 
line  of  ridges  bordering  the  valleys,  through  which  the  connecting  tracks 
between  the  five  great  groups  of  railways  which  enter  the  City  must  pass, 
they  show  an  average  height  of  irom  80  to  120  feet  above  high  water  mark. 
Their  extent  is  easily  double  the  ground  covered  by  the  Paris  Fair, 
allowing  for  field  trials  of  agricultural  machinery,  road  building  and  well 
boring  tools,  etc.,  and  for  that  extensive  show  ot  cattle  and  horses, 
naturally  expected  of  the  greatest  horse  market  in  the  world.  Each  has 
large  city  water  mains  at  its  portals,  and  as  we  follow  the  gentle  slopes  or 
undulations  prescribing  natural  drainage,  we  find  in  the  hollows  either 
existing  large  branches  of  our  sewer  system,  or  the  stakes  set  for  them  for 
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next  year's  work.  Compare  with  this  the  marshes  along  the  southern  shore 
of  Lake  Michigan  to  drain  and  protect,  which  Chicago  finds  it  necessary 
to  spend  $60,000,000  in  the  next  seven  years,  and  engineering  reasons  are  all 
in  favor  of  St.  Louis  as  the  city  of  the  Fair. 

Coming  at  last  to  our  own  Club  affairs,  I  may  congratulate  the  members 
on  having  maintained  the  record  as  to  the  number  and  character  of  our 
papers  and  discussions,  some  of  which,  i\  /.,  on  the  Inter-locking  System  of 
signals  of  the  Bridge  and  Tunnel  Railway^  on  Water  Settling,  on  Chimneys, 
on  Cable  Railways,  on  the  Strength  of  Cable  Yokes,  and  on  Street  Railway 
Running  Gear,  deserve  special  mention  for  originality  and  thoroughness. 

The  decisive  step  taken  in  establishing  our  own  library  and  reading- 
room,  with  a  permanent  committee  looking  for  better  and  ampler  accom- 
modations to  meet  the  future  wants  of  the  club,  and  the  movement  begun 
in  the  collection  of  local  engineering  data,  mark  an  era  in  the  history  of 
the  club,  and  give  promise  of  a  larger  and  more  useful  future.  Three 
questions  of  great  interest  to  the  profession  have  been  carefully  weighed 
and  acted  on  during  the  year.  First,  the  proposed  establishment  of  a 
National  Engineering  Bureau  of  Public  Works,  based  on  the  best  ideas  of 
civil  service  reform,  which  must  ultimately  lead  to  rational  legislation  on 
the  subject.  Second,  the  means  and  methods  of  controlling  the  erection 
of  highway  bridges  in  the  interest  of  public  safety;  and  third,  the  subject 
of  closer  union  of  engineering  societies.  This  latter  question  has  been 
ably  discussed,  and  presented  to  the  most  earnest  thought  of  engineers  by 
two  of  my  predecessors  in  1886  and  1887,  and  was  forcibly  argued  by  the 
president  of  the  Western  Society  of  Engineers  in  Chicago,  in  1885.  It 
has,  during  the  year,  been  partially  met  in  the  Association  by  simple 
machinery  for  submitting  questions  to  the  vote  of  individual  clubs,  and 
announcing  the  result,  and  is  now  the  subject  of  the  most  serious  consider- 
ation by  the  American  Society  of  Civil  Engineers.  The  selection  of  the  chair- 
man of  the  committee  having  special  charge  of  the  subject  as  the  official 
candidate  for  President  of  that  society,  seems  to  portend  favorable  action 
on  Its  part.  Our  club,  and  several  others  in  the  association,  have  appointed 
committees  and  formulated  plans  for  such  union.  Local  prejudice  or 
interest  must  bend  to  this  growing  demand. 

Such  union  had  /vs/  come  through  wide  and  liberal  advances  from  the 
American  Society  of  Civil  Engineers.  But  it  is  certain  to  come,  in  the 
near  future,  through  some  plan  of  federal  union,  with  individual  autonomy 
of  local  societies.  No  mattei  how  frail  the  first  ligaments  may  be,  they 
will  grow  to  the  demands  which  the  interests  of  an  All-American  engineer- 
ing profession  will  make  on  them.  And  we  may  hope  to  see  finally  a  feder- 
ation of  civil,  mechanical,  electrical  and  metallurgical  engineers,  co- 
extensive with  our  continental  limits,  making  the  best  efforts  of  each 
specialist  accessible  through  its  publications  to  every  engineer  in  the  country. 
The  British  Institution  of  Civil  Engineers  now  numbers  nearly  6,000  mem- 
bers. If  a  liberal  plan  of  union,  with  opportunities  for  future  growth,  be 
adopted,  we  may  soon  reach,  if  not  exceed,  this  number. 

The  past  belonged  to  the  warrior;  the  present  marks  the  summit  of  the 
merchant's  glory;  the  future  is  the  heritage  of  the  engineer. 

Let  us  unite  and  deserve  it ! 
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NOTES  ON  THE  HARBOR  FACILITIES  OF  CLEVELAND  FOR 
HANDLING  COAL  AND  ORE. 


By  Augustus  Mordecai,  Member  of  the  Civil  Engineers' 
Club  of  Cleveland. 


[Read    January   14th,  1890.] 

I  wish  to  preface  what  I  have  to  say  with  the  remark,  that  I  am  not 
here  to  advocate  any  pet  scheme,  but  merely  to  show  you  how  Cleveland 
had  fallen  off  in  the  proportional  amount  of  ore  and  coal  handled  the  last 
few  years,  and  ask  that  you  seriously  consider  the  matter  and  see  whether 
it  is  not  time  to  increase  our  harbor  facilities.  I  will  leave  to  Mr.  Sargent 
to  suggest  a  remedy. 

The  ore  trade  of  Lake  Superior  has  increased  wonderfully  in  the  last 
five  years,  and  the  present  indications  are  that  it  will  increase  probably  in  a 
still  greater  proportion  for  the  next  five  years,  so  that  if  we  can,  in  any 
way,  entice  to  this  port  some  of  the  ore  that  is  going  to  other  lake  points, 
it  would  seem  to  be  very  important  and  well  worth  while  to  do  so. 

It  is  true  that  the  labor  problem  is  against  us,  and  it  costs  a  little  more 
for  handling  ore  in  this  harbor  than  it  does  in  the  neighboring  harbors; 
but  that  would  adjust  itself,  I  have  no  doubt,  if  the  facilities  w'ere  equal. 

The  position  of  Cleveland,  being  the  most  westerly  point  of  easy  access 
to  the  iron  manufacturing  districts,  would  seem  to  suggest  that  it  should 
handle  the  largest  amount  of  ore,  since  the  freight  rates  by  rail  are  the 
same  from  the  different  points.  To  some  extent  it  is  true  that  the  rail- 
roads are  to  blame;  they  have  not  kept  pace  with  the  times  in  their  equip- 
ment. When  we  think  of  the  old  story,  that  an  ox  team  can  start  with  a 
load  of  ore  in  Cleveland,  and,  if  it  is  not  stuck  in  the  mud  before  it  gets 
out  of  the  city  limits,  it  can  probably  go  to  Pittsburgh,  dump  its  load  and 
return  before  the  cars  leaving  Cleveland  at  the  same  time  would  get  back 
it  would  seem  that  there  was  something  wrong  with  the  movement  of  the 
car,  and  this  is  unquestionably  true.  The  railroads  and  the  furnace  men 
are  not  handling  the  raw  material  as  expeditiously  as  they  should;  an 
ecjuipment  better  adapted  for  handling  ore  and  coal  should  be  provided,  so 
there  would  be,  without  cjuestion,  each  day  as  many  cars  unloaded  at  the 
furnaces  as  there  are  loaded  at  the  docks;  for  the  capacity  of  a  railroad  is 
measured  not  by  the  number  of  cars  it  can  get  to  haul,  but  by  the  number 
of  cars  it  can  get  rid  of  by  unloading.  This  would,  of  course,  necessitate 
the  cooperation  of  the  furnacemen,  but  if  insisted  upon  by  the  railroads,  I 
think  there  would  be  no  trouble  in  obtaining  it. 

There  arc  several  kinds  of  dump  cars  that  can  be  used  in  this  service, 
and  now  that  the  handling  of  raw  material  has  become  such  a  specialty 
and  cars  can  be  used  for  that  alone  and  not  be  required  to  do  miscellaneous 
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service,  I  think  the  the  time  is  not  far  distant  when  either  the  raih-oad 
companies  themselves  or  the  furnace  men,  or  possibly  those  new-fangled 
corporations,  the  dock  companies,  may  furnish  cars  especially  adapted  for 
this  purpose,  and  will  require  furnaces  to  so  construct  their  tracks  that  the 
cars  can  be  unloaded  promptly  and  without  difficulty. 

Mr.  Goodwin,  of  Sharpsville,  has  lately  patented  a  dump  car  of  very 
ingenious  design.  This  car  will  dump  its  load  on  either  side,  in  the  middle 
of  the  track,  or  any  portion  of  it  in  the  middle  and  on  either  of  the  sides; 
it  is  cheap,  serviceable  and  applicable  to  handle  any  raw  material,  in  any 
kind  of  weather.  If  this  car,  or  something  similar  to  it,  would  come  into 
general  service,  the  railroad  companies  would  be  able  to  handle  moie  ore 
in  the  season,  thereby  obviating  the  necessity  of  having  dumping  grounds 
far  away  from  the  dock  front. 

The  transportation  of  Lake  Superior  ore  to  the  furnaces  of  Pittsburgh 
and  vicinity,  and  to  those  in  the  Mahonmg  and  Shenango  Valleys,  is  ex- 
citing a  great  deal  of  interest.  The  state  of  Pennsylvania  has  appropriated 
quite  a  sum  of  money  for  the  expense  of  surveying  a  ship  canal  from  Erie, 
or  some  neighboring  place  on  the  lake,  to  Pittsburgh,  and  though  it  may 
have  some  military  value,  still  the  greatest  reason  advanced  for  its  con- 
struction is  a  peaceful  one ;  and  that  is  that  the  ships  on  the  lake  may  carry 
the  ore  direct  to  the  furnaces.  Of  course  there  are  many  questions  arising 
about  this,  that  I  will  not  discuss  just  now,  but  it  only  shows  the  confidence 
of  business  men  that  this  trade  will  continue  for  a  long  time,  and  that  the 
transportation  will  be  an  exceedingly  lucrative  undertaking  to  any  one 
engaged  in  it. 

This  ship  canal  is  projected  to  leave  Erie  or  some  neighboring  point  on 
the  lake  (and,  by  the  way,  why  not  Cleveland)  and  strike  the  watershed  of 
the  Shenango  river;  then  use  the  waters  of  the  Shenango  river  by  means 
of  slack  water  dams  to  the  Ohio  river,  and  thence,  up  the  Ohio  river  to 
Pittsburgh. 

In  writing  to  me,  one  of  the  commissioners  says  that  the  first  questions 
to  be  asked  is,  "  would  a  ship  canal  between  Lake  Erie  and  the  upper  Ohio 
supply  more  entirely  than  could  any  other  practicable  means — the  better- 
ment in  facilities  for  transportation  of  ore  and  coal  which  the  situation 
demands."  Second :  "  Granted  that  a  suitable  canal  would  best  supply 
such  betterment,  what  depth  of  water  should  the  canal  have  in  order  that 
it  may  effectively  serve  the  object  in  view,"  Again  he  says :  "  As  suggested 
by  my  omission  of  query  in  that  matter,  I  am  satisfied  that,  viewed  from 
an  engineering  standpoint,  the  project  for  a  ship  canal  between  Lake  Erie 
and  the  upper  Ohio,  is  entirely  reasonable.  The  supply  of  water  for  the 
summit  level  is  ample;  and  other  conditions  are  largely  favorable  to  con- 
struction." It  does  seem  to  me,  in  considering  the  first  question,  that  it 
may  be  doubted  whether  a  large  vessel  of  3,000  tons  burden,  coming  down 
from  Marquette,  is  the  most  convenient  vehicle  for  the  furnaces  in  the  val- 
leys and  at  Pittsburgh,  in  which  to  receive  their  ofe.  In  the  first  place,  it 
would  require  the  furnace  companies  to  lay  out  a  considerable  amount  of 
money  in  purchasing  land  along  the  canal,  or  adjoining  it,  for  stocking 
purposes;  also  they  would  be  obliged  to  have  expensive  machinery  for 
unloading  the  vessel  promptly;  and  after  the  ore  was  unloaded,  in  many 
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cases,  it  would  not  be  near  the  stock  houses  of  the  existing  furnaces,  and 
would,  even  then,  have  to  be  loaded  on  cars  and  dumped  in  the  stock  houses 
so  it  would iDe  convenient  to  the  lifts.  In  the  same  way  with  coal,  there 
is  a  great  deal  of  all  rail  coal  going  to  Chicago,  for  the  very  simple  reason 
that  the  Chicago  yards  are  not  all  situated  upon  the  river  or  the  harbor, 
and  prefer  to  pay  the  additional  cost  to  get  the  coal  into  tbeir  yards  with- 
out additional  handling  at  Chicago. 

As  regards  the  second  question,  it  will  depend  largely  upon  the  size  of 
the  vessel  that  it  is  proposed  to  carry  in  the  canal.  It  would  seem  to  me, 
that  it  would  add  very  much  to  the  cost  of  the  canal  to  construct  it  for  the 
large  2,000  or  3,000  ton  vessels  that  are  now  used  on  the  lakes.  Take,  for 
example,  the  bridges  over  the  canal,  both  railway  bridges  and  highway 
bridges;  it  would  certainly  be  necessary,  if  the  canal  is  to  have  any  amount 
of  tonnage,  to  build  at  least  the  important  railway  bridges  above  the  masts 
of  the  vessels,  and  this  would  add  very  largely  to  the  expense;  the  same 
would  be  true  of  the  important  highway  bridges,  such  as  those  through 
towns,  etc.  Then  again,  carrying  such  a  vessel  from  the  lakes  to  Pitts- 
burgh, and  locking  it  through  the  locks  would  take  so  long,  I  am  inclined 
to  think  that  it  is  a  serious  question  whether  the  ore  should  not  be  loaded 
in  lighters  or  in  large  canal  boats,  which  should  be  propelled  by  steam,  if 
you  will,  or  possibly  by  some  arrangement  on  the  canals,  such  as  a  cable, 
either  in  the  bottom  or  overhead.  In  this  way,  the  expense  of  construct- 
ing a  canal  would  be  very  much  lessened,  and  the  ore  could  be  more 
readily  handled;  large  stocking  grounds  would  not  be  necessary,  and  off- 
shoots from  the  canal  could  be  built  more  easil\-  and  readily,  so  as  to  bring 
the  material  nearer  the  furnace  stacks. 

The  size  of  the  vessels  on  the  lakes  has  very  largely  increased  in  the  last 
ten  years.  The  average  size  of  the  vessels  carrying  ore  into  Cleveland  w^as 
at  that  time  not  over  800  tons;  this  season,  three  vessels  brought  down 
246,500  tons,  an  average  of  2,400  tons  a  trip  each,  and  their  average  speed 
was  fourteen  miles  light,  and  twelve  and  one-half  loaded  per  hour.  This 
means  that  we  must  have  more  frontage  and  a  quicker  way  of  unloading. 
By  working  eight  hatches  at  Ashtabula,  they  unloaded  one  of  these  vessels 
in  twelve  hours,  and  it  is  necessary,  at  all  the  other  lake  ports,  if  we  wish  to 
compete  with  Ashtabula,  that  we  should  do  as  well.  Owing  to  the  fact  that 
there  is  a  special  line  of  vessels  running  between  Marquette  and  Ashtabula, 
the  ore  can  be  unloaded  much  quicker,  for  there  is  always  a  place  for  them 
to  go.  The  rigs  are  all  so  spaced  as  not  to  require  any  further  moving,  and 
the  work  of  unloading  can  be  commenced  at  once. 

We  all  know  what  the  port  of  Cleveland  is.  Outside  of  the  question  of 
the  outer  harbor,  formed  by  the  breakwater,  it  is  formed  by  a  shallow  river, 
very,  crooked  and  crossed  by  a  great  many  street  bridges.  It  extends  two 
miles  up  the  river,  but  has  no  unoccupied  ground;  9,000  feet  of  dock  is 
used  for  coal,  and  about  the  same  for  ore;  12,300  feet  for  lumber;  10,000 
feet,  miscellaneous  purposes. 

The  port  of  l""airport  is  a  comparatively  new  one,  it  is  used  only  on  the 
easterly  side,  by  docks  of  the  Pittsburgh  &  Western  Railroad  Company, 
and  these  docks  are  devoted  exclusively  to  the  handling  of  ore  and  coal. 
The  other  side  is  not  docked,  except  for  a  short  distance,  and  can  be  ad- 


THE  HARBOR   FACILITIES  OF  CLEVELAND.  53 

vantagcously  used  for  lake  purposes  ;  it  is  also  formed  by  a  river,  but  the 
docks  run  right  to  the  mouth,  and,  in  fact,  on  the  projecting  piers;  nor  is 
it  crossed  by  a  single  highway  bridge.  The  port  of  Ashtabula  is  formed  by 
a  river  quite  shallow  and  probably  more  crooked  than  the  Cuyahoga,  but 
IS  entirely  given  over  to  docks  handling  coal  and  ore.  On  the  easterly 
side  are  those  of  the  Lake  Shore  Company,  and  on  the  westerly  side,  those  of 
the  Pennsylvania  company.  They  have  made  use  of  slips  to  increase 
their  frontage  near  the  mouth  of  the  river,  and  the  docks  do  not  extend 
more  than  a  mile  up  the  river.  It  is  crossed  by  one  swing  bridge,  worked 
with  steam.  The  hills  on  either  sider  are  quite  high,  the  valley  is  not  very 
broad,  so  that  in  the  summer  season,  the  scene  is  a  very  busy  and  enter- 
prising one. 

The  port  of  Erie  is  one  of  the  best  on  the  lakes.  It  is  formed  by  an 
island  and  the  docks  are  built  out  from  the  shore  some  2,000  feet  or  more. 
The  bottom  of  the  lake  is  rock  and  there  is  plenty  of  water;  it  does  not 
require  to  be  dredged,  and  the  facilities  are  excellent  for  handling  vessels  i 
but  owing  to  its  more  easterly  position,  it  does  not  handle  as  much  ore  as 
the  other  ports,  for  Pittsburgh  and  vicinity.  The  rates  are  somewhat 
higher  to  Pittsburgh  and  the  distance  is  greater.  The  distance  from  Cleve- 
land to  Pittsburgh,  by  the  Cleveland  &  Pittsburgh  road,  is  150  miles;  by 
the  New  York,  Pennsylvania  &  Ohio  and  Pittsburgh  &  Lake  Erie,  135 
miles.  The  distance  from  Freeport  to  Pittsburgh  by  the  Pittsburgh  & 
Western,  is  139  miles.  The  distance  from  Ashtabula  to  Pittsburgh,  by  the 
Pennsylvania  company,  is  125  miles;  by  the  Lake  Shore  it  is  130  miles. 
The  distance  from  Erie  to  Pittsburgh  is  148  miles.  It  will  be  seen,  there- 
fore, th.it  the  nearest  port  is  Ashtabula.  The  same  may  be  said  of  the 
valley  points,  thit  is,  to  Youngstown  and  vicinity  and  Sharon  and  vicin- 
ity, so  that,  as  the  lake  rate  on  ore  is  the  same  to  Ashtabula  as  it  is  to 
Cleveland,  and  the  expense  of  handling  is  a  little  less  at  Ashtabula,  it  is 
nit  surprising  that  its  facilities  have  been  appreciated  and  the  percent- 
age of  ore  handled  at  Ashtabula  on  the  whole  amount  brought  down, 
has  increased  so  largely  in  the  last  few  years. 

The  manner  of  unloading  vessels  is  very  much  the  same  on  all  the 
docks  on  the  lake,  with  the  exception  of  the  Cleveland  &  Pittsburgh  road 
at  Cleveland,  where  they  still  unload,  by  a  simple  hoisting  engine  and 
wheel  the  ore  back  in  barrows.  All  other  docks  are  ecjuipped  with  some 
device  similar  to  the  Brown  hoisting  machine,  or  the  swinging  derrick.  If 
you  will-excuse  the  possible  egotism,  I  think  the  New  York,  Pennsylvania 
&  Ohio  docks  here  are  as  well  equipped  as  any  on  lakes,  I  do  not  know 
but  better,  unless  we  may  possibly  except  the  Pittsburgh  &  Western  docks 
at  Fairport.  There  they  have  a  number  of  Brown's  Conveying  Company's 
machines,  and  working  underneath  and  intermediate,  swinging  derricks. 
Then,  to  load  the  ore  that  is  stocked  on  the  dock,  they  have  a  steam  shovel. 
They  should  handle  ore  on  these  docks  cheaper  than  at  any  other  point 
on  the  lake  of  which  I  know. 

In  addition  to  the  advantages  at  Ashtabula  in  the  way  of  harbor  front- 
age, tbe  two  railroad  companies  at  that  point  have  trestles  made  of  piles 
and  timber.  The  Pennsylvania  trestle  is  about  a  mile  from  the  harbor, 
and  th;  Lake  Shore  trestle  is  about  three  miles.     The  ore  is  handled  in 
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large,  three-truck  dump  cars,  holding  fifty  or  sixty  tons;  in  fact,  as  one  of 
the  men  told  me,  "it  did'nt  make  any  difference  as  to  the  weight,  it  was 
only  the  capacity  that  they  thought  about."  These  cars,  after  being  loaded, 
are  taken  by  a  switch  engine  and  hauled  on  top  of  the  trestle  and  dumped. 
The  ore,  then,  as  it  is  asked  for  by  tbe  furnace  companies,  is  loaded  by 
means  of  a  steam  shovel,  or  by  some  similar  appliance,  into  the  ordinary 
road  cars  and  shipped  to  the  furnaces.  This  system  of  handling  ore  is 
not  well  adapted  to  Cleveland,  as  the  trestles  would  have  to  be  built  too 
far  out  of  town,  and  that  would  necessitate  the  expense  of  running  the 
trains  through  crowded  yards,  etc.,  and  increase  the  cost  of  handling  very 
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largely.  Tlie  necessity  of  loading  by  steam  shovel  from  the  dock  to  the 
road  cars  could  be  obviated  by  having  a  system  of  pockets,  or,  as  this 
would  be  rather  expensive,  probably  a  side  hill  with  a  bulk-head  at  the 
bottom  of  the  slope  with  valves  in  it  would  answer  the  purpose  better. 
These  valves  could  be  opened  and  the  ore  would  fall  into  the  car,  thus 
saving  the  expense  of  loading.  Possibly,  too,  some  arrangement  could  be 
made  similar  to  that  bv  which  the   Lehigh  \'allev  handle  the  anthracite 
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coal  at  Buffalo;  there  they  make  a  timbci  tunnel,  extending  some  500  feet, 
with  valves  in  the  top.  The  anthracite  coal  is  dumped  over  this  tunnel, 
covering  it  completely,  and  burying  it  some  twenty  or  thirty  feet  deep. 
These  valves  are  opened  and  the  coal  runs  into  the  cars,  which  are  quickly 
and  economically  filled.  The  difficulty  of  putting  this  arrangement  into 
practice,  as  regards  ore,  would  be,  that  the  anthracite  coal  is  very  much 
more  fluid  than  the  ore,  especially  in  winter  weather,  when  it  would  be 
mostly  used. 

No  doubt  there  will  be  prompt  demand  and  use  for  improvements 
that  may  be  made  in  our  harbor,  increasing  our  facilities  for  handling 
ore  and  coal  for  some  time  to  come. 

Iron  is  entering  into  so  many  places  where  it  was  never  used  before, 
and  where  it  has  been  used  the  consumption  has  been  so  enlarged  that  it 
seems  certain  that  for  the  next  few  years  we  shall  need  as  much  or  more 
per  year  as  we  are  now  making,  and  then  if  we  have  a  reaction  it  will 
only  be  temporary. 

The  growth  of  the  country  and  the  exceptional  advantages  in  Pittsburgh 
and  in  the  Mahoning  and  Shenango  Valleys,  all  would  go  to  show  that 
iron  will  be  made  there  as  long  as  it  is  made  anywhere  else  in  the 
country.  It  is,  no  doubt,  true  that  the  iron  industry  in  the  south  and 
in  the  west  will  increase;  but  as  long  as  we  have  the  Connellsville  coke 
of  such  excellent  quality,  and  the  Superior  ores,  the  point  where  the  ex- 
penses of  getting  the  two  together  is  equal,  is  the  point  where  the  iron 
will  be  made,  and  that  point  is  in  the  vicinity  of  the  valleys  between 
here  and  Pittsburgh.  To  say  nothing  of  other  demands  for  iron,  the 
amount  that  has  gone  into  buildings  has  enormously  increased  during 
the  last  ten  years,  and  will  certainly  continue  to  increase.  It  will  receive 
a  great  impetus  beyond  the  ordinary  demand  in  the  exhibits  of  '92. 
There  were  50,000  tons  of  iron  used  in  the  buildings  of  the  Paris  Ex- 
position; 7,500  tons  in  the  Eiffel  Tower  alone,  and  it  is  very  reasonable  to 
suppose  that  in  the  exposition  buildings  of  1892,  no  matter  where  they  may 
be  placed,  quite  as  much  iron  will  be  used,  and  that  the  tower,  ten 
feet  higher,  that  some  enterprising  Yankee  will  build,  will  not  take  any 
less  material  than  that  of  Mr.  Eiffel.  Besides  we  are  just  waking  up 
to  the  fact  that  this  great  Nation  has  no  navy  nor  any  sea  coast  defence, 
and  so  we  propose  to  say  "hands  off"  to  some  other .  nations  that  are 
likely  to  interfere  in  the  canals  now  building  between  the  oceans.  We 
shall  have  to  have  both  navy  and  defenses  to  make  a  respectable  showing. 
This  means  still  more  iron  to  be  used,  increased  business  at  our  ore 
receiving  ports,  and,  of  course,  more  work  for  the  railroads,  and  withal, 
an  enlarged  prosperity  for  our  country. 

APPENDIX. 

Since  the  date  of  the  meeting  I  have  received  the  following  letter 
from  Mr.  Goodwin  which,  as  it  contains  valuable  and  instructive  infor- 
mation, I  append: 

Sharpsville,  Pa.,  Jan.  13,  1890. 
Aug.  Mordecat,  C.  E. 

Cleveland,  Ohio. 
Dear  Sir: — I  learn  that  you  are  preparing  for  reading  before  the 
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Engineers'  Club  of  Cleveland,  a  paper  on  current  practice  in  handling 
iron-ore  at  Lake  Erie  ports.  I  hope  that  you  will  improve  the  oppor- 
tunity offered  by  the  occasion,  for  making  evident  (to  your  hearers  at 
least)  the  advantages,  to  the  railroads  and  to  the  furnace  men  alike,  of 
delivering  stock  (ore,  coke,  lime,  stone,  etc.)  to  furnaces,  in  proper  Dump 
Cars  instead  ot  the  barbarous  and  in  every  way  inappropriate  "Gondolas" 
and  "Schooners"  now  generally  used  in  that  service.  While  I  say  "proper 
dump  cars,"  I  mean  to  suggest  dump  cars  which  will  not  only  dump  coke? 
ore,  etc.,  but  will,  in  lines  of  traffic  where  such  protection  is  demanded, 
protect  cargo  (as  coke  for  instance)  from  the  weather  and  from  pillage. 

My  principal  object  in  this  letter  is  to  afford  you  some  points  relative 
to  the  practical  utility  of  a  proper  four-wheeled  car,  in  which  form  I  prefer 
to  make  my  dump,  the  ordinary  performance  of  the  modern  "big  gon- 
dola" being  taken  as  a  basis  for  comparison.  A  proper  four-wheeled  dump 
discharging  its  load  between  rails  or  at  the  side,  as  desired,  occupies  in 
train  as  extended,  2oj^  feet  of  track  room.  It  carries  nominally,  30,000 
lbs.  of  ore;  on  4"  x8"  journal  it  would,  in  practice,  ordinarily  be  loaded  to 
considerably  more  than  30,000  lbs.  One  objection  to  four-wheelers,  in 
this  part  of  the  country,  has  been  that  they  do  not  carry  (per  foot  of 
train)  as  much  as  eight-wheelers.  The  60,000  lbs.  gondolas  stand  36  feet 
in  train,  extended,  and  were  they  loaded  to  their  nominal  capacity,  one 
of  these  cars  would  carry  1666%  lbs.  to  the  train  foot.  My  car,  20)^  feet 
in  train,  carrying  30,000  lbs.  would  carry  but  1463  lbs.  per  foot.  But  in 
practice  the  big  gondolas,  50,000  lbs.  and  60,000  lbs.,  running  together 
cannot,  or  do  not,  carry  up  to  even  the  50,000  lbs.  figure.  My  dump  body 
will  carry  safely  all  that  the  journals  under  it  will  carry;  while  we  hnd 
that,  in  practice,  the  gondola-body  does  not  (presumably  because  it  can- 
not) carry  its  nominal  load,  or  the  load  which  the  journals  under  it  might 
safely  carry. 

A  certain  lot  of  gondolas,  loi  in  number,  loaded  with  ore  from  Ash- 
tabula, in  October,  1889,  carried  (average)  load  of  39,165  lbs.  each,  a  total 
of  3,955,665  lbs.  or  1,977.83  tons.  They  occupied  3610^  feet  in  train  and 
carried  1,095.6  lbs.  per  foot  of  train  on  808  wheels  and  404  axles.  A  train 
of  177  Goodwin  dumps  (20)^  feet  in  train)  would  occupy  3,628^  feet  of 
track;  and  on  708  wheels  and  354  axles,  would  carry  5,310,000  lbs.  of  ore, 
or  1,463.4  lbs.  per  train  foot,  an  aggregate  load  of  677.17  tons  greater  than 
that  carried  by  the  loi  gondolas  and  schooners. 

Anticipating  that  the  loi  (one-hundred  and  one)  cars  were,  probably, 
not  doing  the  service  ordinarily  performed  by  cars  of  their  class,  I  add 
the  fact  that  of  9,509  eight-wheeled  cars  of  various  modern  styles  re- 
ceived at  one  establishment  in  the  Shenango  Valley,  in  1889,  carrying 
furnace  stock  and  supplies,  ore,  limestone,  coke,  sand,  clay,  firebrick,  etc., 
and  presumably  loaded,  in  each  instance,  to  the  extreme  allowed  limit, 
the  average  cargo  was  38,008  lbs.,  or  1,157  lbs.  less  than  the  average  load 
of  the  loi  (one-hundred  and  one)  cars;  and  of  3,014  cars  loaded  out  from 
said  establishment,  in  1889,  with  pig  metal  and  muck  bars,  or  blooms, 
the  average  load  was  38,705  lbs.,  or  460  lbs.  less  than  the  average  load  of 
the  1 01  cars. 

Of  a  group  of  181  gondolas  and  schooners  coming,   in    1889,   with  ore 
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from  Erie,  Ashtabula  and  Cleveland,  respectively,  the  average  load  was 
39,041  lbs.  Of  these  181  cars,  50  carried  average  loads  of  34,218  lbs.  only 
and  these  kept  the  general  average  down;  but  the  lot  of  seven  of  the  181 
cars,  which  carried  the  heaviest  loads  in  the  whole  group,  did  not  average 
as  high  as  50,000  lbs.  per  car.  These  181  cars  occupied  in  train,  at  least 
6,470  >^  feet  of  track;  they  had  under  them  1,448  wheels  and  724  axles,  and 
carried  an  average  of  1,092  lbs,  per  train  foot. 

Two  hundred  and  thirty-five  (235)  Goodwin  dumps  with  940  wheels 
and  470  axles,  occupying  4817)^  feet  of  track,  or  1,653  f^^^  less  than  the 
181  eight- wheelers,  would  carry  the  aggregate  load  of  the  181  cars. 

Counting  the  cost  of  unloading  the  gondolas  at  5  cents  per  net  ton,  the 
outlay  for  discharging  the  181  cars  was  $176.66.  The  dumps  would  unload 
themselves  without  appreciable  cost.  And  moreover,  one-half  the  outfit 
of  the  dumps,  that  is  to  say  1 18  dumps  would,  in  this  ore  trade,  perform  a 
considerably  greater  tonnage  service  in  any  given  period,  of  say  ten  days 
or  thirty  days,  than  the  gondolas  ever  did  or  ever  will  perform.  This 
latter  proposition  you  can  support  from  facts  in  your  own  knowledge. 

Now  allowing  that  a  50,000  lbs.  gondola  may  be  had  to-day  for  $350; 
then  the  181  cars  represent  an  outlay  of  $63,350.  Allow  that  a  dump  cost 
as  much  as  a  gondola,  which  it  does  not,  then  the  1 18  dumps  would  cost 
$41,300,  and  in  endurance  and  servicable  qualities  generally  in  the  lines 
of  traffic  for  which  they  are  designed,  the  dumps  are  largely  superior  to 
any  eight-wheeled  gondola.  The  objection  that  four-wheeled  cars  are  not 
as  "road-worthy"  as  eight-wheelers  is  not,  in  any  regard,  well  founded. 
A  four-wheeler,  with  9  feet  or  9^  feet  wheel  base  runs  steadier,  tracks 
truer  and  hauls  very  much  more  easily  than  any  eight-wheeled,  two 
truck  car.  The  idea  that  a  four-wheeler  of  9  or  10  feet  wheel-base  will 
not  readily  track  on  curves,  such  as  are  found  in  our  railways,  is  absolute- 
ly without  foundation  in  fact. 

The  standard  freight  car  of  the  German  State  Railroads,  rated  to  carry 
about  12  tons,  net,  is  a  four-wheeler,  having  13.  i  feet  wheel-base. 

In  this  country  there  are  more  than  100,000  four-wheeled  freight  cars 
in  service.  One  company  has  more  than  27,000  such  cars  in  service  ; 
another  has  something  more  than  25,000  such  care,  but  they  are  small 
affairs  compared  with  my  standard  gauge  dump,  which  with  M.  C.  ]].  fit- 
tings and  lined  throughout  with  Yao"  steel  plate,  weighs  about  15,000  lbs., 
and  is  rated  to  carry  30,000  lbs.  of  ore.  The  latest  style  of  dump  carries 
I2>^  net  tons  of  lump  coal,  bituminous.  The  drawheads  stand  at  M. 
C.  B.  height,  2'  9"  above  rail;  and  the  draft  line  is  mid-high  of  the  sills  of 
cars. 

Two  (2)  timbers  4>^"  X  10",  extending  from  end  sill  to  end  sill,  take 
the  shock  of  buffing  impact. 

Five  of  my  dumps  have  been  in  service  for  four  (4)  years,  hauling  and 
distributing  along  the  road  furnace  cinder  taken  hot  from  the  cinder 
bed.  They  have  made,  each,  two  trips  per  diem  (Sunday  excepted) 
throughout  the  whole  period  named;  averaging  14  miles  out,  loaded,  28 
miles  per  round  trip;  56  miles  per  diem;  17,528  miles  per  year;  70,112 
miles  in  the  four  years.  Have  carried  10  tons  cinder  per  trip,  20  tons  per 
diem;  6,260  tons  per  year;- 25,040  tons  in  the  four  years;  25,040  tons  carried 
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14  miles  =  350,560  ton  miles,  per  car.  In  the  four  years  the  five  cars  have 
haudled  and  distributed  along  track,  125,200  tons  of  einder.  Each  car 
made  280  ton  miles  per  diem,  right  along. 

You  know  from  your  own  investigations,  made  in  February,  1887,  that 
the  average  gondola  car  in  ore  trade  between  Cleveland  and  the  Shenango 
\'alley,  makes  total  travel  of  about  13^7100  miles  per  diem;  and  makes,  in 
a  period  of  thirty  (30)  days,  2.39  round  trips.  It  carries,  say  17  tons  of 
ore  per  trip  out  from  Cleveland.  Of  50  cars  from  Cleveland,  lately  noted 
bv  myself,  the  average  load  of  ore  was  no  more  than  15  ^^^  gross  tons.  We 
will  say  that  it  has  one  back  load  of  pig  metal,  of  17  tons.  Then  in  30 
days  time,  it  would  make  401. i  miles  travel  and  4,826.64  ton  miles. 

For  each  wheel-mile  the  gondola  made  1.5  ton  miles;  the  dump  1.25 
ton  miles.  But  having  credited  the  gondola  with  tonnage  beyond  its 
capacity,  in  practice,  we  should  now  credit  the  dump  with  30,000  lbs. 
(13.393  gi'oss  tons)  for  each  load  carried  in  the  actual  run  which  we  are 
considering.     This  being  done  we  have,  for  dump   (^^^^-  x  13.392  tons)    = 

T 1 ,250.12  ton-miles;  and  making  6,720  wheel  miles,  as  it  did,  it  makes 
1.67  ton-miles  per  wheel  mile. 

In  the  trial  service,  of  31  days,  to  which  one  of  my  dumps  was  sub- 
jected, under  your  supervision,  in  January  and  February,  1887,  the  dumps, 
although  held  for  experimental  dumping,  etc.,  some  nine  days  or  about 
3o!'o  of  the  whole  period,  made  4,434.7  ton-miles,  with  504  miles  of  travel, 
and  2,016  wheel  miles.  It  therefore  made  2.19  ton-miles  per  wheel  mile, 
while  the  average  gondola  in  service  with  the  dump  during  the  period  of 
31  days,  made  no  more  than  1.35  ton-miles  per  wheel  mile. 

Yours  truly 

J.  M.  Goodwin. 


CLEVELAND  LOOP-LINE  RAILWAY  AND  HER  MAGNIFICENT 
OUTSIDE  HARBOR. 


Bv  John  H.  Sarokn  ]■,  Memf.er  of  the  Civit.  Engineers'  Clur  of 

Cleveland. 


[Read  January  14,  1890.] 

Half  way  back  to  the  beginning  of  this  remarkable  nineteenth  cent- 
ury, I  found  myself  climbing  the  AUegheneys  over  Cleveland's  newest 
acquisition,  the  Baltimore  &  Ohio  railway. 

This  was  then  a  great  through  line,  for  the  time  Ijcing  terminating 
at  Cumberland,  and  was  the  leader  in  American  railways.  It  was  railed 
with  the  "U"  rail,  and  they  had  just  learned  that  rails  laid  upon  solid 
stone  sills  were  soon  pounded  out  even  by  the  light  cars  of  that  early 
day;  these  discarded  sills  were  vet  Iving  along  the  track. 
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Half  way  from  that  clay  to  this,  I  was  at  the  "  Future  Great,"  locat- 
ing a  railway  from  Toledo  to  a  junction  at  Crestline,  with  what  is  now 
the  Pennsylvania  Central  and  the  Big  Four.  I  remembered  the  Baltimore  & 
Ohio,  and  made  strong  efforts  to  induce  the  company  to  take  hold  of 
the  project  and  extend  my  line  from  Crestline  to  Lexington  on  their 
Lake  Erie  branch,  without  avail,  and  the  great  Pennsylvania  swallower 
gathered  the  fruit. 

In  passing,  I  must  bear  testimony  to  the  penetration  and  forethought 
of  my  old  friend,  Jessup  Scott,  who  christened  the  "  Future  Great."  He 
clearly  saw  a  future  great  city  upon  the  lakes,  but  self  interest  led  him 
to  locate  it  at  that  somewhat  retired  corner  of  Lake  Erie — Toledo. 
Later  developments  would  have  led  him  to  locate  it  where  the  north 
end  of  West  River  street  in  Cleveland  now  is, — the  focus  of  the  five  or 
six  great  thoroughfares.  Here  the  New  York  Central,  the  Pennsylvania 
Central,  the  New  York,  Lake  Erie  &  Western,  the  Baltimore  &  Ohio, 
the  Big  Four  and  the  Lake  Shore  meet  centrally  the  many  thousand 
miles  of  internal  navigation,  leading  on  the  one  hand  to  the  Gulf  of 
St.  Lawrence  and  the  North  Atlantic,  and  on  the  other,  through  Chica- 
go's grand  sewer  to  the  Mississippi,  the  gulf  of  Mexico  and  the  South 
Atlantic.  Providence  (Providence  is  a  better  term  than  fate  or  accident) 
had  some  design  in  bringing  successfully  all  these  great  trunk  lines  to- 
gether at  this  point.  It  is  my  purpose,  in  this  paper,  to  assume  the 
role  of  an  interpreter  and  pry  into  this  design  of  Providence. 

For  unknown  centuries  the  waters  of  Lake  Erie  have  been  wearing 
away  the  sand  and  clay  of  the  banks  of  Cleveland  Bay,  in  fact  forming 
it,  until  now  along  the  shore  is  a  shtol,  and  you  get  out  about  a  quarter 
of  a  mile  before  you  get  into  fifteen  feet  of  water.  This  shoal  is  just 
the  space  required,  and  is  just  in  the  right  place  to  accommodate  the 
trade  of  all  these  great  thoroughfares.  This  space  should  be  docked 
and  filled  progressively  in  say  blocks  of  fifteen  acres,  giving  more  than 
a  half  mile  of  dock  front  to  each  block,  with  eighteen  feet  water,  or 
more,  if  desired.  West  of  West  River  street  may  be  thus  recovered 
one  hundred  acres  inside  the  break-water,  and  west  of  the  latter,  one 
hundred  acres  more,  if  desired,  to  the  point  where  the  Loop  line  I  am 
about  to  describe,  leaves  the  shore. 

This  Loop  line  should  be  built  by  a  combination  of  all  the  roads 
interested,  that  all  may  have  a  joint  use  of  it.  Beginning  at  the  com- 
mon point,  the  north  end  of  West  River  street,  it  runs  westerly  as 
projected  along  -the  shore  of  the  lake  to  a  point  about  three-fourths  of 
a  mile  west  of  the  breakwater;  here  it  curves  to  the  south  and  passing 
under  Lake  avenue,  it  crosses  the  Nickle  Plate  railway  at  grade  near 
where  the  latter  passes  under  the  Lake  Shore  &  Michigan  Southern 
railway;  thence  under  Detroit  street,  Madison  avenue,  Lorain  street  and 
the  Big  Four  railway  at  Lynndale.  Here  it  will  connect  with  the  Big 
Four  and  the  prospective  Cleveland  Southern  railway.  (Just  here,  by 
way  of  parenthesis,  I  wish  to  say  a  word  for  the  "  Cleveland  Southern." 
In  five  miles  from  the  lake  front  it  encounters  an  extensive  bed  of  fine 
quality  Berea  Grit  and  skirts  it  for  some  miles;  in  thirty  miles  it 
encounters   the   first   coal;    in  less  than  forty  miles  it  crosses  the  New 
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York,  Pennsylvania  &  Ohio,  forming  with  that  road  a  grand  loop  line 
of  its  own,  and  thence  on  to  the  Perry  county  big  coal  veins,  it  is  skirting 
mineral  all  the  way,  and  bringing  Perry  county  within  150  miles  of  our 
great  "  focus.")  Thence  the  Loop  line  runs  down  Big  Creek  Valley  to 
its  mouth  and  there  connects  with  the  Baliimore  &  Ohio  road  and 
through  it,  completes  the  loop  to  the  starting  point.  By  throwing  out 
a  spur  up  the  valley  of  Buck  Brook  or  parallelling  the  Cleveland  and 
Canton,  we  reach  the  industrial  establishments  of  the  iron  ward  and  the 
railways  centering  there.  In  this  way,  all  the  industrial  establishments 
of  the  Cuyahoga  Valley  are  connected  with  the  outer  harbor  and  through 
it,  with  the  navigation  of  the  globe. 

One  beauty  of  this  Loop  line  is,  that  from  the  river's  mouth  around 
to  the  up  river  valley,  not  a  single  street  or  railway  is  to  be  crossed  at 
grade,  with  the  single  exception  of  the  Nickle  Plate,  which  exception  is 
of  great  value  to  that  road,  as  the  Loop  will  connect  it  with  the  outside 
harbor  and  with  the  industrial  establishments  of  the  city. 

The  citizens  of  Cleveland  are  finally  getting  their  eyes  open  to  the 
importance  of  this  outside  harbor.  A  strong  point  of  it  is  that  its  im- 
provements may  be  made  progressive  and  as  each  block  is  constructed 
it  maybe  leased  so  that  its  rental  will  at  once  pay  a  good  interest  and 
sinking  fund  to  finally  liquidate  its  cost. 

An  Eastern  extension  may  be  carried  across  the  river  and  along  the 
shore  of  the  lake  to  Gordon's  Park  and  beyond  if  desired,  and  be  lined 
with  industrial  establishments,  always  excepting  the  lake  front  of  Lake 
View  Park  and  the  Marine  Hospital  grounds,  which  should  be  devoted  to 
the  pleasure,  cleanliness,  recreation  and  education  of  the  public. 

West  of  where  the  loop  line  leaves  the  lake  front  the  land  as  far  west  as 
Jacob  Perkins'  residence  is  well  calculated  for  a  picturesque  park;  it  has  a 
broad  valley  reaching  down  to  the  water's  edge,  where  an  ample  beach 
may  be  formed.  This,  with  Lake  View  Park  and  Gordon's  Park,  will  fur- 
nish our  "Future  Great"  with  ample  means  of  enjoying  the  beautiful  waters 
of  Lake  Erie.  Although  this  fact  may  not  pertain  exactly  to  railway  en- 
gineering, it  will  be  an  attraction  to  draw  the  outside  public  over  all  the 
railways  centering  here,  and  business  is  quite  as  essential  to  railways  as 
their  rails. 

The  cost  of  filling  and  docking  a  block  of  fifteen  acres  may  be  set  down 
as  between  the  somewhat  wide  limits  of  $75,000  to  $100,000.  The  loop 
line  will  occupy  100  feet  in  width  of  the  shore  end  of  it  and  will  share  in 
the  expense.  We  then  have  left  fifteen  acres  of  land,  with  2,400  feet  of 
dock  front,  besides  600  feet  of  bulkhead.  Let  us  now  assume  $6,coDa  year 
for  interest  and  sinking  fund  as  an  annual  rent,  or  $2.50  per  foot  front  of 
dock  300  feet  deep,  or  less  than  i  cent  per  square  focjt  annual  rent,  with  no 
towage,  no  delays  from  drawbridges  or  blockades,  gorges  or  running  of  ice, 
or  cost  for  dredging,  since,  in  filling  the  docks,  the  slips  can  be  profitably 
dredged  to  twenty  or  more  feet  of  water,  and  there  will  be  no  currents  to 
carry  in  sand. 

In  my  opinion  the  way  to  accomplish  this  is  for  the  city  of  Cleveland  to 
form  a  dock  commission  like  New  York's  and  get  from  Congress  and  the 
State  Legislature  authority  to  issue  bonds  to  reclaim  this  land  under  water. 


CLEVELAND   LOOP-LIXE   RAILWAY.  6i 

to  build  docks  and  wharves  and  lease  them  to  all  who  will  use  them,  pledg- 
ing the  rent  to  the  redemption  of  the  bonds.  If  there  are  any  adverse  in- 
terests beyond  the  shore  line,  which  is  very  doubtful,  the  city  can  appro- 
priate them. 

The  Loop-line  road,  by  its  charter,  should  be  required  to  take  the  cars 
of  all  railways  now  and  hereafter  connecting  with  its  line  to  and  from  these 
city  wharves  upon  just  terms.  West  of  the  river  and  inside  the  breakwater 
may  be  recovered  six  blocks,  with  an  aggregate  of  sixteen  to  twenty  thou- 
sand feet  of  dock  front,  just  where  it  is  most  acceptable  to  lake  commerce, 
where  ore,  coal,  stone  and  all  kinds  of  lake  freight  may  be  exchanged  with 
the  railways. 

Cleveland  is  essentially  a  child  of  the  Nineteenth  century;  at  the  be- 
ginning of  this  last  decade  it  has  just  entered  upon  its  second  quarter-mil- 
lion, and  is  increasing  at  a  rate  that  is  almost  sure  to  accomplish  its  half 
million  by  the  close  of  the  century.  It  took  two  decades  to  get  its  first 
quarter- thousand  and  less  than  nine  decades  to  accomplish  its  first  quarter- 
million.  What  may  we  not  expect  for  the  remaining  ten  years?  The 
writer  has  seen  this  transition  from  a  quarter-thousand  to  a  quarter-mil- 
lion. What  may  not  the  younger  members  of  this  club  expect  to  see  be- 
fore their  locks  become  as  white  and  thin  as  his? 

With  a  direct,  independent  trunk  line  of  railways  reaching  from  each 
of  the  great  cities — Boston,  New  York,  Philadelphia,  Baltimore,  Chicago, 
St.  Louis  and  Cincinnati,  meeting  right  here  upon  our  lake  front,  with  our 
magnificent  and  rapidly  increasing  fleet  of  3,000-ton  steel  steamships,  who 
can  doubt  the  growth  of  this  place?  Hence  the  importance  of  building 
for  and  looking  to  the  future. 

Many  o{  owx patriotic  citizens  having  grown  fat  upon  Cleveland's  unde- 
veloped advantages,  have  taken  then-  shekels  to  build  up  Chicago,  Toledo, 
Lorain,  Fairport  and  Ashtabula  instead  of  directly  advancing  the  inter- 
ests of  their  own  home,  as  its  superior  advantages  invited.  However  they 
have  but  built  up  tributaries  to  Cleveland,  while  new  blood  and  new  capi- 
tal is  stepping  in  with  increased  faith  and  energy  to  carry  on  the  work. 
Engineers  of  Cleveland,  your  field  of  usefulness  is  widening  and  demands 
your  deepest  thought  and  strongest  energies.  In  conclusion  I  beg  leave  to 
call  up  before  you  three  or  four  of  the  earliest  engineers  engaged  in  start- 
ing these  great  trunk  lines.  First  came  Cyrus  Williams,  who,  in  1840, 
was  building  along  the  lake  a  broad  gauge  railway  as  a  continuation  of  the 
New  York  &  Erie.  But  the  project  was  a  little  ahead  of  its  time,  and 
people  said,  "It  is  an  insult  to  the  Almighty  to  build  a  railway  along  Lake 
Erie,"  so  the  scheme  languished  and  died,  as  did  good  old  Cyrus  Williams. 
Then  came  Frederick  Harbeck  ten  years  later  and  revived  the  project, 
and  when  completed  it  became  a  part  of  the  New  York  Central.  At  the 
same  time  he  pushed  through  the  C.  C.  C.  &  I.,  part  of  what  is  now  the 
"Big  Four."  His  head  was  too  active  for  his  frail  body,  and  he  died  early; 
"whom  the  gods  love,"  etc.  Then  came  my  old  rodman,  J.  H.  Devereux. 
His  financial  skill  and  superior  administrative  ability  soon  took  him — 
shall  I  say  above,  at  least — beyond  the  field  of  engineering;  but  he  did 
much  to  perfect  what  is  now  the  Lake  Shore  and  the  Big  Four.  Next  came 
an  ei ratio  Englishman,  Thomas  Kennard,  who  thought  to  give  Cleveland 
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the  go-by  by  taking  the  Atkmtic  &  Great  Western  thirty  miles  south  ot 
us.  This  was  of  itself  a  failure,  but  the  company  had^a  little  good  sense, 
and  gobbled  the  best  bit  of  road  in  this  region,  the  Cleveland  &  Mahon- 
ing as  a  branch,  and  the  branch  kept  the  life  in  the  decaying  body  until 
now  it  has  become  a  part  of  the  New  York,  Lake  Erie  &  Western,  under 
the  lingering  title  of  the  N.  Y.  P.  &  O.;  but  Kennard  went  to — New 
York. 

Gentlemen,  I  thank  you  for  your  patience  under  my  somewhat   ramb- 
ling discourse. 


SOME  POINTS  IN  BRIDGE  INSPECTION. 


By  Henry  Goldmark,  Member  Engineers'  Club  of  Kansas  City. 
[Read  May  20,  1889.] 


The  Engineers'  Club  of  Kansas  City,  perhaps  the  youngest  of  local  tech- 
nical societies,  has  taken  the  lead  in  at  least  two  important  reforms  with  re- 
gard to  bridges. 

Prof.  Waddell's  pamphlet  has  undoubtedly  directed  the  attention  of  the 
profession  to  certain  needed  improvements  in  highway  bridge  building. 

Changes  in  a  matter  of  this  kind  are  of  necessity  slow,  but  the  active 
discussion  aroused  by  this  paper,  will  doubtlessbear  fruit  in  giving  us  better 
bridges  in  the  future. 

The  second  question  in  which  our  club  has  played  to  some  extent  the 
part  of  a  pioneer  is  perhaps  of  even  more  immediate  importance.  I  refer 
to  its  agitation  for  state  control  over  existing  structures. 

We  may  not  all  agree  as  to  the  best  method  by  which  unsafe  bridge- 
spans  can  be  found  out, — nor  under  whose  authority  necessary  changes 
should  be  made — but  that  some  central  control  is  imperatively  needed 
will  not  be  denied  by  anyone  conversant  with  the  subject. 

The  bill  which  is  now  before  the  Missouri  legislature  has  been  for  var- 
ious reasons,  confined  to  road  bridges.  I  am  not  inclined  to  undervalue  the 
importance  of  providing  safe  transit  for  carriages  and  foot  passengers. 
From  what  little  1  have  seen  of  highway  bridges,  east  and  west,  the  room  for 
improvement  in  this  direction  is  very  great. 

Far  more  important  however  in  my  opinion  is  the  kindred  question  of 
safe  railroad  bridges.  In  the  magnitude  of  interests  involved,  the  number 
of  human  lives  endangered,  the  value  of  property  exposed  to  risk,  the 
structures  on  our  main  railway  lines,  call  for  far  greater  care  than  on  our 
less  frequented  streets  and  highwa\s. 

Railroad  travel  involves  at  best  numerous  risks  and  dangers.  Some 
forms  of  accident  undoubtedly  inhere  in  this  means  of  conveyance. 
Ih-okcn  axles  and  rails  will   hardly  ever  lae  entirely  wanting  among  the 
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causes  for  fatal  accidents.  Human  care  and  intelligence  has  its  limits  and 
even  the  most  improved  methods  of  signaling  will  hardly  do  away  entirely 
with  collisions  and  derailments.  As  a  matter  of  fact  inventive  intelligence 
of  a  high  order  is  at  work  night  and  day  striving  to  lessen  these  inevitable 
risks. 

The  so-called  pcrnianmt  structures  of  the  road,  as  distinguished  from 
those  parts  on  which  there  is  necessary  wear  and  tear,  should  be  as  far  as 
possible  entirely  free  from  the  danger  of  sudden  failure. 

In  point  of  cost  and  magnitude  the  bridges  of  a  railroad  are  beyond 
doubt  its  most  important  structures.  In  its  present  development  and  ap- 
plication to  long  spans  bridge  building  is  one  of  the  proud  achievements 
of  engineering.  A  Brooklyn  or  a  St.  Louis  bridge  is  rightly  considered  a 
great  triumph  of  human  intelligence  and  skill.  Whatever  improvements 
the  future  may  bring  forth  these  early  long  spans  will  remain  standing  for 
many  years  to  do  credit  to  the  engineers  of  their  generation. 

It  is  doubtful  whether  as  much  can  be  said  of  the  majority  of  the  shorter 
but  scarcely  less  important  bridges  which  are  to  be  found  by  the  thousands 
along  our  railway  lines. 

I  do  not  refer  in  this  connection  to  the  very  general  use  of  trestles  as  a 
simple  measure  of  economy  in  place  of  masonry  culverts.  There  is  not 
much  to  be  said  against  trestles  as  now  generally  built,  as  far  as  strength  is 
concerned  but  they  are  of  wood,  need  careful  watchingand  frequent  renewal, 
besides  being  in  constant  danger  from  lire. 

What  I  wish  to  refer  to  paticularly  is  the  fact  that  in  our  shorter  spans, 
say  up  to  150  feet  in  length,  we  do  not  seem  to  have  reached  anything  that 
can  be  fairly  called  a  permanent  structure. 

Apart  from  the  increased  train  loads,  I  do  not^think  it  can  be  denied 
that  bridges  built  even  five  years  ago  now  seem  to  contain  faults  abso- 
lutely fatal  to  a  long  life. 

I  do  not  mean  simply  that  we  are  building  better  bridges  to-day — but 
more  than  this — that  not  a  few  bridges  considered  very  good  practice  five 
years  ago  need  renewing  now  from  inherent  defects. 

What  the  exact  condition  of  the  railway  bridges  throughout  the  country 
actually  is,  is  a  matter  difficult  to  ascertain. 

On  our  one  hundred  and  fifty  thousand  miles  of  road,  there  are  many 
thousands  of  such  structures,  of  which  no  report  or  examination  has  ever 
been  made.  Built  at  various  times  with  little  or  no  intelligent  supervision, 
nothing  is  heard  of  such  bridges  until  a  so-called  bridge  accident  calls 
public  attention  to  the  matter. 

Wherever  a  systematic  examination  has  been  made,  an  alarming  state 
of  affairs  has  been  found  to  exist. 

The  state  of  Massachusetts,  two  years  since,  required  all  railroads  within 
its  borders  to  submit  to  the  railroad  Commissioners  plans  and  strain-sheets 
of  all  bridges  over  ten  feet  in  length.  There  are  of  such  bridges  1,619  '^^ 
the  5,000  miles  of  road  in  the  state.  The  same  proportion  throughout  the 
country  would  give  nearly  50,000  on  all  railroads  in  the  United  States. 
That  such  examination  was  needed  is  proven,  apart  from  the  state  inspec- 
tor's report,  by  the  fact  that  "  193  bridges  or  about  twelve  per  cent,  have 
been  rebuilt  since  the  passage  of  the  act  of  1887,  while  about  125  others  have 
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been  repaired  and  strengthened — making  a  total  of  nearly  twenty  per  cent." 

The  present  writer's  experience,  as  far  as  it  goes,  tends  to  corroborate 
the  above  evidence,  as  well  as  the  similar  experience  of  the  New  York 
commission. 

The  reasons  for  this  state  of  affairs,  are,  in  my  opinion,  the  following: 

First.     Too  great  economy  in  first  cost  of  bridges. 

Second.  A  total  separation  between  the  engineers  who  build  the  bridges 
and  the  road-masters  or  superintendents  who  use  and  take  care  of  them. 

As  to  the  first  point,  the  practice  of  competitive  bidding  on  both  designs 
and  manufacture  has  a  great  deal  to  answer  for.  Close  competition  has, 
doubtless,  done  much  to  develope  American  bridge  building. 

The  pin  connected  bridge,  as  a  type,  has  been  envolved  in  the  struggle. 
It  is  admitted  by  eminent  English  engineers  that  eye-bars  and  pins  are  the 
proper  forms  for  large  and  long  spans.  I  am  inclined  to  believe  they  will 
be  adopted  before  long  lor  these  purposes,  even  in  Europe. 

On  the  other  hand,  it  must  be  admitted,  that  pin  connected  bridges, 
as  applied  to  short  lengths,  say  of  less  than  125  feet  are  out  of  place. 
They  were  and  are  the  cheapest  forms  which  can  be  built  to  fill  cer- 
tain specifications — but  filling  a  specification  and  carrying  a  sixty  ton 
engine  at  the  rate  of  fifty  miles  per  hour  are  two  entirely  different  things. 

Hundreds  of  bridges  have  been  designed  and  built  in  which  the  static 
strains  agree  perfectly  with  severe  specifications,  which  are,  nevertheless, 
quite  unfit  for  the  work  they  have  to  do. 

Questions  of  import  were  entirely  neglected.  The  conditions  under 
which  the  bridge  is  used  is  not  taken  into  account,  and  the  whole  frame- 
work, though  correct  as  a  paper  design,  does  not  stand  the  test  of  exper- 
ience. 

The  blame  for  this  does  not  attach  to  the  designing  engineer  who 
builds,  nor  to  the  road  engineer  who  buys  the  bridges.  The  trouble  is  in- 
dicated in  the  second  reason  mentioned  above,  viz.:  That  the  bridge 
builder  very  rarely  has  a  chance  to  see  his  bridges  after  they  leave  the  shop. 
And  that  the  road -master  or  the  railroad  company's  engineer  is  seldom 
enough  of  a  specialist  to  fully  understand  bridge  work,  and,  moreover,  is 
often  not  consulted  as  to  new  work  that  is  to  be  done. 

A  reform  is  here  needed,  and  has,  to  some  extent,  begun.  Many  rail- 
road companies  have  found  it  to  be  to  their  interest  to  put  the  general 
supervision  of  their  new  bridge  work  into  competent  expert  hands.  Even 
with  the  most  reliable  contractors  it  is  no  more  than  a  wise  precaution  to 
have  designs  carefully  examined  and  checked  over. 

The  best  firms  do  not  of  course  object  to  this  supervision — but  often 
find  it  to  their  advantage. 

Inspection  in  the  mill  and  shop  has  become  general.  What  is  needed 
in  this  direction  at  present  is  a  more  complete  supervision  of  the  bridges 
that  are  in  actual  use  by  special  engineers  devoted  to  this  branch  of  work. 

Large  systems  could  well  afford  to  employ  an  engineer  for  this  special 
purpose.  But  even  smaller  roads  could  easily  secure  the  advantage  of 
expert  examination  at  small  expense,  by  making  arrangements  with  con- 
sulting engineers  of  known  reputation,  who  need  devote  only  a  portion  of 
their  time  to  each  road. 
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1  would  lay  particular  stress  upon  the  necessity  of  having  such  care 
systematic  and  continuous.  It  should  in  my  opinion  be  organized  in  such 
a  way  that  a  complete  record  of  each  l)ridge  could  be  referred  to  at  any 
time.  This  ma)-  seem  to  be  almost  a  matter  of  course.  Practically  very 
few  American  roads  have  any  complete  set  of  plans  in  their  possession. 

The  first  thing  then  is  to  get  the  information  which  will  enable  us  to 
make  fairly  full  plans.     With  most  lines  the  routine  will  be  as  follows: 

First.  A  very  complete  examination  and  the  preparation  of  drawings 
and  plans. 

Second.  A  correct  calculation  of  strength  and  stiffness  for  the  engine 
and  train  loads  in  use. 

Third.  Careful  observation  of  the  bridges  under  passenger  and  freight 
trains,  at  different  rates  of  speed. 

The  vertical  as  well  as  the  lateral  deflections  and  oscillations  should 
be  noted. 

Besides  this,  any  parts  which  do  not  appear  to  take  the  strain,  which 
they  are  intended  to  carr}',  should  be  marked  on  a  diagram  and  all 
rivets  tested. 

While  the  naked  eye  will  usually  be  a  sufficient  guide,  it  is  often  of 
advantage  to  use  the  plummet  or  the  transit  to  test  horizontal  or  vertical 
alignment. 

Joints  in  abutting  surfaces  in  chords  and  postsshould  be  closely  watched 
and  any  weak  points,  whether  they  can  be  at  once  remedied  or  not, 
should  receive  special  attention.  Examinations  of  this  kind  will  prove  of 
great  interest  and  value  to  the  engineer  who  makes  them,  as  well  as  to  his 
employes.  They  will  indicate  very  many  points  which  can  be  improved  m 
future  work  and  which  no  amount  of  study  at  the  desk  would  have  suggested. 
Faulty  details  and  connections  will  be  made  evident  and  can  be  avoided. 

Knowing  the  ground  intimately,  the  bridge  engineer  will  be  in  a 
position  to  judge  intelligently  which  structures,  though  not  quite  up  to 
modern  practice,  may  safely  be  continued  in  service  and  where  on  the 
other  hand  a  new  span  is  needed. 

He  will  take  into  account  the  location  of  each  crossing  with  reference 
to  grades  and  curves  as  well  as  the  frequency  and  direction  of  the  traffic. 

He  will  be  able  to  judge  each  case  on  its  own  merits  and  advise  as  to  the 
best  course  to  pursue.  In  this  way — combining  theory  and  practice — 
by  learning  from  the  mistakes  of  others  as  well  as  our  own  ;  taking  advant- 
age of  improved  materials  and  cheaper  methods,  we  may  hope  some  day  if 
not  now  to  attain  the  object  of  our  study,  that  is,  to  build  a  railroad  bridge 
which  shall  safely  do  its  work  for  a  long  term  of  years,  and  be  practically  if 
not  absolutely  what  it  should  be — a  truly  permanent  structure. 
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WESTERN  SOCIETY  OF  ENGINEERS. 


December  4,1889.— The  264th  meeting  of  the  Society  was  held  at  its  own  rooms, 
Wednesday  evening,  December  4,  18S0.  In  the  absence  of  the  President,  jMr.  Bene- 
zette  Williams,  Past  President,  was  called  to  the  chair.  The  Secretary  read  the 
minutes  of  the  last  meeting,  which  weie  approved,  and  also  a  report  of  the  last  meei- 
ng  of  the  Board  of  Directors,  at  which  tlie  following  gentlemen  were  elected  to 
membership:  Messrs.  James  L.  Armstrong,  Geo.  E.  Dixon,  Frank  Herdman,  \\'. 
E.  Williams,  O.  E.  Winger.  W.  H.  Wissing,  Robert  H.  Yeats,  John  L.  Van  Ornum. 

The  Chairman  then  called  upon  iMr.  John  H.  Gregg  for  his  paper  on  "Trans- 
mission of  Povvet  by  Manila  Ropes." 

In  opening  his  paper  the  author  remarked  upon  the  recent  introduction  of  Rope 
Transmission  and  its  sudden  popularity,  due  to  adaptation  to  American  ideas  and 
the  growing  dissatisfaction  with  belts.  The  English  system  employs  independent 
ropes— one  to  each  groove  in  the  sheave.  The  American  system  employs  one  con- 
tinuous rope,  independent  of  the  number  of  grooves  in  the  sheaves,  and  provides 
an  automatic  tension  carriage  for  taking  up  the  slack  in  the  rope.  Two  kinds  ot 
sheaves  are  used,  drivers  and  idlers.  The  groove  for  driving  sheaves,  in  most  gen- 
eral use,  is  one  in  which  the  included  angle  is  4:"-  The  lopes  are  not  allowed  to 
bottom.  The  grooves  for  idlers  is  semi-circular.  The  author  quoted  a  number  of 
advantages  obtained  by  this  system.  The  power  transmitted  depends  on  the  size  of 
the  rope  and  its  velocity. 

The  author  briefly  described  some  of  the  details  of  tlie  plants  now  running  in 
Chicago  and  elsewhere,  and  showed  wherein  the  difference  e.xisted  in  examples  of 
both  English  and  American  practice.  A  number  of  drawings  of  various  plants  were 
introduced. 

The  ropes  used  for  transmission  purposes  are  made  from  the  best  quality  of 
Russian  hemp  laid  in  tallow.  The  rope  should  be  hard,  but  pliable  and  perfectly 
smooth  to  the  touch,  with  no  rough  or  loose  ends.  The  color  is  yellowish  gra> — 
black  spots  indicate  fermentation  in  curing.  It  should  be  laid  up  in  three  strands, 
on  account  of  being  easier  to  splice  and  with  less  of  the  rope  to  cut  away  to  make 
the  splice. 

The  average  breaking  strength  of  the  manila  rope  is  10,000  pounds  per  square 
mch. 

In  the  discussion  which  followed  Mr.  W.  E.  Williams  asked  whether  any  dif- 
ficulties had  been  experienced  by  reason  of  variation  in  the  diameters  of  the  various 
grooves,  and  the  effect  of  such  variation:  in  reference  to  pulleys,  and  the  effect  of 
adhesion  of  rope  on  pulley,  w'hether  the  pulley  ever  happened  to  be  introduced 
so  small  as  to  be  incapable  of  utilizing  the  whole  of  the  working  power  of  the  rope. 
He  also  enquired  regarding  the  power  formula  for  ropes,  and  its  lelation  to  that  for 
belting. 

Mr.  Gregg  replied  in  regard  to  variation  in  diameter  of  grooves  that  it  was  dis- 
astrous to  the  efficiency  of  tope  transmission,  but  that  in  practice  all  the  grooves  are 
made  accurately  to  a  templet.  The  limit  of  the  smallest  diameter  of  the  sheave  is 
thirty  times  the  diameter  of  the  rope,  which  has  proved  reliable.  The  formula  for 
rope  transmission  is  entirely  empirical.  He  knew  of  no  valuable  experiments,  and 
he  did  not  believe  any  had  been  published. 

In  reply  to  questions  of  Mr.  O.  B.  Green,  Mr.  Gregg  said:  Tiie  adhesion  of  the 
manila  rope  was  on  its  sides  and  not  on  the  bottom.     Wire  rope  w  as  only  used  on 
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straight  drives.  The  rule  for  w  ire  rope  was  that  the  sheave  should  not  be  less  than 
120  times  the  diameter  of  the  wire,  where  a  small  wire  rope  was  used  to  transmit  a 
large  amount  of  power. 

In  reply  to  the  Secretary,  Mr.  Gregg  explained  the  method  of  laying  out  a  small 
plants  and  in  reference  to  the  durability  of  manila  rope  he  said,  that  rope  transmis- 
sion in  this  part  of  the  world  was  a  new  thing,  but  that  he  had  ropes  that  had  been 
running  for  diree  years  which  were  good  as  new,  and  according  to  some  Enshsh  re- 
ports, ropes  lasted  from  three  to  five  years,  with  isolated  cases  showing  twenty 
years  use.  All  transmission  ropes  are  treated  with  tallow,  while  for  outside  use,  the 
manufacturers  have  a  special  treatment.  One  of  the  disputed  elements  in  the 
problem  is  the  loss  by  friction  as  compared  with  other  methods  of  transmission  He 
hoped  to  be  able  at  a  future  time  to  give  the  Society  the  result  of  further  investiga- 
tions. 

Mr.  O.  B.  Green  mentioned  some  cases  under  his  observation  where  rope  for 
heavy  loads  was  being  used  over  very  small  drums. 

Mr.  Gregg  repeated  that  the  rule  for  driving  sheaves  with  rope  transmitting 
power  should  be  1:0  times  the  diameter  of  rope. 

Mr.  Liljencrantz  mentioned  a  case  of  a  }(  inch  wire  rope  over  a  three  or  four 
feet  pulley  transmitting  power  for  about  a  quarter  of  a  mile  to  a  threshing  machine, 
with  pulleys  joo  feet  apart. 

Mr.  Gregg  said  wire  rope  was  used  very  extensively  in  the  North,  but  that 
manila  rope  was  fast  transplanting  it,  and  that  tnanila  rope  had  longer  life  than  the 
wire.  He  had  seen  wire  rope  used  for  transmitting  power  with  pulleys  ^00  feet 
apart  without  intermediate  support.  No  tension  carriage  is  required  with  such 
long  distances  with  manila,  the  manila  slack  takes  care  of  the  tension. 

Mr.  Cooley  mentioned  along  distance  drive  at  Lockport,  N.  Y.,  perhaps  half  a 
mile.    Mr.  Gregg  said  he  would  try  it  should  the  problern  be  put  to  him. 

A  number  of  questions  of  detail  were  asked  as  to  material  for  sheaves,  shape  of 
grooves,  difference  in  cost,  and  relative  sizes  of  wire  and  manila  rope  for  same 
power. 

Mr.  Gregg  closed  the  discussion  by  saying  that  iron  was  the  best  metal  for 
sheaves,  that  the  groove  was  V  shaped  with  an  angle  of  45'^,  although  in  one  instance 
where  he  was  under  conditional  circumstances  he  had  used  a  groove  of  about  24*-",  the 
rope  must  never  bottom.  As  to  price  he  thought  wire  was  listed  at  eight  cents  and 
manila  rope  at  five  cents.  In  a  plant  he  put  in  where  a  H  wire  rope,  running  5,000 
feet  per  minute  transmitted  100  horse  power,  for  manila  rope  he  should  use  diam- 
eter iK  inch.  He  understood  that  the  use  of  a  single  rope  was  an  entirely  American 
idea. 

The  chairman  next  called  for  a  report  of  the  "Committee  on  Nomination  of  Of- 
ficers and  Annual  Meeting." 

Mr.  Lundie  for  the  Committee  reported  the  following  nominations  for  officers 
for  iSqo: 

President,  O.  Chanute,  L.  E.  Cooley;  First  Vice-President,  Robt.  A.  Shailer,  R. 
Forsyth;  Second  Vice-President,  J.  F.  Wallace,  W.  R.  Northway;  Secretary, 
Treasurer  and  Librarian,  John  W.  Weston;  Trustee,  Benezette  Williams,  A. 
Gottlieb. 

With  regard  to  annual  meeting  Mr.  Lundie  said  that,  after  canvassing  the 
matter  pretty  well  the  Committee  had  set  the  8th  of  January  as  the  date,  and  pro- 
posed that  it  be  held  at  Kinsley's.  The  Committee  also  recommends  that  the  Board 
of  Directors  invite  such  guests  of  prominence  as  they  may  deem  proper. 

Mr.  Liljencrantz  explained  in  reference  to  nomination  for  officers,  that  he  had 
some  time  since  handed  in  his  resignation  to  the  Board  of  Directors  which  had  been 
received. 

The  Secretary  explained  certain  views  of  the  Board  as  to  the  annual  meeting, 
the  arrangements  of  the  Committee  being  thoroughly  in  accord  with  their  ideas. 

The  subject  of  the  President's  address  will  be  "Important  Engineering  Works 
recently  Built,  now  Building  and  Projected,"  illustrated  by  stereopticon  views. 

The  report  of  the  Committee  was  approved  and  the  Committee  continued  to 
carry  out  the  programme. 

Adjourned. 

JOHN.  W.  WESTON,  Secretary. 
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December  21,  1880.— The  regular  monthly  meeting  was  held  at  the  office  of  Mr. 
E.  H.  Beckler,  Chief  Engineer  Montana  Central  Railway.  Piesident  B.  H.  Greene 
in  the  chair.  In  the  absence  of  the  Secretary  Mr.  George  O.  Foss  acted  in  that  ca- 
pacity. 

The  following  committee  of  arrangements  for  the  annual  meeting  was  appointed: 
Messrs.  E.  H.  Beckler,  F.  L.  Sizer  and  George  O.  Foss,  of  Helena:  Mr.  E.  H.  Wil- 
son, of  Butte,  and  Mi.  G.  H.  Robinson,  of  Marysville. 

The  nominating  committee  reported  that  the  following  names  had  been  sub- 
mitted to  the  Board  of  Trustees  for  officers  for  1S90: 

For  President,  Elbridge  H.  Beckler,  of  Helena:  for  ist  Vice-President,  John 
Gillie,  of  Butte;  for  2d  Vice-President,  John  Herron,  of  Helena;  for  Secretary  and 
Librarian,  Charles  G.  Griffith,  of  Helena;  for  Treasurer,  Albert  S.  Hovey,  of  Helena: 
for  Trustee  for  three  years,  Adelbert  E.  Cumming,  of  Helena. 

.Adjourned.  J.  S.  Keeri.,  Secretary. 


J.\NU.\KYii,  i8<)o.— A  special  meeting  was  held  at  S  p.  m.  at  the  office  of  the  Chief 
Engineer  Montana  Central  Railway.  First  Vice-President  E.  H.  Beckler  in  the 
chair.  There  were  present  Messrs.  DeLacy,  Griffiith,  Pearis,  Foss,  Helmick, 
Hovey  and  Keerl. 

The  chair  stated  that  the  meeting  was  called  to  take  suitable  action  in  respect  to 
die  death  of  the  Society's  late  President,  Gen.  B.  H.  Greene,  and  to  determine  a 
programme  for  the  annual  meeting  that  will  be  in  accord  with  the  Society's  be- 
reavement. 

.After  a  discussion  at  some  length  relative  to  the  propriety  01  adopting  the  reso- 
lutions common  to  such  occasions  the  following  motion  by  Mr.  Giiffith  was  carried: 
"That  the  chair  appoint  a  committee  of  three  to  prepare  a  memorial  of  the  life  of 
Gen.  B.  H.  Greene,  and  that  the  committee  report  at  next  meeting  an  appro.ximate 
cost  for  printing  the  same  in  pamphlet  form,  with  lines  of  double  spacing,  including 
a  steel  plate  likewise  of  the  late  President  for  a  frontispiece." 

The  chair  apppointed  as  such  committee  Messrs.  J.  S.  Keerl,  Col.  \\'.  W.  De- 
Lacy and  W.  A.  Haven. 

Mr.  Foss  of  the  committee  on  arrangements  for  the  annual  meeting  staled  that 
the  programme  as  arranged  provided  for  the  business  meeting  on  January  iSth,  an 
excursion  by  special  train  to  the  mines  and  mills  of  the  Montana  Company  at 
Marysville,  and  a  banquet  at  the  hotel  "Helena"  on  the  2oih  inst.  On  the  21st  the 
programme  included  an  inspection  of  the  Helena  waterworks  and  an  exctusion  by 
special  train  to  the  East  Helena  smelter. 

It  was  the  unanimous  sentiment  of  the  meeting  to  forego  and  postpone  indefi- 
nitely all  festivities  at  the  annual  meeting,  and  the  committee  on  arrangements  were 
instructed  to  aVjandon  all  the  special  features  of  their  programme  as  a  token  of  re- 
spect and  esteem  to  the  late  President.  The  Secretary  was  instructed  to  convey  this 
sentiment  of  the  meeting  in  his  call  for  the  annual  meeting. 

Adjourned.  [.  S.  Keeki.,  Secretary. 


Third  Annu.\l  Meeting,  January  iSth,  1S90.— First  Vice-President  E.  11. 
Beckler,  Chief  Engineer  Montana  Central  Railway,  called  the  meeting  to  order  in 
his  office  in  the  Montana  National  Bank  Building.  There  were  present,  Messrs. 
Haven,  Foss,  Sizer,  Keerl,  Pearis,  Wade,  AN'lieeler,  Helmick  and  Tappan,  of  Liv- 
ingston, and  visitors  Bickel  and  Brown: 

The  minutes  of  the  two  previous  meetings  were  read  and  approved. 

Applications  for  membership  were  received  from  F.  D.  Jones,  O.  C.  Dallas,  |. 
L.  Buskett  and  Finlay  McRae,  which  were  ordered  filed  and  the  Secretary  in- 
structed to  mail  letter  ballots  to  all  members  of  the  Society. 

The  Committee  a'ppointed  at  the  special  meeting  of  the  nth  inst.,  to  prepare  a 
memorial  to  the  late  President  of  the  Society,  reported  they  were  in  correspondence 
with  General  Greene's  relatives  and  associates  in  different  parts  of  the  country,  and 
also  furnished  an  estimate  of  the  cost  of  the  steel  engraving   to  be  used  as  a  fiontis- 
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piece  in  the  printed  memorial.  On  motion  of  Mr.  Sizer  the  Committee  was  con- 
tinued with  power  to  complete  the  work  in  hand. 

Mr.  W.  A.  Haven,  Chairman  of  the  Committee  on  affiliation  witli  the  American 
Society  of  Civil  luigineers,  reported  that  he  had  been  unable  to  attend  the  meeting 
of  the  Board  of  Managers  of  the  A.ssociation  of  Engineering  Societie.s  held  in  Chi- 
cago—notice of  .said  meeting  not  reaching  him  in  time.  He  stated  that  he  had  in- 
tervievred  Mr.  Bogert,  Secretary  of  the  American  Society  of  Civil  Engineers,  while 
in  New  York  and  was  pleased  to  be  able  to  report  that  assurances  had  been  given 
him,  that  the  Society's  receipt  for  the  celebrated  Punch  would  be  furnished,  should 
th^  affiliation  be  accomplished. 

On  motion  of  Mr.  Pearis  the  Committee  was  made  a  standing  one. 

On  motion  of -Mr.  Keerl,  Mr.  Haven  was  voted  the  sum  of  thirty  dollars  (.IJ30)  to 
cover  the  expenses  of  his  trip. 

The  reports  of  the  Secretary  and  Librarian  andTreasurer  for  the  year  18S8,  hav- 
already  been  approved  by  the  Trustees  and  not  previously  acted  upon  by  the 
Society,  on  motion  of  Mr.  Sizer  were  formally  approved. 

Mr.  Sizer  was  appointed  the  third  member  of  the  Committee  on  National  Public 
Works  to  fill  the  vacancy  caused  by  the  death  of  General  Greene;  Mr.  Haven  suc- 
ceeding to  the  Chairmanship  of  said  Committee. 

Mr.  J.  S.  Keerl,  Secretary  and  Librarian,  read  the  following  report  for  the  year 
ending  January  ibth,  iSgo: 

ANNU.'VL  REPORT   OF   THE   SECRETARY— JAN  U.VKY    iStH,    lliyo. 

To  the  President  and  members  of  the  Montana  Society  of  Civil  Engineers: 
Gentlemk.\:—1  have  the  honor  to  submit  my  report  as  Secretary  and   Libra- 
rian of  your  Society,  covering  the  period  since  my  last  report,  dated    January   19th, 
iSJi9,  to  this  iJth  day  of  Jani^ry,  iy>o. 

RECEIPTS. 

During  this  period,  the  amounts  paid  to  me  as  Secretarv  have  been  as  follows: 

Initiation  fees  from  seven  members  at  $f ' ^  35  00 

Semi-annual  dues  for  first  half  of  iSS'i  from  five  members  at  $.>.-o 12  ?o 

Semi-annual  dues  for  second  half  of  iNS6  from  nine  members  at  $2.;u ".  22  ^0 

Semi-annual  dues  for  first  half  of  1669  from  forty-two  members  at  $'.'o 105  co 

Semi-annual  dues  for  first  half  of  1889  from  one  member  on  account i  ;o 

Semi-annual  dues  for  second  half  of  188c;  from  thirty-five  members  at  if;2.;o..  87=0 

.Semi-annual  dues  for  first  half  of  1890  from  four  members  at  $2.^0 10  60 

Semi-annual  dues  for  first  half  of  1890  from  one  member  on  account i  00 

-Assessment  on  account  of  E.xecutive  Board  of  the  Council  of  En"ineering 
Societies  on  -National  Public   Works,   at  .$1.00   per   member  from   fom" 

members 4  00 

Total  receipts Ij;27g  00 

This  amount  has  been  paid  to  your  Treasurer,  Charles  W.  Helmick,  Esq,, 
vouchers  for  sum  being  here  attached  . 

E.xPK.vnrrtuR.s. 

Orders  have  been  drawn  on  the  Treasurer,  covering  the  following  distributions: 

For  Assessment  account  Association  of  h-ngineering  Societies .f  163  00 

For  Printing  and  Stationary 113  60 

For  Books  tor  the  Library  and  binding 84  2; 

For  Incidental  expenses  of  Committee  of  Arrangements,  Second  .\nnual 

-Meeting 22  40 

For  Clerical  services  rendered  Committees  and  Secretary 25  7; 

For  Incidental  expense  account  of  Secretary 3o  05 

For  Pillow  of  Flowers  for  President  Greene's  Funeral 25  00 

Total  E.xpenditures 402  0; 

Leaving  balance  in  Treasury 69  ^0 

DUE.S    UNCOLLECTED. 

Two  members  are  delinquent  for  fiist  half  of  i58S  at  $2.0 5  00 

Foui  members  are  delinquent  for  second  half  of  16SS  at  .12.  0 10  00 

Eleven  members  are  delinquent  for  first  half  of  1889  at  $2.  0 27  50 

One  member  owes  balance  for  first  half  i.^.v i  00 

Twenty-two  members  are  delinquent  foi  s(  tond  half  iNft',  at  $2.0 ^5  00 

Fifty-two  members  are  delinguent  for  first  half  if>c,o  at  $2.^0 '. 130  00 

One  member  owes  balance  for  first  half  of  IN  o  at  ^2.  0...^ i  50 

Two  members  are  delinquent  for  assessment  account  Executive  Board  of 

Council  of  Engineering  Societies,  National  Public  Works  at  $1.00 2  00 

Total  Dues  Uncollected $  232  00 

Balance  in  Treasury 69  30 

Assets $  301  =0 

Liabilities— Bills  outstanding,  but  not  presented,  about i;o  60 

Net  Assets $  211  50 
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There  arc  now  upon  the  Roll  of  Membership  fifty-six  active  and  two  associate 
members;  seven  members  having  been  added  to  the  Roll  and  one  active  member 
made  an  associate  since  my  report  of  January  xi,th,  1*9. 

During  the  year  we  have  been  called  upon  to  mourn  our  first  loss  by  death— 
(jeneral  B.  H.  Greene,  President  of  the  Society. 

During  the  year  eleven  regular  and  four  special  meetings  have  been  held  at 
which  the  following  papers  were  read: 

"The  Panama  Canal,  "  addressed  by  retiring  President  Geo.  K.  Reader. 

"County  Records,"  by  Geo.  O.  Foss. 

"Manner  of  Conducting  Public  Land  Surveys  in  Montana,"  by  R.  |.  Walker. 

"Construction  of  Modern  Fire  Proof  Buildings,"  by  L.  O.  Danse. 

"Ancient  Roman  Masonry,"  by  J.  T.  Dodge. 

The  paper  by  Mr.  Foss  upon  "County  Records"  was  the  father  of  a  bill— pre- 
pared by  a  Committee  of  the  Society— and  entitled  a  "Bill  relating  to  Town  and 
Village  sites  and  plats"  which  was  presented  to  the  Legislature  and  with  a  few  mod- 
ifications made  by  that  body,  became  a  law.  This  was  the  Society's  maiden  effort 
toward  framing  legislation  and  through  this  success  we  should  feel  much  encouraged 
ill  further  efforts  toward  advising  legislation  affecting  engineering  subjects. 

A  letter  from  Mr.  Geo.  H.  Robinson  suggested  another  bill  designed  to  improve 
the  law  affecting  mineral  location,  whiclr  was  prepared  by  a  Committee  of  the  So- 
ciety and  presented  to  the  Legislature  and  only  failed  through  a  tie  vote  in  the 
Council,  after  having  passed  the  House,  practically  by  a  tinaninious  vote. 

'fhe  paper  by  Mr.  Walker  relative  to  tlie  "Manner  of  Conducting  Public  Land 
Surveys  in  Montana,"  suggested  a  Committee  on  that  subject.  A  letter  has  been 
addressed  and  forwarded  to  the  Honorable  Thos.  H.  Carter,  M.  C,  relative  to  the 
present  objectionable  manner  of  conducting  public  land  surveys  and  suggesting 
remedies.  This  letter  is  now  being  printed  in  the  JOURNAL  OF  THE  Associ.ATiON 
OF  Engineering  Societies  and  100  copies  have  been  ordered  in  pamphlet  form. 

While  we  have  not  demonstrated  that  we  are  ambitious  in  the  matter  of  writing 
papers,  our  records  show  that  we  have  been  active  in  other  channels,  in  which  I  be- 
lieve in  this  country,  our  efforts  will  be  found  as  better  directed  than  in  undertaking 
to  produce  too  many;  abstruse  papers.  There  is  a  gradually  increasing  interest 
being  shown  in  the  Society  by  the  members  and  our  Society  while  young,  is  now 
being  fully  recognized  in  our  own  section  and  is  taking  rank  with  kindred  societies 
ihroughout  the  country. 

The  records  show  the  existence  of  the  following  Committees- 
Committee  on  Topics  — J.  H.  Ellison,  Chairman. 

Highway  Bridges,  Geo.  O.  Foss,  Chairman. 
National  Public  Works,  B.  H.  Greene,  Chairman. 
"  "  Transfer  of  members,  A.  E.  dimming.  Chairman. 

"  "  Public  Land  Surveys,  W.  W.  DeLacy,  Chairman. 

"  "  Library,  G.  K.  Reeder,  Chaiiman. 

"  Boiler  Inspection,  F.  L.  Sizer,  Chairman. 

"  Irrigation  in  Montana,  W.  W.  DeLacy,  Chairman. 

"  "  Affiliation  with  Am.  Soc.  C.  E.,  W.  A.  Haven,  Chairman. 

Membership,  Walter  S.  Kelly,  Chairman. 
Memorial  of  General  B.  H.  Greene,  J.  S.  Keerl,  Chair- 
man. 

A  majority  of  the  Committees  have  made  no  report,  but  it  is  hoped  they  have  re- 
served them  for  this  Annual  Meeting. 

As  Librarian  of  your  Society,  I  can  but  regret  having  so  little  to  report.  While 
our  Constitution  provides,  as  one  of  the  means  to  the  attainment  of  its  object,  viz.: 
"The  collection  of  a  Library"  it  would  appear  that  such  an  accomplishment  was  to 
lie  defeired  to  some  day  in  the  far  distant  future. 

A  Committee  was  appointed  during  the  first  half  of  the  year  and  authorized  to 
expend  $to.oo  for  books  tor  the  Library.  Whether  or  not  their  want  of  compliance 
with  this  direction  was  due  to  their  fear  of  depleting  the  Treasury,  I  cannot  say,  but 
the  fact  remains  that  no  books  have  been  secured  from  this  source. 

During  the  yeai  the  back  volumes  of  the  Jourmal  OF  the  Associ.-\TION  of 
I'^NGINEERING  SOCIETIES  (ordered  in  itiSS)  were  added  to  the  Library— with  the  ex- 
ception of  Vol.  I  which  could  not  be  secured. 

Mr.  Kelly  has  contributed  the  R.  R.  Gazette  for  the  years  1SS7  and  iSSS.  Gen- 
eral Greene  contributed  the  transactions  of  the  American  Society  of  Civil  Engineers 
for  the  years  iS(S4  and  1S8",. 

Mr.  Danse  has  presented  some  of  the  proceedings  of  the  Engineers'  Society  of 
Western  Penna.  and  other  miscellaneous  papers. 

In  addition  to  a  few  minor  pamphlets  from  manufacturing  firms,  catalogues, 
etc.,  we  have  received  the  reports  of  the  State  Engineer  of  Colorado  from  iSSj;to  iSSS 
inclusive.  I  have  the  honor  to  be. 

Your  obedient  servant, 

J.  S.  Keerl,  Secretary  and  Librarian. 

Mr.  Charles  W.  Hemlick,  Treasuter,  read  his  report  for  the  year  ending  Jan- 
uary iSth,  iSr.o.     These  reports  together  with  Account  Books  of  the  Secretary,  were 

referred  to  the  Board  of  Trustees  for  audit  and  recommendations  as  provided  by  the 
By-laws. 

Messrs.  Hemlick  and  Wade  were  appointed  Tellers  to  count  the  ballots  re- 
ceived for  officers  for  the  ensuing  year  and  reported  the  following  as  elected: 

President,  Elbridge  E.  Becklcr;  First  Vice-President,  John  Gillie;  Second  Vice- 
President,  John  Herron;  Secretary  and  Librarian,  Charles  B.  Griffith;  Treasurer, 
Albert  S.  Hovey;  Trustee  for  three  years,  Adelbert  E.  Gumming. 
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The  President-elect  made  a  pleasant  speech,  appreciative  of  the  honor  con- 
ferred, and  promising  to  lend  both  effort  and  influence  in  promoting  the  best  in- 
terests of  the  Society  and  asking  the  hearty  co-operation  of  the  individual  members. 

Mr.  Keerl,  the  retiring  Secretary  and  Librarian,  spoke  of  what  had  been  done 
l)y  the  Society,  and  called  special  attention  to  the  fact  that  all  the  good  work  of  a 
Society  of  this  character  is  not  necessarily  accomplished  through  preparing  abstruse 
papers  on  engineering  subjects,  for  there  was  a  great  field  open  to  it  in  influencing 
legislation  with  the  view  of  shaping  and  securing  proper  direction  of  both  piivate 
and  public  improvement  of  an  engineering  charactei ;  that  the  e.xistence  of  a  Society 
of  this  character  would  appear  to  signify  the  acceptance  of  certain  lesponsibilities 
lo  the  State  and  in  conclusion  hoped  the  Montana  Society  would  not  be  found  want- 
ing in  their  full  discharge. 

A  vote  of  thanks  was  tendered  Mr.  Beckler,  the  retiring  First  Vice-President,  for 
tlie  interest  taken  in  the  Society  and  for  the  use  of  his  office  as  a  meeting  place. 

It  was  the  unanimous  sense  of  the  meeting  that  thlg  Society  is  under  many 
obligations  to  Mr.  J.  S.  Keerl,  its  retiring  Secretary,  for  the  able  and  careful  manner 
in  which  he  has  discharged  the  duties  of  his  office  since  the  organization  of  the  So- 
ciety and  it  sees  him  retire  with  much  regret. 

A  letter  was  read  from  Honorable  Thomas  H.  Carter  acknowledging  receipt  of 
the  Society's  letter  and  promising  to  consult  with  the  Interior  Department  with  a 
\iew  to  the  preparation  of  a  bill  for  presentation  to  Congress  looking  to  improving 
the  methods  of  making  Public  Land  Surveys. 

Letters  were  read  from  membeis  of  the  Society,  expressing  deep  regret  over 
the  great  loss  the  Society  sustains  in  the  death  of  its  late  President  General  B.  H. 
Greene. 

Mr.  Keerl  introduced  the  following  amendment  to  the  By-laws:  That  Section  6 
of  Article  4,  be  amended  to  read  as  follows: 

"The  annual  dues  shall  be  $'^.00  for  non-resident  and  $io.oo  for  resident  members 
of  Helena,  and  shall  be  paid  to  the  Secretary  on  or  before  the  first  regular  meeting 
in  July  of  each  year." 

Ordered  printed  and  sent  to  each  member  for  his  vote. 

After  some  discussion  on  the  re-appointment  of  standing  committees,  on  motion 
of  Mr.  Pearis,  the  Chair  appointed  the  following  Committee  on  Standing  Com- 
mittees to  report  at  the  next  regular  meeting:    Messrs.  Pearis,  Wade  and  Keerl. 

Adjourned.  C.  F.  Pe.\ris,  Acting  Secretary. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 


■:2':<TH  Meeting,  January  22,  t8qo.— The  'club  met  at  8:to  p.  m.  in  the  rooms  of 
the  Elks'  Club,  President  Nipherin  the  chair,  thirty-three  members  and  eiglit  visitors 
present.  The  minutes  of  the  jiifcth  and  317th  meetings  were  read  and  approved  as 
corrected.  The  executive  cominittee  reported  the  doings  of  its  Sist  and  Ssd  meet- 
ings, establishing  the  dues  for  1S90  and  approving  the  applications  for  membership 
of  B.  J.  Arnold  and  James  Dun.  They  were  balloted  for  and  elected.  Applications 
for  membership  were  announced  froin  the  following  parties:  J.  I.  Ayres,  O.  W.  Con- 
nett,  B.  L.  Crosby,  [.  H.  Curtis,  G.  H.  French  and  A.  Winslow.  These  were  re- 
ferred to  the  executive  committee. 

Col.  Meier,  chairman  of  the  committee  on  Eads  monument,  reported  progress. 
The  committee  had  taken  the  matter  actively  in  hand,  and  had  every  reason  to  be- 
lieve the  project  was  feasible.  The  committee  found  the  scope  of  its  duties  widening 
and  asked  for  further  powers,  which,  on  motion,  were  granted,  with  authority  to  add 
to  their  number  such  citizens,  not  members  of  the  club,  as  they  might  select,  with  a 
view  of  furthering  the  objects  of  the  coinmittee. 

On  motion  it  was  ordered  that  a  vote  of  thanks  be  extended  to  Mr.  T.  C  Men- 
ilenhall,  superintendent  of  the  United  States  Coast  .Survey,  for  the  address  de- 
livered to  the  club  on  the  evening  of  January  17th. 

Prof.  W.  B.  Potter  then  addressed  the  club  on  the  subject  of  "Fuel  Gas."  He 
considered  the  subject  under  the  heads  of  natural  and  manufactured  gas.    The  con- 
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ditions  necessary  for  the  development  of  natural  gas  were  stated,  as  well  as  the  rea- 
sons for  believing  that  the  outlook  was  not  favorable  for  finding  gas  in  this  vicinity, 
giving  the  results  of  some  efforts  in  that  direction.  The  amount  of  natural  gas  now 
being  consumed  is  equivalent  to  about  i",ooj,ojo  tons  of  coal  annually.  Manu- 
factured gas  was  considered  under  four  heads;  Retort  or  coal  gas,  producer  gas, 
water  gas  and  mi.xed  gas.  Drawings  of  gas  apparatus  were  shown,  together  with  a 
number  of  improved  designs.  An  interesting  table  was  presented  of  analysis  of  the 
various  kinds  of  gases,  comparing  their  characteristic  features.  The  cost  of  evaporat- 
ing 1,030  pounds  ot  water  with  each  kind  of  gas  was  given.  The  professor  was  of  the 
opinion  that  fuel  gas  could  not  at  present  be  profitably  used  under  steam  boilers. 
The  advantages  of  gas  for  this  purpose,  however,  were  well  known,  and  he  had  rea- 
son to  believe  that  good  results  might  be  obtained  by  constructing  producers  in 
direct  connection  with  the  boilers,  not  attempting  any  general  distribution  of  the 
gas.  More  information  on  this  subject  was  promised  for  a  later  date.  The  outlook 
for  cheap  fuel  gas  of  the  mixed  type  for  domestic  use  was  not  considered  promising 
on  account  of  the  great  capital  required  for  installment  of  plant  to  distribute  gas  ot 
such  comparatively  low  calorific  value  and  the  risk  of  future  legislation  against  gas 
containing  so  large  a  proportion  of  carbonic  oxide.  There  seemed  to  the  author  of 
the  paper  but  little  doubt,  however,  that  the  "retort,"  or  coal  gas,  as  at  present  man- 
ufactured, would  be  reduced  in  price  and  largely  used  for  domestic  purposes.  The 
high  calorific  value  of  this  gas  and  the  great  improvements  made  recently  in  the 
means  of  applying  it  in  domestic  operations  w-ere  considered  sufficient  reasons  for 
considering  development  in  this  direction  as  promising. 

Mr.  Emerson  McMillan,  president  of  the  American  Gas  Light  Association  and 
of  the  Laclede  Gas  Light  Company  of  diis  city  being  present,  was  called  upon.  He 
stated  that  the  fuel  gas  question  was  to  him  a  sort  of  a  hobby.  He  gave  a  statemeni 
of  his  experience  elsewhere.  In  his  opinion,  it  was  by  no  means  certain  that  natural 
gas  could  not  be  found  in  this  vicinity,  although  the  condition  appeared  unfavorable. 
Natural  gas  has  sometimes  been  found  where  all  the  indications  were  against  ii. 
He  endorsed  all  thfit  Prof.  Potter  had  said,  and  was  glad  to  see  the  results  put  in 
such  clear  shape.  He  expressed  his  intention  of  endeavoring  to  solve  the  fuel  ga^ 
question  in  St.  Louis  in  the  near  future,  by  making  and  distributing  it  from  an 
existing  plant  in  this  city,  and  if  the  people  supported  the  enterprise  it  would  be 
continued  and  extended.  Replying  to  the  question  as  to  the  relative  cost  of 
manufacture  and  distribution,  Mr.  McMillan  stated  that  in  an  extreme  case  wiiicli 
had  come  under  his  observation  the  distribution  cost  four  times  as  much  as  the 
original  cost  of  the  gas.  In  well  designed  and  equipped  works,  these  items  of  ex- 
pense should  be  about  equal.  The  European  practice  was  to  estimate  that  one- 
third  of  the  selling  price  of  gas  should  pay  the  interest  on  the  investment,  one- 
third  the  cost  of  manufacture  and  one-third  the  cost  of  distribution.  He  called 
particular  attention  to  the  fact  that  mains  used  for  distributing  fuel  gas  could  be 
used  for  probably  fifteen  hours  of  twenty-four,  while  those  used  for  illuminating  gas 
were  used  probably  three  hours.  The  fixed  charges,  therefore,  per  i,  )3j  feet  of  gas 
delivered  would  be  greatly  reduced. 

The  discussion  was  participated  in  bv  Messrs.  Ed.  Flad,  Wheeler,  Russell, 
Robert  Moore,  Col.  Meier,  Prof.  Gale  and  Prof.  Johnson.  It  was  stated  that  it 
was  difficult  with  ordinary  fuel  gases  to  give  them  a  permanent  odor,  which  would 
enable  small  leakages  to  be  promptly  detected.  It  was  also  shown  that  the  capa- 
city of  steam  boilers  using  fuel  gas  was  almost  doubled  on  account  of  better 
distribution  of  the  heat.  The  gas  fields  at  Sparta  and  Litchfield,  III.,  being  referred 
to,  Prof.  Potter  stated  that  they  were  merely  local  and  of  no  great  quantity,  and 
gave  further  reasons  for  his  opinion  against  the  probability  of  finding  natural  gas  in 
this  vicinity  in  quantities  large  enough  for  industrial  purposes.     .-Vdjourned. 

Wm.  H.  Bky.w,  Secretary. 


ENGINEERS'  CLUB  OF  KANSAS  CITY. 

January  6,  1890.— A  Regular  meeting  was  held  in  the  club  room  at  S  p.m.  Presi- 
dent O.  B.  Gnnn  in  the  chair;  Kenneth  Allen,  Secretary.  There  were  present  nine 
members. 
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Minutes  of  the  last  regular  meeting  and  those  of  the  meeting  of  the  executive 
committee  were  read  and  approved. 

The  Treasurer  reported  as  follows  for  the  period  of  December  jth,   iSSS,  to  date: 

REPORT  OF  THE  TRKASURER. 

To  THE  Officers  and  Members  of  the  Engineers'  Club  of  Kansas 
City.— Gentlemen:    Your  Treasurer  would  respectfully  submit  the  following  report 
covering  the  interval  from  Dec.  >th,  iSSS,  to  Jan.  6th,  1890. 
Our  sources  of  revenue  have  been  as  follows: 

Amount  in  hands  of  former  Treasurer  Dec.  5th,  iSSS $     94.02 

Amount  due  from  members  Dec.  5th,  iSSS 135.00 

Initiation  fees  from  Dec.  sth,  iSSS,  to  date iiSoo 

Annual  dues  for  1S89 648.00 

Sale  of  tickets  for  annual  dinner  Jan.  aSth,  1S89 1^0.00 

Rent  of  club  room  to  Architects' Association  from   Oct.   ist  to 

Dec.  31st,  1S89 2.V00 

Total 1,157.52 

There  have  been  received  from  the  above  sources $    '^,05.52 

The  dues  of  Messrs.  Chanute,  Nelles  and  F.  Allen  remitted. .        24.00 

The  dues  of  five  members  dropped,  aggregating 10;. 00 

The  amount  now  due  from  fourteen  members  is 127.00 

Total 1,157.52 

The  following  disbursements  have  been  ordered  and  made: 

Journal  of  the  Association  of  Engineering  Societies $    146.50 

Periodicals 40..''o 

Rent  of  club  room,  including  gas 116.00 

Furniture  and  fixtures  for  club  room 9i-33 

Printing,  stationery,  postage,  etc 160.92 

Salary  of  Secretary 75. 00 

Annual  dinner  Jan.  2Sth,  1S8? 219.00 

Total 849.07 

Total  receipts I    f.05.52 

Total  disbursements S47.07 

Balance  on  hand 56-45 

Amount  due  from  members 127.00 

Estimated  liabilities 220.00 

Estimated  deficit 36.55 

Respectfully  submitted, 

F.  W.  Tuttle,  Secretary. 

On  canvas  of  ballots  the  following  were  elected  officers  for  the  coming  year: 
President,  W.  H.  Breithaupt;  ist  Vice-President,  J.  A.  L.  Waddell;  2d  Vice-Presi- 
dent, A.  J.  Mason;  Directors,  Wm.  B.  Knight,  W.  Kiersted:  Secretary,  K.Allen, 
Treasurer,  F.  W.  Tuttle;  Librarian,  C.  E.  Taylor. 

The  President  elect  then  took  the  chair. 

The  retiring  President  delivered  an  address  pointing  out  in  brief  the  prosperous 
condition  of  the  Club,  the  work  being  done  by  various  members,  and  mentioning 
several  of  the  great  Engineering  enterprises  now  being  carried  out. 

On  motion  of  O.  B.  Gunn  it  was  voted  that  the  Executive  Committee  obtain 
the  sentiment  of  the  members  with  regard  to  changing  the  date  of  meeting. 

On  motion  of  W.  Kiersted  it  was  voted  to  hold  an  informal  lunch  after  the  next 
meeting  at  the  expense  of  the  Club,  and  to  invite  at  that  meeting  the  views  of 
different  members  as  to  the  advisability  of  having  several  such  lunches  duiing  the 
year  in  place  of  the  banquet  as  heretofore. 

Adjourned. 

Members  desiring  special  books  on  engineering  subjects  added  to  the  Club 
library  are  requested  to  hand  the  titles  of  such  books  to  the  executive  committee, 
which  will,  when  funds  are  available,  use  its  discretion  in  purchasing  them. 

From  the  fact  that  the  first  Monday  of  the  month  is  usually  a  busy  day  among 
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engineers  in  general,  and  particularly  so  for  the  city  engineer,  and  from  the  fact 
that  the  annual  meeting  comes  but  two  days  after  a  regular  meeting,  it  has  been 
proposed  to  change  these  dates,  as  provided  in  the  By-Laws,  and  members  are  in- 
vited to  notify  the  Secretary  of  such  dates  as  they  may  prefer. 

If  not  correct  on  the  envelope  please  send  corrected  address  at  once  to  the 
Secretary  for  insertion  in  a  new  list  of  members. 

Mr.  Wm.  B.  Knight  has  been  appointed  by  the  executive  committee  to  con- 
tinue as  representative  on  the  Board  oi  Managers  of  the  Association  of  Engineering 
Societies  for  the  current  year. 

Mr.  W.  H.  Breithaupt,  having  resigned  from  the  Committees  on  National  Pub- 
lic Works  and  Affiliation  of  Engineering  Societies,  Messrs.  O.  B.  Gunn  and  W.  B, 
Knight  have  been  appointed  to  serve  on  the  former  and  Messrs.  W.  Kiersted  and 
Henry  Goldmark  on  the  latter.  Kenneth  Allen,  Scretary. 


CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


January  14,  1890.— The  regular  monthly  meeting  was  held  in  Case  Library, 
and  was  called  to  order  at  S  p.  m. 

In  the  absence  of  the  President  and  Vice  President,  Mr.  A.  H.  Porter  was  called 
to  the  Chair. 

The  minutes  of  the  preceding  i-egular  meeting  of  December  10,  were  read  and 
approved. 

Messrs.  Sidney  H.  Short,  Fred.  E.  Br-ight  and  L.  E.  Holden  were  elected  to 
active  membership. 

A  communication  from  the  Executive  Board  was  read  recommending  that  Jas. 
Chas.  Wallace  and  Arendt  Anstrom  be  admitted  active  members  of  the  Club. 

The  Secretary  read  a  communication  from  Prof.  L.  M.  Haupt,  offering  three 
prizes,  $300,  $200  and  $100  for  the  three  best  papers  on  road  making  and  maintenance. 
He  also  read  a  letter  from  the  President,  saying  that  as  Section  5  of  the  By-Laws 
states  that  "At  the  regular  meeting  in  January,  the  Pr'esident  shall  appoint  two 
committees  on  nomination,"  he  would  appoint: 

Messrs.  M.  E.  Rawson,  S.  T.  Wellman,  John  L.  Culley,  and  John  Whitelaw,  J. 
N.   Richardson,  Chas.  E.  Strong. 

Mr.  W.  H.  Searles  then  stated  "The  Journal  of  the  Association  after  the  current 
month,  will  be  printed  in  Chicago  and  Mr.  Wesion  of  Chicago  has  been  elected 
Secretary,  who  will  perform  the  duties  of  Secretary  to  the  Association  in  a  general 
way,  as  well  as  edit  the  Journal.  The  Journal  of  the  Association  will  not  in  any  way- 
be  connected  with  the  American  Journal  in  Chicago.  It  will  be  a  distinct  issue  as 
it  has  heretofore  been  issued. 

Mr.  A.  Mordecai  presented  a  paper  on  "The  Harbor  Facilities  of  Cleveland- 
especially  for  handling  Coal  and  Ore,"  which  he  compared  with  other  competing 
ports  on  the  Lake.  He  then  introduced  Mr.  Edward  Lindsley  who  exhibited  a 
model  of  a  machine  for  unloading  coal  cars  by  inverting  them  and  thus  avoid  as 
much  as  possible  the  breakage  of  coal. 

This  was  followed  by  a  paper  by  Mr.  J.  H.  Sargent,  entitled  "A  Belt  Line  Rail- 
way and  the  improvements  of  the  Lake  Front";  after  which,  the  meeting  adjourned. 

C.  O.  Palmer,  Secretary. 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


January  15,  1890.— A  regular  meeting  was  held  at  the  American  House, 
Hanover  street,  Boston,  at  19:45  o'clock.  President  FitzGerald  in  the  chair.  Thirty- 
two  members  and  eight  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

Messrs  Lewis  M.  Bancroft  and  George  N.  Fernald  were  elected  members  of  the 
Society. 

The  following  were  proposed  for  membership:  Frederick  W.  Farnham,  Wil- 
lard  M.  Foster  and  Alfred  E.  Nichols,  all  of  Lowell,  Mass.,   recomriiended  by  G.  E. 
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Evans  and  W.  A.  Favoi ;  and   F.   S.   Pearson   of  Boston,   recommended  by  C.  D. 
Bray  and  C.  S.  Parsons. 

The  Secretary  read  a  communication  from  the  proprietors  of  the  American 
House  in  relation  to  providing  rooms  for  the  meetings  of  the  Society  and  for  the 
library.  On  motion  of  Mr.  Rice,  the  Librarian  was  authorized  to  move  the  library 
to  the  American  House,  and  the  Government  to  dispose  of  such  of  the  furniture  of 
Society  as  it  deems  advisable. 

The  President  reported  for  the  Government  in  relation  to  employing  a  steno- 
grapher, and  on  motion  of  Mr.  Smith  it  was  voted:  That  the  Board  of  Government 
employ  a  stenographer  at  such  times  as  may  seem  desirable. 

On  motion  of  Prof.  Allen  the  new  constitution  and  by-laws,  adopted  at  the  last 
meeting,  was  ratified  by  a  vote  of  twenty-five  in  the  affirmative  and  none  in  the 
negative. 

On  motion  of  Mr.  Folsom  the  chair  was  requested  to  appoint  a  committee  of 
three  to  select  a  committee  of  five  to  nominate  officers.  The  chair  appointed  as  the 
committee  Messrs.  Folsom,  Swain  and  Parsons. 

Later  in  the  meeting,  this  committee  reported  as  the  committee  to  nominate 
officers  under  by-law  3,  the  following  members  and  they  were  unanimously  chosen: 
L.  F.  Rice,  C.  H.  Swan,  C.  F.  Allen,  E.  W.  Howe  and  G.  T.  Sampson. 

On  motion  of  Mr.  Hodgdon,  the  same  committee  was  requested  to  report  at  the 
next  meeting  a  candidate  for  Vice-President  and  a  candidate  for  Director,  to  be 
elected  at  that  meeting,  whose  terms  of  office  shall  expire  at  the  annual  meeting 
in  1S91. 

On  motion  of  the  Secretary  it  was  voted  to  hold  the  annual  dinner  on  the  second 
Wednesday  of  March,  and  on  motion  of  Mr.  Rice  the  Secretary  and  the  Treasurer 
were  appointed  a  committee  to  make  the  arrangements  for  the  dinner. 

The  President  then  introduced  Prof.  Thomas  M.  Drown  of  the  Institute  of 
Technology,  who  read  a  very  interesting  paper  on  "Filtration  of  Natural  Waters". 
The  paper  was  discused  by  Dr.  S.  W.  Abbott  of  the  State  Board  of  Health  and  by 
Messrs.  Fitzgerald,  Smith  and  Watson  of  the  Society. 

Adjourned. 

S.  E.  TiNKH.-^M,  Secretary. 


Editors  re'printing-  articles  from  this  journal  are 
requested  to  credit  both  the  JOUKNAL  and  the 
Society  before  which  such  articles  were  read. 
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THE    CHICAGO    DRAINAGE    PROBLEM— THE    OVERFLOWS 
OF   THE    DESPLAINES    RIVER. 


By  Ossian  Guthrie,  Member  Western  Society  of  Engineers. 


[Read  September  4,  1889. J 

An  emergency  seems  to  have  arisen  in  the  discussion  of  some  features 
of  the  Chicago  drainage  question  which  calls  for  information  which  my 
long  experience  has  placed  in  my  possession. 

For  over  forty-two  years  the  opportunity  has  obtruded  upon,  and 
personal  interest  has  compelled  me  to  observe  the  characteristics  of  the 
Desplaines  river  and  Lake  Michigan.  For  twenty  years  of  this  time  my 
official  responsibilities  and  cares  were  in  an  inverse  ratio  to  the  flow  of  the 
Desplaines;  hence,  this  particular  feature  is  offered  in  the  confident  belief 
that  it  will  receive  due  credit. 

My  first  lesson  in  lake  fluctuations  was  forced  upon  me  in  October, 
1846,  by  a  sudden  rise  in  the  river  at  Bridgeport  flooding  a  number  of  bar- 
rels of  cement  which  I  had  placed  along  the  bank  to  support  runways  from 
a  scow  loaded  with  that  commodity.  Those  solid  and  unimpeachable  wit- 
nesses lingered  many  years  as  evidence  of  my  inexperience. 

In  considering  the  Chicago  Drainage  Problem  almost  the  first  questions 
which  confront  the  engineer  at  this  time  are,  to  what  extent  and  in  what 
manner  does  the  flood  volume  of  the  Desplaines  river  affect  her  drainage 
and  water  supply?  What  other  relation  does  it  bear  to  the  proposed  water- 
way and  drainage  channel,  either  in  construction  or  capacity?  A  descrip- 
tion of  the  drainage  basin  of  that  river  above  Lemont,  and  data  concern- 
ing precipitation  and  its  known  effects,  will  enable  us  to  consider  these 
questions  intelligently.  To  these  features  of  the  problem,  therefore,  I  will 
first  call  your  attention. 

The  Desplaines  river  rises  a  few  miles  west  of  Kenosha,  in  the  State  of 
Wisconsin,  and  runs  nearly  parallel  with  the  shore  of  Lake  Michigan,  pass- 
ing through  Riverside  ten  miles  west  of  Chicago. 

At  Riverside  its  course  is  interrupted  by  a  rock  barrier;  and  between 
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Riverside  and  Summit,  a  distance  of  about  two  miles,  in  a  direct  line,  its 
course  is  very  tortuous  and  the  character  of  its  valley,  as  well  as  its  course, 
changes. 

For  a  distance  of  about  one  mile  above  Summit  the  bed  of  the  river  oc- 
cupies what  perhaps  may  be  properly  termed  neutral  ground.  This  neu- 
tral ground  comprises  nearly  the  whole  of  Section  12  in  Lyons  Township, 
its  average  elevation  being  about  ten  feet  above  Chicago  datum.  The 
Ogden-Wentworth  dam  is  located  in  the  northeast  quarter  of  this  section, 
and  within  its  boundaries  the  water-worn  channel  of  the  upper  Desplaines 
terminates. 

Here  the  course  of  the  river  changes  to  the  southwest,  and  the  valley 
through  which  it  henceforth  flows,  bears  no  resemblance  whatever  to  the 
valley  above.  In  the  southeast  quarter  of  Section  11,  same  township,  the 
channel  crosses  a  ford  composed  of  glacial  debris,  which  has  an  elevation 
almost  exactly  the  same  level  as  the  channel  bed  at  Lemont.  The  chan- 
nel between  Summit  and  Lemont  (the  twelve-mile  level)  has  a  basin  area 
ot  fifty-six  square  miles,  and  is  a  succession  of  long,  deep,  and  wide  pools 
connected  by  shallow  and  crooked  fords.  All  the  fords,  like  the  one  at  the 
head  of  the  level,  are  composed  ol  glacial  debris,  and  generally  change  the 
course  of  the  stream.  Flag  Creek,  its  principal  tributary,  has  a  bed  de- 
clivity of  about  seven  feet  to  the  mile,  and  the  entire  water  shed  of  the 
level  is  nearly  as  steep.  Both  banks  of  the  river  above  the  Sag  are  above 
fifty  feet  in  height,  precludiug  the  possibility  of  overflow  except  toward 
Chicago. 

On  the  occasion  of  an  incipient  flood  in  February,  1882,  which  lasted 
only  a  few  hours,  I  saw  this  level  rise  five  feet  in  about  four  hours.  The  con- 
ditions of  this  flood  were  similar  in  every  respect,  except  duration,  to  the 
flood  of  February,  1887,  which  caused  so  much  alarm.  During  that  flood 
the  capacity  of  the  channel  through  this  level,  at  that  stage,  was  demon- 
strated to  be  less  than  5,000  cubic  feet  per  second,  only  that  amount  pass- 
ing over  the  Adams  dam  at  Joliet,  while  8,000  cubic  feet  passed  through 
Mud  Lake. 

By  reason  of  the  almost  impermeable  character  of  the  soil,  the  steep 
slopes  of  the  whole  watershed  and  the  steep  bed  declivity  of  the  upper  river, 
the  rainfall  is  so  precipitated  into  its  flood  discharge  as  to  leave  barely 
enough  flow  to  maintain  the  integrity  of  the  stream  in  dry  weather.  The 
valley  between  Summit  and  Lemont  varies  from  a  width  of  ^  mile  to  a  mile 
and  a  half,  and  was  made  for  a  grander  purpose  than  providing  for  the  fitful 
flow  of  the  upper  Desplaines.  At  the  beginning  of  the  last  glacial  epoch, 
or  possibly  that  of  its  predecessor,  what  is  now  locally  known  as  the  Chi- 
cago divide  was  selected  by  Nature,  and,  as  we  are  constrained  to  believe, 
upon  sound  engineering  principles,  as  the  most  fitting  line  for  the  passage 
of  one  of  the  most  stupendous  glaciers  of  His  creation,  that  which  came 
down  Lake  Michigan;  and  through  this  the  weakest  point  in  the  great  con- 
tinental divide,  the  glacier  forced  a  passage,  cutting  a  continuous  channel 
in  the  rock  to  Lemont,  and,  as  is  now  believed,  to  a  depth  of  over  fifty  feet, 
certainly  deep  enough  for  the  proposed  waterway  and  drainage  channel. 
Thenceforth  to  the  close  of  the  glacial  epoch  this  channel,  together  with 
its  only  coadjutor,  the  "Sag"  extending  from    the  Calumet   river   to  the 
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Desplaines,  provided  not  only  for  the  passage  of  the  ice,  but  also  for  the 
flood  torrents  from  the  retreating  glacier;  compared  to  which,  at  times,  the 
present  outflow  from  Lake  Huron  would  be  dwarfed.  Its  grand  purpose 
being  accomplished  and  its  bed  filled  to  its  present  level  by  debris  from 
the  retreating  glacier,  Nature  planted  the  seeds  of  the  future  forest  and 
field,  and  these  in  time  grew  to  obstruct  and  minimize  the  capacity  of  the 
flood  channel  of  the  present  Desplaines,  as  above  described. 

The  wide  and  deep  pools  of  the  lower  river  and  the  ponds  of  the  upper 
are  prolific  producers  of  ice,  ice  often  forming  over  their  surface  to  a  depth 
of  twenty  to  twenty-four  inches.  In  many  places  within  the  flood  line  of 
the  lower  valley  a  heavy  growth  of  timber  is  still  standing,  in  others  stumps 
of  fcillen  timber  still  remain;  and  the  flood  volume,  through  this  stretch, 
crosses  the  channel  proper,  several  times,  at  angles  varying  from  30  de- 
gress to  a  right  angle.  In  short,  it  would  be  difficult  to  find  another  chan- 
nel where  so  many  conditions  had  conspired  to  minimize  its  capacity. 

It  has  already  been  stated  that  the  valleys  of  the  upper  and  lower  river 
bear  no  resemblance  to  each  other.  The  difference  and  the  causes  pro- 
ducing it  will,  we  believe,  be  made  obvious  as  we  proceed. 

The  channel  of  the  Upper  Desplaines  is  a  characteristic  water-worn 
channel.  At  the  close  of  the  last  glacial  epoch  this  stream,  doubtless,  flowed 
into  a  magnificent  bay,  nearly  circular  in  form  and  about  twenty  miles  in 
diametei,  extending  from  its  rocky  rim  on  the  west  to  Lake  Michigan,  to 
which  it  formed  a  terminal  appendage  not  unlike  that  of  the  cornucopia, 
which  symbol  (with  a  slight  stretch  of  imagination)  at  that  period  it  some- 
what resembled.  In  support  of  this  suggestion  I  will  quote  Dr.  Edmond 
Andrews  of  this  city.  In  a  paper  read  before  the  Chicago  Academy  of 
Sciences  in  1870  he  gave  the  average  annual  erosion  between  Milwaukee 
and  Evanston  as  6.24  feet  and  north  of  that  point,  Milwaukee  to  Manito- 
woc, 4.33.  Now,  from  the  best  geological  authority  of  the  period  7,500 
years,  more  or  less,  have  elapsed  since  the  glacial  epoch.  This,  according 
to  Dr.  Andrews'  estimate  of  erosion,  would  establish  the  original  shore  of 
the  lake  about  nine  miles  from  the  present  shore  line.  Thus,  forming  a 
bay  bounded  on  the  south  by  Thornton  and  Bloom,  on  the  west  by  Palos 
and  Lyons,  Blue  Island  and  Lanes  Island,  were  islands  in  fact  as  well  as  in 
name. 

It  has  already  been  stated  that  the  Upper  Desplaines  discharged  into 
the  bay  above  described.  During  the  period  of  subsidence,  the  Desplaines 
followed  the  retreating  bay  to  Lake  Michigan,  expanding  meantime 
over  the  bed  of  the  now  extinct  bay,  which  thenceforward  to  the  time  of 
man's  interference,  furnished  a  quiet  I'esting  place  for  the  silt  from  the 
upper  river.  The  location  of  the  future  sedimentary  dam  was  determined 
by  natural  causes  and  its  construction  begun,  while  yet  the  bay  was  re- 
treating. Sedimentation  and  vegetation  had  contested  with  the  Desplaines 
floods  for  the  mastery,  for  more  than  seven  thousand  years,  and  but  for 
the  interference  of  man,  would  have  eventually  forced  its  flood  waters 
through  the  glacial  valley  below,  and  into  which  the  normal  flow  had  long 
since  been  diverted.  This  dam,  or  divide,  was  cut  through  by  the  Cook 
County  Drainage  Commission  about  1850. 

The  ditch,  originally  only  about  three  feet  wide  and  two  deep,  was 
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rapidly  enlarged  to  navigable  proportions  by  the  concentrated  force  of 
the  overflow  from  the  Desplaines.  This  post  glacial  divide  crossed  Mud 
Lake  valley  about  where  Kedzie  Avenue  is  now  located.  Another,  but 
inferior  divide  was  formed  adjacent  to  and  parallel  with  the  normal  cur- 
rent of  the  Desplaines,  in  its  passage  from  the  upper  to  the  lower  valley. 
This  divide  has  attained  an  elevation  of  about  eleven  feet  above  Chicago 
datum,  or  three  feet  above  the  surf;ice  of  the  Desplaines  at  low  stage. 
After  the  destruction  of  the  Kedzie  Avenue  divide  was  accomplished,  this 
inefficient  barrier  was  all  the  protection  Chicago  had  against  overflow  from 
this  river.  In  1871  the  Ogden-Wentworth  ditch  was  permitted,  by  the 
city  authorities,  to  be  cut  through  this  only  barrier,  after  repeated  warn- 
ings; and  this,  while  yet  the  finishing  touches  were  being  put  upon  the 
$3,000,000  job,  the  deepening  of  the  Illinois  and  Michigan  canal. 

It  has  already  been  shown  that  the  drainage  basin  of  the  Upper  Des- 
plaines contained  634  square  miles,  had  steep  slopes  and  an  impermeable 
soil.  That  the  twelve-mile  level  had  no  bed  declivity  whatever,  that  it 
had  a  basin  area  of  fifty-six  square  miles  with  very  steep  slopes,  imper- 
meable soil  and  the  flood  channel  obstructed  by  natural  causes  to  a  flow 
as  shown  in  the  flood  of -February,  1887,  of  less  than  5,000  cubic  feet  per 
second,  while  8,000  passed  through  the  gap  in  the  Kedzie  Avenue  divide. 

"FLOOD    OF    1849." 

Prior  to  the  memorable  "flood  of  '49,"  it  probably  may  be  said  without 
qualification,  that  not  one  mile  of  graded  roadway  or  open  drain  existed 
in  the  drainage  basin  of  the  Desplaines  river  north  of  Lemont,  neither  had 
a  single  length  of  tile  drain  been  laid.  Everything  was  in  a  state  of  nature 
in  this  respect,  consequently  much  of  the  water  then  stored  in  this  basin 
never  reached  the  river,  and  what  did,  was  materially  retarded  in  so  doing. 
Then  there  were  no  artificial  obstructions  to  impede  the  flow  of  the  lower 
river  and  the  divides  were  unimpaired. 

The  winter  of  1848  and  '49  was  inaugurated  November  27th,  without 
snow  or  rain,  the  winter  thereafter  being  severe  and  the  snowfall  heavy. 
The  spring  was  inaugurated  by  the  "flood  of  March  12,  1849,"  for  the  fol- 
lowing description  of  which  I  am  indebted  to  Andreas'  History  of  Chicago. 

The  Flood  of  iS4g. — The  flood  which  occurred  March  12,  1849,  was 
an  event  of  most  calamitous  nature.  For  two  or  three  days  previous  to 
that  date  the  citizens  of  Chicago  had  been' reading  accounts  of  the  remark- 
able rise  of  rivers  in  the  interior  of  the  State.  The  heavy  snows  of  the 
winter  had  been  followed  by  frequent  and  hard  rains.  Rock,  Illinois  and 
Fox  rivers  were  threatening  to  burst  their  bounds  and  devastate  the 
country.  Their  waters  were  higher  than  in  1838,  and,  in  some  localities, 
even  than  in  1833.  The  bridges  on  Rock  river  were  nearly  all  swept  away, 
and  the  Illinois  had  partially  destroyed  the  village  of  Peru.  The  Des- 
plaines river  was  also  higher  than  it  had  ever  been  before.  The  following 
account  of  the  flood,  from  the  pen  of  Rufus  Blanchard,  is  taken  verbatim: 

"The  last  thing  one  might  expect  in  Chicago,  situated  as  it  is  on  almost 
a  dead  level,  is  a  flood,  in  one  of  the  branches  of  its  river.  But  this  actual- 
ly took  place  one  fine  morning  in  March,  1849.  After  two  or  three  day's 
heavy  rain,  which  had  been   preceded  b)'  hard  snow  storms  during  the 
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latter  part  of  the  winter,  the  citizens  were  aroused  from  their  slumbers  by 
reports  that  the  ice  in  the  Desplaines  river  had  broken  up;  that  its  channel 
had  become  gorged  with  it;  that  this  had  so  dammed  up  its  waters  as  to 
turn  them  into  Mud  Lake,  that,  in  turn,  they  were  flowing  thence  into  the 
natural  estuary,  which  then  connected  the  sources  of  the  South  Branch  of 
the  Chicago  river  with  the  Desplaines.  These  reports  proved  to  be  correct. 
Further,  it  was  also  rumored  that  the  pressure  of  the  waters  was  now 
breaking  up  the  ice  in  the  South  Branch  and  branches;  that  the  Branch 
was  becoming  gorged  in  the  main  channel  at  various  points,  and  that  if 
something  were  not  done,  the  shipping  which  had  been  tied  up  for  the 
winter  along  the  wharves  would  be  seriously  damaged.  Of  course  each 
owner  or  person  in  charge  at  once  sought  the  safety  of  his  vessel,  added 
additional  moorings  to  those  already  in  use,  while  all  waited  with  anxiety 
and  trepidation  the  result  of  the  totally  unexpected  catastrophe.  It  was 
not  long  in  coming.  The  river  soon  began  to  swell,  the  waters  lifting  the 
ice  to  within  two  or  three  feet  of  the  surface  of  the  wharves;  between  nine 
and  ten  A.  M.  loud  reports  as  of  distant  artillery  were  heard  towards  the 
southern  extremity  of  the  town,  indicating  that  the  ice  was  breaking  up. 
Soon,  to  these  were  added  the  sounds  proceeding  from  crashing  timbers, 
from  hawsers  tearing  away  the  piles  around  which  they  were  vainly 
fastened,  or  snapping  like  so  much  pack-thread,  on  account  of  the  strain 
upon  them.  To  these  in  turn  were  succeeded  the  cries  of  people  calling 
to  the  parties  in  charge  of  the  vessels  and  canal  boats  to  escape  ere  it 
would  be  too  late;  while  nearly  all  the  males,  and  hundreds  of  the  female 
population,  hurried  from  their  homes  to  the  banks  of  the  river  to  witness 
what  was  by  this  time  considered  to  be  inevitable,  namely,  a  catastrophe 
such  as  the  city  never  before  sustained.  It  was  not  long  before  every 
vessel  and  canal  boat  in  the  South  Branch,  except  a  few  which  had  been 
secured  in  one  or  two  little  creeks,  which  then  connected  with  the  main 
channel,  was  swept  with  resistless  force  towards  the  lake.  As  fast  as  the 
channel  at  one  spot  became  crowded  with  ice  and  vessels  intermingled, 
the  whole  mass  would  dam  up  the  water,  which,  rising  in  the  rear  of  the 
obstruction,  would  propel  vessels  and  ice  forward  with  the  force  of  an 
enormous  catapult.  Every  lightly-constructed  vessel  would  at  once  be 
crushed  as  if  it  were  an  egg-shell;  canal  boats  disappeared  from  sight  under 
the  gorge  of  ships  and  ice,  and  came  into  view  below  it  in  small  pieces 
strewing  the  surface  of  the  boiling  water. 

"At  length  a  number  of  vessels  were  violently  precipitated  against 
Randolph  street  bridge,  then  a  comparatively  frail  structure,  and 
which  was  torn  from  its  place  in  a  few  seconds,  forcing  its  way  into 
the  main  channel  of  the  river.  The  gorge  of  natural  and  artificial 
materials — of  ice  and  wood  and  iron — kept  on  its  resistless  way  to  the 
principal  and  last  remaining  bridge  in  the  city,  on  Clark  street.  This 
structure  had  been  constructed  on  piles,  and  it  was  supposed  would 
prevent  the  vessels  already  caught  up  by  the  ice  from  being  swept 
out  into  the  lake.  But  the  momentum  already  attained  by  the  great  mass 
of  ice,  which  had  even  lifted  some  of  the  vessels  bodily  out  of  the  water, 
was  too  great  for  any  ordinary  structure  of  wood,  or  even  stone  or  iron  to 
resist,  and  the  moment  this  accumulated  material  struck  the  bridge  it  was 
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swept  to  utter  destruction,  and  with  a  crash,  the  noise  of  which  could  be 
heard  all  over  the  then  city,  while  ice  below  it  broke  up  with  reports  as  il 
from  a  whole  park  of  artillery.  The  scene  just  below  the  bridge,  after  the 
material  composing  the  gorge  had  swept  by  the  place  just  occupied  by  the 
structure,  was  something  that  bordered  on  the  terrific.  At  State  street, 
where  the  river  bends,  the  mass  of  material  was  again  brought  to  a  stand, 
the  ice  below  resisting  the  accumulated  pressure,  and  the  large  number  of 
vessels  in  the  ruck,  most  of  which  were  of  the  best  class,  the  poorer  ones 
having  previously  been  utterly  destroyed,  helping  to  hold  the  whole  to- 
gether. In  the  meantime  several  canal  boats,  and  in  one  instance  a 
schooner  with  rigging  all  standing,  were  swept  under  this  instantaneously 
constructed  bridge,  coming  out  on  the  eastern  side  thereof  in  shapeless 
masses  of  wreck." 

The  riverbed  beneath  the  gorge  was  scoured  out  to  a  depth  of  forty 
feet. 

The  following  additional  particulars  are  gathered  from  the  files  of  the 
Chicago  Evening  Journal: 

"  At  about  ten  o'clock  the  mass  of  ice  in  the  South  Branch  gave  way, 
carrying  with  it  the  bridges  at  Madison,  Randolph,  and  Wells  streets — in 
fact,  sweeping  off  every  bridge  over  the  Chicago  river,  and  also  many  of 
the  wharves.  There  were,  in  port,  four  steamers,  six  propellers,  twenty- 
four  brigs,  two  sloops,  and  fifty-seven  canal  boats,  many  of  which  have  been 
either  totally  destroyed  or  damaged  seriously.  The  moving  mass  of  ice, 
canal  boats,  propellers,  and  vessels  was  stopped  at  the  foot  of  Clark  street, 
but  withstood  the  pressure  only  a  moment,  crashing  vessels  and  falling 
spars  soon  giving  note  of  the  ruin  which  was  to  follow.  A  short  distance 
below  the  river  was  again  choked,  opposite  Kinzie's  warehouse;  vessels, 
propellers  and  steamers  were  piled  together  in  most  indescribable  con- 
fusion. A  number  of  vessels  are  total  wrecks,  and  were  carried  out  into 
the  lake  a  mass  of  debris.  A  boy  was  crushed  to  death  at  the  Randolph- 
street  bridge,  a  little  girl  was  killed  by  the  falling  of  a  top-mast,  and  a 
number  of  men  are  reported  lost  upon  canal  boats  which  have  been  sunk, 
and  upon  the  ice  and  bridges  as  the  jam  broke  up.  The  bridge  over  the 
lock  at  Bridgeport  is  gone.  The  wharves  all  along  the  river  have  sustained 
serious  injury.  A  son  of  Mr.  Coombs  was  lost  at  Madison-street  bridge, 
and  James  L.  Millard  had  his  leg  badly  fractured  while  on  board  his 
vessel." 

After  the  flood  had  begun  to  subside,  1  purchased  12x12  pine  timber  for 
a  pontoon  bridge,  to  replace  the  bridge  at  the  lock.  This  timber  was 
hauled  out  on  the  prairie  to  about  the  point  where  12th  street  now  crosses 
Blue  Island  avenue,  and  from  there  it  was  rafted  across  the  prairie  to 
Bridgeport. 

To  THE  Committee  on  Main  Drainage  and  Water  Supply  Citi- 
zen's Association. 

Gentlemen: — At  the  time  of  the  great  flood  in  March,  1849,  the  late 
W^illiam  B.  Ogden  and  John  B.  Turner,  in  order  that  they  might  deter- 
mine how  so  large  an  amount  of  water  came  so  suddenly  upon  us,  took  a 
yawl  fixim  the  Chicago  river  across  the  prairie  west,  on  the  line  of  Kinzie 
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Street,  to  the  Desplaines  river;  going  from  that  point  down  the  river  to  its 
junction  with  the  Mud  Lake  channel,  thence  through  Mud  Lake  to  the 
Chicago  river.  Between  the  two  rivers  they  found  a  large  body  of  water 
extending  from  the  high  embankment  on  the  northerly  bank  of  the  canal, 
north,  more  than  a  mile  in  width,  and  easterly  several  miles  until  it  fell 
into  the  South  Branch  of  the  Chicago  river.  The  current  from  the  Des- 
plaines,  which  was  marked,  set  through  the  bed  of  Mud  Lake,  following 
the  course  of  the  channel  through  which,  always  in  a  flood,  the  waters  of 
the  Desplaines  flow  to  Lake  Michigan  through  the  South  Branch  of  the 
Chicago  river. 

Thosi  gentlemen  frequently  measured  the  depth  of  water  in  passing 
between  the  two  rivers,  and  at  no  point  did  they  find  less  than  nine  feet, 
and  in  many  places  could  not  touch  bottom  with  their  sounding  poles. 
They  gave  it  as  their  opinion  at  the  time,  that  any  vessel  navigating  the 
lakes  could  easily  have  passed  from  the  South  Branch  over  the  prairie  to 
the  Desplaines  river.  The  water  flowed  with  a  fierce  current  even  with  the 
top  of  the  wharfs  or  docks,  and  swept  away  every  bridge  on  the  South  Branch 
and  main  river.  Nearly  every  vessel  was  torn  from  its  moorings,  and  canal 
boats  and  schooners  when  they  reached  the  gorge  at  the  foot  of  Wabash 
Avenue,  collapsed  and  disappeared. 

This  statement  is  made  at  the  request  of  a  member  of  your  Committee. 

Yours  respectfully, 

Edwin  H.  Sheldon. 

The  Desplaines  overflowed  the  protection  bank  of  the  canal  from  Sag 
to  Bridgeport,  and  from  Summit  to  Bridgeport,  flowed  entirely  across  the 
canal  until  a  break  occurred  in  the  berm  bank  sufficient  to  relieve  it. 
This  break  was  so  large  that  a  loaded  canal  boat  passed  safely  through  it 
and  into  the  "  South  Fork,"  the  river  of  course  being  then  but  a  few  inches 
lower  than  the  canal. 

From  the  foregoing  it  will  be  seen  that  the  memorable  "  flood  of  49,"  so 
graphically  described  in  the  quotations  above,  was  caused  by  the  accumu- 
lated precipitation  of  105  days,  (the  above  dates  are  established),  being 
precipitated  by  natural  and  seasonable  causes,  into  a  flood  of  a  few  days 
duration,  causes  which  common  prudence  would  seem  to  lead  us  to  antici- 
pate, and  guard  against. 

Since  the  "  flood  of  49"  several  incipient  floods  have  occurred  which 
have  been  checked  in  their  mad  career  by  unseasonable  temperature ;  a 
number  of  these  might  be  cited,  but  I  will  only  desci-ibe  four,  one  of  which 
occurred  Feb.  9,  1857,  and  those  of  1881,  1887,  and  July,  1889. 

A  description  of  the  flood  of  1857  will  be  both  interesting  and  instruc- 
tive. The  winter  of  i856-'57,  set  in  about  December  ist,  was  more  than 
ordinarily  cold  and  the  snowfall  was  heavy,  but  not  excessive,  and  culmin- 
ated in  the  flood  of  February  9th.  A  warm  rain  of  the  preceding  day 
melted  the  snow  rapidly  and  caused  a  flood  which  for  a  few  hours  threat- 
ened to  outrank  that  of  '49.  Water  spread  over  the  prairie  where  the 
West  Side  Pumping  Works  now  stand,  to  a  depth  of  two  or  three  feet  and 
drove  the  residents  of  the  locahty  into  the  lofts  of  their  houses  during  the 
night  and  caused  great  alarm.  The  ice  was  thick  and  its  strength  was 
unimpaired,  and  had  the  warm  weather  continued,  a  disastrous  flood  must 


84  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 

have  resulted;  but  a  sudden  freeze  checked  this  in  time  to  avert  this  cala- 
mity, but  the  people  who  had  sought  safety  in  their  lofts  spent  a  night  of 
terrible  anxiety  and  suffering,  ice  formed  over  the  water  thick  enough  to 
obstruct  the  passage  of  a  boat  to  relieve  them  and  not  of  sufficient  strength 
to  enable  them  to  escape.  In  the  channel  of  the  river  anchor  ice  was 
running  so  as  to  make  it  very  difficult  to  cross,  and  it  was  near  noon  the 
next  day  before  they  were  relieved,  a  relief  party  having  been  organized 
in  the  morning  and  a  boat  procured  for  that  purpose.  Three  heroic  young 
men,  E.  F.  Cullerton,  Patsey  Joyce  and  James  Cullerton,  the  former  for 
many  years  since  a  faithful  representative  of  that  district  in  the  council, 
were  the  rescuing  party.  It  was  a  fitting  recognition  of  his  ability  and  a 
deserved  compliment  to  Mr.  Cullerton  which  the  Drainage  Committee  of 
the  Citizens'  Association  of  1885  paid  him,  when  that  committee  entrusted 
its  drainage  ordinance  to  his  care  in  the  council;  and  the  almost  unanim- 
ous vote — 26  to  2 — by  which  it  was  passed  showed  the  committee  had 
chosen  wisely. 

The  overflow  of  the  southwest  part  of  the  city  since  about  1864,  when 
the  Panhandle  Railroad  graded  a  road-bed  across  Mud  Lake  valley  has 
been  obstructed,  this  obstruction  has  materially  modified  the  effect  of  over- 
flow east  of  that  grade.  This  railroad  grade  just  west  of  Western  avenue, 
is  sixteen  feet  above  datum  and  extends  from  the  canal  bank  quite  across 
Mud  Lake  valley,  excepting  the  bridge  and  pile  work  at  the  river.  This 
grade  is  of  ordinary  earth  work  construction  and  without  rip-rap  or  other 
protection  against  water. 

Particular  attention  is  called  to  the  location  and  construction  of  this 
grade,  for  the  reason  that  it  is  located  at  the  very  edge  of  a  large  and 
densely  populated  district,  which,  before  the  grade  was  made,  was  subject 
to  frequent  overflow  from  the  Desplaines.  This  grade  has  sufficient  height 
and  only  sufficient  strength  to  raise  the  flood  from  the  Desplaines  to  a  dan- 
gerous extent;  and  as  soon  as  the  water  is  high  enough  to  flow  over  it  its 
destruction  would  only  be  the  work  of  a  few  minutes.  The  body  of  water 
thus  liberated  is  twenty  miles  in  length,  one  mile  in  width,  and  not  less 
than  sixteen  feet  above  lake  level,  and  is  brought  one  mile  nearer  the  city 
than  the  original  divide.  Into  this  pool,  from  an  elevation  of  from  twenty- 
four  to  thirty  feet,  the  rushing  torrents  from  634  square  miles  is  precipit- 
ated. This  area  in  1849  was  in  a  state  of  nature;  now  it  is  doubtful 
whether  there  is  an  equal  area  in  the  State  so  thoroughly  drained  as  that 
tributary  to  the  Chicago  river  in  time  of  flood.  The  open  ditches,  (all  of 
which  have  been  cut  since  1849,)  have  been  increasing  in  size  in  conformity 
with  the  increasing  demand  upon  them  at  flood  times,  until,  in  many 
instances,  road  ditches  threaten  the  destruction  of  the  road  bed.  These 
changed  conditions  largely  prevailed  in  1881. 

FLOOD    OF   APRIL,    1881. 

The  winter  of  1880  and  1881  was  inaugurated  by  a  snow  storm  on  the 
14th  of  November,  and  continued  unintemtptedly  until  April  ist,  when  the 
thaw  began,  or  2 1  St,  when  the  flood  culminated;  the  latter  date  making 
the  duration  of  the  winter  158  days,  or  53  days  longer  than  that  of  1849. 
During  this  period  the  precipitation  was  below  average  in  the  aggregate 
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.81  of  an  inch,  or  about  six  per  cent.;  the  average  aggregate  precipitation 
for  the  period  being  12.81  inches,  the  actual  quantity  being  12  inches. 
The  average  temperature  of  the  winter  was  very  low.  Under  these  cir- 
cumstances it  is  obvious  a  very  heavy  body  of  ice  would  be  formed. 

On  the  1st  of  April  the  ice  was  about  two  feet  in  thickness,  and  its 
solidity  was  unimpaired.  These  were  the  conditions  which  confronted  us 
on  the  first  day  of  April,  iSSi. 

During  this  period  the  average  temperature  was  34°,  the  temperature 
due  to  the  period  is  fully  10°  higher. 

The  temperature  for  the  corresponding  period  in  1880  was  59°  or  10° 
higher  than  that  of  February  8th,  1887,  which  produced  such  a  widespread 
consternation,  but  the  maximum  temperature  on  the  i8th  was  80"  or  31° 
higher. 

The  total  rainfall  during  the  period  was  one-half  inch,  the  average  due 
to  that  period,  2.45  inches  and  the  maximum,  now  of  record,  4.35  inches; 
but  Chicago  has  become  so  accustomed  to  breaking  records,  that  it  occa- 
sions little  surprise  to  see  her  take  a  hand  at  rainfalls;  as  for  instance,  on 
the  2d  of  June,  1885,  over  three  inches  of  rain  fell  in  two  hours.  From 
the  1st  to  3d  of  August,  that  year,  6.25  inches  fell  in  30  hours,  and  recently, 
27th  of  July  last,  the  gauge  at  the  Signal  Service  office,  which  is  fully  up 
to  the  requirements  of  such  cities  as  New  York  and  Philadelphia,  in  slang 
parlance,  "laid  down"  at  4.12  inches  in  3  hours.  A  member  of  this 
Society  informed  me  that  over  six  inches  fell  in  a  can  in  his  yard.  An  open 
can  in  my  brother's  yard  at  2822  Indiana  avenue,  showed  7.25  inches,  but 
as  some  of  this  must  have  been  carried  over  from  a  preceding  rain,  it  is 
not  offered  as  reliable.  At  my  house,  my  kitchen  chimney,  with  an  eight- 
inch  flue,  stands  on  a  bracket  and  it  became  necessary  to  collect  the  flow 
from  it.  My  wife  informed  me,  to  my  utter  surprise,  that  six  quarts  of 
water  had  thus  been  collected,  showing  over  five  inches  of  rainfall  above 
what  was  absorbed  by  the  brick.  But  recurring  to  the  memorable  flood  of 
'81.  This  flood,  under  the  phenomenal  weather  conditions  above  des- 
cribed, caused  great  alarm  for  several  days,  imperiled  life  and  destroyed 
several  thousand  dollars  worth  of  property.  It  caused  two  breaks  in  the 
canal  and  swept  two  ice  houses  and  their  contents  into  the  canal,  besides 
nearly  wrecking  several  others.     Not  less  than  $50,000  damage  was  done. 

It  IS  obvious  that  frost  could  not  check  a  flood  after  the  ist  of  April,  but 
it  might  form  anchor  ice  to  increase  the  effect  of  the  gorge. 

INCIPIENT   FLOOD   OF    FEBRUARY,    1882. 

The  winter  of  1882  was  like  that  of  1856-7,  cold  and  heavy  snow-fall. 
In  February  a  heavy  rain  occurred  one  night,  and  as  before  stated  the 
twelve-mile  level  rose  five  feet  in  four  hours,  when  a  very  sudden  change 
to  low  temperature  took  place  and  checked  the  flood.  The  whole  occurred 
almost  within  twenty-four  hours. 

FLOODS    OF    1885. 

In  relation  to  rainfall,  and  the  drainage  and  water  supply  questions,  the 
■  year  1885  will  ever  remain  conspicuous. 

On  the  2d  of  June,  three  inches  of  rain  fell  in  two  hours.     Between  the 
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1st  and  3d  of  August  6^  inches  of  rain  fell  in  thirty  hours,  and  again  in 
September  a  heavy  rain  occurred  which  caused  the  overflow  of  the  Des- 
plaines.  The  effect  of  these  rains  upon  the  water  supply  of  Chicago  was 
very  marked.  Between  the  spring  breakup  and  the  three  rains  above  refer- 
red to,  our  water  supply  was  contaminated  the  entire  summer,  a  condition, 
by  many  persons,  theretofore  deemed  impossible,  but  conspicuous  among 
all  these  causes  was  the  rain  of  August  2,  1885. 

FLOOD   OF   AUGUST. 

This  rain  afforded  an  opportunity  for  settling  disputed  questions,  and 
concentrating  public  opinion  upon  a  plan  for  solving  "  The  Great  Drainage 
Problem."  I  find  in  the  report  of  the  Drainage  Committee  of  the  Citi- 
zens' Association  of  1885,  the  following  note  in  relation  to  the  effect  of  this 
rain  :  "  On  Wednesday,  August  5,  the  river  discharge  was  observed  in  an 
unbroken  stream  to  and  around  the  crib,"  to  which  I  add,  a  vessel  captain 
informed  me  that  the  turbid  water  reached  twenty  miles  into  the  lake. 
By  my  own  observation  with  the  aid  of  a  powerful  glass,  it  was  plainly  dis- 
cernible fully  half  that  distance. 

This,  perhaps,  unprecedented  rain,  occurring  as  did  also  that  of  June 
2d,  at  a  high  stage  of  lake,  set  the  water  back  into  the  sewer  mains  and 
flooded  many  basements  near  their  outfall.  This  rain,  at  the  time,  was 
looked  upon  as  a  calamity;  but  to-day  it  looks  as  though  it  was  a  blessing 
in  disguise. 

The  rain  was,  apparently,  the  dawn  of  a  new  era  in  the  consideration  of 
those  vital  questions — our  drainage  and  water  supply.  The  lessons  taught 
by  it  have  been  perpetuated  by  a  united  and  powerful  press  co-operating 
with  those  individuals  who  had  properly  construed  its  significance  and 
utilized  its  effect.  For  this  reason  the  rain  of  August  2,  1885,  should  be 
ever  memorable. 

FLOOD    OF    FEBRUARY,  1887. 

The  flood  of  February  9th,  1887,  when  we  consider  the  small  quantity 
of  snow  accumulated  and  the  rain  which  fell  upon  it,  only  0.25  of  an  inch, 
is  most  remarkable,  almost  beyond  the  conception  of  those  who  have  care- 
fully studied  the  characteristics  of  the  Desplaines  river;  hence  your  parti- 
cular attention  is  called  to  the  following  details: 

During  the  month  of  November,  1886,  the  total  precipitation  was  3.25 
inches,  a  little  above  normal,  and  this  fell  under  ordinary  conditions ; 
hence,  we  can  only  assume  that  the  ground  was  well  saturated  and  that 
there  was  nothing  more  than  this  in  store  ior  the  future  flood.  The  winter 
was  inaugurated  by  a  sudden  change  of  temperature  on  November  28th 
and  culminated  in  the  flood  of  February  8th  and  yth,  73  days,  against  158 
days  of  the  winter  of  1880-81.  The  precipitation  during  the  time  was  2.99 
in.  or  less  than  one-fourth  that  of  the  winter  of  1880-81.  To  the  temper- 
ature alone  then,  we  must  look  for  an  explanation  of  this  phenomenal 
occurrence,  as  only  one-fourth  of  an  inch  of  rain  fell  on  the  7th,  which  was 
followed  by  a  maximum  temperature  of  49"  on  the  8th.  Perhaps  among 
the  most  remarkable  occurrences  of  this  flood,  was  its  duration,  as  witness: 
On  the  7th  the  maximum  temperature  was  t,o°  with  .25  of  an  inch  of  rain. 
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on  the  8th,  49°,  rain  too  light  to  measure ;  on  the  9th,  27°;  thus  it  will 
appear,  that  in  duration,  from  beginning  to  culmination,  it  was  less  than 
three  days.  The  Chicao;o  Tribjaw,  February  9th  and  loth,  gives  very  full 
details  of  this  flood,  telling  how  families  had  been  driven  into  the  lofts  of 
their  houses,  lumberyards  flooded,  brickyards  and  other  manufactories  seri- 
ously injured  and  threatened  with  total  destruction,  etc.,  entirely  too 
lengthy  for  this  paper.  I  will  therefore  only  quote  its  headlines  of  the  loth, 
after  the  excitement  had  somewhat  subsided  and  when  a  calm  retrospec- 
tive view  could  be  taken : 

"  Jammed  Ice  and  Flood. —  The  Lumber  District  Submerged  by  an  Ice 
Gorge  at  Ashland  Avenue  Bridge — The  Fire  Boats  atid  a  Big  Foixe  of  Men 
Trying  to  Break  it.— A  Gorge  in  the  Afternooti  and  How  it  was  Disposed  of : 

From  4  o'clock  yesterday  afternoon  until  late  last  night  heavy  charges 
of  dynamite  were  exploded  to  break  the  gorge,  loud  reports  were  heard  at 
intervals  and  some  of  them  were  so  loud  that  they  startled  people  on  the 
West  Side,"  and  the  water  drove  the  inhabitants  into  the  attics. 

Thomas  Piper,  whose  icehouses  are  at  Willow  Springs,  came  into  the 
city  and  reported  that  the  "  Desplaines  had  overflowed  the  entire  territory 
between  the  canal  and  the  high  ridge  that  flanks  Riverside.  Jack  Wil- 
burn's  house  was  about  the  only  object  in  sight." 

FLOOD    OF   JULY,    1889. 

About  six  o'clock  P.  M.,  Saturday,  July  27th,  a  deluge  of  rain  began  to 
fall  and  continued  for  about  three  hours.  During  this  time  the  rainfall, 
as  recorded  at  the  signal  service  office,  was  4.12,  but  the  gauge  overflowed 
and  the  actual  rainfall  may  never  be  accurately  known.  Elsewhere  a  more 
detailed  statement  has  been  given.  How  soon  the  river  began  to  show  the 
effect  of  this  rain  is  not  accurately  known,  but  the  bridgetender  at  Rush 
street  bridge  stated  that  at  6  A.  M.,  on  Sunday,  there  was  a  current  of  six 
miles  per  hour.  This  estimate,  without  doubt,  is  too  high,  as  estimates  of 
this  character  by  inexperienced  persons,  are  apt  to  be.  At  2  P.  M.  the  cur- 
rent was  observed  to  be  a  little  more  than  one  mile  per  hour.  A  light 
wind  was  blowing  from  a  little  north  of  west  and  the  new  crib,  two  and 
one-half  miles  from  shore,  was  clearly  within  the  area  affected  by 
the  outflow,  but  the  water  around  the  old  crib  had  not  yet  been 
affected ;  but  during  Sunday  night  the  wind  changed,  and  at  7  o'clock 
on  Monday  morning  the  hydrant  water  was  very  badly  contaminated.  On 
only  one  of  the  first  five  days  did  the  wind  blow  on  shore.  On  this  occa- 
sion it  was  from  the  northeast  and  light,  but  notwithstanding  this,  the  tur- 
bid water  seemed  to  be  moving  northward  faster  than  at  any  other  time 
since  the  rain.  During  these  five  days  the  water  in  the  lake  was  undis- 
turbed, and  the  foul  matter  in  suspension  was  allowed  to  settle  over  an 
area  extending  from  Evanston  to  South  Chicago,  and  not  less  than  five 
miles  in  width. 

This  rain  was  local,  and  did  not  extend  in  its  intensity  but  a  few  miles 
up  the  Desplaines  valley,  consequently  its  effect  was  immediate  and  of 
short  duration. 

On  the  ninth  day  after  the  rain  fell  Prof.  Long's  analysis  showed  the 
water  to  be  worse  than  on  any  previous  day. 
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FLOODS    AND    OVERFLOWS. 

This  general  Statement  may  be  made,  viz:  That  the  Desplaines  river 
overflows  the  divide  in  the  spring,  and  during  the  equinoxial  storm  in  the 
fall,  almost  without  exception.  If  my  memory  serves  me,  this  never  failed 
during  the  first  eleven  years  after  the  Bridgeport  pumps  were  started  in 
1848.  During  two  years  of  this  time,  to  1859,  the  rainfall  was  so  heavy  that 
the  Desplaines  and  Calumet  rivers  supplied  the  canal  without  the  aid  of 
the  pumps.  Here,  for  the  benefit  of  modern  Chicago,  it  might  be  well  to 
state,  that  originally  the  canal  was  eight  teet  above  datum,  the  low  lake 
level  of  1847,  and  these  pumps  were  erected  for  raising  water  from  the 
Chicago  river  when  natural  sources  failed.  I  will  now  give  the  years  in 
which  floods  and  overflows  have  occurred  as  near  as  my  memory  and  the 
imperfect  record  will  permit.  There  will  be  many  small  overflows  omitted 
without  doubt. 

May,  1847,  before  its  completion,  overflowed  the  canal  and  drove  the 
men  from  their  work. 

August,  1848,  overflowed  the  protection  bank  between  Summit  and 
Bridgeport,  causing  the  first  break.     Navigation  suspended  several  days. 

March,  1849,  causing  flood  of  '49,  elsewhere  described. 

April,  1856,  spring  freshet. 

February  9,  1857,  notable,  elsewhere  described. 

August,  1861,  no  pumping  required  after  that  date. 

March,  1865,  threatening  flood. 

1 87 1,  spring  and  June. 

January,  1874. 

April,  1877,  broke  into  the  canal  near  Willow  Springs,  causing  one  of 
the  most  expensive  breaks  the  canal  has  ever  sustained,  and  again  in  Octo- 
ber. In  October,  flooding  John  Wilburn's  cornfield,  for  which  the  city 
paid  ^495  damages  before  being  allowed  to  repair  Ogden-Wentworthdam, 
he  being  the  lessee  of  the  land  where  the  dam  is  located. 

1878,  spring  and  July. 

1879,  spring,  July  and  September.  July  very  heavy ;  suspended  navi- 
gation in  canal. 

i860,  spring;  May  very  heavy,  and  again  in  June  heavy. 

1882,  February;  incipient  flood  checked  by  a  sudden  severe  cold  wave, 
mentioned  elsewhere.     Again  in  the  spring  breakups. 

1883,  from  the  spring  breakup  to  July  10  the  overflow  was  continuous 
and  neutralized  the  effect  of  the  canal. 

1884,  April,  Desplaines  valley  flooded. 

1885,  spring;  June  2,  over  three  inches  of  rain  in  two  hours.  August  i 
to  3,  over  six  inches  in  thirty  hours,  and  again  in  September. 

1887,  February,  notable,  described  elsewhere. 

1889,  July  27,  notable,  described  elsewhere. 

From  the  spring  of  the  year  1880  up  to  and  including  the  year  1885.  the 
precipitation  was  considerably  above  average  and  the  stage  of  lake  was 
high.  The  years  1886,  1887  and  1888,  and  first  three  months  of  1889,  the 
precipitation  was  unusually  light,  and  as  a  consequence,  the  lake  reached 
almost  the  lowest  stage  since  1847. 

In  the  foregoing  it  has  been  my  purpose  to  confine  myself  as  strictly  as 
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possible  to  a  description  of  the  Desplaines  river  above  Lemont,  and  a  nar- 
rative of  events  connected  therewith  which  have  occurred  within  my  knowl- 
edge, and  to  refrain,  as  far  as  a  truthful  narrative  would  permit,  from  indi- 
cating my  own  conclusions,  or  answers  to  the  questions  about  to  be  pro- 
pounded, but  I  feel  constrained  to  state  the  following  conclusions,  viz: 
That,  on  an  average,  under  existing  conditions,  the  Desplaines  river  over- 
flows the  divide  one  month  certainly,  and  possibly  two,  out  of  twelve,  and 
that  its  effect  upon  our  water  supply  will  extend  over  nearly  double  that 
time.  That  the  diversion  of  the  flood  waters  of  the  Desplaines  river  north 
of  Evanston  and  through  the  Skokie  can  be  accomplished  at  a  cost  not  to 
exceed  25  per  cent,  of  the  proposed  BowmanviUe  diversion;  and  that  the 
enhanced  value  of  the  property  along  that  line,  which  it  is  assumed  will  be 
specially  assessed  therefor,  will  materially  reduce  this  estimate  so  far  as  the 
genera]  fund  is  concerned.  These  statements  or  conclusions  seem  to  be  de- 
manded as  basis  for  answers  to  the  following  questions,  viz: 

1.  Will  the  diversion  of  the  flood  waters  of  the  Desplaines  hasten  the 
completionof  the  main  channel  in  the  Desplaines  valley? 

2.  Will  the  diversion  of  these  flood  waters  reduce  the  cost  of  cutting 
the  main  channel  in  the  Desplaines  valley?  If  so,  to  what  probable  ex- 
tent? 

3.  Will  the  diversion  of  these  flood  waters  be  of  sanitary  utility,  pending 
the  completion  of  the  drainage  channel? 

4.  Will  the  diversion  of  the  flood  waters  of  the  Desplaines  be  of  sanitary 
utility  after  the  main  channel  is  completed? 

5.  What  will  be  the  probable  cost  of  diverting  the  flood  waters  of  the 
Desplaines  across  the  Skokie,  as  now  proposed? 

6.  What  effect,  if  any,  will  the  diversion  of  the  flood  waters  of  the  Des- 
plaines have  on  the  floods  of  the  Illinois,  and  the  consequent  damage  for 
which,  under  the  law,  Chicago  will  be  held  responsible? 

7.  The  lesson  of  the  flood  of  '49  teaches  us  that  a  flood,  disastrous  to  lite 
and  property,  can  occur  from  the  overflow  of  the  Desplaines  river. 

The  lesson  of  the  flood  of  February  8th  and  9th,  1887,  teaches  us  that 
when  there  is  a  body  of  ice  on  the  pools  and  ponds  of  the  Desplaines  river 
and  three  inches  of  water  in  the  form  of  snow  has  accumulated,  a  flood  of 
dangerous  magnitude  may  be  produced  in  twenty-four  hours  by  a  maxi- 
mum temperature  of  49°  and  0.25  of  an  inch  of  rainfall.  The  Signal  Serv- 
ice records  for  1880  show  a  temperature  on  ten  of  the  first  twenty-one  days 
of  April  exceeding  60°  and  a  maximum  of  80°.  These  records  also  show  a 
rainfall  during  the  same  period  of  4.35  inches  and  that  the  same  quantity 
may  fall  in  three  hours. 

It  has  already  been  shown  that  twelve  inches  of  water  in  the  form  of 
snow  had  accumulated  on  the  first  day  of  April,  1881.  Question:  Should 
any  of  these  weather  conditions  occur  in  conjunction  with  such  an  accu- 
mulated precipitation  as  was  upon  the  ground  on  the  first  day  of  April, 
1881,  would  there  not  be  imminent  danger  to  life  and  property  by  floods 
from  the  Desplaines  river? 

On  Sunday,  July  7th,  1879,  a  rain  occurred  which  extended  over  the  en- 
tire basin  of  the  Desplaines  river,  and  to  Milwaukee,  at  which  place  it  was 
much  heavier  than  at  Chicago.     This  rain  made  no  perceptible  change  in 
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the  river  at  Summit  until  late  Monday  afternoon,  when  it  began  to  rise 
rapidly  and  culminated  in  a  deluge  in  the  twelve-mile  level  before  day- 
light on  Tuesday  morning.  This  experience  demonstrates  that  the  maxi- 
mum effect  of  a  general  rainfall  over  the  Desplaines  basin  may  be  precip- 
itated into  the  twelve-mile  level  within  forty-eight  hours.  The  flood  oc- 
casioned by  the  great  rain  of  August  2nd,  1885,  had  entirely  subsided 
before  the  20th  of  that  month,  and  probably  gave  a  maximum  flood  volume 
of  25,000  cubic  feet  per  second.  Ordinarily  the  season  would  advance  from 
Leniont  at  the  lower  end  of  the  twelve-mile  level  to  the  source  of  the  Des- 
plaines river  in  about  six  days,  but  it  must  be  borne  in  mind  that  it  is  not 
a  rare  occurrence  for  the  temperature  at  Milwaukee  to  stand  several  de- 
grees higher  than  at  Chicago,  and  should  a  spring  rain  occur  under  such 
conditions  the  maximum  flood  volume  might  reach  50,000  cubic  feet  per 
second,  which,  should  it  occur  in  conjunction  with  a  heavy  body  of  ice, 
like  that  of  1881  (about  two  feet  thick)  would  cost  Chicago  millions  of 
money  and  could  hardly  fail  to  destroy  life.* 

Common  prudence,  as  well  as  justice  to  the  people  of  the  valley,  de- 
mands that  we  guard  against  every  possible  contingency — cost  of  specific 
work  can  be  closely  approximated,  but  the  scope  of  the  average  jury  is 
boundless.  The  writer  speaks  from  the  standpoint  of  an  unsuccessful  de- 
fendant at  the  conclusion  of  a  damage  suit  of  five  years  duration,  in  which 
the  jury  gave  a  verdict  for  the  estimated  full  value  of  the  land,  the  plaintiff 
showing  it  to  be  totally  destroyed  and  the  loss  of  the  crops  for  two  years; 
and  notwithstanding  this  remarkable  verdict  of  total  destruction,  the  same 
plaintiff  for  damage  to  the  same  land  by  the  same  cause  is  pressing  a  claim 
against  our  successor  through  the  same  attorney  for  a  much  larger  sum  than 
that  which  my  company  paid  for  the  total  destruction  of  the  land.  With 
a  little  delay  on  the  part  of  the  Drainage  Trustees,  the  same  plaintiff,  with 
the  same  land,  will  probably  be  ready  for  a  third  total  destruction. 

8.  All  things  considered,  is  it  desirable,  or  will  it  be  economy,  to  divert 
the  flood  waters  of  the' Desplaines  river? 

*The  following  records  of  temperature  will  be  of  interest  in  above  connection: 

Min.  xMax. 

Wednesday,  Feb.  t'>,  i8qo,  Milwaukee 34^  40° 

Chicago 32°  38" 

Saturday,       Feb.  i^,  iS(;o,  Milwaukee 38°  42° 

Chicago 36°  42° 

Monday,        Feb.  21,  iSro,  Milwaukee 34°  34° 

"     "     "      Chicago 34°  34° 

Marquette 32°  46° 
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By  G.  a.  M.  Liljencrantz,  Member  Western  Society  of 
Engineers. 


[Read  November  6,  1889.] 

In  presenting  this  paper  to  the  Society,  I  desire  to  preface  it  with  the 
remark,  that,  although  the  subject  in  hand  is  of  more  direct  interest  to 
architects  and  builders,  than  to  civil  engineers,  it  is  also  a  subject  of  im- 
portance to  anybody  either  directly  or  indirectly  interested  in  the  erection 
of  a  building  or  buildings,  and  I  have  therefore  considered  it  of  sufficient 
general  interest  to  bring  it  before  this  Society. 

Among  the  later  enterprises  established  on  the  Calumet  River  is  the 
"Compound  Lumber  Co's.,"  Works  at  Burnham,  111. 

The  business  of  this  firm  is  the  manufacture  of  an  article,  intended  as 
a  substitute,  in  certain  cases,  for  solid  hardwood  and  for  veneering. 

It  is  well-known  that  certain  kinds  of  hardwood,  such  as  black  walnut 
for  example,  are  gradually  growing  more  scarce  and  accordingly  more 
expensive.  The  use  of  veneering,  to  obtain  a  handsome  surface  with  a 
moderate  use  of  the  expensive  kinds  of  hardwood,  is  very  old,  but  has 
some  serious  objections.  The  thin  facings  of  the  hardwood  being  glued 
on  to  flat  surfaces,  frequently  peel  off  when  subjected  to  any  considerable 
changes  of  temperature,  and  the  work  being  always  done  by  hand  makes 
it  rather  expensive.  Shrinkage  of  the  wood  used  as  core,  will  undoubted- 
ly also  cause  trouble.  Repairs  of  such  damages  are  apt  to  be  both  ex- 
pensive and  unsatisfactory. 

"Compound  Lumber"  is  a  patented  device  intended,  as  already  men- 
tioned, to  take  the  place,  in  certain  cases,  of  hardwood  and  veneering, 
having  all  the  good  qualities  of  these;  other  good  qualities  not  possessed 
by  them  and  apparently  none,  or  few,  of  their  defects.  It  is  more  especial- 
ly intended  for  interior  house  finishing,  as  for  doors,  wainscoting,  ceil- 
ing, etc. 

The  "Compound  Lumber"  consists  of  a  core  of  some  soft  wood,  ordi- 
narily pine,  with  a  facing  of  some  kind  or  other  of  hardwood,  in  varieties 
to  suit  different  tastes  and  requirements,  and  which  facing  or  facings  are 
tenoned  and  grooved  together  with  the  core  in  a  substantial  manner. 

A  large  number  of  different  designs  are  made,  some  of  which  are 
shown  by  samples  exhibited  herewith.  Thus  we  have  the  door  stiles, 
made  of  a  pine  core  with  all  four  sides  covered  with  hardwood;  strips  to 
be  used  for  floors  and  ceilings  and  strips  with  the  hardwood  made  into 
various  different  moulds  or  patterns  for  wainscoting.     The  core  is   some- 
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times  covered  on  all  four  sides,  as  above  mentioned,  sometimes  on  two 
or  three,  and  sometimes  again  on  one  side.     See  engravings. 

Besides  being  tenoned  and  grooved  the  adjoining  surfaces  of  the  dif- 
ferent parts  are  also  glued  together  between  rollers  under  heavy  pressure. 

Large  cores,  as  those  for  door  stiles,  are  made  in  separate  strips,  which 


are  glued  and  fastened  together  in  the  same  manner,  as  additional  secur- 
ity against  warping.  Great  care  is  taken  to  have  all  the  lumber  highly 
seasoned. 

Resides  other  advantages  mentioned  the  "Compound  Lumber"  is 
lighter  in  handling  than  solid  hard  wood,  easier  to  work  with,  and  the  core 
furnishes  a  better  bedding  for  the  nails. 

The  prices  for  compound  lumber  being  below  the  market  prices  for  hard 
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woods,  and  having  so  many  other  advantages  over  these,  seems  to  warrant 
the  assertion  that  this  new  commodity  will,  before  very  long,  be  generally 
adopted  for  all  such  purposes  for  which  it  has  been  designed. 

The  process  of  manufacturing  the  article  is  as  follows:  The  lumber  is 
bought  in  the  log  and  brought  to  the  saw  mill,  where  the  logs  are  first 
trimmed  by  a  large  double  "circular"  and  then  placed  upon  automatic 
veneer  saws  set  to  cut  the  lumber  into  the  necessary  thickness  required  for 
facing.  As  fast  as  this  lumber  leaves  the  saws  it  is  placed  on  trucks  and 
"rattlings"  put  Ijetween  each  layer.  The  number  of  feet  and  the  date 
when  cut  is  tacked  on,  and  the    trucks   run   out   in  position  to   dry,  and 
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when  sufficiently  dried  by  the  air  they  are  run  into  the  kihis.  Thus  the 
lumljer  is  always  handled  in  bulk  until  ready  for  the  machine.  After  re- 
maining in  the  kilns  about  a  week  the  lumber  is  ready  for  the  factory.  The 
success  of  the  work  depends  largely  upon  the  proper  preparation  of  the 
lumber. 

The  drying  must  be  perfect  and  the  best  grades  of  lumber  used. 

The  pine  goes  through  the  same  process  of  drying  as  the  hardwood. 

Different  woods  require  different  treatment,  and  it  requires  an  expert 
to  regulate  this  important  branch  of  the  work. 

Having  prepared  the  lumber,  it  is  brought  into  the  main  factory  and 
cut  and  trimmed  by  table  saws  into  proper  lengths  and  width,  and  is  next 
put  through  machines  similar  to  Sticker  machines,  having  "cutter  heads" 
with  knives  adjusted  to  make  the  grooves.  These  knives  make  4,000  revo- 
lutions per  minute,  making  a  tenon  and  groove  about  ^"  deep,  with  the 
tenon  the  smallest  possible  fraction  larger  than  the  groove,  insuring  a  tight 
joint. 

After  the  lumber  is  grooved  the  pine  base  is  put  through  glue  ma- 
chines with  revolving  brushes,  by  which  the  glue  is  spread  evenly  over  the 
grooved  surface. 

The  hardwood  top,  being  first  slightly  heated,  is  then  placed  on  the 
pine  and  run  through  large  roller  presses  having  a  pressure  of  5,000 
pounds.  This  is  the  last  operation,  which  leaves  the  lumber  ready  for 
manufacture  into  flooring,  wainscoting  or  other  interior  house  finish  of  va- 
rious kinds. 

The  power  used  is  the  Wheelock  300  horse-power  engine  and  a  500 
horse-power  Hazelton  Tripod  Boiler.  All  the  sawdust  and  shavings  are 
burned  by  means  of  the  Allington  &  Curtis  patent  exhaust  pipes,  which 
keep  the  entire  factory  free  from  this  inflammable  refuse,  feeding  it  direct 
to  the  furnaces. 

The  present  plant  covers  a  little  over  five  acres  of  ground,  on  which  are 
at  present  erected  eight  buildings.  The  land  has  a  river  frontage  of  900 
feet,  half  of  which  is  docked,  and  it  is  expected  to  bring  all  raw  material 
by  water  as  soon  as  the  Calumet  River  has  been  improved  up  to  this 
point. 

In  closing,  I  desire  to  express  my  indebtedness  to  Mr.  W.  E.  Kirk- 
patrick,  the  Secretary  of  the  Company,  for  kindly  furnishing  information 
and  data  upon  which  this  paper  is  based,  and  also  the  many  samples,  that 
will  tell  just  what  the  article  is  far  better  than  I  am  able  to  describe  it. 
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By  Edward  L.  Abbott,  C.  E. 


[Read  before  the  Boston  Society  of  Civil  Engineers,  Nov.  20,  1889.] 

As  is  frequently  the  case  with  many  radical  innovations,  the  freezing 
process  of  making  excavations  in  wet  ground  was  at  first  looked  upon  as  an 
ingenious  idea,  more  interesting  on  account  of  its  novelty  than  utility. 

It  was  invented  in  Germany  by  Mr.  Herman  Poetsch.  It  met  with 
some  prejudice  from  those  to  whom  it  might  well  have  looked  for  its 
principal  support,  namely,  Mining  Engineers,  who  did  not  realize  that  the 
first  application  must  necessarily  be  of  the  nature  of  an  expermient.  No 
application  of  the  process  has  been  made  yet,  which  did  not  result  success- 
fully; and  it  has  now  passed  the  experimental  stage,  and  is  entitled  to  a 
place  among  established  processes  of  engineering. 

An  engineer  sent  to  this  country  in  1884  to  introduce  the  new  process, 
was  fortunate  in  meeting  with  eminent  engineers  who  recognized  its 
merit. 

The  first  technical  description  appeared  in  the  Engineering  News. 

The  American  patents  were  purchased  by  Sooysmith  &  Co.,  whose 
specialty  was  pneumatic  work,  but  who  now  use  either  process  according  to 
the  circumstances  of  the  case. 

The  principle  is  becoming  so  well  understood  that  a  long  explanation 
is  unnecessary;  it  consists  briefly  as  follows: 

A  series  of  vertical  pipes  are  put  down  into  the  rock  or  into  material 
impervious  to  water.  These  pipes  are  arranged  around  the  space  in  which 
the  excavation  is  to  be  made,  and  are  closed  at  the  lower  ends.  There  is 
in  each  an  inner  pipe  open  at  its  lower  end  and  extending  nearly  to  the 
bottom  of  the  outer. 

Through  these  pipes  a  cold  fluid  is  circulated  by  means  of  a  pump, 
this  absorbs  the  heat  from  the  surrounding  earth,  and  freezes  it  as  hard  as 
sandstone  rock,  most  effectually  cutting  off  the  water.  Then  the  excava- 
tion can  be  readily  made  without  any  trouble  from  water  or  flowing 
ground.  Quicksand  when  deprived  of  its  water  is  an  easily  worked  ma- 
terial. The  best  arrangement  of  pipes  is  in  a  circular  form  so  that  the 
frozen  wall  will  be  arched  against  the  pressure.  The  practice  has  been  to 
use  pipes  8  inches  in  diameter  and  about  three  feet  apart.  The  crushing 
strength  of  frozen  quicksand  has  been  determined  to  be  from  700  to  1,000 
lbs.  per  square  inch.  The  pressure  from  without,  due  to  the  weight  of 
quicksand,  cannot  be  known  closely  as  the  mobility  of  the  material  is  not 
known  in  advance.  The  assumption  can  be  made  that  the  pressure  will 
be  somewhere  between  that  due  to  the  weight  of  the  water  and  the  weight 
of  sand  and  water  combined,  considered  as  a  fluid.  For  safety  the  latter 
assuuiption  should  be  made. 
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Experiments  are  yet  lacking  and  needed  to  show  what  is  the  actual 
heat  conducting  capacity  of  saturated  soils.  It  is  known  that  there  is 
generally  a  current  of  water  percolating  and  flowing  through  ground  sat- 
urated with  water;  this  current  keeps  taking  away  the  cold  from  the  pipes 
and  an  excess  must  be  constantly  supplied,  and  the  circulation  of  cold 
brine  kept  up  throughout  the  time  that  the  frozen  wall  is  needed. 

Refrigerating  machines  of  the  common  types  depend  upon  the  principle, 
that  when  a  gas  is  compressed  its  temperature  rises,  and  conversely  when 
it  is  allowed  to  expand  its  temperature  falls. 

Ammonia  is  found  to  be  the  most  economical  gas  to  operate  with  on 
account  of  its  high  specific  heat. 

There  are  several  types  of  machines.  In  the  compression  type  the  am- 
monia is  compressed  mechanically,  and  in  the  absorption  type  it  is  com- 
pressed by  the  tension  of  its  own  vapor  heated  in  a  still,  which  still  com- 
municates with  a  coil  of  pipes  immersed  in  cool  fresh  water  which  gives  a 
fluid  cooled  to  approximately  the  temperature  of  the  cooling  water,  say  60 
deg.  F.  while  remaining  at  the  pressure  of  the  gas  within  the  still. 

In  either  type  of  machine  the  compressed  gas  is  cooled  in  the  same  way, 
and  is  then  allowed  to  expand  through  other  coils,  when  its  temperature 
immediately  falls  to  a  point  far  below  zero.  This  gives  the  refrigerating 
effect  of  the  machine,  and  the  very  cold  gas  may  be  circulated  directly 
whei^e  the  cooling  is  desired,  or  may  be  made  to  cool  brine,  which  is  more 
convenient  to  use  as  the  circulating  medium. 

The  actual  efficiency  of  refrigerating  machinery,  as  now  made,  and 
working  between  the  limits  usual  in  practice,  is  not  over  25  per  cent  of 
the  energy  applied. 

The  mechanical  equivalent  of  changing  the  temperature  of  a  pound 
of  water  one  degree,  is  772  foot  pounds,  or  one  horse  power  per  day  of 
24  hours  is  equivalent  to  changing  61,554  .pounds  of  water  one  degree  F. 
Taking  a  pound  of  water  at  60  deg.  F.  there  are  required  28  thermal  units 
to  reduce  it  to  the  freezing  point,  and  then  142  more  to  freeze  it,  or  170 
thermal  units  in  all.  Theoretically,  then,  one  horse  power  per  day  would 
freeze  362  pounds. 

In  quicksand  where  only  a  fraction  is  water,  and  the  remainder  having 
a  specific  heat  of  only  Vo  as  much  as  water,  the  same  refrigerating  effect 
which  would  freeze  a  cubic  yard  of  water  will  freeze  say  2^  cubic  yards  of 
quicksand. 

The  first  application  of  the  process  in  this  country  was  at  Iron  Moun- 
tain, Michigan,  where  a  shaft  fifteen  feet  square  was  sunk  about  100  ft.  to 
the  rock  ledge  through  water  bearing  strata. 

The  site  is  a  valley  filled  with  glacial  drift.  The  shaft  is  for  pumping 
and  hoisting  from  the  Chapin  mine,  the  owners  being  the  largest  producers 
of  Bessemer  ore  in  the  Menominee  district. 

Twenty-seven  eight  inch  freezing  pipes  were  arranged  in  a  circle,  29 
feet  diameter.  An  ammonia  ice  machine  of  the  compression  type  was 
used,  its  capacity  being  twenty-five  tons  of  ice  or  fifty  tons  refrigerating 
capacity  per  day.  The  wall  was  frozen  and  the  excavation  made  to  the 
ledge  in  two  and  one-half  months  from  the  time  the  ice  machine  first 
started.     On  starting  the  machine  the  earth  commenced  to  freeze  in  the 
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form  of  cylinders  surrounding  each  pipe.  In  ten  days  these  cyhnders 
were  in  contact,  forming  the  frozen  walls.  P'rom  that  time  the  freezing 
advanced  within  much  faster  than  without  the  circle,  for  the  reason  that 
no  heat  could  be  conducted  to  the  center  by  the  surrounding  mass,  and 
also  the  currents,  or  percolation  of  water  through  the  sand  could  no  longer 
warm  the   earth  within  the  circle. 

The  unfrozen  center  became  nan-ower  as  the  excavation  proceeded,  re- 
quiring much  difficult  labor  in  loosening  the  frozen  material.  It  was  not 
considered  wise  to  discontinue  freezing,  as  trouble  wtiS  anticipated -at  the 
ledge  on  account  of  springs  or  leaks  coming  in  through  the  rock,  and  later 
developments  justitied  this  idea.  Those  strata  of  earth  containing  much 
water  were  frozen  to  much  less  distance  than  those  containing  little  water. 

Boulders  were  met  with  at  different  points.  They  were  so  firmly 
imbedded  in  the  frozen  mass  that  they  had  to  be  broken  in  pieces  in  order 
to  remove  them.  It  is  proposed  for  the  future  to  put  in  thawing  pipes,  as 
well  as  freezing  pipes,  in  order  to  thaw  any  excess  of  frozen  material  to 
facilitate  excavation.  When  the  excavation  was  approaching  the  ledge,  it 
became  evident  there  was  a  leak,  either  in  the  ice  wall  or  through  the 
rock.  There  was  an  inflow  of  water  requiring  frequent  bailing  to  keep  it 
cleared.  About  the  time  the  rock  was  reached  the  leak  had  thawed  a 
channel  at  the  rock  line  so  as  to  allow  such  a  stream  of  sand  and  water  to 
enter  as  to  necessitate  flooding  the  shaft  until  the  leak  could  be  frozen  off; 
but  on  pumping  out  the  water  other  springs  through  the  seamed  and  shaly 
rock  showed  themselves,  and  it  was  necessary  to  lay  freezing  pipes  against 
the  surface  of  the  ledge,  and  again  flood  the  shaft  and  freeze  a  considerable 
part  of  the  rock  surface  itself  before  the  excavation  into  the  sound  rock 
could  be  completed,  and  the  timbering  built  in.  This  trouble  would  prob- 
ably have  been  avoided  if  the  freezing  pipes  had  gone  a  few  feet  into  the 
rock  instead  of  only  to  it.  In  the  case  of  a  shaft  now  being  built  at 
Wyoming,  Pa.,  the  pipes  are  sunk  six  feet  into  the  rock.  In  putting  the 
pipes  doNvn  it  is  of  great  importance  that  they  be  truly  vertical  so  there 
will  be  no  wide  spaces  between  pipes  at  the  ledge  where  there  is  the 
greatest  necessity  for  a  perfect  w'all,  also  the  pipes  must  be  absolutely  tight 
or  the  circulating  brine  will  escape,  and  as  it  cannot  be  frozen,  it  will  keep 
the  earth  thawed  near  the  leak. 

In  order  to  sink  a  pipe  it  must,  of  course,  be  open  at  the  bottom,  as 
various  tools  must  be  worked  inside  of  it.  A  perfect  closure  of  the  bottom 
then  cannot  be  made,  therefore  in  practice  a  ten  inch  casing  pipe  is  put 
down  the  required  depth,  and  then  an  eight  inch  freezing  pipe  is  placed 
inside,  having  its  bottom  perfectly  closed  by  welding.  The  circulating 
fluid  from  the  ice  machine  is  a  brine  made  with  calcium  chloride  which 
has  the  advantage  of  a  very  low  freezing  point,  together  with  a  high  specific 
heat  and  also  is  nearly  neutral  in  its  character,  and  does  not  corrode  the 
iron  pipes.  It  is  circulated  by  pumping  down  an  inner  pipe  and  returning 
by  way  of  the  main  freezing  pipe  to  the  cooling  tank  to  be  again  cooled. 
The  best  results  are  obtained  from  such  a  rate  of  circulation  that  there  is 
but  little  difference  in  temperature  between  the  outgoing  and  incoming 
brine.  A  very  efficient  temperature  for  the  outgoing  brine  is  io°  below 
zero  F.  and  pumped  at  such  a  rate  that  the  return  flow  is  2°  higher. 
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The  capacity  of  an  ice  machine  varies  as  the  temperatnre  at  which  it  is 
made  to  work.  Its  theoretical  efficiency  will  be  very  much  greater  when 
worked  at  twenty  degrees  above  zero  than  when  worked  at  twenty  degrees 
below,  but  at  the  extreme  low  temperature  the  conduction  of  the  cold 
from  the  pipes  through  the  earth  is  greater,  so  there  must  be  a  compromise 
made  between  theoretical  efficiency  of  the  machine,  and  actual  conduct- 
ing efficiency  of  the  ground.  Sufficient  experience  has  not  been  obtained 
to  give  a  close  idea  of  what  this  temperature  should  be. 

Of  all  kinds  of  work  for  which  the  skill  of  the  engineer  is  called  into 
requisition,  that  of  making  excavations  in  earth,  where  a  head  of  water  is 
to  be  resisted,  is  conceded  to  be  the  most  troublesome. 

The  name  quicksand  is  given  to  any  earth  which,  when  mixed  with 
water,  will  in  some  degree  run  like  a  fluid.  Almost  any  sand  when  mixed 
with  a  small  amount  of  clay  wdll  exhibit  this  faculty.  The  most  trouble- 
some kind  has  but  a  small  percentage  of  sand  and  that  very  fine.  The 
material  being  principally  disintegrated  soft  rock.  When  rubbed  between 
the  fingers  scarcely  any  grit  can  be  felt.  This  material  when  undisturbed 
may  have  some  consistency,  but  when  once  broken  will  flow  with  water 
through  any  minute  opening.  Its  particles  are  so  small  and  their  specific 
gravity  so  light  that  they  will  float  in  the  current  of  water  to  any  distance, 
so  long  as  the  velocity  of  the  water  is  kept  up. 

In  excavations  in  running  ground  the  great  difficulty  is  not  so  much  in 
keeping  the  water  out  as  in  preventing  damage  from  quicksand  shifting 
in  its  bed,  which  is  likely  when  water  is  pumped  from  the  excavation  as 
it  destroys  the  equilibrium  of  the  mass.  In  the  case  of  deep  excavation, 
like  shaft  work,  it  will  bring  an  unequal  or  bending  pressure  on  the  walls 
of  the  shaft  which  desti-oys  its  alignment  or  ruptures  the  shaft  entirely. 

In  the  development  of  the  resources  of  any  country,  it  is  obvious  that 
the  nearest  and  most  easily  worked  deposits  will  be  opened  up  first,  and 
similarly  in  all  constructions  for  first  internal  improvements,  easy  and 
temporary  expedients  will  be  recommended  as  giving  immediate  re- 
sults.    That  period  of   construction  has  already  passed  in  this  country. 

The  freezing  process  comes  in  its  proper  time  to  assist  in  some  work 
urgently  needed. 

Deeper  and  better  foundations  are  needed  for  bridges  which  will 
cross  the  great  alluvial  rivers — as  the  lower  Mississippi.  Tunnels  are 
required  under  rivers  where  the  importance  of  navigation  must  pro- 
hibit bridges— as  across  the  Hudson  at  New  York.  The  development 
of  a  good  portion  of  the  anthracite  coal  fields  of  Pennsylvania  is  yet  to 
be  accomplished  which  the  overlying  cjuicksand  has,  until  now,  pre- 
vented. 

In  the  kinds  of  work  mentioned,  the  pneumatic  process  has  been 
very  valuable,  but  the  depth  at  which  it  can  well  be  used  without 
causing  loss  of  life  or  health  is  not  great,  and  the  freezing  process  is 
the  only  reliable  method  of  penetrating  water-bearing  earth  to  the 
depths  to  which  it  is  necessary  to  go  to  carr>'  out  many  great  works 
which  the  further  development  of  our  resources  and  commerce  now 
demand. 
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By  Willard  Beahan,  Member  Engineers'  Club  of  St.  Louis. 


[Read  March  5,  1890.] 

"But  how  the  subject  theme  may  gang, 
"Let  time  and  chance  determine; 
"Perhaps  it  may  turn  out  a  sang, 
"Perhaps  turn  out  a  sermon." 

— Bums. 

How  is  America  divided?  You  need  not  recall  the  colors  on  the  map 
of  your  old  geographies.  A  geography  is  never  up  to  date,  and  all  the 
tints  of  the  rainbow  do  not  suffice  to  faithfully  portray  a  continent  in  its 
shades  of  possible  governments  and  civilizations.  America  is  to-day  di- 
vided into  two  parts — Yankee  America  and  Castillian  America.  These 
are  its  ^/-«;z^  divisions,  and  no  geographic  line  is  possible  to  show  strictly 
the  demarkation.  The  railroads  then  of  Castillian  America  are  really 
foreign  railroads  to  us. 

In  all  railroad  matters  a  Yankee  railroad  man  considers  that  beyond 
all  "probable,  possible  shadow  of  doubt,"  7fc' ar^ ///t'^^'^/t'.  Patent  as  this 
may  be  to  us  that  we  excel  in  our  railroads,  it  is  still  a  fact  that  what  we 
do  not  know  would  make  a  goodly  sized  appendix  to  the  volume  of  our 
present  knowledge.  And,  wise  is  he  who  goeth  abroad  with  eyes  ajar  and 
lips  sealed  seeking  light  and  eschewing  the  tooting  of  the  trumpet 
which  hangeth  at  his  girdle  until  a  season  more  seemly.  The  less 
noise  you  make,  the  more  you  will  hear.  True,  we  are  smart;  and  the 
attack  is  fast  becoming  chronic.  Knowledge  comes  from  seeing  and  re- 
flecting, and  knowledge  cures  smartness.  Our  railroads  will,  before  long, 
lessen  in  rate  of  growth.  Competition  is  getting  crucial.  Our  pioneer  rail- 
road engineers  and  managers  have  gone  over  to  "the  silent  majority"  for  the 
most  part;  and  those  still  with  us  are  beyond  active  service  in  inclination 
or  through  promotion.  My  judgment  is,  that  to  locate  the  lines  built  in 
the  last  decade  has  cost  us  fifty  per  cent,  more  to  do  the  work  indiffer- 
ently or  badly  than  it  need  to  have  cost  to  locate  those  lines  well.  That 
the  construction  of  the  lines  of  the  last  decade  has  cost  twenty-five  per 
cent,  more  than  necessary  to  secure  as  good  a  road.  That  the  maintenance 
of  way  of  the  railroads  of  this  region  offers  the  greatest  field  to-day  in  rail- 
road economics — greater  than  transportation  or  traffic.  The  time  is  pass- 
ing away  when  a  graduate  transitman  can  locate  a  railroad,  a  superinten- 
dent of  construction  build  it  and  a  veteran  section  foreman  expend  prop- 
erly in  maintaining  it  whit  a  stockbroker  thinks  best  to  set  aside  for  bet- 
terments after  paying///,?  fixed  charges.  What  is  coming?  It  is  time  for 
thought  and  for  going  about  with  our  eyes  and  ears  open.  Never  mind 
boasting  of  what  we  have  done.  Granted  that  no  nation  before  ever  did 
so  much — we  must  also  grant  that  none  before  ever  had  such   opportuni- 
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ties.  The  second  admission  detracts  much  from  what  is  implied  in  the 
first.  Our  newspapers  and  public  journals  teem  with  the  praises  of  the 
Yankee  railroad  man.  But  those  of  us  who  have  toiled  up  from  the  ranks 
to  those  positions  that  reliability  and  experience  give  us  will  wear  our 
epaulettes  modestly.  Counted  strong,  we  know  our  weakness.  There  are 
other  railroad  worlds  to  conquer,  some  of  which  are  not  yet  fully  explored. 
A  lusty,  rapid,  noisy  growth  is  ours;  we  have  yet  to  learn  to  think  and  to 
plan  and  to  study  much  of  the  alphabet  of  economy.  Some  of  you  will 
take  exception  with  me  on  this  point.  Yes,  I  do  consider  that  to  operate 
a  railroad  at  sixty  per  cent,  of  its  earnings  is  not  bad.  But  stinting  is  only 
one  ingredient  of  economy.  Our  lavish  and  lax  inethods  begun  before  the 
civil  war,  emphasized  during  that  war,  and  which  ran  riot  until  '73,  needed 
strong  hands  and  clear  heads  to  correct  them.  We  sorely  needed  in  the 
west  a  Talmage  to  show  us  at  how  low  a  cost  transportation  on  railroads 
could  be  done.  It  was  as  necessary  for  a  Hoxie  to  teach  us  how  cheaply 
a  road  could  be  maintained  and  administered;  and  that  far  above  the 
strife  between  stockholder  and  employee  stands  the  rights  of  the  American 
people,  which  none  who  are  wise  will  defy.  Public  sentiiiunt  is  might.  Men 
like  these  with  their  compeers  who  are  gone  or  going,  are  strong,  and  have 
left  their  imprint  on  the  railroads  of  America  which  will  never  be  lost  and 
but  tardily  forgotten.  Clamor  could  not  harm  them.  Had  this  class  of 
men  been  less  open  to  criticism  they  would  have  been  less  valuable.  It  is 
given  to  us  that  we  follow,  and  we  can  stand  upon  their  shoulders  if  we 
have  sense.  Surely  a  great  point  of  vantage  is  that!  We  should  cherish 
their  maxims,  study  their  methods  and  silently  shun  their  errors,  while  we 
are  grateful  for  the  shrewd  insight  and  unflinching  will  they  manifested. 
What  next?  We  can  spend  less,  we  have  learned.  When  and  how  shall 
we  spend  it?  To  stand  still  and  copy  our  predecessors  as  some  are  trying 
to  do,  has  made  them  swearing  trainmasters,  drunken  superintendents  and 
bull-headed  road-masters.  Any  fool  can  reduce  tJu  foi'ce.  We  are  miss- 
ing the  kernel  of  the  wisdom  handed  down  to  us  and  accentuating  every 
vice  and  weakness  that  were  but  its  unhealthy  excrescences.  It  is  now 
opportune  for  theoretical  railroad  men  to  become  practical.  II  you  really 
know  anything  worth  knowing  about  a  railroad  and  have  that  wisdom 
grafted  securely  upon  sturdy  common  sense  you  are  wanted. 

Broad  observation  cures  many  ill  tendencies ;  other  horizons  have  a 
climatic  mental  effect  and  are  good  for  our  professional  systems.  Through 
the  generous  charity  of  our  efficient  secretary,  I  have  been  invited  to  take 
you  for  a  15,000  mile  trip  by  sea  in  order  to  visit  certain  foreign  railroads 
and  see  them  as  I  saw  them  and  think  of  them  with  me.  No  time  offers 
me  to  look  up  authorities  now,  for  what  I  was  told,  or  thought  I-  saw.  We 
must  each  one  do  it  for  himself  wherever  we  feel  suf^ciently  interested. 
We  should,  no  doubt,  study  foreign  roads  more.  Mr.  Dorsey  has  done 
much  to  attract  foreign  study  to  us  and  the  time  is  ripe  for  comparisons. 

We  will  take  a  Pacific  Mail  Steamship  from  New  York  City  for  the 
Isthmus  ol  Panama.  The  sixth  day  out  we  are  sweltering  off  the  island  of 
Cuba,  with  its  green  rugged  walls  showing  a  steep  coast  line,  apparently. 
We  touch  nowhere  and  the  ninth  morning  finds  us  anchored  off  Colon. 
They  disregard  the  name  of  Aspinwall  we  gave  it  after  Thomas  Aspinwall, 
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SO  prominent  a  New  Yorker  in  the  building  of  the  Panama  R.  R.,  and 
name  it  for  Columbus  (Christoph  Colon.)  We  see  a  low-lying  beach. 
The  Atlantic  slope  is  flatter  than  the  Pacific  slope  here,  as  everywhere. 
The  town  and  railway  terminus  is  on  land  so  low  as  to  be  naturally  under 
water  at  a  high  tide  and  is  probably  in  part  a  delta  of  the  Chagres  River. 
We  are  tied  up  at  the  pier  and  go  on  shore,  the  train  of  the  Panama  R. 
R.,  that  meets  specially  each  steamer,  is  awaiting  us.  The  Panama  R.  R. 
is  a  Yankee  American  R.  R.  on  the  soil  of  Castillian  America.  Built  by 
Yankees,  its  office  must  be  in  New  York  and  its  president  a  Yankee. 
Gen.  Newton,  of  New  York,  holds  the  position,  although  the  French  now 
own  the  road, — a  needed  auxiliary  to  their  canal.  Col.  Rives,  formerly  of 
the  Georgia  Central  Ry.,  is  superintendent  of  the  road,  and  its  operatives 
are  American,  in  the  unqualified  sense,  and  of  all  shades  of  color.  Yan- 
kee rolling  stock,  English  rails  and  Castillian  ties  of  lignum  vitte.  Stand- 
ing on  the  rear  platform  of  the  train,  you  pass  up  the  valley  of  the  Chagres 
River,  which  has  the  distinction  of  giving  its  name  to  the  deadliest  of 
fevers,  you  are  first  struck  with  the  dense  and  enormous  growth  of  vegeta- 
tion. You  cannot  see  through  it;  you  could  only  walk  through  it  with 
great  difficulty.  You  begin  to  see  why  so  many  of  your  countrymen  lost 
their  lives  here  even  in  the  surveys.  It  is  perpetual  twilight  to  a  transit  here ; 
and  reconnaissance  is  groping  in  the  dark.  As  you  pass  up  the  Chagres 
Valley  along  the  Panama  R.  R.  you  are  going  cast  to  get  from  the  Atlan- 
tic to  the  Pacific  Ocean.  The  gradient  seems  about  one  per  cent  as  a 
maximum  and  your  maximum  curvature  about  six  degrees.  The  English 
iron  rail  seems  low  in  height  and  is  some  lower  than  our  own  rails  of  like 
(56  lb.)  weight.  You  see  here  and  there  tracks  of  the  Panama  Canal  Co., 
with  their  French  rail — as  much  higher  than  ours  as  the  English  rail  is 
lower.  The  French  rail  saves  ties,  but  is  liable  to  overturn.  Their  over- 
turning is  much  complained  of  by  canal  foremen. 

A  roadmaster  climbs  up  and  keeps  you  company  on  the  rear  platform. 
You  mutually  jr^tVeach  other  by  that  freemasonry  through  which  old  train 
and  track  men  recognize  one  another  the  world  over.  Why  is  it  that 
wherever  we  are  the  first  question  a  railroad  man  asks  us  is,  "What  road  do 
you  work  for?"  You  may  wear  the  broadbrim  of  a  Kansas  plainsman,  the 
suit  of  cords  of  an  English  tourist  and  the  tan  of  a  Texas  ranger,  but  any- 
ivhcrc  on  earth,  the  moment  you  put  foot  on  track  or  train,  a  brother,  na- 
tive to  that  road,  says:  "What  road  do _y^/^  work  for?"  This  roadmaster 
says  these  lignum  vitae  ties  are  indestructible  through  age  or  decay.  That 
they  are  bored  to  admit  of  driving  the  spikes,  and  that  they  are  gotten  in 
United  States  of  Columbia  at  a  cost  not  in  excess  of  tie  cost  here.  I  under- 
stand they  ai:e  more  available  than  other  tics  there.  It  is  a  fairly  ballasted 
road — mainly  broken  rock.  The  bridge  masonry  is  not  bad.  Trusses  a  little 
antiquated.  A  very  fair  road,  indeed.  The  canal  business  has  so  increased 
the  earnings  that  the  road  has  improved  very  much  lately.  Where  but 
few  sidings  were  many  now  exist.  One  wonders  that  a  little  fifty  mile  road 
with  such  small  obstacles  in  its  way  should  cost  so  much  in  life  and  money. 
Leaving  the  Chagres,  we  reach  the  backbone  of  the  continent  at  Culcbra 
and  in  another  half  hour  are  at  Panama — a  smart  town,  progressive  and 
attractive.     Here  the  Rio  Grande  River  empties  into  the  Pacific.     It,  with 
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a  prong  of  the  Chagres,  is  the  topographical  reason  for  the  Culebra  saddle 
we  went  through. 

But  can  we  not  see  the  Panama  Canal,  you  ask?  Well,  you  can  see 
little  else  from  the  railroad;  but  this  is  not  a  canal  paper,  and  our  journey 
is  a  long  one  scarce  begun. 

Our  steamer  is  lying  five  miles  outside  Panama,  and  the  canal  will  re- 
quire a  dredged  harbor.  As  we  go  out  on  the  lighter  you  are  struck  with 
the  beauty  of  the  site  of  the  town  of  Panama,  with  its  rising  ground  and 
bright  green  verdure — perpetual  summer. 

The  anchor  weighed,  you  bear  away  to  the  south  along  a  bleak,  abrupt 
coast  having  no  railroad  facilities.  You  pass  up  the  Guayaquil  River  of 
Ecuador  bound  for  the  port  of  Guayaquil.  I  learned  of  no  railroads  in 
Ecuador  save  some  short  roads  in  the  interior.  A  railroad  is  a  plant  not 
indigenous  to  a  tropical  climate.  But  you  catch  sight  of  the  Andes  that 
have  so  far  successfully  defied  the  iron  highway.  Your  first  sight  of  the 
Andes  you  will  not  soon  forget.  Close  by  the  sea  they  seem  to  begin. 
One  above  another: 

"Hills  peep  o'er  hills 
And  Alps  on  Alps  arise." 

—  Campbell. 

We  are  told  that  these  are  but  foothills,  though  they  be  above  the 
clouds.  Chimborazo  may  be  sometimes  seen  to  the  northeast.  You  stop 
at  Payta,  and  to  your  query  what  could  have  induced  a  town  to  spring  up 
in  so  desolate  a  spot,  you  are  told  that  whalers  could  get  water  only  here 
for  a  long  distance.  This  shows  you  how  few  the  ports  and  how  scant  the 
water  on  the  Pacific  coast.  The  Pacific  coast  of  South  America  has  very 
few  good  ports  and  not  many  even  passably  good  ones.  Iqueque,  which 
we  are  told  Mr.  Blaine  endeavored  to  secure  for  the  United  States,  is  the 
best  port  on  the  Pacific  coast  of  South  America.  Of  fairly  good  ports, 
there  are  not  more  than  six,  and  some  of  those  are  artificial.  This  fact, 
together  with  the  fact  that  the  Andes  range  is  quite  close  to  the  ocean  all 
the  way,  renders  the  west  coast  of  South  America  far  less  attractive  as  a 
field  for  the  railway  engineer  than  the  eastern  coast.  Usually,  the  roads 
we  see  are  but  short,  leading  from  a  port  or  open  roadstead  back  no  great 
distance  to  some  town  on  the  first  bench  of  the  Andes,  and  often  only  to 
the  mines  of  copper  or  nitrate. 

As  I  recall,  we  see  the  first  railroad  south  of  Panama,  near  the  port  of 
Pacasmayo  in  the  northerly  part  of  Peru.  It  is  not  long  and  extends  to 
and,  I  think,  beyond  Caxamarca.  We  next  see  the  Chimbote  railway,  a 
short  one  back  to  the  mines  in  the  mountains.  As  the  steamer  approaches 
these  small  coast  railways  of  this  region,  one's  attention  is  first  called  to 
the  poor  harbor.  You  always  anchor  a  good  portion  of  a  mile  away  and 
use  launches  rowed  by  eight  men  or  niore  to  transfer  freight  or  anything 
beside  passengers  and  light  luggage,  which  can  be  carried  in  a  small  row- 
boat.  These  launches  carry  their  loads  back  to  quite  long  piers,  which 
are  made  necessary  by  rocks  or  shoals,  in  securing  sufficient  depth  of  water 
for  even  these  lighters.  The  pier  is  a  curious  affair,  usually  built  of  iron 
piles  which  consist  of  two  track  rails  put  together  base  to  base,  strapped  as 
if  under  traffic,  and  these  bases  riveted  together  every  two  feet  on  each 
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side.  They  are  pointed  in  a  forge  and  driven  by  a  pile-driver.  They  are 
placed  four  or  more  in  a  bent,  have  cast  iron  caps  to  carry  string-piece, 
and  are  X  braced  with  yokes  at  the  intersections.  They  are  then  floored 
over,  and  make  a  fairly  good  pier  to  which  you  must  not  need  to  tie  any 
vessel.  These  little  roads  have  English  rails  and  rolling  stock,  usually. 
They  are  not  narrow  gauge  as  a  rule.  This  craze  never  struck  Castillian 
America.  They  actually  think  there  that  on  a  sharp  curve  and  rough 
track  a  car  on  a  narrow  gauge  is  more  apt  to  upset.  They  really  believe  a 
heavy  mountain  engine  should  run  on  a  broad  track,  and  on  15°  curves, 
liave  never  discovered  that  a  broad  engine  on  a  very  short  wheel  base  is 
more  destructive  to  track  than  a  narrow  gauge  engine  on  a  long  wheel 
base.  These  people  have  actually  blundered  upon  what  it  has  cost  us 
millions  of  dollars  to  discover  and  barrels  of  ink  to  discuss.  Yankee  cars 
are  looked  upon  with  favor.  But  our  engines  are  not  adapted  to  these 
steep  grades — often  four  per  cent  and  sometimes  six  per  cent  for  a  short 
distance.  The  great  engine  there  is  a  double-ended  Fairlie.  For  roads 
such  as  these  I  can  not  see  how  anything  better  is  possible  to  be  devised. 
They  have  large  grate-room;  are  very  heavy  in  percentage  on  their  driv- 
ers, but  still  not  severe  on  track.  But  their  greatness  on  steep  grades  lies 
in  the  fact  that  their  boilers  are  short  and  each  tube  covered  throughout 
its  length  with  water.  They  are  slow  —  not  over  twelve  miles  an  hour 
there.  These  people  have  anticipated  Mr.  Wellington  and  climbed  on 
the  switch  back  principle,  for  which  these  "  double  enders "  are  well 
adapted.  A  switch  back  is  a  slow  freight  road.  I  can  not  conceive  of  a 
■"Chicago  Limited"  or  "Overland  Flyer",  traversing  one.  As  a  locating 
engineer,  I  should  crave  something  better. 

At  Callao  we  see  the  center  of  quite  a  system  of  coast  roads  extending 
north  and  south  of  that  port.  The  line  into  the  interior  carries  you  in  a 
few  hours  to  Lima,  and  you  may  pass  beyond  by  rail  to  and  across  the 
Verrugas  Viaduct,  erected  by  Buck  under  Evans.  The  center  pier  went 
out  six  months  since.  There  were  an  even  number  of  spans  and  the  cross- 
section  was  symmetrical.  Henry  Meiggs  here  made  the  most  serious  at- 
tempt thus  far  to  cross  the  Andes.  It  is  still  attempt,  only.  The  Andes 
are  so  much  higher  than  the  Rockies  and  the  distance  available  so  small 
in  which  to  overcome  that  altitude,  that  it  is  no  easy  task.  You  see  at 
Lima  about  5  ft.  6  in.  gauge,  good  English  rail,  coarse  gravel  ballast  and 
used  in  that  abundance  peculiar  to  South  America.  The  cars  are  English 
sometimes — more  often  from  the  United  States.  Our  freight  cars  are 
counted  far  superior  to  their  competitors,  but  our  passenger  coaches  have 
a  stronger  competitor  in  the  English  compartment  coach  because  a  Cas- 
iillian  senorita  is  so  very  exclusive.  Save  the  Fairlie  engine  for  grades 
beyond  two  per  cent,  I  consider  to-day  that  the  Baldwin  and  the  Rogers 
engines  have  fairly  outstripped  all  competitors  in  South  America.  En- 
glish and  Scotch  "drivers,"  as  they  term  a  locomotive  engineer,  prefer 
our  engines — say  they  will  pull  more,  run  faster  and  keep  in  order  easier. 
Going  south  from  Callao  we  are  soon  at  Copiapo,  a  road  of  which  W. 
W.  Evans  was  once  chief  engineer  and  remained  its  consulting  engineer 
until  his  death. 

We  are  now  in  Chili.      At  Coquimbo  there  starts  a  road   built  about 
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thirty  years  ago,  or  less,  to  Ovalle.  It  was  built  and  is  now  operated  by 
an  English  company.  On  that  road  there  is  a  double  letter  S  climbing 
to  the  summit.  It  is  the  best  piece  of  railroad  location  I  ever  saw  and  I 
regret  that  I  cannot  now  give  the  name  of  that  locating  engineer.  The 
gradients  are  equated  for  curvature.  "Where  are  you  most  likely  to 
stall?"  I  asked  the  engine  driver.  "Nowhere.  It  pulls  the  same  all  the 
way  up."  Of  how  many  of  us  can  this  be  said  of  each  of  our  summits 
climbed?  And  this  man  worked  a  quarter  of  a  century  ago.  You  land 
at  Valparaiso,  the  principal  Chilian  port.  You  ride  inland  to  Santiago, 
the  capital  city.  The  road  was  begun  in  the  50's  by  Englishmen,  I  think. 
They  delayed.  Allen  Campbell,  of  New  York,  then  located  the  most  dif- 
ficult part  and  built  much  of  it  with  Chilian  capital,  I  think:  This  failed. 
Englishmen  again  began  and  changed  Campbell's  location.  Finally,  Henry 
Meiggs,  a  meteor  of  ours  once  seen  throughout  that  coast,  completed  it. 
You  now  see  English  engines,  cars  of  a  mixed  class,  but  mainly  English 
— a  Pullman  parlor  car  (here  called  Spooner  cars  from  their  owner's  name.) 
Rails  are  English  and  ties  native  wood.  You  do  not  run  over  twenty-five 
miles  an  hour.  Your  train  is  not  handled  by  despatchers  but  by  time 
card  rights  and  sent  from  station  to  station  by  agents  if  you  get  behind 
and  lose  the  right  of  way  of  track.  Freight  trains  are  slowly  moved  and 
the  capacity  of  the  road  is  much  smaller  than  necessary.  Everything  is 
substantial.  Of  course,  your  track  is  broad  gauge —  here  5'*6".  You  are 
in  no  hurry.  All  feel  independent.  Such  is  a  Chilian  road.  Such,  too, 
in  the  main  are  government  roads  everywhere.  From  Santiago  there 
stretches  away  their  Southern  roads  which  W.  W.  Evans  started  for  them. 
Rolling  stock  from  this  country  is  used,  otherwise,  it  differs  none  from 
the  Northern  road  just  described.  There  are  in  Chili  about  1000  miles 
of  railway — mainly  government  roads.  Complaints  are  rife  of  freight 
tardily  carried;  otherwise  they  serve  fairly  well.  Locomotive  engineers 
are  British  and  the  worst  on  earth.  Other  trainmen  are  natives.  Main- 
tenance is  done  by  civil  engineers.  Yankees  have  dbne  much  of  it 
with  Chilian  assistants.  The  Chilian  civil  engineer  is  not  bad,  when  you 
consider  his  little  experience,  and  is  improving. 

We  must  hurry  on.  We  pack  our  mules  carefully  at  Los  Andes,  the 
end  of  the  Chilian  Railway,  and  the  foot  of  the  Andes.  We  are  bound 
for  the  Argentine  Republic,  and  it  is  225  miles  by  pack  trail  over  the 
Andes  to  their  nearest  railway  terminal.  We  pass  up  along  the  Cordillera 
River  and  the  new  grade  of  Clark's  Trans-Andine  Railway  is  always  in 
sight.  Clark  is  an  Englishman  who  has  a  concession  from  Chili  and  the 
Argentine  to  join  their  railways.  He  has  been  at  work  two  or  three  years. 
He  uses  a  four  per  cent,  grade  and  says  his  tunnel  will  be  the  longest  in  the 
world.  That  fact  endears  it  to  the  Castillians.  At  2  A.  M.  of  the  third  day 
out  you  start  through  the  snow  to  cross  the  summit.  It  is  bright  moonlight 
and  the  snow-covered,  rugged  Andes,  towering  away  above  you  still,  give 
shadow  effects  that  bring  words  of  admiration  from  even  a  prosaic 
railroad  man.  You  are  breathing  hard  as  you  reach  the  summit  at  Uspal- 
lata  pass,  13,000  feet  above  the  sea.  You  see  a  triangulation  station  of  the 
Trans-Andine  Railway  line,  at  the  summit,  leave  the  snow  and  Chili  and 
step  at  once  on  bare  ground  and  the  Argentine  soil.     A  useful  hot  bath  in 
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a  natural  spring  and  under  a  natural  bridge  refreshens  you  at  that  night's 
stop;  you  roast  on  the  Pampas  four  days  and  ride  into  Mendoza  and  see  the 
end  of  track  of  the  Argentine  railways.  Of  this  trip  across  the  Andes  much 
is  said  in  those  countries.  Its  hardships  consist  of  some  forty  mile  stretches 
without  water,  of  sleeping  out  of  doors  in  the  cold  and  of  scanty  food.  You 
subsist  mainly  on  dry  bread  and  a  species  of  dried  beef  called  Charca.  If 
you  are  inured  to  discomforts  the  scenery  will  well  repay  )'ou  for  the  effort. 
The  dangers  consist  in  the  liability  of  being  caught  near  the  summit  in  a 
sleet  storm.  Every  little  way  you  see  a  stake  where  lies  a  victim  to  brav- 
ery— the  snow  his  winding  sheet.  The  streams  are  torrents  and  are  deep 
and  dangerous  at  times. 

The  Mendoza  repair  yard  is  an  engine  graveyard.  There  are  "Rogers'' 
and  "Baldwins"  there  built  in  1886  which  their  makers  would  scarcely  re- 
cognize. Corroded  and  scaled  by  the  worst  of  alkali  water,  burned  out  by 
coal,  cordwood,  Cardiff  bricks  and  mesquite  roots  in  mixed  diet  and  cov- 
ered with  rust  and  dust,  and  leaking  at  every  connection  and  cobbled  up 
in  every  possible  way,  they  look  pitiable.  These  freight  engines  will 
start  out  to-day.  The  run  is  about  500  miles  for  a  round  trip,  and 
they  will  be  looked  for  back  one  month  from  to-day.  Our  own 
engines  are  used  in  the  Argentine  Republic  usuall\\  Anyone  runs 
them;  you  have  seen  the  men  are  not  equal  to  the  no  easy  task 
in  the  west.  Our  cars  are,  as  a  rule,  used.  Rails  are  European,  of 
course,  laid  to  a  gauge  not  less  than  our  standard.  The  ties  here  are  iron. 
I  understand  that  it  is  the  principal  railroad  in  the  world  using  iron  ties  for 
a  great  distance  and  a  term  of  years.  They  therefore  deserve  more  than 
a  passing  notice.  As  we  have  been  traveling  some  hours  now  by  rail  out 
of  Mendoza  let  us  examine  these  ties  at  the  freight  wreck  we  are  being 
transferred  around.  The  ties  are  so  completely  buried  by  the  earth 
when  in  the  track  that  it  takes  a  wreck  to  exhibit  them.  They  support  the 
rails  at  a  metre's  distance  apart.  A  tie  consists  of  a  support  under  each 
rail,  and  these  supports  are  tied  together  by  a  wrought  iron  rod,  yi  inch  by 
2^  inches,  that  is  keyed  to  the  supports.  Each  of  the  two  supports  con- 
sists of  an  iron  casting  y^  inch  thick  and  shaped  like  a  meat  platter;  or,  if 
an  ellipsoid  be  cut  by  planes  parallel  to  its  major  axis,  so  as  to  divide  the 
minor  axis  into  three  equal  parts,  the  two  outer  sections  would  make  a  pair 
of  supports.  Each  is  about  20  inches  long  and  9  inches  wide  and  is  placed 
with  the  convex  surface  upward.  Two  projecting  lips  hold  the  rail  on  one 
side.  A  slot  into  which  is  driven  a  corrugated  key  of  cast  iron  holds  the  other 
side  of  the  rail.  The  castings  are  dated  1884,  are  made  here  and  have 
been  in  the  road  since  built.  These  ties  are  destroyed  much  less  by  this 
wreck  than  you  would  expect.  Looking  at  them,  I  should  judge  a  tie  com- 
plete to  weigh  150  pounds.  It  is  a  mud  road — no  ballast.  The  track  is  in 
good  condition.  You  have  seen  that  the  earth  cannot  work  from  under 
them.  Why  are  these  not  good  metal  ties?  We  ride  over  them  several 
hundred  miles.  At  each  shop  they  make  the  castings.  You  can  see  here 
and  there  another  tie  made  of  a  thin  plate  of  mild  steel.  Take  a  wooden 
log  the  length  of  our  ties,  remove  the  bark  from  the  upper  third  as  it  lies 
on  the  ground,  bend  the  ends  down  for  one  foot  and  flatten  them  out  there 
and  you  have  this  second  kind  of  iron  tie.     Catches,  only,  hold  the  rail  to 
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it.  The  ties  have  to  be  slid  on  the  rails  from  the  rail  ends  l^efore  laying 
the  rail;  if  I  saw  aright. 

You  are  riding  along  through  the  Argentine  in  an  antiquated  Pullman 
and  it  is  some  600  miles  from  Mendoza  to  Buenos  Ayres.  The  country  is 
like  Texas,  Kansas  or  Nebraska.  A  plainsman  from  here  feels  at  home 
there.  You  watch  the  railroad  location  work  and  do  not  detect  apparent 
gi-ievous  faults.  These  roads  resemble  ours  of  western  Texas.  Reaching 
the  eastern  part  of  the  country,  you  see  a  land  most  beautiful  and  fertile 
and  prosperous.  I n  36  hours  from  Mendoza,  you  are  at  Buenos  Ayres, 
the  capital  and  principal  seaport.  The  Argentine  Republic  is  the  greatest 
republic  in  the  world  after  our  own,  and  in  time  is  sure  to  become  easily 
the  controlling  power  in  South  America.  We  have  seen  a  considerable 
portion  of  its  railways.  The  lines  are  none  of  them  old.  This  is  in 
their  favor.  Again;  the  country  is  easy  for  the  locating  engineer.  On 
construction,  wood  is  expensive,  little  is  used  in  structures.  Maintenance 
is  a  simpler  matter.  Yankee  engineers  have  been  there  from  the  first 
and  the  rest  have  been  English.  These  are  the  two  best  nationalities  in 
railroad  engineering.  Aside  from  metal  ties  and  a  quite  elaborate  shop 
and  terminal  plan  tendency,  these  resemble  Yankee  roads  closely.  There 
may  in  future  come  to  us  from  that  country  some  good  lessons  in  railroad 
work. 

A  convenient  steamer  hurries  you  on  board.  You  steam  down  the 
La  Plata  river  and  land  at  Monte  Video  next  day.  You  walk  about  the 
streets  of  a  quiet,  conservative  city,  the  capital  of  a  non-borrowing  country, 
rich  in  mines  and  agriculture;  and  whose  paper  money  is  worth  as  much 
dollar  for  dollar  as  our  greenbacks.  This  is  the  first  country  we  have  seen 
on  our  trip,  whose  money  is  worth  as  much  as  our  gold.  At  dark  we 
weigh  anchor  and  bear  away  to  the  northeast.  We  sight  a  penal  island 
of  Brazil,  cross  the  equator,  skirt  the  seas  of  Saragossa,  and  touch  at  the 
Cape  Verde  Islands.  You  are  half  way,  and  the  first  fortnight  is  over. 
You  sight  next  the  Peak  of  Teneriffe  on  the  Canary  group.  It  is  plainly 
visible  75  miles  off  to-day.  It  stands  above  the  clouds  and  is  12,000  feet 
above  the  sea  level.  The  water  at  its  foot  is  about  the  same  depth. 
What  majesty  of  height!  You  go  on  shore  at  the  town  of  Las  Palmasand 
stroll  about  in  the  ideal  haven  of  rest  for  the  antiquated  physique  of 
those  engineers  dame  Fortune  shall  smile  upon.  You  are  away  again, 
sight  the  Cape  of  Finisterre  and  pass  into  the  English  channel  and  the 
English  fog. 

You  land  at  Boulogne,  France,  and  rest  your  sea-worn  stomach.  Stroll- 
ing through  the  yards  of,  the  Northern  Railway  of  France  there,  you  will 
first  notice  theii  freight  cars.  There  are  but  two  classes  of  freight  cars 
in  the  world,  I  think.  One  class  is  Yankee — the  other  is  not.  This 
negative  variety  stands  before  you.  It  has  high  wheels — one  pair  for- 
ward, one  in  rear,  and  the  axle  boxes  are  rigid  with  the  frame.  The  car 
floor  is  high  above  the  track.  The  car  is  short — say  fifteen  feet,  and 
carries  a  little  more  than  half  as  much  as  ours.  They  are  coupled  with 
a  three  link  and  hook  arrangement — like  a  coal  or  dump  car.  They  are 
of  wood  with  a  roof  of  corrugated  iron.  A  train  carrying  1,000  tons  of 
freight  in  these  cars  would  be  a  longer  train  than  ours,  would  weigh  more 
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empty  than  ours,  and  would  pull  harder  per  ton  of  gross  train  on  curves  for 
it  is  on  longer  rigid  wheel  bases.  The  brakes  are  set  with  a  lever  8  feet  long 
lying  alongside  the  car  at  the  floor.  It  cannot  be  set  while  the  train  is  run- 
ning. They  have  a  powerful  brake  in  the  caboose.  Few  brakes,  and  link 
couplings  with  much  slack  makes  it  a  dangerous  train  to  handle.  This 
freight  car  standing  before  you  is  the  only  competitor  of  our  eight-wheel, 
two-bogy  freight  car,  whose  rigid  wheel  base  is  less  than  that  of  a  common 
street-car.  The  outcome  of  the  competition,  I  think,  requires  no  prophet 
to  foresee.  We  will  now  look  at  their  passenger  cars.  A  passenger  rides 
in  a  coach,  anywhere  outside  Yankeedom.  As  you  look  at  them,  the 
cabinet  work  on  the  outside  of  a  "coach"  divides  it  into  three  perfect 
representations  of  an  old  horse  coach.  You  step  into  the  coach  at  a  side 
door,  as  of  yore,  and  you  are  in  a  compartment  having  one  seat  each  side 
the  door  and  running  clear  across  the  car.  If  it  be  a  high  class  coach^ 
three  are  seated  each  side,  if  of  the  lowest  class,  there  may  be  eight  each. 
side.  Compartments  are  entirely  separate.  Some  now  have  an  electric 
bell  you  can  touch  to  call  the  guard  (conductor)  should  you  find  your- 
self shut  in  with  a  lunatic  or  an  ardent  disciple  of  John  Barleycorn.  The 
smaller  of  these  coaches  run  on  four  wheels  like  a  freight  car,  but  you  may 
see  in  Europe  many  have  a  third  pair  of  wheels  placed  midway  between 
the  end  axles.  In  any  case,  the  distance  from  centre  to  centre  of  these 
end  axles  is  the  rigid  wheel  base.  All  car  wheels  seem  high  to  us  there. 
Their  coach  bodies  are  not  higher  than  ours.  To  carry  500  passengers  on 
a  train  of  these  coaches  and  allow  to  each  passenger  a  certain  floor  space 
would  require  a  longer  train  and  usually  a  greater  weight  of  empty 
train  than  in  our  own  passenger  cars.  Of  course,  in  wheel  base  we  save 
much  resistance  on  curvature.  Third  class  trains  or  workmen's  trains  may 
however  show  as  low  a  car  weight  per  passenger  as  our  own  rolling  stock 
can  show.  We  leave  this  latter  question  to  Mr.  Dorsey.  Compartment 
coaches  are  not  consistent  with  democracy.  With  classism  they  chime 
well,  and  classism  unmans  us  all,  makes  us  selfish  and  boorish.  He  who 
rides  by  classes  will  ere  long  shoulder  a  lady  away  from  her  rightful  place 
in  turn  at  the  window  to  get  a  ticket.  Be  he  prince  or  pauper  or  priest,  it 
is  all  the  same.  In  a  word,  mileage  and  a  republican  government  will 
destroy  the  compartment  type  of  passenger  cars. 

Our  own  engines  are  greater  for  us,  certainly.  Our  car  and  locomo- 
tive builders  stand  more  clearly  in  the  front  rank  as  compared  with 
Europeans  than  do  we  civil  engineers  as  compared  with  our  foreign  com- 
petitors. Our  cars  will  ere  long  be  the  only  ones. save  in  dense,  small,  old 
countries.  Our  locomotives  have  a  harder  competitive  task,  but  for  all  in 
all,  they  are  unequalled.  European  engines  have  no  pilots  or  cabs,  are 
inside  connected,  have  horizontal  frames,  are  complicated  in  their  parts — 
yes,  but  they  have  a  fine  roadbed  to  run  upon  that  is  well  policed,  and 
they  are  not  manned  by  the  tramp  element.  Put  them  on  our  track  with 
our  poorest  engineers  to  run  them,  and  they  would  never  reach  any  desti- 
nation but  the  ditch.  But  we  must  beat  them  on  their  own  track  and 
surroundings.      Our  strong  points  are  useless  there,  in    many  cases.      I 
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have  done  with  rolling  stock  comparisons.     As  I  have  said,  in  rollino- 
stock  we  most  excel  foreign  railroads. 

We  are  off  for  Paris.  What  a  roadbed  !  How  smooth  !  These  bad 
cars  jolt  much  less  than  our  better  ones  at  thirty-five  miles  an  hour.  No 
rear  platform  aids  us  in  our  study.  Plenty  of  ballast,  broken  rail-joints, 
a  track  always  fenced,  gates  at  crossings  always  guarded,  a  woman  each 
mile  policing  the  track,  the  block  system  of  operation,  and  rarely  a  track 
gang  in  sight,  are  the  features  of  French  track  we  see.  In  Paris  you  are 
struck  with  their  complicated  switches  and  yard  systems.  You  see  our 
own  "puzzle"  switch,  but  a  more  aggravated  case  of  it ;  three  tracks  are 
handled  at  the  same  point  of  crossing,  just  as  we  handle  two.  The  P>ench 
are  great  in  switches  and  in  signal  systems. 

Ten  days  later  we  leave  Paris  at  noon,  and  crossing  the  channel  to  Dover,, 
reach  London  in  the  early  evening.  London,  with  its  great  fog  above 
ground,  and  its  great  underground  railroad  beneath.  The  underground  idea 
strikes  me  as  the  solution  of  the  rapid  transit  problem  in  large  cities,  espe- 
cially to  their  outermost  parts.  Their  fastest  trains  run  fifteen  miles  an 
hour.  As  compared  with  our  elevated  roads,  these  underground  roads  will 
have  a  greater  first  cost — a  less  maintenance  cost — greater  speed  and 
greater  capacity. 

The  difference  between  an  EngUsh  and  French  locomotive  is  not 
marked.  The  cars  are  similar,  but  the  French  have  a  fantastic  kind  or 
two  not  seen  in  Great  Britain.  We  will  discovei;  no  great  differences  in 
track.  Yard  systems  in  England  are  simpler.  The  French,  a  romance 
nation,  do  not  shun  a  complicated  system  in  anything  as  do  the  Saxons. 
You  go  out  from  London  to  Liverpool  on  the  famous  "  Wild  Irishman  "' 
— ^45  miles  an  hour,  including  stops.  From  timing  trains  both  in  France 
and  in  Great  Britain,  I  concluded  that  they  ran  no  faster  than  we  do,  even 
with  such  trains  as  the  "  Wild  Irishman,"  and  the  "  Flying  Scotchman." 
Between  terminals  they  make  better  time  than  we  do,  for  these  fast  trains 
make  but  few  stops  and  their  tracks  are  so  vigilantly  guarded  that  through 
towns  at  which  a  train  does  not  stop  it  runs  at  full  speed.  We  lose  time 
as  compared  with  them  at  crossings  and  in  streets  of  towns.  You  forget 
for  the  present  the  Liverpool  docks  you  saw — the  finest  on  earth — and 
leave  for  Edinburgh.  Until  you  reach  Scotland  you  have  traveled  in 
Europe  in  a  country  quite  level,  indeed,  as  a  rule,  and  you  have  seen  no 
great  difficulties  for  the  locating  engineer.  As  you  enter  Scotland,  the 
ground  is  more  broken  and  often  quite  difficult. 

While  at  Edinburgh,  we  must  see  the  bridge  over  the  Frith  of  Forth 
being  completed  as  we  look  at  it.  You  walk  along  the  site  and  under  it 
and  see  the  first  12  feet  of  the  masonry  above  ground.  You  hear  the  work- 
men and  it  is  midday,  but  that  Scottish  fog  as  completely  hides  that 
bridge  as  though  it  were  midnight.  As  your  patience  gives  out  so  does  the 
fog,  and  your  first  exclamation  is  "  Enormous."  The  steel  cantilevers  rise 
above  you  360  feet  and  the  metal  work  is  lYz  miles  long.  You  see  three 
cantilevers  forming  two  clear  spans  of  1,710  feet  each,  the  longest  gpans  in 
the  world.  The  outer  arms  of  the  end  cantilevers  are  heavily  counter- 
poised. It  strikes  you  as  a  singular  span  arrangement,  but  the  form  of 
cross  section  explains  it.     The  channel  has  200  feet  of  water  with  the  vol- 
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canic  island  of  Inch  Garvie  exactly  midway  between  the  steep  channel 
banks.  The  Creator  pointed  out  pretty  clearly  what  span  arrangement 
was  wanted.  So  gigantic  a  structure  is  hard  to  grasp,  mentally.  Compres- 
sion members  are  steel  cylinders  ii  feet  in  diameter  and  of  plates  ^-inch 
thick.  It  is  a  double  track  bridge,  owned  jointly  by  four  of  the  strongest 
railroad  companies,  and  has  been  six  years  in  construction.  It  strikes  one  as 
too  massive  and  that  both  material  and  stability  are  in  excess.  The  bridge, 
you  must  remember,  however,  was  begun  just  after  the  Tay  Bridge  disas- 
ter. Could  a  different  type  of  bridge  have  been  used?  You  have  200  feet  of 
water  under  your  spans  and  you  want  150  feet  of  clear  head  room  for  sea- 
going vessels.  This  makes,  of  course,  false  work  impossible  and  confines 
us  to  the  suspension  or  to  the  cantilever  types.  Would  Mr.  Roeblinghave 
attempted  a  suspension  bridge  there  ?  Would  it  have  been  possible  and 
more  economical  than  Messrs.  Baker  &  Fowler's  Bridge  ?  The  question 
is  beyond  my  knowledge.  A  two-span  suspension,  and  at  that  height 
seems  impossible  to  me,  but  as  you  look  at  that  iDridge  with  me,  you  will 
try  and  think  of  some  way  to  save  material  and  consequent  cost.  No 
foundation  was  over  sixty-tive  feet  below  the  water  surface,  and  of  this 
foundation  thirty  feet  was  in  mud.  The  greatest  pressure  in  pneumatic 
work  was  thirty  pounds  per  square  inch.  The  bridge  is,  then,  all  above 
the  water  surface.  The  masonry  is  Aberdeen  granite,  a  light  grey  of  fine 
grain.  It  is  a  very  excellent  stone.  The  four  horizontal  cylinders  that 
act  as  struts  between  the  four  pedestals,  which  together  carry  one  canti- 
lever, are  each  14  feet  in  diameter  and  built  of  steel  plates  ij^T  inch  in 
thickness.  These  are  the  most  massive  members  of  the  bridge.  I  have 
said  that  compression  members — consisting  in  this  type  of  the  lower  chord 
and  the  vertical  posts  and  posts  inclining  downward  toward  the  pier — are 
cylinders  1 1  feet  in  diameter.  The  tension  members  are  heavy  rectangu- 
lar lattice  girders.  The  track  is  carried  through  the  cantilevers  over  150 
feet  above  the  water,  being  a  little  below  mid-height  of  the  cantilever  at 
its  pier  centre.  Standing  under  the  bridge  you  see  the  enormous  stability 
of  the  cantilevers  when  resisting  wind  pressure.  Those  cylinders  resting 
each  on  one  of  the  four  pedestals  of  a  pier  are  given  a  heavy  batter. 
Clearly  no  side  wind  of  whatever  force  could  overturn  those  cantilevers. 
Mr.  Cooper,  the  resident  engineer,  informed  me,  the  maximum  wind  de- 
flection noticed  had  been  >4  inch ;  but  that  the  sun  and  cold  air  acting 
against  the  bridge  in  the  same  direction  had  turned  a  cantilever  5>^  inches. 
The  cylinders  resting  on  the  pedestals  were  first  erected.  A  traveler  was 
used  running  on  each  top  chord  for  the  work  later.  Although  the  connec- 
ting girders  are  350  feet  long,  the  travelers  came  off  the  cantilever  onto 
them  in  the  usual  way  and  with  only  one  temporary  tension  and  one  strut 
member  added.  The  steel  was  furnished  by  the  Scottish  steel  works  near 
Glasgow.  It  was  cut  and  shaped,  for  the  most  part,  at  the  working  shops 
at  the  south  end  of  the  bridge.     It  was  not  contract  work,  finally. 

We  arc  off  for  Glasgow  through  the  coal  fields  and  furnaces  that  line 
the  road  all  the  way.  The  railroads  are  badly  kept  here  —no  second-class 
coaches  and  much  untidiness.  The  thrifty  Scotch  arc  most  provident. 
Still,  they  tire  not  of  speaking  of  Scott,  "Bobby"  Burns  and  Highland 
Mary:  of  Aryshire,  of  Greenock  and  Dunoon.     From  Greenock  you  cross 
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over  to  Belfast  and  go  via  Dublin  to  Cork  to  see  the  Irish  railways.  To 
say  that  Irish  roads  are  simply  a  poor  class  English  road  will  sum  up  the 
whole  matter.  They  have  more  water  to  contend  with.  No  manufactor- 
ies there  make  it  hard  for  a  road  to  pay  and  nicely  prosper.  A  beautiful 
island  is  Ireland,  a  rich  soil  and  one  nature  intended  to  be  prosperous. 
Discontent  with  governmental  affairs  dins  in  your  ears.  The  Scotch 
think  first  of  making  money.  The  Irish  think  first  of  governing  them- 
selves. One  must  see  and  feel  these  two  peoples  to  realize  the  contrast  in 
their  temperaments  and  tastes.  The  difference  between  the  English  and 
the  French  is  no  more  marked  than  that  between  the  Scotch  and  the 
Irish. 

We  are  waiting  at  Oueenstown  on  Sunday  morning.  Our  steamer  for 
New  York  is  lying  in  the  offing,  having  left  Liverpool  yesterday.  While 
we  wait  for  the  mail  that  left  London  Saturday  night  to  arrive  by  train  on 
Sunday  noon,  we  will  walk  along  the  cliff  roads  and  think  over  our  object 
lesson.  In  Castillian  America  we  meet  no  German  engineers  in  any  num- 
ber on  railroad  work.  We  meet  now  many  French  engineers.  But  if  an 
idea  be  not  a  Yankee  railroad  idea  it  is  an  English  idea.  We  have  seen 
that  motive  power,  and  rolling  stock  and  operation  in  France  differs  little 
from  in  England.  Practically,  then,  it  is  the  English  railroad  pitted 
against  the  Yankee  railroad  throughout  our  journey.  Now,  strictly  rail- 
road engineering  is  of  three  kinds,  location,  construction  and  maintenance. 
In  location  work  they  use  less  curvature  than  we  would  use.  They  at  least 
do  less  twisting  and  turning  for  trifles.  They  may  not  follow  a  correct 
general  course.  We  lose  too  much  distance  — five  to  ten  per  cent  too 
much.  They  chop  grades  much  less.  Still,  our  broken  grades  on  minor 
gradients  are  not  our  worst  faults,  and  are  forced  upon  us  to  save  first 
cost  often.  They  are  more  careful,  and  their  locations,  "looking  backward 
from  the  year  2,000"  will  be  much  less  discreditable  than  ours.  Their 
construction  takes  much  longer.  Our  labor  saving  devices  aid  us.  We 
can  at  the  best  move  earth  on  grading  a  road  for  six  cents  per  cubic  yard, 
actual  cost.  We  now  grade  for  as  low  a  price  as  they,  perhaps,  but  should 
grade  lower  still.  Stone  and  iron  structures  there  can  not  be  justly  com- 
pared in  cost  to  our  wooden  structures.  We  could  do  the  iron  work  for 
less;  the  stone  would  cost  us  rather  more.  In  ballast  they  far  excel. 
Small  mileage  allows  all  foreign  countries  save  the  Argentine  Republic  to 
far  outstrip  us  in  proportion  of  mi  eage  ballasted  and  thickness  of 
ballast.  In  cost  of  track  we  are  abreast  of  them.  On  the  whole,  we  should 
have  materially  the  better  of  competitors  in  cost  of  hnes  like  our  own.  In 
maintenance  we  are  very  far  behind.  Study  the  question  as  I  can,  there 
is  no  denying  that  we  are  fairly  distanced.  Our  rail  section  I  have  greater 
faith  in,  but  Mr.  Whittemore  has  been  making  inroads  upon  my  faith  even 
th?re.  Putting  it  all  in  a  sentence,  1  think  we  neglect  small  repairs  and  pay 
a  dollar  to  do  now  what  could  have  done  for  a  dime  a  month  or  so  ago. 
Of  course,  they  start  out  with  a  better  road.  But,  see  their  enormous  ton- 
nage, mucky  ground,  rigid  long  wheel  bases,  no  bogey  trucks,  and  infernal 
couplings  and  brakes,  with  their  higher  average  speeds.  Then,  recollect 
how  few  section  gangs  you  saw.  Notice,  too,  that  you  never  see  a  little 
thing  left  undone.     We  never  repair   masonry   till   it   has    to  be    rebuilt. 
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Never  touch  track  till  it  has  needed  it  sorely,  and  then  we  raise  it  above 
the  construction  grade  line  until  the  crown  of  embankment  is  too  narrow 
to  hold  a  tie.  We  make  a  ditch,  not  by  cleaning  out  aside  ditch  in  a  cut, 
but  by  hoisting  the  track  and  leaving  all  the  silt  in  the  ditch  and  under 
the  track.  Europeans  ditch,  and  they  sit  on  a  track  pry  less.  Their  main- 
tenance is  in  charge  of  engineers.  But  we  haven't  engineers  to  spare 
always  to  maintain  our  roads  and  few,  indeed,  who  study  that  part  of  the 
work.  The  maintenance  of  way  of  Yankee  railroads  is  the  greatest 
economic  railway  problem  to-day,  /.  e.,  greater  than  transportation  or  traf- 
fic. In  the  handling  of  freight  at  stations,  in  the  handling  of  trains,  in 
rolling  stock  and  motive  power,  we  excel  easily  both  in  speed  and  cheap- 
ness. We  are  very  great  in  transportation.  In  traffic  our  problems  are 
cubic  equations  in  algebra,  while  theirs  are  simple  arthmetic  multiplica- 
tion. Finally,  then,  we  need  to  work  more  studiously  in  location  to  save 
investmg  a  dollar  foolishly;  and  we  must  find  how  and  when  to  make  a 
dollar  go  much  farther  in  maintaining  our  roadbed. 

The  London  mails  are  here  and  wait  for  nothing.  You  begin  now  to 
feel  the  rush  to  which  you  are  native.  You  go  on  board.  In  a  week  you 
sight  the  light  ship  off  Sandy  Hook.  You  march  proudly  up  Broadway. 
You  are  home.  Your  thoughts  are  these:  This,  my  people,  have  a  good 
deal  to  learn  yet,  but  this  republic  is  iha  proud  hope  of  the  world  to-day. 
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By  John  II.  Gregg,  MEMi5ER  Western  Society  of  Engineers. 


(Read  December  4,  1889.) 

A  dozen  years  ago,  the  tactories  in  the  Lhiited  States,  that  were  using 
rope  gearing  as  the  method  of  transmitting  power,  wherever  it  could  be 
economically  employed,  could  be  counted  on  ones  finger  ends. 

There  were  a  few  large  cotton  mills  in  the  New  England  States,  that 
were  using  the  English  system  of  separate  ropes  to  transmit  power  from 
the  prime  mover  to  their  line  shafts. 

In  the  past  two  or  three  years  so  prominently  has  the  subject  of  rope 
gearing  been  brought  before  the  public,  that  few  large  power  plants  have 
been  erected  where  the  subject  of  using  this  method  of  power  transmission, 
in  preference  to  any  other,  has  not  been  seriously  considered. 

The  sudden  rise  into  popularity  of  rope  gearing,  is  mainly  due  to  its 
having  been  adapted  to  American  ideas,  making  it  possible  to  use  this 
form  of  transmission  in  our  present  factory  buildings;  and  also  to  the  grow- 
ing feeling  of  dissatisfaction  with  belts.  So  strong  has  this  feeling  become 
that  rope  gearing  threatens  to  supplant  belt  gearing  in  public  favor. 

The  English  system  employs  independent  ropes,  so  that  if  there  are 
ten  grooves  in  the  sheaves,  there  are  ten  ropes,  and  ten  splices  to  take  care 
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of.  The  driving  force  depends  on  the  weight  of  the 
ropes  and  the  shafts  are  spaced  not  less  than  50  feet 
apart,  and  slack  must  be  taken  out  of  each  rope  sepa- 
rately. 

The  American  system  employs  one  continuous  rope, 
independent  of  the  number  of  grooves  in  the  sheaves, 
and  an  automatic  tension  carriage  for  taking  out  the 
slack  and  giving  the  ropes  traction — the  driving  force 
depending  upon  the  amount  of  weight  put  on  the  pull 
back. 

The  sheaves  for  rope  gearing  are  of  two  kinds,  drivers 
and  idlers,  distinguished  from  each  other  by  the  shape 
of  the  grooves.  The  groove  for  driving  sheaves,  that 
have  been  most  generally  adopted,  is  one  in  which 
the  included  angle  is  45°.  The  ropes  are  not  allowed , 
to  bottom,  but  get  a  very  large  traction  force  from  the 
ropes  wedging  in  the  V  grooves. 

The  groove  for  idlers  or  carrying  sheaves  is  semi- 
circular, the  diameter  of  the  groove  being  a  trifle  larger 
than  the  diameter  of  the  rope. 

Some  of  the  advantages  over  gearing  may  be  briefly 
stated  as  follows: — 

1.  The  rope  system  is  almost  noiseless. 

2.  Ropes  do  not  pick  up  the  dust  and  dirt  in  the  room 
and  deposit  it  on  the  ceiling. 

3.  Ropes  can  be  laid  almost  anywhere.  It  is  almost 
impossible  to  find  a  place  where  it  is  7iot  possible  to  get 
a  rope. 

4.  For  large  powers, 
ropes  are  much  cheaper 
than  belts. 

5.  The  tension  on  the 
ropes  can  be  regulated 
with  the  utmost  nicety, 
reducing  journal  friction 
to  a  minimum. 

6.  The  driving  and  driv- 
en sheave  may  almost 
touch  each  other  and  still 
be  successfully  driven 
with  ropes. 

7.  The  driving  and 
driven  shaft  may  be  out  of 
line — in  long  distances — 
to  an  extent  without  affect- 
ing the  durability  of  the 
rope. 

Manila  Rope  Transmission  in  the  Nine-Story  Power  Building 
OF  THE  Western  Electric  Co.,  New  York  City. 
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Three-rope  Transmissions  in  J.  K.  Russell's  Works,  Chicago. 
250  Horse-Power  Engine. 

8.  With  properly  prepared  ropes  they  can  be  run  as  successfully  out 
doors  as  in. 

9.  Power  can  be  transmitted  to  long  distances  very  economically. 

10.  About  one-half  the  space  is  recjuired  to  transmit  the  same  power 
as  compared  with  belts. 
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The  power  which  ropes  will  transmit  depends  on  their  size  and  the 
velocity  with  which  they  are  run.  In  a  recent  article  Louis  I.  Seymour 
publishes  a  table  compiled  by  E.  D.  Leavitt,  Jr.,  who  has  made  a  careful 
investigation  of  the  English  and  American  practice. 


Three-Rope  Transmission  in  the  Link  Belt  Engineering 
Co.'s  Works,  Nicetown,  Philadelphia,  Pa. 

The  horse  power  of  ropes  according  to  this  table  is  as  follows: 


FEET  PER  minute.        IOOO         150O         2000         250O         3OOO         3500         4OOO         450O 


5000 


(H  m. 
I  in. 
iH  in. 
I'A  in. 
iK  in. 


Horse  power. 
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2% 

3^ 

4% 
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'3 

19^ 

26 
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45 
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He  also  gives  as  a  safe  formula  for  ordinary  practice,  the  following, 
GXDXR  _Y^    P. 
200 
when 

G  =  circumference  of  the  rope. 
D  =  diameter  of  the  sheave  in  ft. 
i^  =  revolutions  per  minute. 

In  the  above  table  at  3,500  feet  per  minute  a  ^  inch  rope  will  transmit 
6}4  H.  P.  At  the  Chicago  Arc  Light  &  Power  Co.'s  plant  they  are  run- 
ning successfully  50  light  dynamos  with  two  ^  inch  ropes.  The  ropes 
travel  with  a  velocity  of  3,516  ft.  per  minute  and  transmit  50  H.  P.  or 
nearly  four  times  as  much  as  the  power  given  in  the  table. 

At  the  Western  Electric  Co.'s  Chicago  building,  a  single  }:(  inch  rope 
having  a  velocity  of  about  2,000  feet  per  minute  has  transmitted  over  40 
H.  P.  for  nearly  two  years. 

The  difference  between  the  English  system  of  independent  ropes  and 
the  American  system  of  a  single  continuous  rope  with  tension  carriage  may 
be  readily  seen  by  comparing  the  plan  of  the  rope  gearing  as  erected  for 
Geo.  Knowles  &  Sons,  Limited,  and  the  perspective  sketch  of  the  rope 
transmission  as  designed  for  the  Western  Electric  Co.'s  New  York  build- 
ing, for  although  the  power  of  the  two  plants  are  widely  apart,  the  gen- 
eral arrangement  of  the  two  systems  are  still  farther  apart,  and  while  in 
the  English  system  a  large  independent  rope  alley  is  usually  required,  the 
American  system  takes  up  a  comparatively  small  space. 

The  Western  Electric  plant  was  originally  designed  to  transmit  150  H. 
P.  through  the  several  floors  of  the  building  and  was  to  have  two  in- 
dependent continuous  ropes  with  separate  tension  carriages.  Driving  to 
the  second  floor  with  six  ropes  and  to  the  floors  above  with  six  ropes  making 
twelve  ropes  on  the  driving  sheave.  They  have  been  transmitting  over 
225  H.  P.  with  one  of  these  ropes,  driving  with  three  ropes  to  the  second 
floor,  and  three  ropes  to  the  floors  above. 

It  may  be  of  interest  to  here  note  that  in  the  Western  Electric  Trans- 
mission each  floor  is  provided  with  a  -friction  clutch  cut-off  coupling  by 
means  of  which  incase  of  accident,  on  any  floor,  the  power  can  be  cut  off 
without  interfering  with  any  of  the  other  floors. 

The  other  three  perspective  sketches  given  are  examples  of  successful 
rope  transmissions,  also  designed  and  carried  out  by  the  Link-Belt  Ma- 
chinery Co.,  of  Chicago.  The  one  designed  for  the  Eberhard  Mfg.  Co. 
shows  one  of  the  methods  adopted  for  driving  shafts  at  right  angles. 

The  tracing  of  the  plant  furnished  to  the  Southern  Pacific  R.  R.  Co. 
shows  one  of  the  peculiar  advantages  of  rope  transmission.  Here  it  was 
required  to  operate  four  widely  separated  barrel  elevators  and  in  no  other 
way  could  they  be  driven  so  cheaply  and  so  well  as  with  rope  gearing. 

The  ropes  used  for  transmission  purposes  are  made  from  the  best  qual- 
ity of  Russian  hemp  laid  in  tallow.  They  should  be  hard  but  pliable  and 
perfectly  smooth  to  the  touch,  having  no  rough  or  loose  ends.  The  color 
is  yellowish  gray—  black  spots  indicating  fermentation  in  the  process  of 
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curing.  It  should  be  laid  up  in  three  strands,  because  three  strand 
rope  is  easier  to  splice  and  there  is  less  of  the  rope  cut  away  in  form- 
ing the  splice. 

The  average  breaking  strength  of  the   manila   rope    is   about  10,000 
lbs.  per  square  inch. 


SNOW   PLOWS. 


By  F.  E.  Sickels,  Member  Engineers'  Club  of  Kansas  City. 

[Read  December  2,  1889.] 

The  action  of  the  best  form  of  old  fashioned  snow  plow  is  to  first  lift 
the  snow  to  a  sufficient  height  and  subsequently  throw  it  to  one  or  both 
sides  of  the  track,  by  the  action  of  the  mould-boards.  The  machine  con- 
sisted of  an  inclined  plane  with  its  lower  edge  within  two  inches  of  the 
track,  with  mould-boards  or  wedges  placed  upon  this  inclined  plane,  back 
of  Its  front  edge,  far  enough  so  that  the  action  of  these  mould-boards  would 
tend  to  throw  the  snow  on  top  of  the  surrounding  snow.  The  machine 
can  be  placed,  if  not  of  very  large  size,  say  up  to  nine  feet  in  height,  upon 
four  wheels.  The  axles  of  these  wheels  should  be  very  large,  having  bear- 
ings four  and  one-half  inches  in  diameter,  by  eight  inches  long  in  boxes 
that  are  not  lixed,  but  can  slide  up  and  down  in  the  pedestal,  and  then  if 
the  plow  is  heavily  loaded,  say  at  the  rate  of  four  tons  to  each  wheel,  and 
made  strong  throughout,  it  will  do  very  efficient  service  in  all  ordinary 
snow  storms.  The  various  accidents  that  have  happened  to  this  kind  of 
snow  plow  have  mainly  arisen  from  causes  not  necessarily  inherent  in  this 
plan.  These  plows  have  left  the  track,  for  instance,  by  reason  of  the  boxes 
being  rigid  in  the  pedestal  and  the  front  end  of  the  plow  striking  say,  a 
mass  of  ice  at  a  road  crossing  and  lifting  the  front  end  of  the  plow  up,  the 
wheels  are  lifted  up  and  the  plow  leaves  the  track.  And  again,  when  not 
heavily  loaded  they  have  left  the  track  from  lateral  action,  as  they  are 
more  easily  shoved  off  the  rails.  The  history  of  the  action  of  this  plow 
when  properly  made,  has  demonstrated  it  to  be  a  very  effective  machine 
in  almost  every  case  where  a  snow  plow  is  available,  though  it  is  true  that 
the  rotary  plow  that  is  now  coming  into  use  is  more  effective  in  cases 
where  the  snow  has  drifted  in  upon  the  track,  carrying  with  it  sand,  and 
subsequently  freezing  into  a  hard  compact  mass. 

This  statement  is  made  here  at  the  beginning,  so  that  those  who  have 
no  time  or  desire  to  go  into  the  details  of  the  history  of  snow  plows,  may 
have  the  substance  of  this  article  without  wading  through  the  whole  of  it. 
As  to  the  history,  probably  the  first  snow  plow  used  in  the  world  came  to 
be  constructed  from  the  necessities  arising  from  the  construction  of  the 
early  locomotive  and  its  application  to  the  tracks  of  this  country.     The 
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locomotive,  John  Bull,  was  imported  from  England  in  1831,  and  was  tried 
on  a  short  piece  of  road  at  Camden,  and  was  declared  a  failure,  as  it  ran 
ofif  the  track.  Subsequently  four  other  locomotives  were  made  for  the 
same  track,  and  seeing  the  defect  of  the  John  Bull,  leading  wheels  were 
put  upon  them  so  as  to  carry  the  head  of  the  engine  around  the  extreme 
curves.  At  about  the  same  time,  the  John  Bull  was  altered,  and  a  pair  of 
leading  wheels  were  put  upon  it  and  other  alterations  were  made.  Then 
to  provide  against  cattle  on  the  track,  the  extension  beams,  upon  which 
these  leading  wheels  were  placed,  was  provided  with  a  platform,  so 
arranged  that  any  animal  caught  by  the  engine  would  be  lifted  from  the 
track.  The  next  winter,  after  these  engines  started  to  run,  the  snow  hav- 
ing covered  the  track,  the  same  platforms  were  used  to  lift  the  snow  and 
mould-boards  were  put  upon  these  platforms  to  throw  the  snow  thus  lifted 
on  top  of  the  surrounding  snow,  and  this  was  the  first  railroad  snow  plow. 
Which  one  of  these  five  engines  the  plow  was  first  put  upon  it  would  be 
impossible  to  state,  as  they  were  all  so  arranged  before  a  year  had  passed. 
The  John  Bull  engine  was  laid  up  for  some  time,  while  the  others  were  be- 
ing built  and  placed  in  operation.  Perhaps  it  would  be  well  to  mention 
that  the  John  Bull  engine,  now  in  exhibition  in  the  National  Museum  at 
Washington,  is  not  as  it  was  originally  used  with  the  platform  in  front. 
The  first  platform  was  straight  across  the  track  and  extend^.g  upward  on 
a  level  plane.  The  one  now  on  the  engine  is  made  more  hke  the  modern 
pilot  or  cow-catcher.  The  reason  of  the  change  was,  it  was  found  that  in 
running  and  catching  an  animal  on  the  level  plane  the  brute  was  lifted  off 
the  track,  but  subsequently  upon  slacking  the  speed  of  the  engine  it  would 
tumble  back,  therefore  it  was  changed  into  two  inclined  planes,  much  like 
the  modern  pilot,  and  hence  followed  the  plan  of  making  two  inclined 
planes,  so  that  as  soon  as  an  animal  is  struck  it  is  thrown  laterally  from 
the  track. 

In  all  probability  the  experiment  that  was  made  at  the  commencement 
of  the  running  of  locomotives  on  the  Camden  and  Amboy  Railway,  was 
really  the  beginning  of  the  snow  plow,  the  modern  pilot,  and  the  leading 
wheels  to  carry  the  head  of  the  engine  around  the  curves,  and  they  all 
arose  from  the  necessities  which  presented  themselves  in  the  comparative- 
ly early  days  of  the  use  of  the  locomotive  engine.  Since  that  time  there 
have  been  many  devices  invented  for  clearing  the  track,  but  all  the  old 
fashioned  effective  ones  have  been  substantially  upon  the  principle  of  first 
lifting  the  obstruction  and  subsequently  throwing  it  laterally  by  the  use  of 
mould-boards  placed  on  an  inclined  plane. 

Some  snow  plows  have  had  remarkable  records  for  their  efficiency.  A 
snow  plow  on  the  Boston  and  Providence  Railway  was  used  as  required  for 
clearing  that  track  for  twenty  years,  leaving  the  track  but  once  in  all  that 
time,  proving  itself  very  effective.  Of  course,  one  element  of  success 
with  the  snow  plow  is  to  get  to  work  with  a  good  plow  as  soon  as  possible- 
after  the  commencement  of  the  storm.  The  speaker  remembers  having 
been  snowed  in  for  three  days  in  going  from  New  York  to  Philadelphia  in 
the  early  days  of  railroading.  At  that  time  there  was  but  one  train  a  day 
and  very  few  spare  locomotives  owned  by  railroads. 

Some  snow  plows  have  been  made  very  large,  running  on  two  trucks,. 
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and  were  very  effective  in  any  ordinary  heavy  snow  storms.  It  has  been 
maintained  that  it  is  not  actually  necessary  to  load  a  plow  to  keep  it  on 
the  track,  as  the  snow  coming  upon  it  gives  it  all  the  required  downward 
pressure. 

This  may  be  true  to  some  extent,  but  the  additional  loading  will  tend 
to  prevent  it  from  leaving  the  track.  One  reason  why  the  covered  pilot  is 
so  effective  in  removing  snow  within  its  reach  is  because  the  wheels  of 
the  locomotive  are  held  on  the  track  by  a  very  considerable  weight  and  the 
engine  can  be  run  at  a  very  considerable  speed  while  throwing  the  snow 
off.  Ofcourse  this  only  applies  to  snowsof  only  thirty  inchesor  lessindepth. 
It  has  been  a  favorite  plan  to  get  upahigh  rateof  speed  when  running  into 
a  snow  bank  with  a  plow  of  large  dimensions.  This  will  work  very  well 
where  there  is  no  ice  or  sand  deposited  with  the  snow.  Accidents  will 
happen  owing  to  the  want  of  sound  judgment  as  to  the  rate  of  speed 
necessary,  and  when  accidents  have  happened  with  the  use  of  the  old 
fashioned  plow,  the  blame  has  been  attached  to  the  faulty  construction  of 
the  plow,  when  the  fact  is,  tJie  accident  would  nothave  occurred  if  reason- 
able judgment  had  been  exercised  in  determining  the  character  of  the 
snow.  The  old  fashioned  snow  plow  will  clear  the  track  at  a  low  rate  of 
speed,  and  at  this  low  rate  will  very  seldom  leave  the  track.  And  a  low 
rate  of  speed  should  be  used  in  all  cases  where  there  is  any  doubt  as  to  the 
character  of  the  snow.  Cases  have  occurred  at  road  crossings  after  a  thaw, 
the  water  having  run  down  and  subsequently  frozen  over  the  rails  and  a 
second  snow  having  covered  the  ice  thus  formed,  when  attempting  to  clear 
off  this  snow  the  wheels  have  mounted  on  the  ice  under  the  snow  and  the 
plow  has  left  the  track.  Again,  when  the  wheels  have  crushed  through 
the  ice  and  held  the  track  the  rails  have  spread  so  far  in  crushing  the  ice  that 
the  locomotive  behind  has  left  the  track,  therefore  great  care  should  be 
exercised  to  determine  as  far  as  possible  the  condition  of  the  rails  under 
the  snow  when  using  a  snow  plow. 

Then  again,  accidents  will  happen,  owing  to  the  breaking  of  the  axles 
under  the  plow  by  reason  of  the  enormous  downward  pressure  of  the  snow. 
It  has  been  too  much  the  custom  in  making  snow  plows  of  the  old  style  to 
use  any  old  axles  and  wheels  that  may  be  on  hand,  whereas  tne  axles 
should  be  larger  than  ordinary  so  as  to  insure  strength.  The  front  wheels 
should  be  placed  as  near  the  front  end  of  the  plovv^  as  possible  to  insure  a 
load  of  four  tons  on  each  wheel.  There  is  always  enough  room  behind  to 
get  plenty  of  weight  on  the  rear  wheels. 

The  rotary  plow,  which  is  now  coming  into  use,  is  a  very  old  device, 
and  all  recent  patents  on  it  are  simply  upon  immaterial  details.  It  relies  for 
its  effectiveness  upon  the  large  amount  of  power  required  to  work  the  rotary 
fans  or  cutters.  The  greater  the  power  the  more  effective  will  be  the  machine. 
It  will  act  in  places  where  the  old  machine  that  has  been  generally  used 
would  not  be  nearly  so  effective,  as,  for  instance,  in  cases  where  snow,  sand 
and  ice  are  mixed  together;  but  the  old  fashioned  plow  can  be  built  for 
about  seven  hundred  dollars  and  the  rotary  plow  with  ample  power  will  cost 
ten  thousand.  One  great  difficulty  with  the  snow  plow  is  that  a  road  may 
have  one  for  many  years  before  they  have  occasion  to  use  it,  and  the  feeling 
formerly  was   to  scarcely  keep  any  kind  of  plow  on  hand  tor  that  reason. 
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But  with  the  introduction  of  the  Pullman  sleeper  and  all  the  modern  ap- 
pliances for  conveniance  and  comfort  in  railroading,  the  most  effective 
plow,  without  regard  to  the  expense,  is  now  in  demand.  When  the  rotary 
plow  was  first  built  it  was  condemned,  because,  for  the  amount  of  money 
a  company  was  willing  to  spend  upon  it,  it  was  not  nearly  so  effective 
as  the  old  style,  whereas,  for  the  amount  of  money  a  company  is  now 
willing  to  spend  upon  it,  it  is  more  effective  than  the  old  style,  as  great 
power  and  strength  is  combined  in  the  rotary  snow  plow  as  now  built. 
The  rotary  plow  cannot  be  run  through  a  heavy  bank  of  snow  at  high 
speed  as  it  is  liable  to  clog,  and  therefore  the  temptation  to  force  is  not  so 
great  as  with  the  old  fashioned  plow,  which  can  be  driven  very  fast  into  a 
snow  bank  and  the  snow  thrown  to  a  great  distance  from  the  track  if  all  is 
clear,  as  is  usually  the  case  in  practice,  though  not  always. 
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By  Members  of  the  Boston  Society  of  Civil  Engineers. 


[Read  October  16,  1889.] 


By  E.  D.  Leavitt. 


It  maybe  interesting  to  the  Society  to  know  that  I  saw  sound,  solid 
steel  castings  of  50  tons  weight,  also  other  steel  castings  of  the  most  in- 
tricate description,  with  metal  thick,  thin  and  cored,  in  the  same  cast- 
ings which  were  entirely  sound — articles  that  cannot  be  produced  in 
America  as  yet.  I  also  saw  some  plate  girders  for  a  traveling  crane  of  box 
section,  60  feet  span,  and  designed  for  a  concentrated  load  at  the  centre 
of  300  tons.  The  columns  which  supported  this  girder  had  a  base,  on  the 
ground,  of  10  ft  x  6  ft.;  the  cross  sections  of  the  column  was  about  6  ft.  x  30 
in.,  they  were  of  double  plate  section  and  heavily  ribbed.  The  building 
was  some  600  ft.  x  150  ft.  wide,  and  was  designed  for  a  hydraulic  forging 
establishment  at  the  Krupp  Works.  Two  cranes  of  150  tons,  each,  capa- 
city will  run  the  whole  length  of  the  building. 

Another  interesting  thing  was  the  pouring  of  a  crucible  steel  ingot, 
which  was. participated  in  by  400  workmen.  The  popular  notion  of  "fife 
and  drum"  was  dispelled,  as  entire  quiet  pervaded  the  whole  operation, 
the  superintendent's  voice  even  could  not  be  heard  as  he  gave  his  direc- 
tions. Two  men  took  a  crucible  charged  with  90  or  100  lbs.  of  metal  and 
poured  it,  and  were  succeeded  by  two  others;  the  consequence  was  that  a 
continuous  stream  of  metal  ran  into  the  mould,  which  held  about  18  tons. 
There  were  fourteen  furnaces,  each  of  which  held  one-hundred  crucibles 
(not  all  were  used  for  this  casting.)  As  fast  as  a  crucible  was  poured  it 
was  thrown  on  the  ground,  and  the  men  went  for  another.     The  heavies 


120  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 

ingots  are  cast  in  the  winter,  and  they  can  pour  85  tons  at  one  time,  some 
1,400  men  being  employed  in  the  operation. 

In  Bohemia,  at  Kladnow,  some  twenty  miles  from  Prague,  I  saw  in 
operation  the  Brandt  system  of  hydraulic  boring.  They  were  driving  a 
tunnel  through  hard  Silurian,  the  same  being,  in  cross  section,  10  ft.  6 
inx6  ft.  6  in.,  and  the  progress  made  was  100  meters  per  month.  The 
machines,  of  which  there  were  two,  bored  two  holes  at  once,  some  2^  in. 
in  diameter,  and  50  in.  long  without  fleeting.  The  hydraulic  pressure  for 
operating  the  drills  was  upwards  of  60  atmospheres. 

At  the  same  place  [which,  by  the  way,  was  a  coal  mine]  I  saw  the  most 
wonderful  pumping  machinery  that  it  has  ever  been  my  fortune  to  look 
upon.  1,700  ft.  below  the  surface  were  located  two  pairs  of  compound 
pumping  engines,  driving  double  acting  plunger  pumps  of  28  in.  stroke 
for  one  engine,  and  3  ft.  stroke  for  the  other,  raising  the  water  against  the 
whole  head  of  1,700  ft.,  and  running  at  a  speed  of  from  40  to  72  r.  p.  m. 
with  entire  smoothness.  I  could  not  see  that  it  made  the  slightest  differ- 
ence whether  they  ran  fast  or  slow  as  regarded  the  smoothness  of  their 
action.  The  pumps  were  the  invention  of  Prof.  Riedler,  of  the  Polytech- 
nique  Institute  at  Berlin,  and  his  system  is  coming  rapidly  into  use  on  the 
Continent  of  Europe. 

I  saw  similar  pumping  engines  at  the  water  works  at  Rotterdam,  the 
regular  speed  ©f  which  was  60  r.  p.  m.,  the  stroke  being  3  ft.  The  head 
there  was  about  100  ft.  and  the  pump  worked  with  entire  quietness, 
while  the  engineer  of  the  works  told  me  that  the  slip  was  hardly  ap- 
preciable, although  the  valves  lift  about  two  in.,  and  thei-e  is  only  one 
valve  for  suction,  and  one  for  delivery  at  each  end  of  each  pump. 

I  was  very  much  interested  in  a  visit  to  the  electric  lighting  plant  of 
the  Berlin  Company,  one  of  the  largest  and  best  equipped  in  Europe. 
They  have  several  stations  scattered  about  Berlin,  the  smallest  having 
some  3,000  H.  P.,  and  the  largest  being  arranged  for  nearly  6,000  H.  P. 
The  dynamos  are  of  the  ring  type,  and  vary  from  3  meters  to  5  meters  in 
diameter.  They  are  placed  upon  the  engine  shafts,  and  run  at  what  we 
should  regard  as  slow  speed,  the  largest  size  being  run  60  r.  p.  m.  The 
potential  is  but  120  volts,  and  arc  lights  are  run  off  at  the  same  circuits 
of  1,800  candle  power.  Instead  of  using  insulated  cables,  the  conductors 
are  simply  copper  bars,  varying  from  30  to  900  millimeters  cross  section. 
These  bars  are  supported  by  glass  insulators  in  cement  tunnels,  which  are 
laid  under  the  sidewalks.  I  expressed  surprise  that  they  should  use  such 
low  voltage  and  so  much  copper,  but  the  director  of  the  company  told  me 
that  it  was  altogether  the  best  way,  on  account  of  its  safety,  and  the  great 
saving  in  losses  by  leakage.  The  Berlin  Company  laid  2,090  tons  of 
copper  last  year,  and  will  lay,  the  present  year,  about  3,000  tons;  as  1 
understand  it  about  80,000  tons  will  be  required  to  completely  light  the 
city.  I  need  not  tell  you  that  as  a  copper  man,  this  was  one  of  the  most 
satisfactory  visits  that  I  made. 

My  time  at  Paris  was  limited  to  four  days,  most  of  which  was  absorbed 
by  business  interests.  One  full  day,  and  three  other  flying  visits  to  the 
Exposition  gave  me  just  an  idea  of  its  magnitude.  The  Eiffel  tower  and 
the  Machinery  Hall  roof  were  the  great  engineering  features.      The  Me- 
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chanical  Exhibit  disappointed  me,  and  was  not  equal  in  quality  to  the 
Antwerp  Exhibition  of  1885,  But  other  members  of  the  Society,  who 
had  more  time,  will  be  better  judges  than  myself  of  the  Exposition  as  a 
whole. 


By  George  H.  Barrus. 

I  have  been  asked  to  give  a  narrative  of  what  I  saw  during  the  En- 
gineers' Excursion  to  Europe,  having  special  reference  to  steam  engineer- 
ing. I  hesitate  somewhat  to  give  my  experience  in  this  line,  for  the  trip, 
on  my  part,  was  one  devoted  to  pleasure  and  not  to  study,  and  I  did  not 
give  sufficient  attention  to  engineering  subjects  to  speak  of  them  in  a  way 
which  will  be  of  most  value  to  engineers.  I  did  not  fail,  however,  to 
see  many  things  in  this  line  which  are  interesting,  and  some  of  these  may 
be  noticed. 

During  the  outward  voyage  1  passed  a  considerable  amount  of  time  in 
the  engine  room.  This  was  a  novelty  to  me,  as  well  as  to  many  who  are 
less  closely  indentified  with  steam  engineering,  for  it  was  my  first  exper- 
ience on  an  ocean  steamer  at  sea.  Through  some,  friends  of  the  Inman 
Steamship  Company,  I  had  arranged  with  the  chief  engineer  to  take  some 
indicator  cards  from  the  engine,  and  had  come  provided  with  indicators 
for  this  purpose.  The  engine  was  a  vertical  compound,  running  under  80 
lbs.  boiler  pressure,  and  it  was  of  a  type  somewhat  antiquated;  the 
steamer,  "City  of  Richmond,"  being  one  of  the  oldest  in  the  service.  The 
indicators  were  applied  to  three-way  cocks  leading  to  the  top  and  bottom 
of  the  cylinder,  and  one  instrument  was  used  for  each.  The  indicator 
motion  was  derived  from  the  lever  which  works  the  air  pump,  and  the 
cords  passed  up  or  down,  as  the  case  might  be,  through  the  gratings  which 
form  the  floors.  There  is  no  special  difference  in  the  manipulation  of  the 
indicator  in  itself  on  a  marine  engine,  from  that  which  occurs  on  an 
engine  which  is  stationary.  But  the  circumstances  surrounding  the  work 
on  board  ship  make  it,  on  the  whole,  a  very  different  process.  The  ex- 
cessive rolling  of  the  steamer,  the  great  heat  of  the  engine  room,  the 
untidy  condition  of  all  the  iron  work  due  to  oil  anddirt,  and  the  unhandy 
location  of  the  indicators,  all  combine  to  make  the  labor  of  obtaining 
cards  quite  difficult.  I  found  that  there  was  no  pleasure  in  continuing 
the  work  any  longer  than  to  just  get  my  hand  broken  in. 

During  my  stay  in  the  steam  department  of  the  ship  I  was  struck  l)y 
the  difficulties  under  which  the  firemen  perform  their  labors.  The  close 
quarters  in  which  the  boilers  are  placed,  the  absence  of  a  great  amount  of 
light,  the  want  of  cleanliness,  and  above  all,  the  excessively  hot  atmosphere, 
especially  w'hen  the  steamer  was  passing  through  the  Gulf  Stream,  make 
their  work  exceedingly  laborious.  The  heat  could  not  be  endured,  it 
seems  to  me,  even  by  sturdy  firemen,  if  it  were  not  for  the  relief  aftbrded 
by  moving  back  away  from  the  boilers,  and  cooling  off  in  the  draught  of  air 
produced  by  ventilators. 

A  pleasant  remembrance  of  my  visit  to  Manchester,  in  England,  was 
a  call  made  on  Mr.  Lavington  E.  Fletcher,  chief  engineer  of  the  Man- 
chester Steam  Users'  Association.  This  association  is  engaged  in  similar 
work  to  that  of  the  Boiler  Insurance   and    Inspection  Companies  in  our 
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country.  They  have  a  large  museum  in  connection  with  their  office, 
showing  specimens  of  exploded  boilers  and  injured  boiler  sheets,  as  also 
a  large  cabinet  containing  several  thousand  specimens  of  test  pieces  from 
boiler  plates,  which  had  been  taken  from  boilers  insured  by  the  Com- 
pany. In  one  part  of  this  laboratory  is  a  full-sized  model  of  a  Galloway 
boiler,  arranged  and  set  in  the  manner  recommended  by  the  Company. 
This  boiler  is  the  standard  type  of  boiler  in  England,  and  I  was  sur- 
prised to  learn  from  Mr.  Fletcher  that  the  horizontal  return  tubular 
boiler,  which  is  so  common  in  this  country,  was  seldom  used  in  theiis.  He 
said  they  had  found  that  externally  fired  boilers  of  this  kind  were 
troublesome  on  account  of  the  bagging  of  the  sheets  exposed  to  the  direct 
action  of  the  fire,  and  for  this  reason  they  had  refrained  from  their  use. 
They  seemed  to  be  wedded  to  the  Galloway  boiler,  and  to  be  too  conser- 
vative to  bring  into  use  the  boiler  which  has  given  such  well-merited  sat- 
isfaction in  this  country. 

In  Manchester  again,  an  interesting  visit  was  made  to  the  Engineering 
Laboratory  of  the  Owens  College,  which  is  under  the  charge  of  Professor 
Osborne  Reynolds.  This  laboratory  is  arranged  partly  for  instruction  in 
strength  of  materials,  and  partly  for  experimental  work  in  steam  engineer- 
ing. For  the  latter  purpose  they  have  the  best  equipped  engine,  for  in- 
struction to  engineering  students,  that  I  have  seen.  It  is  a  triple-expan- 
sion engine,  with  vertical  steam  jacketed  cyUnders,  and  each  cylinder  is 
part  of  a  complete  engine,  the  three  shafts  being  placed  in  line  and  pro- 
vided with  couplings,  so  that  the  whole  can  be  run  as  a  complete  engine, 
or  either  one  can  be  run  independently.  Each  independent  engine  is  pro- 
vided with  a  brake,  for  the  absorption  of  that  part  of  the  load  which  it  drives, 
and  this  brake  is  a  novelty,  being  of  exceedingly  small  compass,  and  of 
great  range,  and  handled  with  much  ease.  The  principle  is  that  of  the 
turbine  water  wheel  reversed.  By  subjecting  the  outgoing  water  to  a 
sufficient  pressure,  a  very  small  brake  will  suffice  to  absorb  a  large  amount 
of  power.  There  is  no  difficulty  on  account  of  heating,  because  the  water 
carries  off  all  the  heat  which  is  generated.  Each  cylinder  is  provided 
with  indicators  and  suitable  driving  apparatus.  The  steam  which 
passes  through  the  cylinders  is  condensed  in  a  surface  condenser,  and  a 
complete  equipment  is  provided  for  the  conduct  of  scientific  tests.  The 
boiler  is  of  the  locomotive  type,  and  I  was  informed  that  a  horse-power 
had  been  produced  for  1//3  pounds  of  coal  per  hour. 

A  similar  visit  was  made,  in  London,  to  Professor  Unwin's  Laboratory, 
at  the  City  and  Guilds  of  London  Central  Institution.  Here  was  an  ex- 
tended line  of  apparatus  for  testing  the  strength  of  materials,  and  a  steam 
engineering  department,  containing  a  complete  equipment  for  instruction 
in  steam  engineering.  The  engine  is  a  horizontal  compound  steam 
jacketed  engine,  and  the  fiy-wheel  is  fitted  with  a  Prony  brake  for  absorbing 
and  measuring  the  power.  Tanks  are  provided  for  gauging  the  water 
supplied  to  the  boiler,  and  injection  water  supplied  to  the  surface  con- 
denser, and  the  whole  apparatus  is  admirably  suited  to  experimental  work. 
This  laboratory   is  fully   described  in  the  columns  of  Engimcriiti^. 

An  interesting  trip  was  made  to  inspect  the  Willan's  Engine  Works 
at  Thames  Ditton.     This  engme  is  a  triple-expansion  high  speed  engine, 
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with  vertical  tandem  cylinders.  The  piston  rod  is  hollow,  and  serves  as  a 
passage  for  conducting  the  steam  from  one  cylinder  to  another,  and  openings 
in  the  sides  of  the  rod  serve  for  ports.  The  engine  is  used  for  the  various 
purposes  for  which  high  speed  engines  are  employed  in  our  country,  and 
several  were  seen  at  the  Sewage  Disposal  Works  near  by,  engaged  in  driv- 
ing centrifugal  pumps.  They  obtain  a  high  degree  of  economy  with  this 
type  of  engine,  even  when  running  non-condensing.  Some  experiments, 
which  have  been  described  in  a  paper  read  before  the  Institution  of  Civil 
Engineers,  show  that  the  engine,  when  running  non-condensing,  at  170 Ibs^ 
pressure  and  400  revolutions  per  minute,  and  developing  40  indicated 
horse-power,  used  18.4  lbs.  of  feed  water  per  indicated  horse-power  per 
hour.  Here,  as  at  many  other  places  where  high  speed  engines,  and  other 
engines  as  well,  are  used,  they  employ  indicators  which  are  made  in  this 
country,  and  I  am  pleased  to  say  that  several  leading  engineers  spoke  in 
commendation  of  the  writer's  apparatus  for  determining  the  moisture  in 
steam,  also  an  American  product. 

The  steam  engineering  exhibits  in  the  Paris  Exposition  are  full  of 
opportunities  for  study.  The  boiler  department  is  marked  by  a  complete 
absence  of  shell  boilers.  The  prevailing  type  is  that  of  the  water  tube 
form.  Engines  of  much  size  are  largely  fitted  with  Corliss  valve  gear,  or 
with  some  form  of  four-valve  gear,  growing  out  of  the  Corliss  type.  The 
common  method  of  attaching  a  condenser  is  to  place  it  on  the  engine- 
100m  floor,  with  the  air  pump  in  front  of,  and  in  line  with,  the  engine  cylin- 
der, and  driven  by  a  rod  which  is  a  continuation  of  the  piston  rod  of  the 
engine.  There  are  many  compound  engines  on  exhibition  in  all  depart- 
ments. 

I  was  much  interested  on  one  of  the  excursions  in  Paris,  to  find,  at- 
tached to  a  factory  engine,  a  system  of  cooling  the  hot  water  discharged 
from  the  condenser,  so  as  to  use  the  water  over  again  and  save  the  employ- 
ment of  fresh  water.  The  engine  was  said  to  be  of  75  horse-power.  The 
apparatus  for  cooling  the  condenser  water  consisted  of  a  staging  placed  in 
the  yard,  outside  of  the  building,  and  elevated  over  a  tank.  The  staging: 
occupied  a  space  of  some  50  ft.  in  length,  10  feet  in  width  and  35  ft.  in 
height.  It  was  divided  into  various  compartments  by  means  of  horizontal 
open  floors,  and  these  were  filled  with  small  limbs  of  trees  and  brush.  The 
water  was  pumped  to  the  top  of  the  staging,  and  distributed  by  means  of 
troughs,  so  as  to  discharge  upon  the  upper  layer  of  brush,  and  from  there  it 
fell  by  gravity  to  the  next  layer  below,  and  so  on,  gradually,  until  it  reached 
the  tank  underneath.  This  arrangement  enables  the  water  to  be  broken  up 
into  fine  particles,  and  to  be  brought  into  contact  with  the  atmosphere 
and  thereby  cooled.  From  the  tank  it  was  carried  to  the  condenser,  and 
the  process  repeated.  The  same  principle  was  carried  out  in  an  apparatus 
which  was  shown  in  the  Exhibition,  the  staging  being  made  of  iron  work,, 
and  the  brush  supplanted  by  perforated  galvanized  iron  plates. 


French  Forestry  Department. — By  Fred.  Brooks. 


At  the  Paris  Exposition  the  exhibition  of  the  Department  of  "Eaux  et 
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Forets"  is  made  in  a  special  building  of  its  own.  The  exterior  is  covered 
with  slabs  showing  the  bark  in  such  a  way  as  to  resemble  tree  trunks  and 
has  rustic  decoration.  This  appropriateness  of  style  is  a  minor  illustration 
of  the  aesthetic  taste  which  characterizes  the  French  exhibition.  Different 
portions  of  the  interior  of  the  Forestry  Building  are  assigned  each  to  a 
single  kind  of  tree,  and  for  each  kind  there  is  exhibited  the  surface  with 
the  bark  on,  sections  transverse,  radial  and  tangential,  and  the  goods  into 
which  it  is  manufactured;  as,  for  instance,  one  kind  is  made  into  wooden 
shoes,  another  into  boxes,  a  third  into  bottle-stoppers,  &c.  This  simplicity 
by  which  facts  are  made  as  clear  as  possible,  even  to  untrained  minds, 
is  also  very  characteristic  of  the  French  exhibition;  further  illustration  of  it 
will  be  found  in  what  I  am  going  on  to  speak  of.  Another  portion  of  the 
Forestry  exhibition  shows  the  work  of  the  Department  in  the  mountain  re- 
gions, the  French  Alps  and  Pyrenees,  in  protecting  the  steeply  sloping 
territory.  Where  a  mountain  side  was  liable  to  land  slides  or  avalanches 
of  rock,  a  series  of  retaining  walls  is  built,  and  loose  bowlders  are  sup- 
ported, and  the  growth  of  vegetation  is  started  to  hold  the  soil.  In  valleys 
which  torrents  of  water  have  occasionally  devastated,  some  very  extensive 
improvements  are  made.  The  injury  by  flood  is  not  only  the  washing  out 
of  the  upper  valley,  but  the  overwhelming  of  arable  land  in  the  flatter  por- 
tion below  with  the  detritus,  destroying  its  fertility,  and  the  cutting  off  of 
communication  over  government  roads,  which  near  the  frontier  are  im- 
portant from  the  military  point  of  view.  The  cure  for  these  evils  is  of  the 
natureof  substituting  for  the  inclined  bed  of  the  stream  a  series  of  steps, 
so  that,  instead  of  acquiring  such  destructive  velocity,  the  water  may  fall 
n_"arly  dead  from  one  pool  to  another.  More  practically  speaking,  the 
fundamental  work  of  protection  consists  of  building  dams  at  short  inter- 
vals on  all  the  steep  parts  of  the  channels.  These  dams,  however,  are  of 
several  classes;  in  the  upper  and  smaller  channels  they,  are  merely  little 
rough  stone  walls  of  the  simplest  character,  while  on  the  lower  and  larger 
portions  of  the  streams  some  are  fine  masonry  structures  with  waste-ways, 
comparable  with  the  best  that  are  built  here  for  water  power.  It  is  not 
uncommon  to  put  a  hundred  or  more  dams  on  a  single  stream.  Besides, 
the  beds  of  the  steams  are  improved  by  removing  their  irregularities  and 
establishing  a  smooth  and  approximately  uniform  cross  section,  so  as  to 
facilitate  steadiness  of  flow.  The  banks,  which  may  have  been  denuded, 
are  re-planted  with  whatever  is  suitable  to  grow.  This  work  of  caring  for 
the  whole  length  of  the  channels  has  cost  in  the  aggregate  millions  of 
francs;  and  to  an  American  who  is  accustomed  to  seeing  mountain  streams 
left  in  a  state  of  nature,  it  is  very  striking,  and  suggests  that  in  this  coun- 
try it  is  high  time  that  more  general  interest  were  awakened  in  the  pre- 
servation of  existing  forests  at  least.  The  most  conspicuous  part  of  the 
exhibition  consists  of  three  handsome  paintings,  such  as  are  called  dio- 
ramas, giving  very  natural  representations  of  three  of  the  works  as  they 
would  look  to  an  actual  spectator  from  a  well-chosen  point  of  view.  They 
show  mountain  summits  and  landscape  and  possess  merit  as  works  of  art. 
In  one  of  the  scenes  the  spectator  seems  to  be  looking  out  of  a  smithy;  in 
another,  out  of  an  engineer's  shanty  fitted  up  in  realistic  style.  In  alcoves 
adjoining  are  collected  maps  on  a  large  scale  of  the  areas  drained  by  the 
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Streams,  photographs  for  comparison  taken  from  nearly  the  same  stand- 
points before  and  after  the  execution  of-  the  works,  and  monographs  de- 
scribing the  work  in  detail  and  giving  its  cost,  also  plans  and  sections, 
pictures  of  scenery  and  full  information. 

TERRESTRIAL  GLOBE. 

The  visitor  to  the  terrestrial  globe  goes  first  to  the  top  of  its  building 
by  staircase  or  elevator  and  then  descends  by  a  spiral  walk,  passing  several 
times  around  the  building,  so  that  he  can  get  a  view  of  all  the  surface  of 
the  great  globe.  It  is  worthy  of  a  visit,  even  from  persons  well  acquainted 
with  geography,  for  the  realizing  sense  which  it  affords,  better  than  is  af- 
forded by  any  other  means,  of  the  truth  about  our  earth.  The  immensity  of 
the  Pacific  Ocean,  for  instance,  is  less  apparent  to  a  person  who  sails  upon 
it  and  can  see  but  very  little  at  a  time,  orw^ho  looks  at  a  small  globe  and 
must  see  the  continents  shown  around  it,  than  it  is  to  the  visitor  to  the 
great  globe  who  sees  a  considerable  part  of  it  at  once  and  yet  can  see  the 
ocean  without  any  limiting  land.  This  idea  is  set  out  in  a  different  light 
in  a  supposed  conversation  between  visitors  which  was  printed  in  the 
humorous  columns  of  one  of  the  newspapers: 

"Why,  it  seems  to  be  all  water!" 

"Probably  because  it  was  cheaper  to  paint  a  uniform  blue  than  to  de- 
lineate the  details  of  the  land." 

"What  an  extremely  small  spot  France  is!" 

"Yes,  that  is  a  characteristic  piece  of  modesty;  she  is  unwilling  to  as- 
sume prominence,"  &c.,  &c. 

The  globe  was  prepared  under  the  auspices  of  the  leading  geographers 
and  scientific  men,  and  the  engineer  of  it  was  Mr.  Seyrig,  one  of  the  French 
gentlemen  who  very  kindly  guided  the  American  visiting  engineers  at  the 
Exposition.  The  globe  is  40  meters  instead  of  40  million  meters  in  circum- 
ference, and  therefore,  12.73  meters  in  diameter,  so  its  linear  dimensions  aie 
one  millionth  of  natural  size,  or  on  a  scale  of  i  mm.  to  the  km.  No  at- 
tempt is  made  to  show  varying  altitudes  by  relief,  for  if  truthfully  done  it 
would  be  imperceptible;  the  highest  mountains  rise  less  than  9,000  meters 
above  the  sea,  and  would,  therefore,  be  represented  by  less  than  9  milli- 
meters elevation.  Colors  are  used  to  show  mountains,  different  depths  of 
the  sea,  principal  lines  of  communication,  mineral  deposits,  &c.  The 
surface  is  made  up  of  586  panels,  bounded  by  lines  of  meridians  and  par- 
allels of  latitude,  drawn  and  painted  separately  and  attached  to  the  metal 
framework  or  skeleton  so  that  they  can  be  taken  apart  again.  The  panels 
are  of  pasteboard  with  wooden  frame  within;  a  sample  panel  is  exhibited 
so  that  the  visitor  may  know  just  how  the  thing  is  made.  The  framework 
also  can  be  taken  apart.  The  panels  weigh  three  tons,  the  framework  ten 
tons.  It  is  suspended  on  a  pivot  and  turned  around  by  gearing  under- 
neath. The  rate  of  rotation,  instead  of  being  once  a  day,  is  rapid  enough 
to  let  the  spectator  see  the  different  meridians  pass  under  view.  Upon  the 
walls  of  the  building  are  a  variety  of  statistics  and  appropriate  informa- 
tion, and  among  other  things  a  section  on  the  same  scale  as  the  globe, 
showing  the  probable  thickness  of  the  earth's  crust,  of  the  atmosphere,  the 
altitude  of  mountains  and  the  depth  of  the  sea. 
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CENTESIMAL   DIVISION    OF   THE   QUADRANT. 

The  meridians  and  parallels  above  referred  to  divide  the  quadrant  dec- 
imally, and,  correspondingly,  the  notation  by  grades,  400  of  which  make 
the  circumference,  is  used  on  one  of  the  wall  diagrams  above  referred  to, 
which  calls  for  measure  of  arc.  That  division  is  engraved,  along  with  the 
sexagesimal  division  into  degrees,  on  the  maps  of  the  French  military  staff 
and  of  the  detailed  geological  survey  of  France  under  the  Ministry  of  Pub- 
lic Works.  It  is  also  used  upon  the  graduation  of  mathematical  instru- 
ments exhibited  by  the  War  Department,  by  the  Bureau  des  Longitudes, 
and  by  eleven  other  exhibitors  of  scientific  instruments,  mostly  upon 
tacheometers,  but  also  upon  theodolites,  compasses  and  protractors.  One 
instrument-maker  told  me  the  400  grades  were  little  used,  except  upon 
tacheometers,  and  that  he  had  no  400-grade  protractors  in  stock,  but  could 
make  one  if  ordered.  The  tacheometer  is  essentially  a  theodolite  with 
stadia  hairs;  it  is  used  for  determining  distances  as  well  as  angles,  and  the 
nailie  is  Greek  for  "quick  measurer."  That  there  is  nothing  about  the 
tacheometer  necessitating  itshaving  decimal  angular  subdivision  is  shown 
by  the  fact  that  one  was  exhibited  by  the  Algerian  local  administration 
which  had  the  360  degree  subdivision.  Another  exhibitor,  J.  L.  Sanguet,has 
just  now  published  a  new  book  of  five-place  centesimal  trigonometric 
tables  (Gauthier-Villars  et  Fils,  Paris;  i88y.)  In  his  preface  he  says,  in 
reference  to  the  use  of  the  centesimal  division  in  tacheometry,  that  if  not  all 
observers  have  yet  adopted  it,  it  has  been  foir  the  want  of  the  same  number 
and  variety  in  trigonometric  tables  that  they  have  with  sexagesimal  divis- 
ion. One  of  the  French  Civil  Engineers'  Reception  Committee,  of  whom 
I  inquired,  made  a  similar  statement.  The  preface  also  says  that  the  cen- 
tesimal division  was  proposed  by  Lagrange  and  introduced  in  pure  math- 
ematics and  in  the  practice  of  astronomy  and  geodesy  by  Legendre,  La- 
croix,  Carnot,  Prony,  Monge,  Bcrrda,  Laplace,  Mechain,  Delambre,  Puis- 
sant and  others;  and  indorsed  among  our  contemporaries  by  such  eminent 
men  as  LeVerrier,  Airy  and  Forster,  directors  respectively  of  the  observa- 
tories of  Paris,  Greenwich  and  Berlin,  by  Gen.  Perrier,  Messrs.  d'Abbadie, 
Houel,  de  Chancourtois  and  others;  also  that  its  use  has  been  continued  in 
the  War  Depot,  and  introduced  into  the  instruction  given  at  the  School  of 
Application  of  Artillery  and  Engineering,  and  that  it  has  just  now  been 
adopted  by  the  administration  of  the  Cadastre  or  topographical  survey  of 
France;  and  that,  all  tacheometers  having  the  centesimal  graduation,  its  use 
has  been  carried  into  the  applications  of  topography  on  public  works;  also 
that  Delambre,  after  having  used  it  on  the  Meridian  Survey,  said  that  no 
one  who  had  had  practice  with  both  divisions  would  willingly  return  to  the 
ancient;  also  that  the  centesimal  division  saves  time  in  the  ratio  of  three 
to  two  and  risk  of  error  in  the  ratio  of  four  to  one,  in  observation  as  well  as 
in  calculation. 

One  of  our  veteran  engineers  on  this  side  of  the  Atlantic  informs  me 
that  at  the  outset  of  his  career,  nearly  fifty  years  ago,  he  used  for  a  year  a 
theodolite  centesimally  divided  and  found  it  convenient,  and  preferred  it 
to  the  old  style,  and  made  tables  adapted  to  it. 

I  think  that  it  would  be  premature  to  agitate  immediately  in  this  coun- 
try the  adoption  of  the  centesimal  division   of  the  quadrant.     To  secure 
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uniformity  is  of  primary  importance  in  matters  of  this  kind,  and  one  of  the 
few  things  which  we  already  have  substantially  uniform  throughout  the 
world  is  the  division  of  the  circle  sexagesimally.  Therefore,  to  maintain 
uniformity,  we  want  to  make  sure  of  a  uniform  movement  in  changing, 
which  I  think  will  be  much  more  feasible  a  little  later  than  it  is  now.  Our 
Committee  on  Weights  and  Measures  in  its  report  presented  March  3, 
1886,  (and  printed  in  The  Journal  of  the  Association  of  Engin- 
eering Societies,  Vol.  5,  p.  265,  for  May,  1886)  gave  considerable  space 
to  this  subject,  referring  to  the  favorable  action  which  was  taken  upon  it 
at  the  International  Conferences  at  Rome  in  1883  and  Washington  in 
1884.  I  was  surprised  to  find  that  it  had  so  much  popularity  in  France, 
and  am  especially  desirous  to  give  this  mention  of  it,  because  in  a  paper 
which  I  read  before  this  Society  April  17,  1878,  entitled  "Decimal  and 
Other  Arithmetical  Notations,"  which  was  printed  in  Van  Nostnmd's  Ec- 
lectic Engineering  Magazine  (see  Vol.  12,  p.  554,  for  June,  1878)  I  took  it  up- 
on myself  to  say: 

"If,  simultaneously,  in  all  civilized  countries  the  technical  and  other 
schools  of  high  grade  should  make  a  business  of  teaching  the  centesi- 
mal division  to  the  rising  generation  as  something  which  they  would 
undoubtedly  have  to  use  in  after  life,  no  insuperable  difficulty  would  be 
found  in  introducing  it.  It  is  comparatively  a  small  class  in  the  com- 
munity that  has  to  use  circular  measure,  and  that  class  is  specially  educa- 
ted and  intelligent  enough  to  appreciate  the  force  of  arguments  with  re- 
gard to  it.  That  at  some  future  time  concerted  action  among  all  nations 
will  be  perfectly  feasible  may  be  inferred  from  the  continual  increase  of 
foreign  intercourse  which  is  now  so  conspicuous,  and  the  multiplication  of 
international  exhibitions,  associations  and  conventions,  political,  social, 
commercial  and  professional.  The  leaders  of  opinion  will  simply  have  to 
show,  when  the  proper  time  comes,  that  it  is  worth  while  to  adopt  the 
centesimal  division,  and  I  believe  it  will  eventually  come  into  general 
use." 


PROGRESS   IN   CIVIL  AND   MECHANICAL  ENGINEERING 
AND  ARCHITECTURE  FOR  1889. 


By  Committees  of  the  Civil  Engineers'  Club  of  Cleveland. 
[Read  March  i,  1890.J 


Report  of  Committee  on  Civil  Engimering  atid  Sjtrveying. 
By  Cyrus  G.  Force,  Jr.,  Chairman. 


In  the  brief  time  allotted  to-night  to  the  Committee  on  Civil  Engin- 
eering and  Surveying,  it  would  be  impossible  to  note,  even  in  outline,  all 
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the  prominent  engineering  works,  the  successful  completion  of  which  has 
marked  the  year  past. 

A  brief  description  of  the  Forth  Bridge,  just  now  completed,  and  the 
Manchester  Ship  Canal  in  progress,  have  recently  been  given  to  the  Club 
in  a  paper  under  the  title  "Civil  Engineering  in  England,"  by  one  of  our 
members,  who  joined  the  European  excursion  of  the  American  Engineer- 
ing Societies  last  summer;  and  a  paper  describing  the  Eiffel  Tower  is 
promised  by  another  of  our  members,  one  of  the  visiting  engineers.  I  will 
therefore  pass  these  most  noted  recent  engineering  works  in  Europe,  works 
which,  on  account  of  their  great  magnitude  and  unprecedented  boldness 
of  design,  have  not  failed  to  challenge  our  admiration  as  the  most  promi- 
nent monuments  of  engineering  in  the  present  century. 

The  new  Croton  Aqueduct  is  now  practically  completed;  its  actual 
construction  was  commenced  in  1884.  The  work  consists  of  about  thirty 
miles  of  continuous  underground  conduit.  The  depth  ranges  from  32  feet 
to  over  400  feet,  being  at  an  average  of  170  feet  below  the  surface,  and 
leading  from  Croton  Lake  to  One  Hundred  and  Thirty-fifth  Street,  in 
New  York  City.  In  general  alignment  it  is  nearly  straight,  there  being 
but  a  few  slight  deflections.  There  are  a  number  of  very  substantial  ma- 
sonry gate-houses  and  blow-offs  that  seem  to  have  been  thoroughly  consid- 
ered in  every  particular.  This  is  especially  noticeable  in  the  case  of  the 
new  gate-house  at  Croton  Lake. 

Considered  with  reference  to  its  hydraulics,  this  aqueduct  may  be 
divided  into  two  parts:  First,  the  horse-shoe  section  portions,  acting  as  a 
flowing  conduit,  that  is,  not  wholly  filled  with  water,  and,  second,  the  cir- 
cular section  portions,  under  pressure.  The  first,  and  by  far  the  greater 
part,  extends  from  Croton  Lake  to  a  point  a  little  south  of  the  northerly 
limits  of  the  city,  having  a  uniform  grade  of  .75  of  a  foot  per  mile,  with  the 
exception  of  a  single  break  for  a  short  distance  at  Gould's  swamp;  where, 
on  account  of  soft  material  at  a  considerable  depth,  an  inverted  syphon 
was  resorted  to,  passing  under  the  swamp,  the  alignment  remaining 
straight.  The  horizontal  diameter  of  the  flowing  portion  is  13.6  feet,  and 
the  height  13.5  feet,  the  bottom  of  the  section  being  nearly  flat. 

The  remaining  portion  of  the  conduit  extending  from  near  the  city 
limits  southerly  to  the  gate  house  at  135th  street,  is  circular  in  section  and 
the  area  is  less,  the  deep  portion  under  the  Harlem  River  being  10.5  feet 
in  diameter,  and  the  balance  12.25  f^et  in  diameter  in  which  the  water 
will  be  under  pressure.  Provision  is  made  for  draining  this  deep  section 
by  pumping  at  Harlem  River  in  case  of  necessary  repairs.  South  of  135th 
street  the  water  will  be  delivered  to  the  reservoirs  and  to  the  distributing 
mains  through  large  iron  pipes. 

Throughout  almost  its  entire  length,  this  conduit  was  excavated  in 
gneiss  rock,  only  a  small  portion  being  broken  or  loose  to  such  an  extent 
as  to  recjuire  timber  bracing  during  construction;  it  was  almost  wholly 
excavated  by  tunnelling,  and  the  material  removed  through  vertical 
shafts,  located  on  an  average,  one  mile  apart.  The  intention  was  that 
generally  the  headings  should  be  pushed  one  half  mile  each  way  from  the 
shafts,  but  in  a  number  of  cases  other  considerations  varied  this  distance. 

From  the  standpoint  of  to-day,  no  extraordinary  difficulties  in  rock 
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tunnelling  were  overcome  in  the  construction  of  this  work,  except  in  one 
or  two  cases,  and  then  for  short  distances  only.  At  the  Harlem  River 
depression  a  nearly  vertical  wedge  shaped  seam  in  the  rock  underlying 
the  bed  of  the  river  and  filled  with  soft  mud  was  avoided  by  a  considerable 
lowering  of  the  grade  line  of  the  tunnel. 

The  work,  in  the  main,  was  carried  on  quite  uniformly,  and  with  the 
aid  of  improved  machinery,  such  as  rock  drills,  air  compressors,  hoists  and 
other  appliances,  necessary  for  such  a  great  undertaking,  and  crowning 
all,  the  electric  light.  A  general  high  rate  of  progress  was  attained.  We 
are  informed  that  in  some  of  the  best  managed  sections,  a  progress  in 
excavation  of  from  forty  to  fifty  feet  a  week  was  made  in  driving  one 
heading. 

The  tunnel  is  lined  with  brick  throughout,  mostly  three  rings  thick, 
but  in  some  of  the  deeper  portions,  four  rings  were  used.  The  space  out- 
side the  brick  lining  is  designed  to  be  filled  solid  with  stone  laid  in  cement 
mortar. 

The  estimated  carrying  capacity  of  the  aqueduct  is  a  little  over  300,- 
000,000  gallons  of  water  in  24  hours,  being  a  little  over  three  times  the 
capacity  of  the  old  aqueduct.  Consequently  the  old  and  the  new  aque- 
ducts combined  are  able  to  give  New  York  City  a  daily  supply  of  over 
400,000,000  gallons  of  water. 

Considering  the  length  and  diameter  together,  the  new  Croton  Aque- 
duct is  the  largest  tunnel  work,  for  any  purpose,  ever  constructed.  There 
are  other  aqueducts,  some  of  comparatively  recent  date,  and  others  very 
old  that  are  much  longer  than  this  one,  but  their  cross-sections  are  in- 
significantly small  in  comparison,  and  they  are  mainly  surface  work.  We 
are  not  certain  that  the  actual  cost  to  date  of  this  great  work  has  been 
given  to  the  public,  but  it  has  been  referred  to  roughly  as  costing  $50,- 
000,000. 

Progress  at  the  Hudson  River  tunnel  has  been  slow.  Recently  the 
work  has  been  undertaken  by  an  English  contractor,  a  Mr.  Pierson,  who 
has  had  a  large  experience  on  similar  work.  He  is  at  present  working,  or 
preparing  to  work  what  is  known  as  the  Greathead  Shield.  The  use  of 
compressed  air  is  continued,  but  in  a  somewhat  different  manner.  Two 
air  locks  are  used;  the  pressure  in  the  foremost  lock  is  36  pounds,  and 
supplies  the  air  for  the  rear  lock,  in  which  the  pressure  is  less. 

This  work  is  probably  the  most  difficult  of  construction  of  any  tunnel 
ever  attempted.  The  material  is  soft  silt,  so  soft  that  it  will  run  if  the 
•air  pressure  is  removed.  At  first  as  the  air  forces  the  water  out  of  the 
newly  exposed  silt,  it  toughens  the  material,  but  after  it  is  quite  dry,  it 
will  not  hang  together  and  is  again  very  troublesome  to  manage.  A  cast 
iron  lining  is  at  present  being  put  in.  Under  the  former  management  the 
"Anderson  System"  of  tunnelling  was  used,  and  the  tunnel  lined  with 
wrought  iron  plates  reinforced  with  brick.  At  the  St.  Clair  River  tunnel 
a  progress  of  about  15  feet  per  day  at  each  heading  is  being  made.  Here 
the  material  is  blue  clay  of  varying  degrees  of  stiffness.  A  shield,  similar 
to  that  put  in  at  the  Hudson  River  tunnel  is  used.  It  is  21  feet  in  diam- 
eter, and  15  feet  long,  and  is  forced  forward  with  24  hydraulic  jacks.  The 
external  friction  is  estimated  at  about  880  pounds  per  square  foot.    Quick- 
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sand  seams  and  water  are  anticipated,  and  an  air  pressure  plant  is  in 
position  ready  to  be  used  when  required.  This  tunnel  is  also  lined  with 
iron.  The  lining  is  made  in  cast  segments,  about  5  feet  long,  and  2.5  feet 
wide  and  2  inches  thick,  with  flanges  on  the  sides  and  ends  for  bolting. 
Total  length  of  the  tunnel  proper  is  about  6,000  feet.  Approximately 
4,000  feet  remain  to  be  built. 

The  construction  of  the  new  water  works  tunnel  at  Chicago  has  not 
progressed  as  steadily  as  the  exceptionally  good  tunnelling  material  passed 
through  in  driving  the  other  tunnels  there,  nor  indeed,  as  the  borings 
for  this  work  gave  the  engineer  good  reason  to  expect.  An  awkward  ac- 
cident to  the  cylinders  intended  for  the  submerged  inlet,  also  a  large  body 
of  quicksand  and  water  found  at  the  shore  shaft,  and  sand,  gravel  and  water 
encountered  at  the  headings  under  the  lake,  where  good  clay  was  con- 
fidently looked  for,  have  led  to  a  material  change  in  the  original  plans 
for  this  work.  The  original  plans  provided  for  a  tunnel  of  8  feet  internal 
diameter  extending  out  under  the  lake  a  distance  of  about  4  miles,  and 
ending  at  a  submerged  inlet  of  novel  design.  It  is  reported  that  from  the 
point  where  the  gravel  and  water  were  encountered,  the  8  foot  tunnel  has 
been  divided  into  two  parallel  tunnels,  each  6  feet  in  diameter,  lying 
about  50  feet  apart;  and  that  the  submerged  inlet  project  has  been 
abandoned  for  a  granite  structure,  resting  upon  concrete  filled  into  the  an- 
nular space,  between  two  iron  cylinders,  and  the  concrete  in  turn  resting 
upon  a  thick  foundation  platform,  through  which  the  permanent  water  in- 
lets are  made.  The  depth  of  water  at  the  side  of  the  inlet  is  45  feet,  and 
the  bottom  of  the  lake  is  hard  pan. 

The  tunnel  is  at  present  carried  on  at  six  headings,  two  from  the  shore 
shaft  and  two  either  side  of  a  shaft  at  the  government  break-water.  No 
tunnelling  has  yet  been  done  as  originally  contemplated,  from  a  temporary 
crib  and  shaft  near  the  center  of  the  tunnel,  owing  to  delays  in  getting  the 
crib  into  proper  position. 

Some  progress  has  been  made  in  the  construction  of  the  canal  and 
tunnel  designed  for  the  drainage  of  the  City  of  Mexico,  and  of  the  oval 
shaped  basin  from  25  to  35  miles  wide  and  from  50  to  60  miles  long,  at 
the  southerly  end  of  which  the  city  stands. 

The  project  consists  in  excavating  an  open  canal,  the  bottom  of  which, 
throughout  its  upper  portion,  is  10  feet  wide  with  sides  sloping  at  45  de- 
grees, from  the  City  of  Mexico,  along  Lake  Texcuco,  a  shallow  salt  water 
lake  situated  at  the  lowest  part  of  the  basin  into  which  the  drainage  of  the 
City  of  Mexico  naturally  flows,  thence  northerly  through  several  small 
lakes,  the  water  of  which  is  brackish,  into  the  northerly  watershed  of  the 
basin,  to  a  point  where  the  cutting  becomes  about  85  feet  deep.  From 
this  point,  a  tunnel  19  feet  in  diameter  in  the  clear,  after  being  lined 
mainly  with  brick,  and  about  6  miles  long,  is  being  driven  through  hills 
which  rise  alji^ut  200  feet  above  the  average  level  of  the  basin,  and  beyond 
which  is  a  natural  drainage  to  the  ocean. 

The  material  to  be  excavated  for  both  the  canal  and  tunnel,  is  a  vol- 
canic rock  called  Tepetata  and  is  similar  in  hardness  to  our  local  shale, 
but  homogeneous.  It  is  now  being  excavated  in  the  canal  by  dredging  and 
in  the  tunnel  Ijy  the  use  of  the  pick  and  shovel.      The  evaporation  at    the 
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City  of  Mexico  is  very  rapid,  which  accounts  for  the  disposal  of  a  large 
portion  of  the  rain-fall  in  this  at  present  water-locked  basin. 

The  actual  construction  of  this  work  was  commenced  by  the  Mexicans 
themselves,  a  number  of  years  ago,  but  no  great  progress  was  made  until 
recently,  when  portions  of  the  canal  excavation  and  tunnel  work  have 
been  let  to  American  and  European  contractors.  An  approximate 
estimate  of  its  cost  is  now  put  at  $7,500,000  Mexican  money. 

The  general  progress  in  bridge  engineering,  in  this  country  has  shown 
a  constant,  and  for  the  most  part,  a  steady  growth.  This  is  noticable  in 
increasing  span  lengths,  (a  quite  popular  way  just  now  of  comparing 
bridges)  and  in  the  gradual  development  of  the  most  favorable  type  for 
the  great  majority  of  cases:  also  in  the  design  of  special  bridges  for  special 
and  extraordinary  cases,  and  particularly  in  improved  forms  and  better 
proportions  of  compression  members  and  all  the  details  of  bridge  work. 

So  nearly  have  the  patent  bridges  and  all  personal  hobbies  in  bridges 
been  eliminated  from  our  late  bridge  designs  everywhere  in  this  country, 
and  so  generally  has  the  trapezoidal,  pin-connected,  independent  truss 
with  equal  panels,  open  compression  members  and  machine  fitted  joints, 
become  the  standard  design  for  the  thousand  and  one  cases  that  occur, 
that  bridges  with  these  leading  features  are  now  recognized  and  referred 
to  by  engineers  and  others  in  all  countries,  as  the  "American  Type." 

There  are  in  this  country  a  few  special  bridges  which,  on  account  of 
the  e.tceptionally  high  grade  of  shop  work  on  them,  and  the  care  and 
scientific  investigation  had  in  selecting,  making  and  testing  the  materials 
used  in  their  construction,  and  other  bridges,  which  on  account  of  some 
excellent  feature  in  their  general  design  for  special  cases  not  before  fully 
appreciated,  have  distinctly  marked  an  advance  in  bridge  engineering. 

The  St.  Louis  bridge,  all  will  agree,  is  a  notable  example  of  the  first, 
and  an  example  of  the  second  class  is  not  wanting.  When  the  Kentucky 
River  Cantilever  bridge  was  completed,  the  first  of  its  kind  of  any  con- 
siderable magnitude  in  this  country,  attention  was  drawn  to  the  possibil- 
ities and  advantages  of  this  design  for  locations  where  unusually  long 
spans  are  a  necessity  and  where  the  difficulties  in  erection  had  hitherto 
limited  the  designs  mainly  to  suspension  bridges. 

Following  this  bridge  there  are  at  this  date,  in  this  country,  no  less 
than  eight  Cantilever  bridges,  completed  or  in  progress  of  construction; 
some  with  a  single  opening  over  wide  and  deep  cataracts,  as  at  Niagara 
Falls;  others  consisting  of  a  series  of  cantilever  and  anchorage  spans, 
crossing  broad  deep  rivers  with  beds  of  soft  shifting  mud  and  silt,  100  feet 
or  more  in  depth  as  at  Poughkeepsie  and  Memphis. 

The  necessity  for  durable  swing  bridges  (and  a  swing  bridge  is  a  ma- 
chine as  well  as  a  bridge)  has  led  to  a  decided  progress  of  late  in  the  de- 
sign and  execution  of  this  class  of  work.  Especially  is  this  the  case  in  re- 
gard to  the  turntable  and  its  appliances,  the  machine  part  of  the  bridge. 
The  cost  of  maintainance  and  operating  being  among  the  controlling 
features  in  the  designs.  Most  of  the  modern  swing  bridges  in  cities  are 
now  operated  by  steam  power  at  about  the  same  cost  as  that  of  operating 
by  hand  the  former,  lighter  bridges  at  the  same  site. 

For  a  long  time  the  swing  bridge,  474  feet  long,  over  the  mouth  of  the 
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Raritan  River  stood  at  the  head  of  its  class  as  to  length.  Within  the 
past  year  or  two,  however,  two  such  bridges,  each  about  500  feet  in  length, 
have  been  put  in  operation;  one  over  the  Thames  River  at  New  London, 
Conn.,  and  the  other  over  Staten  Island  Sound  at  the  Kills. 

The  progress  made  in  bridge  engineering  is  not  due  solely  to  the  theor- 
etical investigations  and  practical  skill  displayed  in  the  preparation  of 
bridge  designs.  The  demands  of  the  civil  engineers  for  high  grade  work 
in  bridge  shops  and  for  rigid  tests  of  materials  both  in  specimens  and  full 
sized  members  have  been  responded  to  by  their  brethren,  the  mechanical 
engineers,  by  supplying  the  straightening  machine,  the  rotary  planing  ma- 
chine, the  power  riveter,  the  die-forge  hammer,  the  upsetting  machine 
with  its  product  of  weldless  eye  bars,  and  testing  machines  of  great  power 
and  accuracy,  chief  among  the  latter  being  the  noted  Emery  machine, 
capable  ot  testing  full  size  bridge  members  with  a  stress  of  750,000  pounds 
in  compression,  and  1,000,000  pounds  in  tension,  and  at  the  same  time 
so  sensitive  that  the  tensile  strength  of  a  single  horse  hair  can  be  accurate- 
ly measured  with  it. 


DISCUSSION. 

Col.  W.  H.  Paine:  "Work  at  Hoboken  River  Tunnel,  whicji  has 
been  progressing  for  fourteen  years  slowly,  has  now  reached  a  distance  of  2,050 
ft.  from  the  Jersey  City  side  and  about  500  ft.  on  the  New  York  side. 
Parties  who  are  now  taking  hold  of  it  are  backed  by  considerable  means 
as  I  understand,  and  it  will  no  doubt  now  be  pushed  to  completion. 

Work  at  the  Port  Sarnia  tunnel  is  being  pushed  very  rapidly,  and  15 
ft.  per  day  has  been  accomplished.  The  distance  yet  to  be  tunneled  under 
St.  Clair  River  is  about  6,000  ft. 

The  size  of  the  tunnel  at  Sarnia  is  21  ft.  The  exterior  of  the  lining  of 
tunnel  is  20  ft.  6  inches;  flanges  are  7  inches ;  the  material  is  2  inches 
thick. 

Referring  to  work  at  Hoboken,  the  trouble  is,  if  air  pressure  is  increased 
the  tunnel  will  immediately  fill  with  soft  mud.  If  the  pressure  is  decreased 
it  will  immediately  make  an  opening  in  the  river,  so  they  are  running 
along  with  little  safety,  and  yet  work  5  to  6  ft.  per  day." 


Report  of  Committee  on  Mechanical  Engineering. 


By  Walter  Miller,  Chairman. 


In  behalf  of  the  Chairman  of  the  Committee  on  Mechanical  Engineer- 
ing, the  writer  has  been  requested  to  review  the  progress  made  in  mechan- 
ical engineering  during  the  past  year  in  the  city  of  Cleveland. 

We  will  first  call  your  attention  to  the  progress  made  in  street  railways 
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in  this  city.  The  past  year  has  seen  some  very  marked  changes  in  the 
manner  of  operating  some  of  these  lines,  and  before  the  close  of  another 
year,  we  are  promised  still  further  developments.  The  permanent  way 
has  been  very  much  improved;  rails  of  more  correct  section  and  of  heav- 
ier pattern  have  been  laid  down,  as  the  advent  of  the  electric  motor  de- 
manded. While  the  electric  system  as  a  motive  power  does  not  seem  to 
fill  all  the  requirements  for  a  good,  safe  and  rapid  transit,  it  is  a  vast 
improvement  over  that  of  the  horse  cars,  and  the  public  would  protest 
against  its  removal.  This  system  has  been  very  much  improved  since  it 
was  first  introduced  in  this  city,  and  further  improvements  will  be  devel- 
oped as  experience  may  suggest.  The  members  who  had  the  pleasure  of 
listening  to  a  paper  read  before  this  Club  on  electricity  as  a  motive  power 
will  remember  the  interesting  discussion  that  followed. 

The  advocates  of  the  cable  system  are  putting  down  a  plant  in  Cleve- 
land, and  promise  to  have  it  in  running  order  within  the  next  six  or  eight 
months,  and  if  one  were  to  judge  from  the  substantial  manner  of  laying 
the  permanent  way  and  the  talent  and  experience  tnat  is  being  brought  to 
bear  on  the  design  of  cable  driving  gear,  the  enterprise  will  be  a  success 
from  the  start.  The  success  with  which  this  system  is  being  operated  in 
other  cities  should  convince  the  public  that  this  is  one  of  the  most  desira- 
ble methods  of  rapid  transit. 

There  has  been  a  vast  improvement  in  the  traffic  of  coal  and  ore  to  and 
from  the  port  of  Cleveland  in  the  past  year,  and  to  be  able  to  handle  this 
immense  business  with  cheapness  and  despatch,  so  that  our  sister  cities 
might  not  claim  it  all,  decided  improvement  had  to  be  made  in  the  man- 
ner of  operating.  We  may  say  that  this  has  been  accomplished,  or  will 
be,  when  the  entire  system  is  completed.  With  this  improved  method  of 
elevating  and  conveying  in  full  operation,  Cleveland  will  be  second  to  no 
other  city  on  Lake  Erie. 

The  public  has  very  little  idea  of  the  extent  of  the  ship-building  going 
on  in  the  yards  at  this  port.  The  coming  year  will  see  90,000  tons  of  steel, 
iron  and  wooden  shipping  put  afloat  on  the  great  lakes  and  fully  one-half 
of  this  tonnage  will  be  put  out  at  the  Cleveland  yards.  The  most  marked 
change  brought  out  in  this  industry  is  the  introduction  of  steel  decks  and 
double  butt  straps  on  sheer  strakes  and  deck  stringers,  and  steel  spars, 
although  there  is  a  strong  tendency  to  reduce  the  number  of  spars  used  in 
each  vessel. 

In  the  matter  of  triple  expansion  engines  for  lake  service,  it  may  be 
said  that  they  have  come  to  stay,  and  the  past  year  has  developed  im- 
provements affecting  their  economy  of  fuel.  Compounds  for  land  service 
are  being  inquired  for  by  parties  where  economy  of  fuel  is  an  important 
consideration,  and  it  will  be  remembered  that  the  Club  listened  to  a  very 
interesting  paper  a  short  time  ago  on  the  compound  steam  turbine. 

The  forging  of  shafts,  cranks,  stem,  stern  posts  and  rudder  frames  re- 
quired for  this  inland  ship-building  and  engine  work,  as  well  as  for  those 
on  the  coast,  and  the  large  forgings  of  every  description  used  in  engineer- 
ing work  throughout  the  country  have  been  the  means  of  building  up  in 
this  city  an  immense  industry  which  has  become  one  of  the  largest  in  the 
United  States.     The  largest  forgings  turned  out  by  this  establishment  the 
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past  year  were  made  for  the  new  steamer  "Plymouth,"  on  Long  Island 
Sound.  One  of  the  paddle  wheel  shafts  is  27  inches  in  diameter  by  35  ft, 
long  and  weighed,  when  finished,  30  tons.  All  of  the  connecting  rods, 
links,  etc.,  used  on  the  engine  for  this  steamer  were  finished  at  these  works, 
complete,  except  the  brasses.  The  largest  forging  yet  turned  out  by  this 
concern  weighed  44  tons. 

The  flanging  and  riveting  of  the  heavy  boilers  used  for  lake  service 
that  was  formerly  done  by  hand  and  steam  is  now  almost  entirely  done  by 
hydraulic  power,  both  by  stationary  and  portable  machines.  Forced  draft 
has  been  tried  in  one  case  on  a  lake  steamer  but  was  not  a  success. 

There  are  a  number  of  other  interesting  mechanical  enterprises  which 
have  been  developed  during  the  past  year,  but  more  time  would  be  re- 
quired for  their  description  than  is  available  on  the  present  occasion. 


Report  of  Cotimditcc  on  ArcJiittxtiire. 
By  John  H.  Richardson,  Chairman. 


The  progress  of  architecture,  like  progress  in  any  other  line,  must  for 
the  short  space  of  one  year  be  necessarily  slight. 

The  art  niozfcs,  however,  enough  to  be  appreciated  even  in  that  time 
and  moves  as  other  bodies  do  in  the  line  of  least  resistance  or,  commercial- 
ly speaking,  according  to  the  law  of  supply  and  demand;  the  problem  pre- 
sented to  the  architect  for  solution  being  those  suggested  by  the  wants  or 
sentiments  of  the  community. 

The  structures  of  by-gone  ages,  which  have  survived,  and  now  remain 
as  monuments  of  the  art,  are  mainly  ecclesiastical  —  cathedrals  and 
temples  of  worship. 

It  has  been  generally  considered  that  ^>ra/  buildings  of  that  character 
were  things  of  the  past,  that  the  conditions  which  led  to  their  development 
and  made  them  possible  no  longer  exist.  That  the  equally  great  build- 
ings of  the  futuie  (should  we  ever  have  any)  would  be  in  the  line  of  gov- 
ernment buildings  and  institutions  of  learning,  literature  and  art. 

The  past  year,  however,  has  witnessed  the  inception  of  a  fine  cathedral 
for  the  diocese  of  New  York,  the  project  receiving  quite  an  enthusiastic 
support.  Should  like  sentiments  continue  and  grow,  our  structures  of  that 
nature  may  yet  rival  Cologne,  Strasburg,  and  even  St.  Peter's  itself. 

Among  buildings  devoted  to  amusements,  we  note  the  fine  Auditorium 
of  Chicago,  which  has  just  been  completed,  but  only  to  be  eclipsed  by  a 
still  greater  which  is  now  rising  fi-om  the  ruins  of  the  Madison  Square 
Garden  of  New  York,  and  intended  to  be  the  largest,  if  not  the  costliest 
temple  of  amusement  in  the  world,  with  an  amphitheatre  capable  of  con- 
taining 12,000  people.  A  theatre  with  a  seating  capacity  of  1,500,  a  con- 
cert hall  of  the  same  capacity,  a  restaurant  to  equal  Delmonico's,  and  a 
roof  garden  of  corresponding  proportions. 

The  equipments  and  decorations  are  to  be  simply  magnificent  and  are 
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intended  to  eclipse  anytliing  heretofore  seen  in  this  country. 

Such  rivalry  in  this  direction  may  soon  render  a  visit  to  the  Coliseum 
of  Rome  a  useless  pilgrimage,  as  we  may  find  the  real  article  on  our  own 
shores  in  full  operation  accompanied  by  all  modern  improvements  includ- 
ing possibly  a  base  ball  field  for  winter  sport. 

In  the  business  department  we  find  the  modern  office  building  pro- 
gressing steadily  upward.  The  latest,  the  new  Pulitzer  building,  of  New 
York,  being  called  the  highest  business  structure  in  the  world, but  Chicago 
with  her  16  story  Monadnock  buildingk  eeping  up  in  the  race.  Minne- 
apolis, however,  bids  fair  to  outdo  both  Chicago  and  New  York.  A  recent 
design  from  that  region  of  grist-mills,  shows  an  office  building  of  28  stories 
in  height,  the  author  of  said  design  claiming  a  new  method  of  construction 
by  which  the  height  of  such  buildmgs  may  rival  that  of  the  Eifi'el  Tower. 
Further  progress  in  this  line  of  Eiffelism  may  soon  give  us  some  tangi- 
ble illustrations  of  the  legends  of  Babel. 

In  domestic  architecture  the  movement  is  not  upward,  low  stories  being 
still  the  rule;  comfort,  convenience  and  real  enjoyment  (rather  than  dis- 
play) being  the  end  sought.  The  general  development  of  rapid  transit 
facilities  is  changing  the  current  of  feeling  in  favor  of  suburban  residences, 
rather  than  down  town  flats. 

The  monumental  spirit  is  abroad  in  the  land,  many  notable  examples 
having  been  either  commenced  or  projected  during  the  past  year,  the 
latest  mentioned  being  the  Washington  Centennial  arch,  at  Washington 
Square,  New  York,  estimated  to  cost  not  less  than  $150,000,  a  goodly  pro- 
portion of  which  has  already  been  subscribed. 

The  premiums  for  the  Grant  monument  have  recently  been  awarded  to 
the  successful  competitors.  A  second  competition  will  likely  be  announced. 
The  sum  of  $140,000  has  already  been  subscribed. 

Castles  in  the  air  are  not  yet  things  of  the  past,  as  some  have  appeared 
during  the  by-gone  years.  One,  a  crystal  palace  for  the  World's  Fair  in 
New  York  (had  she  only  got  that  much  coveted  prize.)  This  was  to  be 
built  on  a  platform  of  steel,  having  an  area  of  60  square  acres,  and  carried 
above  the  roofs  of  the  houses  on  long  pillars,  the  superstructure  being  of 
iron  and  glass.  The  proposition  was  made  to  the  World's  Fair  committee 
by  an  architect  and  an  engineer  who  had  laid  their  heads  together  with 
this  result.  The  other  was  a  crystal  tower  of  plate  glass  1,200  feet  high— 
also  for  the  World's  Fair.  Palaces  on  the  water  have  also  been  considered, 
the  feasibility  of  a  floating  theatre  and  floating  museum  having  been  duly 
presented  to  the  investing  public.  ^ 

Among  building  materials  structural  iron  and  steel  are  gradually  tak- 
ing the  place  of  heavy  timbers  and  allowance  for  shrinkage  will  soon  give 
place  to  provisions  for  contraction  and  expansion,  and  the  dread  of  dry  rot 
to  the  fear  of  corrosion. 

The  )ear  has  added  its  quota  to  the  burdens  of  the  architect,  the  com- 
plexity of  modern  buildings,  of  whatever  character,  being  steadily  on  the 
increase.  New  problems  in  heating,  sanitary  requirements,  mechanical 
and  electrical  appliances,  requiring  additional  thought  and  study,  the  most 
difficult  study  of  all  being  to  bring  the  aggregated  total  within  the  limits 
of  the  intended  cost. 
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Annual  Meeting.— The  annual  meeting,  26;th  of  the  Society,  was  held  at 
Kinsley's,  at  7:30  p.  m.,  January  8th.  The  Secretary  called  the  meeting  to  order  and 
in  the  unavoidable  absence  of  President  Corthell,  Gen.  Chas.  FitzSimons  occupied 
the  chair. 

The  reading  of  the  minutes  of  the  previous  meeting  was  dispensed  with,  and 
Messrs.  John  Lundie  and  W.  R.  Northway  were  appointed  tellers  to  canvass  the 
vote  for  officers  for  the  year  iJga. 

Upon  reports  of  officers  being  called  for,  the  Secretary  submitted  the  following: 

ANNUAL   REPORT  OF    SECRETARY   FOR   l88q. 

The  present  membership  of  the  Society  is  255,  e.xclusive  of  resignations  now  to 
take  effect.  During  the  past  year  84  names  nave  been  added  to  our  list.  The 
resignations  number  15,  the  same  as  last  year,  and  we  have  lost  three  members  by 
death.  The  increase  of  84  in  our  membership  list  is,  as  far  as  I  am  aware,  the  largest 
that  ever  occurred  in  one  year  in  the  history  of  the  Societv.  I  would  say,  however, 
that  it  includes  a  small  percentage  of  old  members,  who  have  rejoined. 

The  resignations  include  several  members  who  have  been  engaged  for  railroad 
work  in  South  America. 

The  total  receipts  from  all  sources  have  been  S2501.46,  and  some  5450  remain  to 
be  collected.  This  is  due  to  no  special  efforts  having  been  made  to  collect  closely 
in  December;  consequently  bills  to  the  amount  of  about  ;23o  await  payment. 

From  the  above  figures  it  may  be  confidently  stated  that  notwithstanding  tlie 
broader  and  more  expensive  work  of  the  Society  during  18^9,  the  receipts  practical- 
ly cover  the  expenses. 

In  pursuance  of  the  policy  inaugurated  during  the  term  of  my  predecessor,  Mr. 
Cooley,  the  Society  undertook  to  move  into  its  present  commodious  quarters  in 
April  last.  The  policy  of  which  this  change  of  quarters  was  one  of  the  contingencies, 
seems  to  have  resulted  in  greater  professional  activity  of  the  Society,  the  largest  at- 
tendance at  its  meetings  ever  known,  and  the  prospects  of  continued  and  enlarged 
prosperity.  The  condition  of  the  Society  to-day  already  makes  it  probable  that  much 
larger  quarters  will  be  necessary  at  a  comparatively  early  date.  Since  May  last  the 
average  attendance  has  exceeded  forty  members  and  guests,  and  at  one  meeting 
the  attendance  virtually  taxed  the  capacity  of  the  quarters.  It  seems  to  follow  that 
a  permanent  and  commodious  home  must  be  an  early  consideration  of  the  Society. 

The  work  of  the  Society  for  the  early  months  of  the  year  consisted  mainly  in  dis- 
cussing matters  pertaining  to  changes  in  the  conduct  of  business  and  an  entire  re- 
vision of  its  Constitution  and  By-laws. 

The  Committee  on  Highway  Bridges  made  a  repont  and  asked  to  be  discharged, 
which  was  so  ordered.  The  Committee  on  Employment  has  made  verbal  reports  at 
intervals  and  has  been  continued. 

The  Committee  on  Standard  Drawing  Papers  for  Engineers  reported  in  March. 
A  paper  on  "The  Croton  Valley  Storage,  '  by  Mr.  Samuel  McEIroy  was  also  pre- 
sented. 

In  May  last  the  house-warming  in  the  new  rooms  took  place,  and  pertinent  dis- 
cussions on  the  general  condition  and  prospects  of  the  Society  was  a  feature  of  the 
occasion.  This  resulted  in  active  worl<  of  the  Board  of  Directors  and  an  entire 
change  of  method  in  carrying  out  the  policy  so  long  advised.  The  actual  results 
are  before  the  Society. 

Papers  have  also  been  read:  By  Mr.  Guthrie,  "On  the  Chicago  Drainage 
Problem:"  by  Mr.  Cope  Whitehouse,  "On  the  Raijan  Reservoir;"  V)y  Mr.  Liljen- 
crantz,  "On  Compound  Lumber,"  and  by  ^Ir.  Gregg,  "On  Power  Transmission  by 
Manila  Ropes."  Active  discussions  followed  these  several  papers,  which  were  taken 
stenograph  ically. 

The  Secretary  regrets  to  record  the  deaths  of  three  members— Robert  G.  Turk- 
nett,  Jul.  n.  Meatyard  and  D.  J.  Miller. 

The  monthly  reports  of  the  Society  have  been  printed  verv  fully,  a  matter  of  con- 
siderable value  to  non-resident  members. 
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FINANCIAL  STATEMENT. 

RECEIPTS. 

Cash,  Balance  from  retiring  Treasurer 5;  161.97 

"       Fees  and  dues  from  Members 2,2',,7.49 

"       Supper  Fund 40.00 

Total  receipts $2,501.46 

DISBURSEMENTS. 

Journal  of  Engineering 1769.25 

Secretary's  salary 741.30 

Rent  of  rooms 444.00 

Printing 204.75 

Stationary  and  Stamps iSS-u 

Sundries 7^00 

Moving  expenses 37. 5 1 

Sundries  in  furniture  and  office  supplies,  etc 36.47 

Stenographer 29.00 

Gas 0.00 

Total  disbursements ¥2,501.46 

It  was  voted  that  the  financial  report  be  referred  to  the  Board  of  Ditectors. 

The  Secretary,  in  presenting  the  resignation  of  Mr.  Liljencrantz  as  Librarian, 
referred  to  the  omission  of  the  Society,  on  the  occasion  of  its  first  meeting  in  its  new 
quarters,  in  not  acknowledging  the  great  services  of  Mr.  Liljencrantz  in  the  work  of 
moving  and  settling,  while  other  committees  had  been  duly  thanked. 

Mr.  L.  E.  Cooley  briefly  reviewed  Mr.  Liljencrantz's  work  for  the  Society,  and 
moved,  "That  the  Executive  Board  be  authorized  to  make  such  a  record  as  will  set 
forth  the  facts  in  the  premises  and  spread  it  upon  the  records  of  the  Society."  The 
motion  was  seconded  and  unanimously  cariied. 

The  Secretary  then  read  a  telegram  and  letter  from  Mr.  Corthell,  and  the  follow- 
ing remarks  from  him  as  President  of  the  Society  : 

"  It  is  a  satisfaction  to  know  from  the  report  of  your  Secretary  that  the  Western 
Society  of  Engineers,  whose  headquarters  are  in  this  city,  is  not  in  a  moribund  con- 
dition, but  in  one  of  active  growth,  for  his  report  shows  that  the  increase  in  mem- 
bership during  the  last  year  has  been  40  per  cent,  of  the  entire  membership  at  the 
beginning  of  the  year,  and  it  is  safe  to  say  that  this  membership  is  an  active  one; 
that  there  is  no  dead  wood  in  it;  that  the  men  who  have  joined  tnis  Society  during 
the  last  year  have  done  it  with  a  purpose  and  that  purpose  has  been  two-fold,  no 
doubt :  First,  to  promote  the  general  interests  of  engineering  in  this  city  and  in  the 
country  tributary  to  it;  and,  second,  to  promote  their  own  individual  growth  and 
usefulness  as  engineers.  This  Society  has  arrived  at  that  point  where  there  should 
be  only  active  membership,  and  where  everyone  should  take  hold  in  earnest  to  make 
the  Society  with  its  meritorious  objects  an  eminent  success  and  of  great  usefulness 
in  the  important  sections  of  the  country  where  it  is  placed.  We  certainly  have  ar- 
rived at  that  point  where  the  Society  rooms  should  be  ample  to  accommodate  all 
who  wish  to  come  day  or  evening,  and  where  there  should  be  upon  our  reading 
tables  all  of  the  leading  engineering  literature  of  the  day,  and  where,  upon  shelves, 
should  be  all  of  the  standard  works;  and  further,  we  have  arrived  at  that  point  where 
it  appears  to  be  absolutely  necessary  that  the  Secretary,  who  is  the  executive  officer 
of  the  Society,  and  must  be  depended  upon  to  attend  to  its  wants,  to  obtain  new 
members  and  to  further  its  interests  in  every  possible  way,  should  be  able  to  give 
most  of  his  time,  at  any  rate,  to  our  work.  To  do  this  we  must  compensate  him  for 
his  labors  and  for  the  time  it  is  necessary  for  him  to  give  to  our  interests.  During 
the  rapid  growth,  which  evidently  is  still  before  us,  it  might  be  good  policy  to  make 
the  amount  of  his  salary  dependent  somewhat  on  the  per  cent,  of  increase  year  iDy 
year;  that  is,  for  illustration,  we  might  pay  $1,200  if  the  Society  remains  in  member- 
ship simply  as  it  now  is,  or  $1,500  if  the  increase  during  the  year  is  25  per  cent.,  or 
$1,800  if  40  per  cent.,  and  so  on  giving  the  Secretary  an  inducement  to  devote  him- 
self to  the  acquisition  of  members  as  well  as  -to  the  regular  duties  of  his  business  in 
attending  to  the  routine  of  the  Society.  This  is  a  suggestion  only  for  your  consider- 
ation." 

It  was  voted,  on  motion  of  Mr.  George  W.  Waite,  that  the  business  suggestions 
of  the  President  be  referred  to  the  Board  of  Directors  with  power  to  act. 

The  tellers  reported  the  following  canvass  of  letter  ballots  for  the  office:  s  for  1S90: 
Foi  President,  112  votes  cast:  Mi.  L.  E.  Cooley,  63;  Mr.  O.  Chanute,  49.  For  ist 
Vice-President,  108  votes  cast:  Mr.  Robert  A.  Shailer,  59;  Mr.  Robert  Forsyth,  49. 
For  2nd  Vice-President,  108  votes  cast :  Mr.  W.  R.  Northway,  64;  Mr.  J.  F.  Wallace, 
44.  For  Secretary,  Treasurer  and  Librarian,  112  votes  cast :  Mr.  John  W.  Weston. 
For  Trustee,  102  votes  cast :    Mr.  Benezette  Williams,  61 ;  Mr.  A.  Gottheb,  41. 

The  Chairman  announced  that  Mr.  L.  E.  Cooley  was  elected  President;  Mr. 
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Robert  A.  Shailer,  ist  Vice-President;  Mr.  W.  R.  Norihway,  2nd  Vice-President; 
Mr.  John  W.  Weston,  Secretary,  Treasurer  and  Librarian;  Mr.  Benezette  Williams, 
Trustee. 

The  Chairman  announced  that  President  Corthell's  address  was  ne.xt  on  the 
programme,  which  was  read  by  the  Secretary. 

The  continuation  of  Mr.  Corthell's  paper  consisted  of  descriptions  of  the  follow- 
ing engineering  works,  illustrated  by  some  f-o  stereopticon  views  : 

Liverpool  Docks;  Menai  Suspension  Bridge;  Britannia  Bridge;  The  Garabit 
Viaduct;  Sault  Ste.  Marie  Canal:  Manchester  Ship  Canal;  Panama  Canal  Locks; 
St.  Louis  Bridge;  The  New  York  and  Brooklyn  Bridge:  Siou.x  City  Bridge;  Cairo 
Bridge  :  Ohio  River  Bridge  at  Cincinnati  ;  Thames  River  Bridge  ;  Hawkesbury 
Bridge;  The  F'orth  Bridge;  St.  Louis  Merchants'  Bridge;  Memphis  Bridge;  The 
Eiffel  Tower;  The  Mississippi  Jetties;  Chignecto  Marine  Railway;  Tehuantepec 
Ship  Railway:  New  Orleans  Bridge;  Detroit  River  Bridge,  and  the  North  River 
Bridge. 

When  the  lights  were  again  turned  up  Mr.  C.  L.  Strobe],  in  remarking  upon  the 
valuable  paper  just  given,  drew  attention  to  the  fact  that  a  large  amount  of  the  labor 
of  presenting  the  matter  had  fallen  upon  Mr.  Wm.  J.  Karner,  Mr.  Corthell's  Secre- 
tary, and  that  it  should  be  in  order  to  recognise  his  exertions  in  some  way,  and  he 
would  move  that  a  vote  of  thanks  be  tendered  Mr.  Karner.  A  vote  of  thanks  was 
also  given  to  Mr.  Corthell  for  his  valuable  paper. 

Before  inducting  the  newly  elected  president,  Mr.  L.  E.  Cooley  to  the  chair, 
luncheon  was  served  and  a  very  pleasant  social  time  enjoyed. 

In  due  course  General  FitzSimons  again  called  the  meeting  to  order  and  ap- 
pointed a  committee,  Mr.  O.  Chanute  and  Mr.  W.  R.  Northway,  to  escort  Mr. 
Cooley  to  the  chair. 

President  Cooley  in  thanking  the  Society,  suggested  that  as  it  was  customary  for 
the  retiring  president  to  make  the  annual  speech  he  would  beg  leave  to' be  allowed 
to  follow  that  rule.  As  engineers  were  not  accustomed  to  talk  until  an  example  had 
been  set,  he  would  ask  Judge  Prendergast  to  address  the  Society. 

Judge  Prendergast  spoke  as  follows: 

Mr.  President  :— I  esteem  it,  gentlemen,  as  more  than  an  ordinary  pleasure  to 
offer  my  congratulations  to  your  splendid  profession,  that  the  prophesy,  made  at 
your  banquet  table  three  year  ago, — whicli  then  seemed  far  from  likely  of  fulfill- 
ment,—has  been  already  fulfilled,  thanks  to  the  gentleman,— and  to  him  more  than 
any  man  that  I  know,— whom  you  have  called  to  be  your  president  to-night. 

I  was  accorded  the  privilege,  three  years  ago,  of  speaking  to  your  Society  upon 
the  subject  of  a  great  waterway,  connecting  Lake  Michigan  with  the  Mississippi 
River.  There  were  so  few  laymen  at  that  time  who  appreciated  the  importance  and 
feasibility  of  that  project,  not  only  to  Chicago,  in  her  local  needs  of  sanitation,  in 
the  purification  of  her  water  supply,  but  to  Chicago  as  a  commercial  centre,  and  to 
the  country  of  which  she  is  the  predestined  commercial  centre,  that  I  soruetimes 
would  have  blushed,  if  such  a  thing  were  possible  in  my  profession,  at  the  idea  so 
frequently  at  that  time  thrown  out,  that  I  was  a  waterway  crank.  But  you  see,  an 
old  phrase  of  s  omewhat  remote  antiquity  is  that  "  The  mills  of  the  gods  grind  slow- 
ly," and  in  this  case,  the  crank  has  gone  around,  and  to  day  the  people  of  this 
country  have  before  them  the  prospect  that  upon  this  continent  will  be  realized  a 
work  of  engineering  tlrat  will  surpass,  so  far  as  I  have  been  able  to  learn,  anything 
that  history  shows  forth. 

We  have,  in  other  lands,  where  the  human  race  has  achieved  great  heights,  and 
accomplished  great  things  in  the  past,  splendid  monuments  of  man's  greatness  and 
his  power.  We  have  aqueducts  in  Italy,  Roman  Walls  wherever  the  Eagles  of  the 
Caesars  were  victorious,  walls  surrounding  and  encircling  the  great  empires  of  the 
East;  Egypt  was  filled  with  monuments,  but  all  these  things  are  tending  towards 
decay. 

What  we  propose  to  do  here  will  not  be  a  monument  in  the  sense  of  monumen- 
tal ruin.  Time  will  forever  see  the  perpetual  springs  that  made  the  Great  Lakes  the 
source  of  that  inexhaustible  supply  which  will  make  this  great  waterway  a  living 
monument,  a  moving  monument,  a  thing  of  life  for-ever.  And  this  work  is  only  pos- 
sible because  of  the  human  thought  and  study  and  effort  that  have  been  devoted,  by 
men  of  your  profession,  to  the  accomplishment  of  such  works. 

I  am  sirre  that  I  would  esteem  it  a  privilege  to  be  a  rnnembcr  of  a  Society  with  a 
president  whose  name  will  be  linked,  even  ifhe  does  nothing  further  than  he  has 
done,  imperishably  and  inseparably  with  this  project  for  all  time. 

It  is  the  habit,  or  rather  not  the  habit,  it  is  the  accident  of  men  unacquainted 
with  the  grandeur  of  this  project,  to  look  only  at  one  of  its  features  and  uses.  We 
hear  a  great  deal  about  this  being  a  d|rainnge  channel— an  enlarged  sewer  for  Chi- 
cago. Why  the  people  of  this  city  would  be  what  ihey  have  never  yet  been— they 
would  be  recreant  to  th$ir  word  if  they  would  embark  upon  the  construction  merely 
of  a  sewer.    They  are  committed,  irrevocably,  to  the  making  of  a  great  waterway, 
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having  for  its  local  justification,  the  justification  for  the  raising  of  taxes,  the  truth 
that  the  Chicago  seweiage  system  will  be  bettered,  and  that  her  water  supply  will 
be  rendered  free  from  pollution  for  all  time. 

But  in  order  to  procure  the  legislation,  the  authority  necessary  to  accomplish 
that  purpose,  Chicago  pledged  herself— and  in  the  law  is  written  her  pledge— and 
even  though  there  were  those  base  nough  ,  whom  I  think  do  not  exist  here,  to  de- 
desire  it  otherwise,  the  law  will  not  peimit  anything  else  than  that  a  great  navigable 
waterway  will  be  constructed  between  Chicago  and  Joliet,  on  the  expectation  that 
the  United  States  government,  without  departing  from  the  policy  it  has  adopted  of 
making  no  artificial  channels,  will  take  hold  of  the  natural  channels  of  the  Illinois 
river,  and  the  Mississippi,  and  improve  them  so  as  to  be  fit,  and  adequate  and  com- 
mensurate constituents  of  the  great  navigable  waterway  that  Chicago  and  Illinois 
are  pledged  to  construct. 

I  owe  very  much  of  my  interest  in  this  subject  to  the  companionship  and  asso- 
ciation with  your  president,  and  with  other  members  of  your  Society,  and  if  recent 
events  are  any  indication,  the  people  seem  to  think  that  I  have  a  very  good  tutor.  If 
the  scholar  has  been  called  to  the  head  of  the  class,  the  master  must  get  the  credit. 

This  enterprise,  in  its  present  state,  is  one  of  great  satisfaction.  A  matter  of  so 
much  moment,  before  it  can  finally  be  put  upon  the  incline  of  motion,  is  to  be  ex- 
amined carefully.  It  has  reached  that  stage  where  the  law  and  the  lawyers  will  en- 
deavor, for  one  reason  and  another,  to  get  their  crowbars  in,  a-nd  wrench  out  some 
of  the  stones,  and  it  behooves  all  who  have  duties  to  perform  at  the  present  moment, 
in  connection  with  the  subject,  to  be  faithful— to  be  caretul— to  take  no  step  in  the 
arena  of  litigation  that  will  not  be  prudent  and  discreet;  but  because  that  is  true  is 
no  reason  and  gives  no  proof  to  those  rumors  that  we  see  in  print  that  there  is  any- 
thing like  uncertainty,  or  a  hitch  in  the  proceedings.  At  the  present  moment  there 
is  under  discussion  this  question,  and  this  alone:  Which  is  the  best  mode  of  testing 
the  constitutionality  of  this  law?  That  is  all.  A  question  of  so  much  importance,  to 
be  dealt  with  by  at  least  eight  minds,  not  all  of  them  entirely  familiar  either  with  the 
project  itself,  or  with  its  legal  relations,  justifies  a  pause.  Within  a  few  days  I  think 
the  mode  of  procedure  will  be  settled:  will  be  drawn  up:  will  be  adoptecl.  You,  I 
think,  are  entitled  to  know  just  what  those  proceedings  outlined  are. 

It  is  suggested,  on  the  one  hand,  that  the  better  method  is  for  this  Board  of 
Trustees  to  organize,  and  that  when  organized  and  attempting  to  proceed  to  the 
discharge  of  their  duties,  some  litigation  will  be  instituted,  either  in  the  nature  of  a 
bill  in  chancery,  or  &\\r\t.  o{  quo  zikirraii/o,  or  some  other  procedure,  wliereby  the 
legality  and  constitutionality  of  the  Board's  existence  may  be  inquired  into  and  de- 
termined by  the  tribunal  of  last  resort— the  Supreme  Court  of  this  State.  It  is  sug- 
gested in  connection  with  that  line  of  action,  that  once  the  Board  is  organized  and 
attempts  to  proceed  in  the  discharge  of  its  duties,  it  will  be  open  to  the  attacks  of  all 
citizens;  those  friendly  and  those  unfriendly  to  the  project,  and  no  one  knows  better 
than  members  of  this  Society  who  were  present,  as  were  my  friend,  Mr.  Gottlieb, 
Mr.  Cooley,  and  possibly  others,  at  the  Peoria  convention,  the  Manufacturers'  con- 
vention, and  at  the  session  of  the  Legislature  a  year  ago,  that  this  project  has 
enemies— powerful  ones.  That  is,  powerful  if  we  are  to  judge  by  a  willingness  to 
spend  money.  I  have  yet  to  learn  that  those  who  have  a  great  deal  of  money  spend 
any  of  it  for  fun.  It  is  only  the  poor  that  are  wilhng  to  get  rid  of  that  which  they 
have  not  got. 

Gentlemen  have  attended— I  would  not  call  them  lobbyists— they  have  attended 
the  sessions  of  the  Legislature  and  the  various  popular  gatherings,  to  speak  in  op- 
position to  this  waterway  project.  I  failed  to  discover— on  the  surface,  at  least— 
their  constituency,  but  that  they  had  a  constituency,  goes  without  much  argument. 
Now,  if  the  Board  organizes,  this  constituency  may  Idc  active  again  with  litigation. 
To  meet  that  state  ol  affairs,  another  mode  of  procedure  is  suggested  of  testing 
this  law.  That  is  a  mode  oi  maiidami/s  ■procp.edm§,s  to  compel  che  issuance  of  cer- 
tificates of  election.  There  is  not  the  slightest  desire  on  the  part  of  the  officials  to 
withhold  them  for  the  purpose  of  obstruction.  They  will  not  withhold  them  at  all 
if  a  majority  of  the  Trustees  elect  request  thai  they  be  issued,  and  decide  against 
the  mandamus  proceedings.  It  will  depend  entirely,  I  think,  upon  the  desire  of  the 
Trustees,  because  to  those  men— to  those  individuals— the  people  have  committed  the 
great  trust  of  accomplishin  g  this  purpose,  and  of  course  all  tlie  proprieties  demarvd 
that  with  them,  will  rest  the  decision,  and  ought  to  rest  the  decision  as  to  the  mode 
to  be  adopted. 

The  special  advantage  offered  in  connection  with  /na/idamiis  proceedings  is  this: 
That  officers  selected  according  to  law,  and  acting  under  sworn  obligations,  will  be 
the  respondents.  Men  who  have  no  official  or  personal  interest  in  throwing 
obstacles  in  the  wayof  the  speedy  decision  will  be  defendants  in  the  suit,  and  the 
plaintiffs  will  be  the  trustees  elect,  who,  I  will  guarantee,  every  one  of  them,  wants 
no  delay,  but  wants  to  get  at  this  thing  if  for  no  other  purpose,  the  purpose  of 
holding  office.  Of  course,  except  the  present  member  of  board,  all  the  others  are 
free  from  a  desire  to  hold  office,  but  I  will  say  that  the  motive  is  strong  enough,  the 
desire  to  serve  the  people,  but  to  some  men,  if  I  can  trust  what  I  have  heard,  it  is  in- 
expressibly sweet  to  serve  the  people  in  an  official  capacity. 

However,  whatever  mode  is  to  be  adopted  will  be  determined  in  a  few  days. 

If  I  could  anticipate,  if  I  could  assume  the  robes  of  prophecy,  as  f  did  a  few 
ye>ars  ago,  when  I  said  that  this  project  would  certainly  materialize,  that  Fate  had  so 
ordained  it,  that  here,  upon  the  lowest  point  of  the  divide  between  the  valleys  of  the 
Mississippi  and  the  St.  Lawrence,  where  nature  turned  the  waters  of  the  Great 
Lakes  southward,  and  cut  the  great  wide  valley  of  the  Illinois,  that  here,  upon  this 
spot.  Destiny,  Fate,  God,  had  pointed  his  finger,  and  said,  "There  shall  be  the  great 
commercial  centre,  all  modes  of  travel  converge  there."     Man,  following  in  the 
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lines  that  nature's  God  has  mapped  out,  has  already  begun  to  reahze  the  splendid 
opportunity  that  has  been  offered  here  for  commercial  greatness,  and  there  must 
be  a  waterway.  The  water  mode  of  communication,  the  exchange  of  commerce,  is 
the  immemorial  mode.  It  is  that  which  made  the  cities  of  the  Ancient  World  great, 
and  it  is  that  which  will  regulate  the  railways,  and  the  railroad  tariffs  without  mter- 
fering  with  the  value  of  railroads,  but  on  the  contrary,  increasing  their  efficiency, 
their  profit  to  their  owners,  and  increasing  their  profit  to  their  higher  owners,  the 
people;  because,  over  all,  the  people  own  the  railroads.  It  is  they  who  pay  the 
money,  and  in  the  course  of  a  few  years,  the  original  investment,  put  in  by  the 
original  adventurers,  is  repaid,  so  that  to  your  Society,  to  the  gentlemen  of  your 
profession,  we  must  now  look,  after  the  lawyers  brush  away  the  little  temporary 
obstructions  of  a  legal  character  that  exist,  to  you,  the  people  must  look  for  light, 
for  guidance,  for  instruction.  Upon  the  knowledge  that  is  concentrated  in  your 
protession  must  be  built  this  great  structure,  this  greatest  of  the  century,  in  my 
opinion,,  and  it  affords  me,  as  I  can  never  cease  saying,  much  gratification,  on  two 
occasions  to  liave  been  able  to  be  present  at  a  meeting  of  this  Society,  once  when 
I  told  what  Mr.  Cooleyhad  done  in  the  past,  what  he  was  going  to  do,  and  to-night, 
when  I  come,  and  unexpectedly  witness  the  honor  that  you  gentlemen  have  con- 
ferred upon  him.  The  highest  honor,  I  believe,  that  can  be  conferred  upon  a  member 
of  a  learned  profession  is  to  be  called  to  the  highest  office  in  the  gift  of  its  special 
Society. 

I  thank  you  sincerely  for  your  attention. 

The  president  next  called  upon  Mr.  Richard  Morgan,  of  Dwight,  111.,  who  said: 

I  certainly  must  say,  Mr.  President,  that  this  is  unexpected.  This  is  the  first 
time  I  have  ever  had  the  pleasure  of  visiting  this  Society,  although  I  have  been  a 
member  of  it  for  some  years.  I  have  been  deeply  impressed  to-night  by  what  has 
ijeen  said,  and  by  the  illustrations  that  have  been  given.  Of  course  it  is  too  late  to 
enter  upon  an  engineering  subject  to-night,  and  therefore  I  shall  content  myself  with 
an  episode  in  practical  engineering  which  came  under  my  observation  a  great  many 
years  ago. 

First  of  all,  however,  I  will  speak  of  the  wonderful  statistics  that  yotir  retiring 
president  has  presented  to  this  Society.  The  movement  of  persons  and  property 
which  he  has  given,  and  the  very  short  period  of  time  in  which  the  great  change  has 
taken  place  in  this  country. 

In  1845,  there  was  a  very  enthusiastic  railway  meeting  in  Poughkeepsie,  on  the 
Hudson  river,  attended  by  such  men  as  Matthew  Vassar,  and  that  class  of  men,  and 
for  the  purpose  of  making  a  preliminary  survey  of  the  Hudson  River  Railroad.  At 
that  meeting  the  gentlemen  came  forward  in  the  most  liberal  manner,  and  the  sum 
of  money  raised  was  $7'\;o.  Marking  the  contrast  between  that  period  in  railway 
work  and  the  statements  made  by  your  retiring  president,  I  think  of  the  advance 
that  has  been  made.  The  episode  of  practical  engineering  that  I  referred  to  goes 
back  to  the  primary  part,  in  the  survey  of  the  Hudson  river  road,  at  a  point  north  of 
Poughkeepsie  aljout  three  miles— Stuyvesant's  Point  it  was  called.  The  ^reat  grand- 
son of  Peter  tlie  Headstrong  resided  there,  and  it  was  called  Stuyvesant  s  Point.  A 
party  of  engineers  were  engaged  in  the  survey  of  that  very  point  in  the  river,  and  in 
that  party  was  a  slight  young  gentleman,  who  was  carrying  the  hind  end  of  the  chain, 
and  at  that  point,  it  was  extremely  difficult.  The  man  who  had  hold  of  the  forward 
end  of  the  cnain  was  a  tall,  lank  Yankee,  and  the  position  was  so  difficult  that  it  was 
impossible  for  him  to  turn  around.  The  young  gentleman  who  was  attending  to  the 
hind  end  of  the  chain  slipped  and  fell  from  the  precipice  into  the  river,  which  was 
filled  with  ice.  The  man  dragging  the  forward  end  of  the  chain,  without  ttirning 
around,  sung  out,  "  Man  overboard,"  and  sure  enough  this  young  gentleman  had 
fallen  from  the  precipice  and  into  the  river,  and  was  very  much  injured.  We  suc- 
ceeded in  getting  him  out,  took  him  up  to  the  grand-son's  residence— the  grand-son 
of  Peter  the  Headstrong,  who  was  a  man  who  weighed  abotit  .'00  potmds,  while  our 
yotmg  gentleman  weighed  a  little  over  100.  We  got  a  suit  of  his  clothes  and  put  on 
this  young  man  and  they  went  around  him  twice  and  buttoned  in  the  back,  and  in 
that  condition  he  was  transported  to  Poughkeepsie.  The  next  morning  work  was 
commenced  in  the  same  locality,  and  the  same  Yankee  was  drawing  the  chain.  I 
will  mention  the  name,  Mr.  Jas.  C.  Spencer,  the  present  President  of  the  Mihyaukee 
Northern  Road,  was  running  the  party,  and  in  a  pretty  imperative  manner  he  said 
to  the  man  drawing  the  chain  :  "  Why  don't  you  hurry  up  ?  '  The  man  very  quietly 
put  the  handle  of  the  chain  on  a  projecting  stone  and  turned  around,  and  looking  at 
Mr.  Spencer,  said:  "  Mr.  Spencer,  if  vou  think  I  am  going  to  break  my  neck  for 
nine  shillings  a  clay,  you  are  sucked  in.  '  The  young  gentleman  that  rolled  into  the 
river  and  was  so  seriottsly  injured,  was  so  enthusiastic  in  the  profession  he  had 
adopted  that  he  was  neither  cooled  by  the  river,  nor  by  the  fall  was  he  prevented 
from  purstting  his  piofession,  and  he  has  pursued  it  continuotisly  since  that  time. 
He  has  been  an  engineer  of  great  success,  and  he  is  now  with  us  to-night.  I  have 
not  met  with  him  for  a  number  of  years.    I  have  reference  to  Mr.  Chanute. 

There  are  two  morals  in  what  I  have  said  that  some  ot  the  young  engineers  pre- 
sent may  take  note  of.  The  first  is :  Don't  break  your  necks  for  nine  shillings  a 
day;  and  the  second  is,  when  yoti  start  to  be  an  engineer  don't  give  up  the  ship  if 
you  fall  overboard. 

It  now  being  quite  late  and  the  wish  of  the  majority  seeming  to  be  in  favor  of 
adjourment,  Mr.  Cooley  suggested  that  before  so  doing,  the  Society  would  be  very 
glad  to  hear  from  Mr.  Chanute.    Mr.  Chanute  said  : 

I  am  happy  to  say  that,  notwithstanding  the  occurrence  wliich  Mr.  Morgan  has 
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referred  to,  and  which  happened,  I  believe,  some  forty-one  years  ago.  I  am  still  alive 
and  have  the  pleasure  of  addressing  you  to-night. 

Upon  returning  from  Europe  about  a  week  ago  I  found,  most  une.xpecledly,  that 
I  had  been  nominated,  in  my  absence,  and  without  my  consent,  as  one  of  the  candi- 
dates for  the  Presidency  of  your  Society.  I  deem  it  a  high  honor,  and  I  thank  the 
gentlemen  of  the  Society  foi  having  conferred  it  upon  me,  while  I  wish  to  congratu- 
late them  upon  having  made  a  much  better  choice,  and  having  elected  to-night,  as 
their  President,  a  man  whom  I  feel  sure,  will  do  very  much  toward  improving  the 
Society's  affairs,  and  raising  to  a  still  higher  plane  the  position  that  engineers  take  in 
this  country,  which,  in  my  judgment,  is  as  yet  inferior  to  the  position  they  hold 
abroad,  and  the  position  which  I  feel  sure  they  will  attain  in  the  future. 

One  of  the  pleasantest  features  of  the  trip  of  the  American  engineers  to  Europe 
was  in  observing  the  respect,  the  honor  with  which  engineers  are  treated  abroad. 
Not  only  do  they  receive  very  much  better  compensation  than  in  this  country,  but 
they  are  looked  upon  as  at  the  head  of  the  industrial  movements,  and  without  whose 
assistance  no  great  scheme  can  be  carried  out.  Among  the  first  visits  which  we  paid 
while  in  London  was  one  to  Westminster  Abbey,  and  there  we  found  monuments  to 
engineers  by  the  side  of  the  great  warriors  and  statesmen  that  that  country  has  pro- 
duced. In  the  picture  galleries  the  pictures  of  engineers  were  hanging  upon  the 
walls.    We  find  long  aisles  in  the  Crystal  Palace  filled  with  busts  of  these  engineers. 

When  the  fact  was  known  that  we  were  American  engineers  the  doors  of  wel- 
come were  opened  wide  to  us  all  through  Great  Britain,  and  when  we  arrived  in 
France  we  found  that  a  civil  engineer  was  one  of  the  Ministers  of  State  and  another 
the  Piesident  of  the  French  Republic.  ^Vhen  he  met  the  American  engineers  he 
told  them  that  he  received  them,  not  only  as  Americans,  but  as  his  comrades,  and  the 
mere  fact  that  they  belonged  to  that  profession  was  a  passport  to  them,  not  only  to 
all  the  places  of  interest  which  they  wanted  to  visit,  but  also  to  all  social  entertain- 
ments, and  they  came  away — the  whole  300  who  paid  that  visit  last  year — came  away 
with  the  most  gratifying  impression  of  the  high  social  position  wliic'h  our  profession 
occupied  abroad,  and  with  the  hope  that  by  strong  efforts  to  raise  the  standard  in 
this  cotmtry  a  similar  recognition  might  be  obtained  here. 

I  thank  you,  gentlemen,  for  your  attention. 

Adjourned. 

It  appeared  to  be  the  consensus  of  opinion  of  iod  members  and  guests  present, 
that  the  annual  meeting  of  January  S,  I'go,  was  in  every  way  a  success  and  likely  to 
promote  the  welfare  of  the  Society  and  a  greater  public  interest  in  the  profession— 
a  consummation  of  vital  importance. 

John  W.  Weston,  Secretary. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 


-^2  ST  Meeting,  Febru,\ry  5,  iSro.— The  club  met  at  8:15  p.  m.  in  the  rooms  of 
the  Elks'  Club,  President  Nipher  in  the  chair;  twenty-seven  members  and  three 
visitors  present.  The  minutes  of  the  last  meeting  were  read  and  appioved.  The 
e.xecutive  committee  reported  the  doings  of  its  eighty-third  meeting,  approving  the 
following  applications  for  membership;  J.  I.  Ayers,  C.  W.  Connet,  B.  L.Crosby,  J. 
H.  Curtis,  G.  H.  French,  and  A.  Winslow.  1  hey  were  balloted  for  and  elected. 
The  following  applications  for  membership  were  announced:  W.  E.  Barns,  editor 
of  T/ieyi£-eo/  Sf (■('/,  endorsed  hy  Yt..  D.  Meier,  J.  B.  Johnson  and  W.  H.  Bryan; 
Emerson  McMillin,  president  I>aclede  Gas  Light  Company,  endorsed  by  E.  D. 
Meier  and  W.  H.  Bryan ;  John  H.  Pope,  civil  engineer  with  the  Union  Bridge  Com- 
pany, endorsed  by  J.  B.  Johnson  and  Julius  Baier. 

The  secretary  explained  that  if  these  names  were  voted  upon  at  this  meeting 
they  could  probably  be  included  in  the  official  list  now  being  prepared.  Moved  and 
seconded  that  a  lecess  be  taken  to  permit  the  executive  committee  to  consider  and 
report  upon  these  names.  Mr.  Robert  Moore  stated  that  he  thought  this  would 
establish  a  bad  precedent,  as  the  custom  had  grown  up  of  allowing  applications  to 
lie  over  two  weeks,  dtiring  which  time  members  had  an  opportunity  of  looking  into 
the  character  of  the  applicant  before  voting.    The  motion  was  on  vote  lost. 

Mr.  Geo.  W.  Dudley  then  read  a  paper  on  "Tests  of  Water  Works  Engines." 
He  explained  the  meaning  and  origin  of  the  term  "duty."  He  explained  in  detail 
the  precautions  necessary  to  be  taken  in  making  duty  tests,  in  order  that  the  results 
might  be  of  value.  He  submitted  reports  in  detail  of  two  tests  of  compound  con- 
densing duplex  direct-acting  pumping  engines,  one  of  3,odo,o:o  gallons  capacity  per 
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twenty-four  hours,  giving  aduty  of  about  63, 501,000  foot  pounds  per  hundred  pounds 
of  coal;  the  other  of  5,000,000  gallons  capacity,  giving  a  duty  of  about  75,000,000 

In  the  discussion,  Mr.  Bryan  called  attention  to  a  simple  rule  for  comparing  the 
efficiency  of  pumping  engines  with  ordinary  steam  engines,  the  evajjoration  in 
pounds  of  water  per  horse  power  per  hour  being  equivalent  to  the  constant  1982, 
divided  by  the  duty  expressed  in  millions  of  foot  pounds,  based  upon  ten  to  one 
evaporation.  He  called  attention  to  remarkable  results  that  were  being  guaranteed 
by  makers  of  compound  and  triple-expansion  condensing  engines  now  being  built 
for  electiic  light  purposes. 

Col.  Meier  called  attention  to  the  necessity  of  a  clearer  understanding  of  this 
subject  of  duty,  and  the  desirability  of  reducing  results  to  a  common  basis  in  order 
that  intelligent  comparisons  might  be  made. 

Prof  Johnson  stated  that  if  due  allowance  were  made  for  engine  friction  he 
thought  the  results  would  not  be  so  unfavorable  to  pumping  engines  as  shown  by 
Mr.  Bryan.  He  also  called  attention  to  the  value  of  such  tests  as  those  reported  in 
Mr.  Dudley's  paper,  and  thought  they  should  be  made  oftener.  He  explained  the 
construction  and  use  of  the  Clemens  Herschel  meter  for  determining  the  amount  of 
water  pumped. 

Prof.  Gale  stated  that  pumping  engines  were  subject  to  certain  losses,  due  to 
friction,  for  which  they  were  given  no  credi  t.  This  being  allowed  for,  the  efficiency 
would  be  increased.  He  also  showed  that  the  cost  of  high  duty  engines  was  an  im- 
portant item,  as  the  increased  interest  and  depreciation  accounts  might  over- 
balance the  saving.  He  also  showed  that  pumping  engines  were  usually  put  in  of 
greater  capacity  than  required,  so  that  they  were  operated  under  a  disadvantage. 

Mr.  Holman  called  attention  to  the  relative  importance  of  duty  as  compared 
with  otheritems  of  expense  in  pumping  water.  In  this  city  the  coal  bill  was  less  than 
half  of  the  total  cost,  the  items  of  labor  and  repairs  being  of  almost  equal  import- 
ance. He  also  expressed  great  doubt  as  to  the  reliability  of  the  tests  of  the  old 
Cornish  pumping  engines,  which  were  usually  held  up  as  standards.  Messrs.  Fer- 
guson and  Seddon  also  took  part  in  the  discussion. 

The  secretary  then  read  for  Mr.  J.  H.  Kinealy  a  paper  entitled  "Some  Math- 
ematics on  Ventilation."  The  author  tested  the  commonly  accepted  rules  of  prac- 
tice by  mathematical  deduction,  with  the  result  of  showing  the  practice  to  be  well 
founded.  In  the  discussion  Prof.  Gale  stated  that  the  intention  of  the  author  was  to 
investigate  what  difference,  if  any,  must  be  made  in  the  provision  for  ventilation  be- 
tween a  room  occupied  only  temporarily  and  the  same  occupied  continously. 

Prof.  Johnson  suggested  that  mathematical  papers  of  this  kind  had  better  be  read 
by  title  only. 

Adjourned. 


322ND  Meeting,  February  19,  it'90.— The  club  met  at  S.r-  p.m.  in  the  rooms  of 
the  Elks' Club,  Vice-President  Burnet  in  the  chair:  thirty-two  members  and  eight 
visitors  present.  The  minutes  of  the  321st  meeting  were  read  and  approved.  The 
Executive  Committee  reported  the  doings  of  its  S4th  and  8  th  meetings,  approving 
the  following  applications  for  membership  :  \Vm.  E.  Barns,  Emerson  McMillin  and 
John  H.  Pope.  They  were  ballotted  for  and  elected.  Applications  for  membership 
were  announced  from  Wm.  A.  Neff,  Jr.,  Sewer  Department  City  of  St.  Louis,  en- 
dorsed by  O.  W.  Ferguson  and  Wm.  Wise:  and  Julius  I'itzman,  City  Surveyor,  en- 
dorsed by  M.  L.  Holman,  Geo.  Burnet,  Henry  Flad  and  Robert  E.  McMath.  These 
were  referred  to  the  executive  committee 

Prof.  Johnson  then  read  Mr.  Edward  H.  Connor's  paper  on  the  "  Substructure 
of  the  Cairo  Bridge  "  The  paper  was  accompanied  by  drawings,  showing  the 
spans,  piers  and  caissons;  also  by  numerous  tables,  and  the  complete  specifications 
of  the  Ijridge.  The  paper  e^xplained  the  work  of  construction  in  detail,  and  the  dif- 
ficulties met  with  in  various  parts  of  the  work.  The  tables  gave  the  results  of  num- 
erous tests  on  cements,  showing  the  effect  of  different  proportions  of  salt,  the  effect 
of  freezing,  the  effect  of  fine  grinding,  etc.  The  results  were  given  for  both  Port- 
land and  Louisville  cements.  ,\  general  discussion  followed,  participated  in  by 
Messrs.  Crosby,   Kcbby,  Holman,  Ockerson,  Burnet  and  Ferguson.     .Mr.  Harr,  of 
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the  firm  of  Anderson  &  Barr,  who  were  the  contractors  for  the  substructure  of  this 
bridge,  was  present,  and  related  some  of  his  experiences. 

Under  general  discussion,  Mr.  Willard  Beahan  was  called  upon  for  some  infor- 
mation regarding  the  outlook  for  engineers  in  South  America,  he  having  recently- 
returned  from  that  country.  He  stated  that  the  prospects  for  American  engineers 
were  excellent  at  the  present  time.  Railroads  are  few,  but  a  large  number  are  in 
prospect.  Municipal  engineering  was  just  being  taken  up.  The  prices  secured 
and  salaries  paid  were  good.  Most  of  the  engineers  now  in  that  country  are  French, 
there  being  only  a  few  from  America  and  England. 

Adjourned. 


323RD  Meeting,  March  5,  1890.— The  club  met  at  8. 75  p.m.  in  the  rooms  of  the 
Elks'  Club,  Laclede  Building.  President  Nipher  in  the  chair:  thirty-one  members 
and  six  visitors  present.  The  executive  committee  reported  the  doings  of  its  8:th 
meeting,  recommending  for  election  to  membership,  Wm.  A  Neff,  Jr.,  and  Julius 
Pitzman .     They  were  ballotted  for  and  elected. 

The  special  committee  on  banquet  to  Mr.  T.  S.  Mendenhall,  submitted  a  final 
report,  turning  $13  into  the  treasury.  On  motion,  the  report  was  accepted  and  the 
committee  discharged. 

Mr.  Seddon,  chairman  of  the  library  committee,  called  attention  to  the  fact  that 
the  club  room  was  being  kept  open  every  Saturday  evening,  and  he  trusted  mem- 
bers would  make  greater  use  of  it. 

Mr.  Willard  Beahan  then  read  a  paper  on  "  American  and  Foreign  Railways." 
This  paper  was  prepared  on  short  notice  to  take  the  place  of  the  one  announced  on 
the  regular  programme,  it  having  been  found  impossible  to  complete  the  latter  in 
time  for  this  meeting.  Mr.  Beahan's  paper  was  a  report  of  a  recent  trip  he  had 
made,  and  gave  the  results  of  his  observations  of  the  countries  passed  through, 
with  particular  reference  to  their  railways.  For  the  purposes  of  this  subject,  Castil- 
ian  America  could  be  considered  as  a  foreign  country.  Mr.  Beahan's  observations 
extended  to  Panama,  a  number  of  countries  in  South  America,  France,  England, 
Scotland  and  Ireland.  Some  description  was  given  of  the  topography  of  the  coun- 
tries traversed,  from  the  point  of  view  of  a  railway  locating  engineer.  The  road 
beds  of  the  railways  were  described,  together  with  their  ties,  rails,  ballast,  grades, 
curves  and  bridges.  Some  information  was  also  given  as  to  the  locomotives  used, 
and  the  rolling  stock,  speed,  and  the  class  and  nationality  of  men  employed  to  op- 
erate the  roads.  Comparisons  were  made  between  American  and  foreign  railways 
on  the  points  of  original  cost,  maintenance,  and  operation,  showing  wherein  Ameri- 
can roads  excelled,  and  wherein  they  might  learn  something.  The  iron  ties  used  in 
South  America  were  described.  A  brief  description  was  also  given  of  the  Forth 
Bridge.  The  discussion  was  participated  in  by  Messrs.  Robert  Moore,  J.  B.  John- 
son, Meier,  Ferguson,  Curtis,  Crosby,  Long  and  Gayler. 

Adjourned.  Wm.  H.  BrYx\N,  Secretary. 


ENGINEERS'  CLUB  OF    KANSAS    CITY. 


Fkbri;ary  28,  iSc;0.— Friday  evening,  February  2Sth,  the  Club  held  its  Annual 
Dinner  at  the  St.  James  Hotel.  There  were  thirty-three  present,  including  twenty- 
two  members  and  invited  guests.  After  a  most  satisfactory  repast,  toasts  were  re- 
sponded to  by  President  W.  H.  Breithaupt,  O.  B.  Gunn,  F.  E.  Sickels,  K.  Allen, 
A.  J.  Mason,  G.  W.  Pearsons  and  D.  W.  Pike,  and  entertaining  reminiscences  ol 
engineering  experience  were  given  by  Mayor  Davenport,  Major  Gunn,  Mr.  E.  I. 
Farnsworth  and  Mr.  Henry  Goldmark.  Mr.  Wm.  B.  Knight  filled  the  office  of  toast 
master  in  a  most  satisfactory  manner. 
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March  3,  1S90.— A  regular  meeting  was  held  in  the  Club  Room  at  8  p.  m.  Pres- 
ident Breiihaupt  in  the  chair,  K.  Allen,  Secretary,  fouiteen  membeis  and  three  visitois 
being  present. 

Minutes  of  last  regular  meeting  and  of  tlie  meeting  of  the  Executive  Committee 
were  read  and  approved. 

Mr.  F.  W.  Tuttle  presented  a  report  from  the  Dinner  Committee  as  follows: 
Total  expense,  ^119.75;  amount  collected,  $05.00:  deficit,  54.75. 

On  motion  of  Mr.  Mason  it  was  voted  to  apply  to  this  from  the  treasury  $1'. 73, 
being  the  cost  of  printing  and  plates  for  two  guests. 

On  motion  of  Mr.  Farnsworth  it  was  voted  that  the  remaining  indebtedness  be 
paid  by  the  Club. 

On  motion  of  Major  Gunn  it  was  voted  that  the  Secretary  draw  up  a  subscription 
to  present  to  the  members  present  for  the  purpose  of  defraying  the  deficit  from  the 
dinner. 

On  canvas  of  ballots  R.  J.  McCarty  was  elected  a  member,  and  it  was  voted  to 
amend  Article  V,  Section  i  of  the  Constitution  and  Section  3  of  the  By-Laws. 

On  motion  of  Mr.  Mason  it  was  voted  that  the  next  regular  meeting  be  held  the 
second  Monday  in  April. 

The  Secretary  presented  in  behalf  of  Mr.  Thomes  a  large  number  of  valuable 
Government  Reports. 

On  motion  of  Mr.  Goldmark  it  was  voted  to  accept  the  generous  gift  of  Mr. 
Thomes  with  thanks  and  that  it  be  so  recorded  in  the  annals  of  the  Club. 

Major  O.  B.  Gunn  read  a  letter  received  from  L.  F.  Green,  Esq.,  of  Baldwin, 
Kas.,  commending  the  Club  on  its  prosperity,  and  the  answ^er  sent  him. 

Edw.  J.  Lawless  was  proposed  as  Associate  by  K.  Allen  and  W.  B.  Knight,  Carl 
Wenntrock  was  proposed  as  Member  by  O.  B.  Gunn,  J.  H.  Giove,  E.  A.  Harper, 
Ewd.  Butts  and  C.  E.  Taylor. 

Mr.  G.  W.  Pearsons  read  a  paper  on  "Photography  applied  to  Surveying." 

''The  focal  length  of  camerabest  adapted  to  this  work  is  from  12  to  15  inches. 
The  image  formed  on  the  sensitive  plate  represents  a  series  of  right  lines  passing 
through  the  center  of  the  lens  from  the  landscape  to  it.  If,  therefore,  the  plate  is  in 
correct  position  it  will  give  a  mathematically  correct  copy,  capable  of  direct  meas- 
nrement,  and  to  a  much  greater  degree  of  accuracy  than  would  be  at  first  im- 
agined. 

"For purposes  of  precision  proper  regard  must  be  paid  to  the  positions  of  the 
plate  and  camera.  The  foimer  must  be  truly  vertical,  and,  for  a  proper  definition  of 
the  horizon,  its  edges  should  be  horizontal.  The  angle  covered  by  the  plate  must  be 
known,  and  sufiicient  lap  should  be  allowed  to  join  consecutive  prints. 

"Thecenires  of  plates  should  be  correctly  located,  vertically  and  horizontally,  as 
they  must  be  measured  by  a  scale  of  tangents  from  the  vertical  centre  and  liorizon. 
The  focal  distance  should  remain  fixed. 

"After  taking  a  series  of  views  from  the  first  station,  proceed  to  the  next  point 
and  take  another  set  in  the  same  manner,  intersecting  the  first.  The  points  of 
observation  being  known,  these  intersections  determine  any  desired  point  in  the  field 
of  view.  The  third  station  bears  on  tlie  first  two,  the  fourth  on  the  second  and  third, 
etc.,  forming  a  continuous  triangulation  on  which  most  points  may  be  defined  by 
three  intersections.  Any  point  so  determined  is  also  defined  as  to  height  by  the 
tangent  of  its  distance  from  the  point  of  observation.  The  plates  therefore  give  ver- 
tical as  well  as  horizontal  definitions  of  the  field  and  with  a  degree  of  accuracy  wliich 
will  surprise  the  engineer." 

Adjourned.  Kennkth  Allkn,  Secretary. 


BOSTON    SOCIETY   OF   CIVIL   ENGINEERS. 


Fkbru.\ky  19,  i8i.;o.— A  regular  meeting  was  held  at  the  American  House, 
Boston.  President  FitzGerald  in  the  chair.  Forty-nine  members  and  seven  visitors 
present. 
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Messrs.  Frederick  W.  Farnhani,  \\'i!l;ird  M.  Foster,  Alfred  E.  Nichols  and  Fred 
S.  Pearson  were  elected  to  membership. 

The  President  announced  the  death  of  L-incoln  Caljot,  a  member  of  the  Society, 
which  occurred  at  Honolulu,  Sandwich  Islands,  Dec.  ij,  iSS".  A  committee  con- 
sisting of  Messrs.  Tinkham  and  Blodgett  was  appointed  to  prepare  a  memoir. 

On  motion  of  Mr.  French  the  sum  of  $50  was  appropriated  for  the  general  ex- 
penses of  the  coming  annual  dinner. 

Mr.  Rice,  for  the  committee  to  nominate  officers,  submitted  a  verbal  report  and 
the  Society  proceeded  to  ballot  for  a  Vice-President  and  a  Director  for  the  terms  ex- 
piring at  the  annual  meeting  in  1S91.  Messrs.  Hodgdon  and  Eaton  acting  as  com- 
mittee to  count  ballots. 

Mr.  William  E.  McClintock  was  elected  Vice-President  on  the  second  ballot  and 
Prof.  \V.  S.  Chaplin,  Director  on  the  third  ballot. 

Piesident  FitzGerald  brought  to  the  attention  of  the  Society  the  desirability  of 
taking  some  steps  toward  procuring  a  club  house  and  spoke  substantially  as  fol- 
lows: Several  years  ago  at  one  of  the  annual  dinners  I  had  occasion  to  express  the 
hope  that  at  some  time  in  the  future  this  Society  might  have  a  club  house  of  its  own 
in  Boston.  By  many  this  idea  was  received  with  incredulity,  but  by  all,  I  believe, 
with  enthusiasm.  Since  then  very  little  has  been  actually  accomplished  towards  this 
desirable  end,  but  I  believe  the  resources  and  strength  of  the  Society  have  been 
growing  to  such  an  extent  as  to  render  the  attainment  of  permanent  quarters  a 
matter  of  the  near  future.  I  wish  to  bring  this  subject  seriously  before  the  Society 
at  this  time  for  the  purpose  of  getting  an  expression  of  opinion  from  the  members 
present  to-night.  It  seems  to  me  to  delay  longer  is  to  lose  time  unnecessarily. 
Whether  we  can  afford  to  start  rooms  of  our  own  with  a  cafe  attached,  or  whether 
we  had  better  join  some  other  society  with  the  same  object  in  view,  I  leave  for  you 
to  decide.  In  this  connection  I  trust  that  we  shall  consider  that  the  Boston  Society 
of  Civil  Engineers  has  had  a  long  and  honorable  career,  dating  from  184S,  and  that 
while  we  sit  idle  in  this  matter,  other  organizations  spring  into  being,  almost  every 
day  which  have  better  accomodations  than  we  can  boast. 

The  subject  was  very  fully  discussed  by  the  members  present  and  on  motion  of 
Mr.  Blodgett  it  was  voted:  "That  the  Committee  on  Common  Headquarters  be  re- 
quested to  report  in  print  in  time  for  the  same  to  be  sent  to  members  before  the 
April  meeting  and  that  the  further  consideration  of  that  subject  be  assigned  to  that 
meeting. 

The  President  appointed  Messrs.  H.  H.  Carter  and  F.  P.  Spalding  tellers  to 
canvass  the  ballots  for  officers  at  the  coming  election.* 

Captain  Eugene  Griffin,  General  Manager  Railway  Dep't.,  Thomson-Houston 
Electric  Co.,  read  a  paper  on  "The  Transmission  of  Power  by  Electricity."  The 
paper  was  discussed  by  Messrs.  Blodgett,  Pearson,  Tilden  and  others. 

Adjourned.  S.  E.  Tinkham,  Secretary. 


*Mr.  Carter  having  declined  the  appointment  on  account  of  expected  absence 
from  the  city,  the  President  has  since  appointed  Mr.  F.  O.  Whitney  a  teller. 


Editors  reprinting-  articles  from  this  journal  are 
requested  to  credit  both  the  JOURNAL  and  the 
Society  before  which  such  articles  were  read. 
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SOME  METHODS  OF  HEATING  AND  VENTILATING  SCHOOL 

HOUSES. 


By  William  E.  McClintock,  Member  of  the  Boston  Society  of 
Civil  Engineers. 


[Read  December  i8,  1889.] 

I  appear  before  you  this  evening  to  speak  on  a  question  of  great  im- 
portance, although  classed  by  some  of  our  best  sanitarians  as  amongst  the 
lost  arts.  I  approach  the  subject  with  considerable  trepidation,  feeling 
that  I  have  struck  into  a  topic  that  would  require  a  life  time  to  master 
with  any  degree  of  certainty. 

There  is  no  doubt  in  my  mind  that  the  conditions  of  life  are  at  the 
present  time  so  different  from  what  they  were  one  hundred,  or  even  fifty 
years  ago;  that  the  demand  for  better  facilities  in  every  part  of  our  living 
are  so  much  greater  now  than  at  that  time  that  we  cannot  compare  the 
past  with  the  present. 

There  is  no  doubt  in  my  mind  that  the  poorly  ventilated  school  room  has 
had  its  share  in  producing  many  of  the  ills  of  the  present  generation. 

As  our  country  increases  in  wealth  and  population  the  tendency  is  to 
more  and  inore  depart  from  the  rural  and  take  up  with  the  city  life. 

This  means  more  brain  work  and  less  physical  labor  and  a  consequent 
lessening  of  the  powers  to  resist  certain  forms  of  disease. 

It  is  claimed  by  many  that  the  great  prevalence  of  near-sightedness 
amongst  the  Germans  results  from  poor  school  ventilation.  Examina- 
tions of  the  air  of  their  schools  certainly  show  it  to  be  heavily  charged 
with  carbonic  acid  and  in  a  bad  condition.  We  are  well  aware  of  the  fact 
that  in  a  school  rot..?*not  properly  ventilated  the  pupils  show  in  their 
every  look  that  this  system  is  not  in  its  normal  condition.  There  is  alack 
of  life  and  energy,  the  face  is  flushed,  the  eyes  are  heavy  and  dull. 

In  our  own  work  we  find  that  the  brain  refuses  to  work  to  its  best  in  a 
room  where  the  air  is  not  pure. 
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What  constitutes  pure  air,  looked  at  from  the  standpoint  of  health  and 
comfort,  may  be  hard  to  exactly  determine;  but  fortunately  there  is  a 
comparatively  easy  test  of  the  purity  by  determining  the  quantity  of  car- 
bonic acid  gas  in  it.  A  person's  lungs  will  exhale  a  certain  amount  of 
carbonic  acid  gas;  and  with  this  there  are  certain  organic  matters  that  are 
to  a  certain  extent  poisonous.  The  labor  of  ascertaining  the  amount  of 
organic  matter  is  very  difficult,  while  it  is  comparatively  easy  to  get  the 
carbonic  acid;  and  so  the  carbonic  acid  is  determined  when  we  wish  to 
make  comparisons. 

The  normal  amount  of  carbonic  acid  in  the  air  is  from  three  to  five 
parts  to  the  10,000,  while  an  addition  of  two  to  four  parts  makes  a  per- 
ceptibly bad  impression.  While  we  may  not  arrive  at  perfection  in  this 
matter,  we  can  approach  to  a  point  that  may  be  said  to  be  safe. 

On  authority  of  such  able  men  as  Dr.  Parks,  of  London,  and  Surgeon 
Billings,  of  our  own  country,  the  general  practice  of  to-day  is  to  call  ten 
parts  of  carbonic  to  the  10,000  the  maximum  allowable  amount  in  a  room 
where  many  persons  are  assembled  together. 

The  air  as  it  is  exhaled  from  the  lungs  leaves  the  mouth  at  a  tempera- 
ture of  about  100  degrees;  and  although  the  carbonic  acid  in  the  exhaled 
air  is  great,  yet  the  loss  in  density  caused  by  the  increase  in  temperature 
is  sufficiently  great  to  cause  the  air  to  rise  toward  the  top  of  the  room, 
where  it  rapidly  mixes  with  the  other  air,  gradually  lowering  the  standard 
of  the  whole  room. 

This  carbonic  acid  gas  has  at  times  been  a  stumbling  block  to  many, 
and  has,  in  the  past,  given  rise  to  a, theory  that  the  only  way  to  ventilate 
a  room  was  to  furnish  openings  at  the  floor  and  allow  the  heavy  gas  to  flow 
off  like  water.  Although  such  a  condition  might  exist  in  a  room  very  near- 
air  tight  and  with  a  temperature  unchangeable,  yet  where  the  temperature 
is  at  all  changeable  the  different  gases  must  mix  thoroughly. 

It  strikes  me  that  the  problem  sought  is  rather  one  of  how  much  of  the 
bad  can  we  take  mixed  with  the  good  and  how  shall  we  introduce  the  good 
and  get  rid  of  the  bad. 

I  find,  after  wading  through  long  arguments,  where  all  the  conditions 
are  considered,  that  if  we  can  get  from  25  to  30  cubic  feet  per  minute  per 
scholar  we  are  getting  very  good  results,  and  we  can  keep  the  carbonic 
acid  to  the  required  ten  parts  in  10,000. 

It  is  the  purpose  of  my  paper  to  rather  give  some  of  the  methods  of 
heating  and  ventilating  to  be  found  at  the  present  time  than  to  theorize. 

I  shall  first  refer  to  a  church  which  has  a  seating  capacity  of  750  and  an 
air  space  of  about  150  cubic  feet  per  person  when  full.  There  is  a  round 
ventilator  in  the  center  of  the  ceiling  connected  by  a  box  with  a  brick 
tower  having  a  window  on  each  of  its  four  sides.  The  box  has  a  cross  sec- 
tion of  3X  square  feet,  and  with  the  ordinary  velocity  of,  say  3  feet  per 
second,  would  allow  about  35,700  cubic  feet  per  hour  to  pass  off.  This 
amount,  with  the  air  space  above  referred  to  in  the  room,  would  seem  to 
give  very  fair  results;  but  on  several  occasions  that  I-looked  at  the  outlet 
box  I  found  the  damper  in  it  closed.  I  at  last  succeeded  in  inducing  the 
sexton  to  keep  this  damper  open,  but  even  then  the  resultsdid  not  change. 
1  then  went  to  the  tower  and  found  that  the  large  windows,  before  referred 
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to,  were  entirely  boarded  up  on  the  inside,  leaving  no  chance  for  air  to 
pass  either  in  or  out.  By  removing  the  boards  from  these  windows  we  now 
have  a  fair  flow  of  air.  I  find  on  an  examination  that  most  of  our  churches 
have  this  method  of  ventilation,  which  must  be  very  extravagant,  to  say 
the  least,  as  the  heat  passes  from  the  registers  in  the  floor  directly  up  and 
through  the  roof,  to  the  extent  of  the  capacity  of  the  outlet  box.  In  addi- 
tion to  the  extravagant  feature  of  this  method  as  to  fuel,  there  is  the  worse 
feature  of  leaving  all  the  corners  with  but  very  little  pure,  or  even  warm 
air  in  them. 

The  effect  on  myself  in  a  poorly  ventilated  room  is  to  render  me  sleepy; 
and  what  I  have  for  years  supposed  to  be  due  to  original  sin,  which  per- 
mitted me  to  sleep  during  service  time,  I  now  think  must  be  due  rather  to 
poor  air. 

We  have  often  seen  the  small  district  school  house  in  the  country  with 
one  room  and  windows  on  three  sides.  If  we  should  go  inside  one  ol  these 
rooms  we  would  probably  find  a  large  box  stove  burning  wood,  which  heats 
the  air  in  the  immediate  vicinity  to  an  intense  point,  while  the  air  in  the 
farther  parts  of  the  room  is  hardly  warmed  at  all. 

There  is  sufficient  heat  generated  by  the  stove  to  heat  the  small  room 
in  all  its  parts  to  a  comfortable  degree,  but  for  want  of  proper  direction 
this  is  not  done.  The  stove  has  to  heat  the  air  coming  in  contact  with  it, 
sending  it  in  a  rapid  current  to  the  ceiling,  its  place  being  supplied  by 
other  air  from  the  room.  This  does  not  give  a  good  degree  of  circulation 
in  the  room  and  surely  does  not  give  a  change  of  air.  If  the  windows  were 
to  be  double  and  a  cold  air  box  be  brought  from  the  outer  air  and  through 
an  opening  in  the  floor  under  the  stove,  while  the  stove  is  cased  in  with 
iron  or  other  metal,  leaving  the  top  open,  we  could  easily  heat  pure  fresh 
air  in  quantities  to  fill  the  whole  room.  Having  provided  for  admitting 
fresh  warm  air,  we  must  now  provide  for  carrying  off  the  colder  air  that 
has  been  vitiated  by  use  through  properly-located  extracting  flues.  This 
method  has  been  used  in  several  places  with  excellent  results  and  at  small 
expense. 

I  call  to  my  mind  some  school  houses  that  I  have  looked  over,  and  will 
now  show  you  how  little  attention  is  given  to  this  subject  by  school  com- 
mittees and  others  having  the  matter  in  charge  and  how  really  necessary 
was  the  lam  that  puts  the  inspection  of  the  buildings  in  the  hands  of  those 
who  do  not  have  to  lookout  for  the  means  of  furnishing  the  money  to  make 
the  changes. 

A  brick  building  having  12  rooms  was  actually  planned  to  have  two  20 
inch  flues  for  ventilation,  having  a  15  inch  iron  smoke  pipe  passing  up  the 
centre  to  give  the  needed  power  or  draft.  Each  room  was  to  be  connected 
into  the  common  flue,  with  no  means  of  preventing  the  air  from  passing 
from  one  floor  to  an  other.     The  heat  was  to  be  direct  steam. 

To  get  any  decent  change  of  air  would  require  a  velocity  in  the  flues 
of  about  50  miles  per  hour,  even  provided  there  was  any  air  in  the  rooms 
to  take  out.  After  long  discussions  this  plan  was  so  changed  by  the  com- 
mittee having  charge  as  to  give  good  sized  flues  from  the  rooms,  while 
fresh  air  was  taken  direct  from  outside  and  passed  over  steam  radiators 
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located  in  the  room  to  be  heated.     I  am  unable  to  give  any  figures  at  this 
school,  but  do  not  think  they  would  be  wholly  satisfactory. 

A  wooden  four-room  building  I  examined  had  eight  by  twelve  brick 
flues,  for  the  lower  floors,  while  the  upper  floors  used  the  unfinished  breasts 
beside  the  chimney  for  ventilators.  On  closer  examination  the  breasts 
■were  found  to  end  in  the  attic  with  no  openings  from  attic  to  outer  air. 
In  these  cases  the  air  flowed  through  the  registers  at  a  velocity  of  about  2 
feet  per  second,  which,  taken  with  the  size  of  the  flues,  would  give  only  5 
or  6  cu.  ft.  per  min.  per  scholar. 

A  two-story  four-room  brick  building  seemed  to  have  small  registers 
into  brick  flues  8x12  inches,  two  rooms  using  a  common  flue.  The  air 
here  was  simply  unbearable;  and  an  inspection  in  the  attic  showed  that  the 
brick  flues  were  built  on  the  same  principle  as  a  cannon,  viz.,  with  hole  at 
one  end  only. 

A  two-story  wooden  building  of  two  rooms  had  a  very  small  flue  and  a 
still  smaller  register.  The  theory  in  all  the  older  types  of  buildings 
seemed  to  be  to  get  a  register  at  any  cost,  and  never  mind  the  flue. 
I  shall  now  have  a  word  to  say  of  some  of  o'.r  more  modern  buildings — 
buildings  that  have  very  pleasant  exteriors  as  well  as  interiors — buildings 
that  have  been  planned  by  so-called  architects  who  should  never  have  been 
permitted  to  foist  such  abortions  on  a  long  suffering  public. 

It  is  now  my  intention  to  give  a  short  description  of  some  of  the  build- 
ings I  have  examined  to  show  what  we  have  in  our  midst,  leaving  it  for  you 
to  draw  deductions. 

A  14-room  brick  building,  with  hall,  was  heated  by  hot  air  furnaces 
with  no  extracting  flue  worth  mentioning.  Much  fault  was  found  with  this 
building  by  the  parents  on  account  of  headaches  and  other  ailments 
among  the  children  attending  the  school. 

A  two-story  4-room  building  of  wood  as  originally  planned  by  the  ar- 
chitect showed  a  lo-inch  square  wooden  flue  that  could  not  be  built  on 
account  of  the  valley  rafters;  and  even  if  it  could  have  been  built,  it  was  to 
end  in  the  open  attic  without  openings  of  any  kind  to  the  outer  air.  The 
changes  in  original  plan  delivered  the  four  flues  from  the  rooms  into  a 
cupola  with  no  more  than  one  half  the  sums  of  the  four  sections.  This 
building  was  heated  by  direct  steam  by  the  use  of  lines  of  pipes  around 
three  sides  of  the  rooms. 

A  building  of  exactly  the  same  plan  as  the  last  was  planned  to  be 
heated  by  hot  air  furnaces  with  plaster  finished  extracting  flues  ending  in  a 
close  attic,  which  later  on  were  carried  into  a  cupola.  Direct  steam  was  put 
in  instead  of  hot'  air. 

Question. — How  much  air  passed  out  of  the  ventilators  ? 

An  eight-room  two  story  wooden  building  located  in  a  beautiful  spot, 
with  cheerful  and  finely  finished  and  furnished  rooms,  was  heated  by  the 
same  lines  of  steam  pipes  on  the  three  sides  of  each  room. 

The  ventilation  is  by  tin  pipes  in  each  of  the  outer  corners  of  the  build- 
ing and  registers  at  the  top  and  bottom  of  each  room. 

The  lower  rooms  have  8-inch  pipes  extending  to  the  attic  floor. 

The  upper  rooms  have  12-inch  pipes  starting  at  the  second  floor  and 
placed  outside  the  smaller  pipes.     The  outer  pipes  from   one  half  of  the 
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building  join  into  a  pipe  of  the  same  size  (12-inch)  and  end  in  a  brick 
flue  having  a  12-inch  glazed  pipe  passing  through  the  centre  for  a  smoke 
pipe.  The  rec^uired  velocity  of  the  air  in  this  12-inch  pipe  as  it  enters  the 
brick  flue  to  change  the  air  rtf  its  part  of  the  building  in  say,  20  minutes, 
is  45  feet  per  second.  The  required  velocity  in  same  pipe  to  ventilate  but 
om  room  is  a  little  more  than  10  feet  per  second.  The  actual  observed 
velocity  in  the  pipe  was  from  2  to  3  feet  per  second. 

A  four-room  two  story  wooden  building  has  the  same  line  of  steam 
pipes  on  three  sides  of  the  rooms.  The  ventilation  in  this  building  is  by 
12-inch  tin  pipe  from  each  room,  the  same  entering  a  common  brick  flue 
3  feet  by  2  feet  in  the  attic  and  having  a  glazed  smoke  pipe  passing  through 
the  flue.  The  main  defect  here  is  the  entire  lack  of  any  means  of  admit- 
ting fresh  air. 

A  1 2 -room  two  story  building  heated  by  hot  air  furnaces  had  no  ex- 
tracting flues  except  some  old  and  disused  chimney  flues  about  8  x  10 
inches  with  registers  near  the  top  of  the  rooms.  The  basement  of  this 
building  was  partitioned  off  into  a  series  of  rooms  and  a  large  quantity  of 
rotten  wood  added  its  smells  to  the  water  closet  tanks  to  sweep  through 
the  whple  building. 

I  could  easily  cite  many  other  cases  equally  bad  as  the  ones  already 
referred  to,  many  of  which  will  probably  continue  to  exist  until  some 
power  other  than  the  local  boards  order  the  changes  made.  I  do  not  say 
this  out  of  any  disrespect  to  these  boards;  as  I  find  they  have,  in  many 
cases,  endeavored  to  move  in  the  matter,  but  have  been  prevented  by  their 
townsmen,  who  began  and  finished  their  education  in  just  such  places,  and 
who  seem  to  think  the  present  generation  should  do  the  same,  and  not  tax 
them  for  any  of  your  new-fangled  notions. 

Mr.  President,  I  feel  that  we  should,  to  a  man,  unite  in  rendering  all 
possible  assistance  to  the  State  Inspectors,  while  they  push  on  in  their 
strong  effort  to  work  a  much  needed  reform. 

It  may  be  that  they  will  make  mistakes,  but  in  a  short  time  they  will 
get  at  the  bottom  of  the  matter;  and  our  children  will  rise  and  call  them 
blessed.  Even  with  the  short  time  that  they  have  been  at  work,  there  is  a 
marked  improvement;  and  there  is  bound  to  be  a  still  greater  advance 
within  the  next  one  or  two  years. 

Having  touched  on  some  of  the  buildings  we  should  call  defective,  let 
us  now  take  up  the  question,  how  to  improve  them  ? 

There  is  no  doubt  but  that  heating  and  .ventilating  must  go  hand  in 
hand ;  they  cannot  be  separated;  and  no  great  improvement  can  be  made 
unless  one  conforms  to  the  other. 

First :  We  cannot  introduce  fresh  air  in  any  quantities  into  a  room 
without  first  removing  an  equal  quantity  of  the  air  already  in  the  room. 

Second :  We  cannot  take  air  out  of  a  room  unless  we  introduce  an 
equal  volume. 

Third :  We  cannot  keep  the  air  of  a  room  good  unless  we  intro- 
duce enough  fresh  air  to  mix  with  the  air  already  in  to  thoroughly  dilute 
the  same  and  keep  it  to  a  certain  standard. 

Fourth :  In  the  introduction  of  fresh  air  we  must  avoid  cold  drafts, 
which  means  the  introduction  of  large  quantities  of  air  at  about  the  re- 
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quired  temperature  and  throu;4h  a  flue  of  sufficient  section  to  give  a  low 
velocity. 

Fifth  :  The  warm  air  inlet  and  cooled  outlet  must  have  such  relation  to 
each  other  as  to  compel  the  air  to  thoroughly  mix  and  intermingle  in  all 
parts  of  the  room  with  but  slight  variations  in  temperature. 

The  solution  of  the  above  problems  has  brought  out  some  ingenious 
methods  to  convey  heat  in  and  foul  air  out,  some  of  which  I  shall  now 
describe. 

SHURTLEFF   SCHOOL,   CHELSEA. 

This  is  a  three-story  stone  building  with  sixteen  rooms  and  a  hall  equal 
to  two  more  rooms,  and  the  coat  rooms  to  correspond. 

The  system  in  use  in  this  building  is  what  is  known  as  the  Smead  & 
Northcott  and  includes  the  heating,  ventilation,  and  sanitation. 

The  building  is  divided  into  two  equal  parts,  each  being  treated  exactly 
alike. 

The  fresh  air  is  introduced  through  windows  in  the  basement  into 
chambers.  Tlience  it  passes  into  brick  flues,  and  by  means  of  a  damper 
can  be  passed  directly  into  the  rooms,  or  first  passed  over  the  heater  and 
then  into  the  rooms,  or  part  of  it  can  go  by  each  channel  and  be  admitted 
to  the  room  at  any  desired  temperature  by  working  the  damper. 

The  heater  consists  of  a  long  fire-box  protected  by  a  corrugated  iron 
lining  that  allows  an  air  space  between  it  and  the  casting  of  the  box  itself 
and  which  prevents  the  fire-pot  being  heated  to  a  red  heat. 

The  flame  and  smoke  pass  out  of  the  rear  end  of  the  fire-pot,  then 
back  through  a  series  of  tubes  to  the  front  end  of  furnace,  when  it  again 
passes  to  the  back  end  through  a  smoke  pipe,  and  thence  to  the  smoke 
flue. 

The  air  to  be  warmed  thus  comes  in  contact  with  a  very  large  surface 
at  a  comparatively  low  temperature.  The  damper  that  allows  the  warm 
and  cold  air  to  mix  is  regulated  by  a  crank  in  the  school  room,  and  is 
worked  at  the  will  Qf  the  teacher  alone.  The  warm  air  is  introduced  into 
the  rooms  through  a  register  in  the  wall  about  8  feet  above  the  floor,  except 
in  one  or  two  cases  where  the  construction  of  the  building  would  not 
permit. 

The  foul  air  extractors  are  in  the  side  walls  at  the  floor  on  two  or  three 
sides  of  the  room  other  than  the  side  with  the  heat  register. 

The  extractors  are  in  the  aggregate  a  little  larger  than  the  inlet  for 
warm  air.  There  are  three  inch  strips,  fastened  to  the  floor  timbers  and  at 
right  angles  to  same,  that  allow  of  a  free  circulation  beneath  the  floors 
which  are  nailed  to  these  strips.  This  la;t  method  has  I  think  been  aban- 
doned at  the  present  time  on  account  of  the  extra  danger  of  the  rapid 
spread  of  fire. 

\'erlical  wooden  flues,  tin  lined,  [lasidown  from  each  room,  connecting 
with  the  space  under  the  floors,  and  ending  in  a  large  brick  gathering 
room. 

From  the  gathering  room  the  air  passes  into  and  through  a  tunnel  that 
double  on   itself  and  then,  by  a  right  angle  turn,  ends  in  the  side  of  the 
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bottom  of  the  main  stack,  which  is  of  brick  and  ends  four  feet  aljove  the 
roof.     The  inside  dimensions  of  this  stack  are  3.55  x  5.62. 

A  small  heater  in  the  stack  at  the  cellar  floor  will  heat  the  stack  to  a 
temperature  of  92^  if  desired,  creating  a  current  having  a  velocity  of  be- 
tween 10  and  II  feet  per  second. 

An  arrangement  of  closets  and  seats  over  the  tunnel  referred  to  furn- 
ishes a  sanitar)^  convenience.  The  foecal  matter  is  received  onto  a  brick 
floor  so  laid  on  iron  as  to  give  a  six  inch  air  space  beneath  it.  On  the  boys 
side  the  urinals  discharge  by  pipes  into  the  same  tunnel.  All  of  the  mois- 
ture seems  to  be  evaporated  from  both  the  foecal  matter  and  the  urine 
leaving  a  dry  and  almost  inodorous  substance  which  can  be  saturated  with 
oil  and  be  burned  if  so  desired.  The  draft  is  at  all  times  down  through 
the  seats  when  the  covers  are  raised,  with  a  velocity  of  from  6  to  10  feet 
per  second. 

No  smell  can  be  perceived  either  in  the  closets  or  urinals,  although 
some  800  or  900  pupils  use  them. 

Air  metre  tests  give  a  good  flow  of  air  under  various  conditions  and  in 
the  direction  planned  and  at  rates  that  show  the  air  in  the  room  to  be 
changed  in  from  9  to  16.4  minutes.  The  best  results  are  when  the  stack 
is  heated  thoroughly  and  the  air  moves  with  a  mean  velocity  of  5.5  feet 
per  second.  Allowing  the  school  to  be  full,  we  have  450  pupils  to  each 
stack,  and  with  20  cubic  feet  per  pupil,  we  have  to  discharge  9,000  cubic 
feet  per  minute,  or  at  the  rate  of  5.5  feet  per  second. 

In  order  to  get  30  cubic  feet  per  second  we  must  have  a  velocity  in  the 
stack  of  8.5  feet  per  second. 

A  few  tests  have  been  made  in  this  building  to  ascertain  the  amount  of 
carbonic  gas.  These  tests  were  made  just  before  the  noon  closing,  and 
showed  at  the  breathing  line  14.36  parts,  and  at  the  outlets  16.53 
parts  to  the  10,000.  This  showing  is  rather  a  disappointment,  but  goes  to 
prove  that  in  order  to  get  as  low  as  10  parts  in  10,000  we  must  allow  more 
than  20  cubic  feet  per  minute. 

These  results  compare  favorably  with  Prof.  W.  R.  Nichols  examina- 
tions of  29  school  rooms  in  Boston  in  1880,  when  he  got  a  mean  of  15.6 
parts  per  10,000. 

The  cost  of  introducing  the  whole  of  the  heating,  ventilation,  and  sani- 
tary appliances,  was  $7,000. 

Some  complaint  nas  been  made  by  a  few  of  the  teachers  that  cool  drafts 
were  felt  to  a  disagreeable  extent  in  certain  parts  of  the  rooms;  but  shields 
have  been  so  placed  as  to  partially  obviate  this  trouble. 

The  air  seems  at  all  times  to  be  good  to  a  person  going  in  from  the 
outside;  and  the  children  seem  to  look  well  and  work  well. 

BROADWAY   SCHOOL. 

This  is  a  two  story  wooden  building  with  four  rooms,  each  28x32  feet, 
and  14  feet  high. 

The  building  was  originally  heated  by  steam  pipes  running  around 
three  sides  of  each  room,  the  steam  being  furnished  by  a  tubular  boiler. 
The  ventilation  consisted  of  an  outlet  flue;  but  no  means  were  furnished  to 
allow  fresh  air  to  come  into  the  rooms. 
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There  are  56  pupils  in  each  room. 

The  intention  was  to  allow  25  cubic  feet  per  minute  per  pupil  when  the 
building  was  remodeled  in  the  year  1888. 

The  steam  pipes  were  left  in  their  original  position  in  order  to  act  as 
supplementary  heaters  during  very  cold  weather,  and  are  intended  to  be 
used  when  the  temperature  is  extremely  low. 

Steam  coils  are  placed  in  the  cellar,  one  each  for  a  room,  and  these  are 
connected  directly  with  the  outside  air  by  flues  having  a  clear  opening  of 
30X  18  inches  covered  by  a  wire  netting  of  three-eighths  inch  mesh.  The 
flues  allow  the  air  to  pass  over  the  steam  coil  and  thence  into  the  school- 
room, being  delivered  into  the  room  at  a  point  about  8  feet  above  the  floor 
and  on  the  side  with  no  windows. 

The  amount  of  air  admitted  through  these  flues  can  be  regulated  by 
means  of  a  damper  in  each  flue. 

The  foul  air  is  removed  by  ducts  built  of  lath  and  plaster  work  up  to 
the  attic  floor;  and  from  there  the  four  ducts  join  together  into  one  in  the 
center  and  near  the  roof  have  an  inside  measurment  of  31.5x40.5  inches 
or  8.86 SCI.  ^^-  The  section  of  the  ducts  from  each  room  is  equal  to  3.76 
square  feet.  The  main  ventilating  shaft  ends  just  above  the  ridge  of  the 
roof  in  a  cupola  having  wire  netting  around  the  openings  to  keep  out  the 
birds,  &c.  In  the  upper  part  of  the  main  ventilating  shaft  there  are  six 
lines  of  one  and  a  quarter  inch  steam  pipe  passing  around  the  four  sides 
and  heating  the  air  of  shaft. 

The  flue  for  ventilation  in  each  room  has  a  register  in  the  wall  at  the 
floor  and  one  at  the  top  of  room.  The  lower  register  is  the  same  size  as 
the  warm  air  flue,  30X  18  inches,  the  upper  one  being  slightly  smaller,  18  x 
10,  for  no  other  reason  than  that  it  was  built  so  and  not  changed  with  the 
rest  of  work.  The  ventilating  outlet  is  on  the  same  side  of  room  as  warm 
air  inlet.  The  expense  of  refltting  this  building  as  described  was  $450, 
which  includes  the  indirect  steam  heaters,  cold  air  boxes,  flues  for  warm 
air  to  rooms,  ventilating  ducts  from  attic  floor  through  the  roof,  and  all  the 
registers  and  fitting. 

Having  made  the  changes  described  we  were  anxious  to  learn  what 
the  results  were;  and  for  this  purpose  several  experiments  have  been  made 
to  see  the  amount  of  air  passing  into  and  through  the  rooms,  and  its  quality 
in  the  rooms. 

The  State  inspectors  in  their  tests  showed  that  there  were  25  cubic  ft. 
per  minute  per  pupil  delivered  into  the  rooms  and  taken  out  of  the  ven- 
tilating flues. 

My  own  tests  have  been  limited  and  were  made  under  conditions  not 
the  best  that  could  be  desired,  viz.,  on  a  warm  day  when  the  rooms  could 
not  be  cooled  without  having  doors  and  windows  open.  There  was  a  mod- 
erate southwest  wind  blowing  at  the  time  and  the  outside  temperature 
was  60°,  while  the  rooms  were  70°  and  the  top  of  main  ventilating  shaft 
76°.  I  found  the  amount  of  air  discharged  from  each  room  to  be  about 
the  same,  \ir. 

Northwest  lower  room  917.44  cubic  ft.  per  minute  or  iG^i  cubic  ft.  per 
minute  per  pupil. 
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Northwest  upper  room  803.56  cubic  ft.  per  minute  or  15^  cubic  ft.  per 
minute  per  pupil. 

Southeast  upper  room  793.36  cubic  ft.  per  minute  or  1475  cubic  ft.  per 
minute  per  pupih 

Southeast  lower  room  830.96  cubic  ft.  per  minute  or  i47io  cubic  ft  per 
minute  per  pupil. 

These  trials  were  made  in  the  upper  ends  of  the  flues  just  as  they  enter 
the  main  shaft. 

Trials  in  the  main  shaft  above  the  points  of  delivery  for  the  in- 
dividual fines  made  at  another  time  gave  as  the  rate  for  the  whole  building 
16.  8  cubic  feet  per  minute  per  pupil.  The  windows  and  doors  were  also 
open  during  these  trials;  and  the  air  in  the  building  was  probably  as  cool  as 
could  be  wished. 

There  are  two  slight  changes  that  could  be  made  in  this  building  that 
would  probably  add  to  the  efficiency,  viz.:  The  steam  for  the  coil  in  the 
top  of  main  fiue  should  come  from  a  separate  small  heater  or  from  the 
main  boiler  with  shut-offs  for  the  other  rooms;  as  the  rooms  are  heated  too 
much  when  the  outside  temperature  is  high  if  more  than  two  pounds  are 
indicated  on  the  gauge,  while  that  amount  will  give  good  results  in  the 
shaft. 

The  second  change  is  to  divide  the  cold  air  shaft  just  before  entering 
the  coil  box  with  a  damper  to  allow  the  cold  air  to  pass  directly  into  the 
rooms  or  through  the  coil  for  heating  or  to  be  mixed  to  give  any  required 
temperature  before  entering  the  rooms. 

The  top  of  main  shaft  wants  to  be  as  hot  as  possible  to  give  power 
enough  to  draw  forcibly  from  all  the  rooms. 

One  other  evil  in  this  building  results  from  the  direct  steam  pipes  in 
the  rooms.  These  are  often  used  by  the  janitor  to  heat  the  rooms  in  the 
morning  quickly,  but  they  are  not  always  closed  when  the  session  opens. 
The  result  is,  too  much  heat;  audit  is  necessary  to  open  the  windows  for 
comfort.  An  examination  of  the  air  of  the  rooms  shows  16.99  parts  of 
carbonic  acid  gas  per  10,000.  This  1  think  is  in  excess  of  what  would 
be  had  now,  but  agrees  very  well  with  my  figures  as  to  the  c[uantity  of  air 
per  scholar  per  minute  as  will  be  seen  by  referring  to  my  previous  figures 
and  only  goes  to  show  that  the  carbonic  acid  gas  increases  inversely  with 
the  amount  of  air  per  pupil. 

CARTER   SCHOOL,   CHELSEA. 

This  is  a  four  story  brick  building  and  as  remodeled  has  what  is  known 
as  the  Fuller  &  Warren  system  of  heating  and  ventilating. 

There  are  16  rooms,  a  hall  equal  to  two  rooms,  and  the  usual  coat 
rooms. 

The  fresh  air  is  introduced  through  galvanized  iron  boxes  opening 
through  the  cellar  wall,  two  at  each  end  of  the  building  dividing  the  same 
into  four  equal  parts.  The  air  passes  from  the  air  boxes  into  the  brick 
chamber  where  the  heater  is  located,  entering  the  same  at  the  bottom. 
The  heated  air  passes  from  the  top  of  the  heating  chamber  into  brick 
flues  that  lead  directly  to  the  different  rooms.  The  hot  air  flues  pass 
to  the  bottom  of  the  furnace,  where  there  are  openings  that  allow  the  cold 
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air  to  pass  into  the  same  and  then  into  the  rooms  direct,  if  desired;  or 
where  it  can  be  mixed  with  the  heated  air  to  any  desired  temperature  by 
means  of  a  damper  that  is  controlled  by  cither  the  janitor,  by  a  chain  at 
the  furnace,  or  by  the  teacher  with  a  crank  at  the  inlet  register  in  the 
schoolroom.  A  double-acting  damper  closes  the  cold  air  inlet  before  pass- 
ing to  the  heater  and  at  the  same  time  opens  the  down  extracting  flue 
from  the  rooms,  allowing  the  warmed  air  from  these  rooms  to  be  heated 
over  again  during  those  times  when  school  is  not  in  session.  This  is  no 
doubt  a  good  thing  as  far  as  economy  of  fuel  is  concerned,  but  it  is  leaving 
a  great  deal  to  the  honesty  of  the  janitor;  or  it  affords  a  great  temptation 
for  him  to  be  late  about  his  fires  in  the  morning  if  he  so  desires.  Of 
course  this  damper  should  never  be  used  when  school  is  in  session. 

The  warm  air  is  introduced  into  the  room  at  a  point  about  8  feet  above 
the  floor  through  the  side  wall,  opposite  the  windows. 

The  foul  air  extraxtors  are  located  in  the  floor  or  side  walls  at  the  floor 
and  are  of  tin  lined  wooden  construction  and  pass  down  to  a  brick  chamber 
in  the  cellar  below  the  concrete  floor  level  from  which  point  they  pass  into 
the  base  of  the  main  stack,  which  is  of  brick,  and  passes  up  to  a  point 
about  4  feet  above  the  roof.  A  small  heater  in  the  base  of  this  stack,  fired 
from  the  cellar  raises  the  temperature  in  the  stack  so  as  to  give  a  good 
flow  of  air  up  shaft  and  suction  down  from  the  rooms.  The  main  stack  has 
an  area  of  4x7  ft.,  and  one  is  located  at  each  side  of  building  taking  the 
air  from  8  rooms. 

Area  of  down  extracting  flues  is  about  640  scjuare  inches. 

The  heater  used  here  is  a  round  furnace  with  tubes  in  the  top  to  give 
an  increased  heating  surface. 

The  State  inspectors  have  got  as  high  as  ^o  cubic  ft.  per  scholar  per 
minute  from  all  the  rooms.  At  the  only  time  I  tried  the  discharge  I 
found  the  air  flowing  through  the  stack  at  the  rate  of  11,620  cubic  ft.  per 
minute,  while  12,000  would  allow  30  cubic  ft.  per  minute  per  pupil. 

Although  I  found  this  to  be  the  mean  flow  I  also  found  that  in  certain 
rooms  we  failed  to  get  so  good  a  result,  the  amount  lessening  somewhat  as 
we  reached  the  upper  floors.  Trials  made  since  show  this  defect  to  be 
remedied  mostly,  if  not  wholly;  and  it  is  safe  to  say  that  the  pupils  are  get- 
ting the  full  25  if  not  30  cubic  ft.  needed. 

A  test  of  the  air  in  this  building  showed  there  were  but  8.63  parts  of 
carbonic  acid  gas  at  the  breathing  line  and  9.08  parts  at  the  outlet  per 
lOjODO.  This  result  was  obtained  in  a  room  on  the  second  floor  at  11:30 
just  as  school  was  let  out,  but  before  the  doors  had  been  opened. 

The  cost  of  putting  in  the  heating  and  ventilating  was  $6,456. 

I  think  1  have  said  enough  to  show  that  there  have  been  cases  of  badly 
ventilated  buildings  in  which  school  children  have  had  to  work  much  to 
their  disadvantage;  and  that  changes  are  taking  place  that  are  giving  good 
results  theoretically,  and  which  will  give  to  our  children  what  is  of  far 
greater  advantage  than  an  education,  and  that  is,  good  health. 

I  feel  that  this  subject  demands  that  every  engineer  or  architect  who 
plans  for  a  public  building  is  derelict  in  his  duty  if  hj  does  not  insist  on 
thorough  plans  for  ventilation  of  the  same.  The  responsibility  largely 
rests  with  us  and  we  should  see  that  our  patrons  are  not   misdirected,  even 
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if  some  of  the  details  of  ornamentation  have  to  be  omitted.  The  old 
Egyptian  and  Roman  works  that  can  be  looked  at  to-day,  after  centuries 
have  passed,  have  long  outlasted  the  more  ornate  Greciai  works.  If  we 
would  build  monuments  to  ourselves  let  them  be  of  the  kind  that  help  our 
fellow  men. 


DISCUSSION. 


The  President. — I  have  asked  several  gentlemen  who  are  inter- 
ested in  this  subject  of  heating  and  ventilation  to  come  here  to-night,  but 
before  calling  upon  them  it  seems  to  me  it  would  be  well  for  us  to  go  on 
with  the  discussion  on  Mr.  McClintock's  paper.  A  number  of  gentlemen 
who  are  now  present  were  unable  to  go  with  us  to  see  the  school  houses  to- 
day, and  perhaps  they  would  like  to  ask  some  questions  in  regard  to  the 
subject  of  the  paper  before  we  proceed  to  another  matter.  The  chair 
therefore  awaits  discussion. 

Mr.  Sidney  Smith. — The  inquiry  has  often  been  made  of  me  if  some 
instrument  could  not  be  devised  similar  to  the  thermometer,  which  could 
be  put  into  private  apartments  for  the  purpose  of  indicating  when  the  air 
was  in  a  proper  state  to  be  inhaled,  or  when  it  had  become  so  vile  and  im- 
pure that  the  room  was  unfit  for  occupancy.  I  would  like  to  ask  Mr.  Mc- 
Clintock  if  he  is  familiar  with  an  instrument  invented,  I  think,  by  Dr. 
Angus  Smith,  of  England,  some  ten  or  twelve  years  ago  for  that  purpose, 
or,  if,  in  Mr.  McClintock's  opinion,  there  is  a  prospect  of  our  having  such 
an  instrument  which  will  act  as  a  guide  to  a  teacher  in  a  room  where  the 
air  is  gradually  becoming  vitiated,  thus  rendering  it  difficult  for  the 
teacher  to  judge  when  the  proper  time  has  arrived  when  a  fresh  supply  of 
air  or  a  larger  supply  of  air  shall  be  introduced. 

Mr.  McClintock. — I  think  that  the  instrument  that  Mr.  Smith  re- 
fers to  is  for  the  purpose  of  determining  the  quantity  of  carbonic  acid  gas 
which  is  in  the  room,  if  I  remember  the  description  of  it;  and  it  is  a  simple 
method  of  finding  out  in  a  general  way  the  amount  of  carbonic  acid  gas; 
and  it  requires  some  slight  education  and  some  skill  to  work  it  properly. 
I  should  judge  from  the  description  of  it  that  it  resembles  the  bulb  in- 
struments which  are  used  by  the  State  inspectors  in  their  examinations. 
The  instrument  consists  of  a  tube  filled  with  lime  water;  to  this  tube  is  at- 
tached a  rubber  bulb,  by  pressing  which  the  air  is  forced  through  the  lime 
water.  According  to  the  number  of  fillings  of  the  bulb  which  are  required 
to  make  the  lime  water  opaque  we  judge  the  purity  of  the  air,  counting  the 
number  of  bulbfuls  of  air  required;  and  referring  to  a  table,  we  get  the  parts 
of  carbonic  acid  gas  in  ten  thousand  of  air.  I  do  not  know  of  anything  ex- 
cept the  sense  of  smell  that  is  self-acting,  and  by  which  you  can  discover 
whether  the  air  is  pure  or  foul. 

Mr.  Smith. — It  is  very  easy  for  a  person  going  from  the  pure  air  into 
a  room  to  tell  whether  or  not  the  air  in  that  room  is  pure,  or  at  least  fairly 
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good — he  can,  of  course,  tell  at  once  if  the  air  is  very  impure.  But  often, 
when  we  have  been  for  some  hours  unconsciously  vitiating  the  air  of  a 
room,  someone  comes  in  fi-om  the  Iresh  air  and  tells  us  that  our  apart- 
ments are  very  close. 

Mr.  McClintoCK. — I  think  that  the  authorities  agree  that  with  from 
three  to  five  parts  oi  carbonic  acid  gas  to  ten  thousand,  the  air  is  very 
good;  it  is  normal  air  outside;  but  when  it  reaches  two  parts  above  that  the 
change  begins  to  be  perceptible,  and  when  it  has  reached  four  to  nve  parts 
above  that  the  air  becomes  disagreeable — that  is,  to  the  sense  of  smell. 
I  do  not  know  of  any  other  way  of  testing  it  than  by  the  sense  of  smell, 
just  as  the  only  way  of  testing  steel  is  by  observing  its  color.  At  all  events, 
I  am  not  familiar  with  any  other  way  of  determining  its  condition. 

Mr.  E-.  P.  Adams. — The  ordinary  way  of  discovering  the  approximate 
percentage  of  carbonic  acid  gas  in  the  air,  might,  I  should  think,  be  mod- 
ified so  as  to  make  it  easy  for  a  teacher  to  tell  when  the  air  has  become  too 
impure  to  be  healthful.  Probably  most  of  the  gentlemen  present  are 
familiar  with  the  method.  It  is  to  have  several  bottles,  one  containing, 
say,  loo  cubic  centimetres,  another  200,  and  another  300,  and  a  saturated 
lime-water  solution.  The  bottles  being  filled  with  water,  commence  with 
the  smallest  bottle  and  carefully  empty  the  water,  introduce  the  standard 
quantity  of  lime  water,  say  15  cubic  centimetres,  and  shake  the  bottle.  The 
purpose  of  pouring  the  water  out  is  to  bring  into  the  bottle  some  of  the 
air  which  is  in  the  room.  If  the  water  becomes  turbid  the  quantity  of 
carbonic  acid  gas  is  easily  determinable  from  the  relative  proportion  of 
the  lime-water  and  the  air  in  the  bottle.*  If  it  is  not  indicated  by  the 
first  bottle,  the  next  larger  c^uantity  may  be  used,  and  so  on  until  you  find 
what  quantity  of  air  does  render  the  lime-water  turbid.  After  the  standard 
of  the  room  has  been  determined  a  bottle  of  that  size  should  be  kept  on 
hand,  filled  with  water,  and  if  the  teacher  thought  that  the  air  was  becom- 
ing impure,  he  could  simply  pour  out  the  water  introduce  the  lime-water, 
and  shake  it,  to  test  the  degree  of  impurity  relative  to  the  standard. 

Prof.  S.  H.  Woodbridge. — 1  would  like  to  say  that  there  has  been 
an  instrument  lately  devised  by  Prof.  Wolpert  for  the  indication  of  at- 
mospheric vitiation,  or  perhaps,  I  should  rather  say,  tor  indicating  the 
proportion  of  carbonic  acid  in  the  air,  which  may  take  a  place,  for  that 
purpose,  with  the  thermometer  for  the  indication  of  temperature,  and  the 
barometer  for  the  measurement  of  atmospheric  pressure. 

It  is  essentially  this:  A  shallow  glass  vessel  about  6"  in  diameter  and 
2"  deep  is  partly  filled  with  a  standard  solution  of  carbonate  of  soda, 
colored  a  bright  carmine  by  phenol-phalin  in  solution.  On  the  surface 
of  this  liquid  floats  an  air-tight  metallic  box,  which  may  be  contracted  or 
enlarged  within  narrow  limits  by  a  conveniently  placed  thumb-screw.  To 
the  edge  of  this  is  attached  a  glass  siphon  tube,  one  leg  of  which  is  im- 
mersed in  the  liciuid,  and  the  other  end  drawn  down  to  a  much  smaller 
calibre,  overhangs  the  edge  of  the  glass  vessel.  The  rate  of  flow  through 
this  siphon  is  regulated  by  the  distance  by  which  its  outside  end  is  below 

W'itli  100  cu.  cm..  6  parts  in  1,000;  2m  cu.  cm.,  12  parts:  320  cu.  cm.,  S  parts;  450 
cu.  cm.,  6  parts.— Billings.     P.  22. 
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the  level  of  the  liquid  in  the  vessel,  and  this  is  in  turn  regulated  by  the 
bouyancy  of  the  float.  The  liquid  drops  from  the  siphon  into  an  angular 
trough,  inclined  and  open  at  its  lower  end,  and  having  suspended  from  its 
tip  a  small  sized  cotton  string  of  some  15"  length,  in  such  fashion  that 
the  liquid  will  follow  down  the  cord,  coloring  the  string  a  bright  carmine. 
The  string  is  weighted  at  the  lower  end  by  a  glass  ball,  and  the  drip  is 
caught  in  a  small  receiving  vessel. 

If  carbonic  acid  is  present  in  the  air,  it  combines  with  the  carbonate 
of  soda,  and  forms  a  bi-carbonate,  and  in  this  solution  the  coloring  dis- 
appears. The  greater  the  proportion  of  carbonic  acid  present  in  the  air, 
the  less  the  time  of  the  exposure  must  be  to  change  the  carbonate  to  a  bi- 
carbonate, and  the  shorter  the  length  of  the  carmine  colored  string.  Be- 
hind the  string  is  a  scale  showing  the  points  at  which  the  coloring  should 
disappear  for  certain  proportions  of  carbonic  acid  in  the  air.  The  dis- 
coloration is  not  sharply  marked,  but  sui^ciently  well  for  a  trained  eye  to 
fix  the  point  to  within  a  fraction  of  one  part  of  carbonic  acid  in  ten 
thousand  of  air. 

The  carbonate  solution  must  be  renewed  as  often  as  once  a  month,  and 
the  string  renewed  or  washed  frequently  enough  to  keep  it  clean. 

Prof.  Wm.  Watson. — I  would  like  to  enquire  how  sensitive  it  is? 

Prof.  Woodbridge. — It  indicates  changes  very  quickly.  The  re- 
sults obtained  by  this  apparatus  give  results  closely  approximating  those 
obtained  by  the  Pettenkoffer  method.  The  greatest  source  of  error  is  in 
judging  the  point  of  discoloration  by  the  eye. 

Mr.  McCLINTOCli. — I  think  that  perhaps  another  answer  to  Mr. 
Smith's  question  might  be  this:  The  amount  of  air  admitted  into  a  room 
should  never  be  left  to  the  discretion  of  either  the  teacher  or  the  janitor; 
it  should  be  made  absolute.  The  degree  of  temperature  at  which  it  is  ad- 
mitted may,  of  course,  be  left  to  the  teacher;  but  the  amount  of  air,  it 
seems  to  me,  never  should  be;  that  is,  the  amount  of  air  coming  into  the 
room  should  be  through  a  certain  sized  aperture,  based  on  the  number  of 
pupils  that  there  are  in  the  room,  and  the  amount  required  per  pupil  per 
minute.  The  only  opportunity  of  regulating  it  that  should  be  left  to  the 
teacher  should  be  in  regard  to  whether  the  temperature  should  be  68  or  70 
or  72. 

The  President. — While  the  scholars  are  there? 

Mr.  McClintock. — Based  on  the  amount  of  air  used  while  the  scho- 
lars are  in  the  room.  My  experience,  from  what  I  have  seen,  is  that  the 
working  of  one  of  these  quiet  and  apparently  inactive  systems  such  as  we 
looked  at  to-day,  is  not  observed  by  the  teachers.  They  come  into  the 
room, -after  climbing  up  two  or  three  flights  of  stairs,  and  remark  "  Phew! 
this  is  close  !"  and  up  go  the  windows,  and  the  result  is  that  the  whole 
effect  of  the  ventilating  system  is  spoiled,  because  the  teachers  do  not  dis- 
tinguish between  the  temperature  and  the  purity  of  the  atmosphere.  I 
think  that  the  more  completely  this  method  is  taken  out  of  the  hands  of 
teachers  and  janitors  the  better  it  v/ill  be  for  the  scholars. 

The  President. — Who  is  to  regulate  the  time  for  setting  the  steam 
on  if  not  the  teachers  ? 

Mr.  McClintock. — Why,  we  will  say  that  the  system  is  in  operation 
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before  the  school  is  opened  in  the  morning,  so  that  the  air  in  the  room  is 
pure  and  at  a  temperature  of  70.  Now,  that  air,  as  we  observed  to-day, 
comes  from  the  outside,  and  becomes  warm.  If  it  is  too  warm  the  teacher 
simply  turns  the  valve  and  shuts  off  the  steam.  I  do  not  know  whether 
they  all  fully  understand  that  or  not.  In  the  sketch — A  is  the  opening 
into  the  side  of  the  building,  where  the  cold  air  comes  into  a  chamber  £, 
leading  out  of  the  bottom  of  chamber  5  is  a  flue  C;  D  is  the  heating  ap- 
paratus, of  whatever  shape  it  may  be  desirable  to  have  it,  where  the  air  is 
heated.  The  flues  for  warm  air  into  the  different  rooms  are,  we  will  say, 
at  E-E,  so  that  the  air  passes  up  into  different  rooms.  The  air  comes  in 
from  the  outside,  envelopes  the  heater,  and  becomes  warm;  then  it  passes 
up  one  of  these  flues  E  at  a  temperature  sufficient  to  warm  the  building. 
At  F  we  have  a  damper  connected  with  the  school  room,  so  as  to  be 
worked  by  the  teacher  by  means  of  a  chain  passing  over  a  pulley.     In  the 
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first  place,  this  flue  goes  to  the  bottom,  and  has  an  opening  6",  so  that  the 
bottom  of  this  is  always  full  of  cold  air.  When  the  damper  F  in  the  flue 
back  of  the  heater,  is  raised,  the  air,  unwarmed,  passes  directly  up  the 
flue  into  the  building.  If  you  turn  that  damper  down  across  the  flue,  then 
the  air  passes  over  the  heater  and  becomes  warm,  and  passes  up  at  what- 
ever temperature  it  may  be  raised  to  by  reason  of  its  coming  in  contact 
with  the  heater.  Then  if  it  is  desired  on  the  part  of  the  teacher  to  change 
the  temperature  at  all  by  working  this  damper,  one  way  or  the  other,  the 
cold  and  warm  air  are  so  mingled  as  to  enter  the  room  at  the  required 
temperature.  This  is  the  only  feature  needed  by  either  the  Smead  or 
Fuller  &  Warren  system.  In  the  Smead  system  it  is  managed  by  the 
teacher,  and  in  the  Fuller  &  Warren  system  it  is  managed  by  the  teacher 
and  the  janitor;  in  other  words,  the  janitor  can  tell  at  the  furnace  whether 
the  cold  air  is  passing  into  the  room  or  the  warm  air,  or  what  proportion 
of  cold  or  warm  air  is  passing  into  the  room,  whether  a  half  or  a  quarter. 
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There  is  nothing  in  either  of  the  systems  that  leaves  the  matter  of  the 
purity  of  the  air  to  the  discretion  of  the  teacher. 

Mr.  Henry  Mauley. — Before  school  in  the  morning,  ancl  after  the  tire 
is  started  it  is  being  ventilated  and  the  air  changed  at  the  same  rate  as 
afterwards  ? 

Mr.  McClintock. — Exactly. 

Mr.  Manley. — And  you  are  using  up  fuel  to  do  it  right  through  the 
day  ? 

Mr.  McClintock. — In  the  Fuller  &  Warren  system  there  is  a  pecu- 
liar by-pass  or  double  damper  so  arranged  that  the  fresh  air  passing  into 
the  heater  can  be  shut  off,  while  at  the  same  time  the  warm  air  from  the 
rooms  is  again  passed  under  the  heater  and  thence  into  the  school  room 
again.  The  real  trouble  with  it  is  that  the  janitor  may  sometimes  omit  to 
shut  it  off  in  the  morning,  —that  is,  he  may  be  too  lazy  to  do  so,  and  not 
attend  to  his  fires,  in  which  case  there  would  be,  as  has  been  described  by 
the  "  Sanitary  Engineer,"  a  nasty  ventilation. 

The  President. — There  was  one  peculiar  portion  of  this  system 
which  we  saw  this  afternoon,  which  was  referred  to  in  the  paper  which  has 
been  read,  and  which  I  wish  might  be  fully  impressed  on  the  minds  of 
those  who  were  not  with  us.  I  refer  to  the  sanitary  condition  of  the 
schoolhouses,  which  has  no  connection  with  the  air  at  all, — the  drying  up 
of  the  excrement.  I  wish  that  in  this  discussion  the  good  and  the  bad 
features  of  that  system  might  be  brought  out  before  we  proceed  to  another 
paper. 

Mr.  McClintock. — I  would  like  to  say,  Mr.  President,  that  although 
the  matter  was  talked  of  this  afternoon,  this  part  of  the  system  is  some- 
thing that  ought  to  be  discussed  more  than  any  other  part  of  the  Smead 
system,  as  applied  to  the  schools.  The  germ  theory  seems  to  have  taken 
a  pretty  strong  hold  here  as  well  as  in  Germany,  where  it  has  been  very 
thoroughly  considered.  I  think  that  it  is  understood  that  the  disease  germ 
or  bacteria,  or  whatever  name  we  may  designate  it  by,  cannot  be  received 
into  the  system  if  the  air  is  in  a  particularly  humid  state,  or  if  the  foecal 
matter  that  is  contaminated  with  these  bacteria  is  immersed  in  water  in- 
stead of  being  exposed  to  the  dry  air.  There  are  some  species  of  bacteria 
that,  if  they  get  to  the  lungs,  create,  as- 1  understand,  tuberculosis,  and 
there  are  others  that,  if  they  get  into  the  intestines,  produce  other  dis- 
eases, perhaps  cholera  or  typhoid  or  kindred  diseases. 

Now,  the  question  has  been  raised  by  some  of  our  doctors  in  Chelsea 
as  to  whether  there  is  a  possibility  of  these  disease  germs  being  carried 
out  on  the  strong  current  of  air  passing  over  the  foecal  matter  in  the  pro- 
cess of  consumption  by  heat,  and  being  taken  up  the  flues  into  the  open 
air  and  thus  disseminated  about  the  building.  Of  course  if  we  can  bring 
these  bacteria  under  certain  heat  influences,  something  less  than  200°, 
there  is  no  doubt  that  that  would  kill  them  absolutely.  Now,  it  seems  to 
me  that  the  question  with  regard  to  the  application  of  this  system  to 
school  buildings  is  whether  we  shall  have  the  foecal  matter  dropped  into 
latrines  instead  of  into  a  dry  pit,  allowing  the  same  air  that  ventilates  it 
now  to  ventilate  it  then,  but  removing  the  possibility  of  the  bacteria  being 
carried  up  the  flue  by  means  of  the  dry  air,  these  latrines  being  emptied 
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into  the  sewers  once  a  week  or  once  a  fortnight,  or  at  such  times  as  it  may 
be  deemed  necessary;  or,  at  certain  stated  times,  even  as  often  as  once  a 
day  if  it  be  found  necessary.  If  the  dry  pit  is  used  the  whole  of  the  dry 
foecal  matter  to  be  saturated  with  oil  and  burnt,  every  day  if  necessary, 
thus  destroying  all  the  bacteria  or  otiicr  injurious  substances.  I  think 
that  this  last  method  could  be  applied  without  any  perceptible  nuisance  to 
the  neighborhood,  and  that  that  would  be  the  end  of  it.  It  seems  to  me 
that  it  is  a  subject  well  worthy  of  discussion.  If  anything  can  be  brought 
out  to  show  that  the  system  is  bad,  we  would  like  to  know  it. 

The  President. — What  astonished  me  was  to  see  how  thoroughly  it 
was  being  carried  out  in  the  school  houses  which  we  visited  this  afternoon, 
where  there  are  some  900  children,  there  being  no  cost  except  that  of  fire 
in  the  flue;  is  that  not  true? 

Mr.  McClintock. — That  is  true.  There  is  no  cost  at  all  except  the 
cost  of  the  fire  in  the  flue.  In  fact,  if  those  vaults  ran  for  a  year  there 
would  not  be  in  them  a  barrel  and  a  half  of  foecal  matter   from  450  pupils. 

The  President. — And  as  we  stood  by  the  urinals,  which  had  not  been 
cleansed  for  a  year,  there  was  no  offensive  odor  at  all  about  them  that  was 
perceptible.  We  saw  that  they  were  there,  otherwise  we  should  not  have 
known  of  their  presence. 

Mr.  F.  p.  Stearns. — I  have  not  heard  how  this  system  is  arranged  in 
the  summer.  Is  the  fire  or  heat  kept  in  the  flues  in  the  summer?  If  it  is 
not,  I  would  like  to  inquire  what  the  arrangements  are  for  that  season  of 
the  year. 

Mr.  McClintock. — It  is  not  mentioned  in  my  paper;  the  heater  in 
the  base  of  stack  has  the  power  that  produces  the  current  in  the  upper 
stack,  and  this  is  separated  entirely  from  the  heating  apparatus  of  the 
building,  and  it  can  be  worked  with  about  two  tons  of  coal,  I  think,  for  a 
year;  and  by  keeping  that  going,  the  whole  system  works  just  as  well 
through  the  summer  as  it  does  in  the  winter. 

Mr.  Frederick  Tudor. — I  should  like  to  say,  with  regard  to  the 
drying  up  of  the  foecal  matter,  that  if  that  amount  were  deposited  in  the 
privies,  where  it  remained  sodden  and  fermenting,  I  do  not  think  that  the 
community,  or  even  the  physicians,  would  think  about  it  at  all,  but  I  do 
not  see  why  it  would  not  be  a  great  deal  more  dangerous.  All  those  priv- 
ies and  backyards  have  very  small  flues  and  this  foul  air  would  be  dissemi- 
nated in  mnny  directions,  whereas,  in  the  employment  in  this  system  there 
is  an  abundance  of  air  to  swamp  and  drown  all  offensive  odors  and  matter. 
And,  after  all,  the  extent  of  the  contamination  is  very  trifling  when  you 
consider  the  quantity  of  air  passing  over  the  foecal  matter.  I  do  nt)t  think 
that  the  air  passing  from  the  foecal  matter  in  this  process  could  bear  more 
than  a  very  slight  taint;  I  have  never  smelt  it,  but  that  is  my  impression; 
I  do  not  think  that  it  would  smell  half  as  bad  as  a  common  privy. 

The  President. — The  question  is,  if  the  whole  of  the  Back  15ay  had 
such  a  system  would  tne  air  be  pleasant  to  breathe? 

Mr.  Tudor. — Think  of  all  the  soil  pipes  that  there  are  about  now!  I 
think  that  if  this  system  were  adopted  the  air  would  be  very  much  purer 
than  it  is  now. 

Mr.  L.  M.  HastiN(;s. — There  is  one  matter  that  I  did  not  understand 
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n  dealing  with  this  subject,  and  that  is  the  relative  proportions  of  car- 
bonic acid  gas  in  the  two  systems,  the  Smead  and  the  Fuller  &  Warren. 
In  one  case  it  is  16  and  a  fraction  per  cent,  and  in  the  other  case  it  was 
something  like  9.  I  could  not  understand  the  difference  in  the  result. 
Can  Mr.  iVIcClintock  account  for  the  difference  between  the  results  of  the 
tests? 

Mr.  McClintock. — I  am  very  glad  that  the  question  has  been  sug- 
gested. The  adoption  of  the  Smead  system  came  early  in  1888,  before  our 
committees  were  fairly  satisfied  as  to  the  quantity  of  air  per  pupil  per  min- 
ute tliat  was  necessary,  and  the  building  of  the  school  was  planned  so  as  to 
give  20  cubic  feet  per  minute.  I  thmk  that  I  mentioned  in  my  paper  that 
with  the  velocity  we  get  on  the  extracting  flue  we  received  practically  that 
amount,  and  the  corresponding  amount  of  carbonic  acid  gas  in  the  air  was 
the  result  of  contamination.  In  other  words,  we  did  not  take  enough  of 
the  impure  air  out  to  allow  a  sufficient  quantity  of  the  fresh  air  to  flow  in, 
so  as  to  reduce  the  percentage  of  carbonic  acid  gas  to  the  ratio  recom- 
mended as  being  within  the  limit  of  safety  in  the  Shurtleff  school,  whereas 
the  Carter  school  is  designed  to  carry  the  necessary  quantity  of  air,  and  it 
does  reduce  the  quantity  of  carbonic  acid  gas  to  the  proportion  required. 
That  explains  the  difference  between  the  two  systems. 

Mr.  Manlev. — There  is  one  other  matter  that  occurs  to  me.  There 
are  two  things  which  seem  to  have  been  attended  to  in  relation  to  the  air 
admitted  for  breathing  purposes  into  these  school  houses,  its  temperature 
and  its  comparative  freedom  from  carbonic  acid  gas.  But  there  is  one 
other  item,  perhaps,  worthy  of  consideration,  and  that  is  the  question  of 
humidity.  I  would  like  to  inquire  if  that  has  been  attended  to.  I  know 
that  we  all  have  evaporating  pans  connected  with  our  furnaces,  and  that 
we  will  use  them  for  all  that  they  are  worth,  but  I  do  not  know  whether 
they  do  any  good  or  not.  I  should  be  glad  to  receive  some  light  on  this 
subject.  ' 

The  President. — -1  am  very  glad  that  the  matter  has  been  brought 
up.     It  is  something  which  has  occurred  to  me  a  number  of  times  to-day. 

Mr.  McClintock. — As  far  as  those  two  buildings  are  concerned  there 
has  been  no  allowance  made  for  an  increase  in  the  humidity  of  the  air 
after  it  passes  into  the  building.  The  principle  seems  to  have  been  to  in- 
troduce the  air  into  the  building  at  a  low  temperature.  At  the  same  time, 
I  imagine  that  a  large  portion  of  the  moisture  may  be  taken  out.  If  so, 
that  may  be  a  weak  point. 

Mr.  Tudor. — But  it  is  not  a  fact  that  the  heat  drives  away  the 
moisture. 

Mr.  Manley. — Its  capacity  for  moisture  is  muchgreaier. 

Mr.  Tudor. — It  is  a  great  mistake  to  say  that  the  heating  apparatus 
drives  away  the  moisture. 

Mr  Manley. — Is  that  not  the  practical  result? 

Mr.  Tudor. — No;  that  is  not  true. 

Mr.  Manley. — It  has  the  effect  of  drying  other  substances. 

Mr.  Tudor.— The  capacity  of  the  air  for  moisture  is  increased  by 
raising  the  temperature;  that  is  all.  The  same  weight  of  water  per  pound 
of  air  is  there  that  was  there  before. 
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Mr.  Manlev. — If  a  washerwoman  wanted  to  dry  clothes  she  could  dry 
them  much  more  quickly  in  hot  aii  than  in  cold  air  having  the  same 
amount  of  moisture. 

Mr.  Frederick  Brooks. — I  was  taught  years  ago  that  it  was  more 
important  for  health  that  the  air  of  our  houses  should  have  a  proper  moist- 
ure than  a  proper  temperature.  I  do  not  beUeve  that,  although  I  do  not 
pretend  to  have  mastered  the  subject.  It  is  well  known  that  physi- 
cians send  patients  to  such  places  as  Minnesota  and  Colorndo  for  the  sake 
of  the  dry  climate.  I  myself  decidedly  prefer  a  dry  climate.  On  the 
other  hand,  it  is  notorious  that  a  moist  climate,  for  instance,  such  as  is 
necessarily  found  at  sea,  is  sometimes  favorable  to  health.  1  do  not  think 
that  the  one  or  the  other  is  essential  to  health. 

Mr.  Tudor. —  I  would  like  to  say  a  word  about  the  dryness  of  climate. 
I  have  an  impression  that  that  really  means  a  climate  where  there  is  a  very 
light  rainfall,  and  not  that  the  atmosphere  is  not  at  times  almost  saturated 
with  moisture.  1  know  that  in  the  spring  our  east  winds  are  held  to  be 
very  moist,  for  example.  Now,  such  is  not  the  fact.  The  east  winds-which 
we  have  here  in  June,  and  which  are  so  disagreeable,  are  extremely  dry, 
and  yet  it  is  called  a  damp  atmosphere. 

Mr.  Maxlev. — 1  would  like  to  inquire  of  the  experts  present  if  they 
have  given  up  the  theory  and  say  that  in  their  work  the  question  of 
humidity  is  not  an  important  consideration. 

Mr.  Tlt^or. — I,  for  one,  think  that  that  is  very  imj^ortant.  I  know 
that  in  my  own  work  1  have  always  provided  for  plenty  uf  moisture.  1 
think  that  we  do  right  to  follow  nature  as  far  as  we  can. 

The  President. — It  seems  to  me  that,  as  the  time  is  passing  rapidly, 
unless  there  are  other  observations  that  some  of  th^  gentlemen  desire  to 
make  with  reference  to  this  paper  it  would  be  well  to  pass  on  to  thj  next 
subject. 

Mr.  Tlt:>()R. — I  wish  that  the  subject  of  the  privies  at  Chelsea  might 
be  discussed  a  little  more  fully.  I  am  very  much  interested  in  that  mat- 
ter, and  it  does  not  seem  to  me  to  have  been  quite  settled. 

Mr.  George  F.  Loring. — It  seems  to  mo  that  th:  system  at  the 
Shurtleff  school  is  very  well  adapted  to  the  requn-ements  of  eithjr  coun- 
try school  houses  or  city  school  houses,  if  all  the  fecal  matter,  as  well  as 
the  urine,  is  connected  with  a  sewer,  as  was  the  case  at  the  Shurtletf  school 
which  we  saw  this  afternoon. 

The  President. — 1  think  you  are  mistaken  there. 

Mr.  McClintock. — Yes;  you  are  mistaken. 

Mr.  Loring. — At  any  rate,  the  proper  method  is  to  deposit  the  urine 
and  excrement  and  remove  them  into  the  sewer,  so  as  not  to  contaminate 
the  atmosphere  in  the  vicinity  of  the  school  house,  or,  at  least,  to  take  no 
unnecessary  chances  of  doing  so;  and  if  you  want  to  ventilate  your  build- 
ing yt)u  can  do  it  l\v  the  Smead  system,  which  1  think  superit)r  to  the  Ful- 
ler &  Warren  system. 

Mu.  1'.  r>.  KxAi'i'. — I  have  looked  somewhat  into  this  questit)n  of  sew- 
age and  fcecal  matter,  and  it  seems  to  me  that  this  drying-up  method  is 
the  best  of  anything  that  I  have  seen  with  the  exception,  perhaps,  of  a 
thorough  system  of  water  closets,  each  water  closet  being  thoroughly  ven- 
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tilated  and  carrying  the  excrement  off  immediately.  I  have  never  had 
brought  to  my  attention  any  system  of  collecting  and  getting  rid  of  once 
a  day,  or  once  a  week,  or  at  frequent  intervals,  that  it  seemed  to  me  at  all 
compared  with  this;  and  1  have  in  mind  all  the  systems  that  I  have  seen. 
But  1  think  that  the  separate  system  of  a  good  hopper  water  closet,  well 
ventilated,  is  superior  to  this. 

Mr.  McClintock. — Mr.  President,  1  do  not  wish  to  occupy  all  of  the 
time  in  this  discussion  this  evening,  but  1  desire  to  say  that  I  have  had 
charge  of  from  twenty-five  to  thirty  miles  of  sewers  during  the  last  ten 
years,  and  I  know  how  nasty  a  thing  a  sewer  is,  and  I  know  how  hard  it  is  to 
keep  it  clean;  and  if  there  is  any  known  method  by  which  the  sewage  can, 
with  greater  ease  and  simplicity  and  a  smaller  cost,  be  disposed  of  than  by 
means  of  this  system,  I  should  be  heart  and  hand  in  favor  of  its  adoption. 

Now,  certain  experiments  have  been  made  by  the  State  Board  of 
Health  at  Lawrence,  which  shows  that  bacteria  are  susceptible  of  a  very 
high  state  of  cultivation.  I  believe  that  they  have  experimented  on  a  cer- 
tain, small,  number  in  a  sewer  and  obtained  enormous  results — 1  do  not 
dare  to  attempt  to  give  the  figures.  Mr.  Stearns  will  help  me  out  on  that. 
Those  are  exactly  the  conditions  which  we  have  in  thesewers.  At  the  same 
time  that  Board  tells  us  in  the  next  breath  that  sewage  can  be  purified  of 
bacteria,  and  also  that  after  the  sewage  matter  passes  through  a  filter  bed 
constructed  in  a  certain  way  the  bacteria  almost  entirely  disappear.  The 
few  that  go  through  the  filter  bed  pass  off  in  the  water,  and  if  the  water 
has  not  in  it-  the  substance  on  which  they  feed  they  die. 

Now,  I  am  satisfied  that  to-day  our  older  sewers  must  be  alive  with 
bacteria,  if  they  exist  in  sewers  at  all,  a;id  there  can  be  no  doubt  that  they 
do.  I  cannot  see  why  this  system  is  not  a  clean  way  of  getting  rid  of  a 
nuisance,  whether  we  put  it  into  a  common  sewer  or  whether  we  dig  a  big 
metropolitan  sewer,  or  whether  the  residuum  of  the  f  ecal  matter  be  burnt 
after  being  saturated  with  oil. 

The  President. — Certainly  no  one  could  examine  that  system  and 
see  it  in  operation  without  being  convinced  that  that  is  practically  being 
carried  out  to-day  on  a  very  considerable  scale  and  at  a  very  slight  cost. 
I  would  like  to  inquire  if  it  would  be  possible  to  extend  that  system  by 
uniting  quite  a  number  of  buildings  and  having  a  large  flue  connecting 
several  houses?  Why  not  have  a  flue  of  large  area  and  have  a  fire  con- 
stantly burning  under  competent  supervision  and  connect  cjuitea  number 
of  houses  in  that  way,  making  it  one  continuous  process. 

Mr.  McClintock. — I  do  not  see  why  it  is  not  competent  to  take  a 
number  of  houses  and  arrange  the  matter  in  that  manner.  I  certainly 
would  rather  run  my  chances  that  way  than  with  the  water  system,  where 
the  seals  of  the  traps  are  constantly  being  broken,  and  with  the  inflow  of 
foul  air  from  the  sewers.  1  think  that,  in  a  previous  paper,  I  endeavored 
to  show  that  the  circulation  of  air  in  the  sewers  is  very  important ;  it  may 
flow  one  way  or  the  other. 

Mr.  Smith.— Do  you  think  that  the  exclusion  of  the  foecal  matter 
from  the  sewers  would  materially  improve  their  condition  so  long  as  sinks 
are  connected  with  them  ? 

Mr.  McClintock.— I  would  be  willing  to  go  farther  and  evaporate 
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everything,  if  it  is  possible  to  do  so,  and  thus  do  away  entirely  with  sewers. 

Mr.  Loring. — It  seems  to  me  that  the  Fuller  &  Warren  system  is 
weak.  If  there  is  foul  air  to  pass  off  after  the  excrement  has  been  dried 
up,  then  what  remains  of  the  f.Ecal  matter  should  Ijc  burnt  lay  a  small 
furnace.  If  the  foul  air  can  be  purified  of  all  odor  and  the  bacteria  con- 
sumed, by  the  same  furnace  which  heats  the  shaft,  at  the  same  time  giv- 
ing a  draft  in  the  chimney,  then  it  seems  to  me  that  the  whole  process  will 
have  been  solved. 

The  President. — As  1  understand  it  that  is  just  what  Mr.  McClint- 
ock  proposes  to  do. 

Mr.  McClintock. — Exactly;  to  burn  up  the  foecal  matter  and  des- 
troy the  bacteria, — not  to  let  one  of  them  escape  ! 

Mr.  Loring. — In  regard  to  the  matter  of  humidity,  it  seems  to  me 
that  there  could  be  some  way  of  arranging  the  water  so  as  to  supply  an 
equal  amount  of  moisture  to  each  room,  this  can  be  done  in  the  hot  air 
shafts,  and  that  is  practically  what  we  want  to  accomplish. 

The  President. — Who  was  it  that  wanted  to  see  this  question  set- 
tled ?     (Laughter). 

Mr.  Manley. — There  is  one  other  little  point  that  occurs  to  me.  We 
have  heard  both  sides  of  this  matter  to-night.  Some  people  say  that  the 
sense  of  smell  is  a  sufficient  test  of  the  purity  of  the  air,  and  others  say  it 
is  not  sufficient.  It  seems  to  me  that  the  sense  of  smell  is  an  uncertain 
test.  For  instance,  the  air  may  be  reasonably  pure  in  this  room  (laughter), 
and  it  doubtless  is,  if  judged  by  the  perception  of  us  who  have  been  here 
for  two  or  three  hours,  and  have  gradually  become  seasoned  to  it,  as  it  has 
grown  less  pure;  but  I  am  inclined  to  think  that  if  a  person  came  in  here 
now,  after  having  been  out  in  the  fresh  air,  his  sense  of  smell  would  indi- 
cate to  him  that  this  air  is  not  particularly  sweet  (laughter);  and  so,  as  we 
all  know,  if  we  go  into  a  sewer,  the  odor  is  at  first  very  offensive,  but  after 
having  been  in  there  a  short  time  we  become  seasoned  to  it,  and  do  not 
notice  the  odors  at  all.  During  an  address  which  I  once  heard  before  an 
agricultural  society,  the  speaker,  to  illustrate  the  point  that  odors  given  off 
by  manures  do  not  necessarily  reduce  their  fertilizing  properties,  said  that 
a  dead  cat  could  be  smelt  over  four  acres  of  land.  (Laughter).  The 
point  I  wish  to  make  is  that  unpleasant  odors  do  not  necessarily  mean  un- 
wholesome air. 


The  President. — Wc  have  two  or  three  more  interesting  papers  to 
listen  to,  and  while  we  might  keep  discussing  this  matter  all  the  evening, 
yet  it  seems  to  me  desirable  that  we  should  now  pass  to  the  next  item  in 
our  programme;  and,  unless  the  .Society  wish  otherwise,  I  will  now  call 
upon  Mr.  Perkins,  of  Lynn,  to  read  his  paper  on  heating  and  ventilation. 
He  is  thoroughly  informed  on  the  subject,  and  I  will  now  ask  him  to  enter- 
tain you  by  reading  the  paper  which  he  has  prepared  on  that  subject. 


15v  Theodore  P.  Perkins. 

It  is  the  purpose  of  this  paper  briefly  to  describe  what  has  been  done 
in   Lynn  during  the  last  five  years,  in  ventilating  several  primary  and 
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grammar  school  buildings,  under  the  general  direction  of  Dr.  J.  G.  Pink- 
ham  of  the  school  board. 

The  writer  derives  his  knowledge  of  the  facts  from  having  been  a 
"yearling"  member  of  the  Lynn  School  Board,  (in  1885),  and  from  hav- 
ing furnished  more  or  less  advice  and  designs  for  all  the  improvements 
here  mentioned. 

In  the  year  1883,  a  special  committee  reported  to  the  School  Board  on 
the  sanitary  condition  of  the  school-houses  of  Lynn,  noting  particularly 
the  apparatus,  or  lack  of  apparatus,  for  air  supply  and  removal.  This  com- 
mittee took  air-meter  measurements  in  many  buildings;  also  samples  of 
air,  which  were  tested  for  carbonic  acid.  The  facts  brought  out  in  their 
report  led  the  School  Board,  the  next  year,  to  make  up  a  new  standing 
committee  called  the  "  Committee  on  Sanitation."  Of  this  committee 
Dr.  Pinkham  was  chairman,  and  some  new  work  of  ventilation  has  been 
done  under  it  every  year  since. 

The  Chase  avenue  school-house  in  West  Lynn  was  the  first.  This 
wooden  building,  although  modern,  and  well  built,  had  no  ethcient  airing 

appliances,  and  chemical  analysis  of   its  air,  when  in  use,  showed  -^2- 

•^^  '  J  y  7  lOOOO 

of  carbonic  acid,  a  greater  proportion  than  in  any  other  building 
examined.  This  fact,  and  the  testimony  of  the  noses  of  persons  interested 
pointed  to  dangerous  organic  contamination,  and  alterations  were  resolved 
upon,  following  the  general  method  described  by  A.  C.  Martin,  architect, 
in  the  report  of  the  Massachusetts  State  Board  of  Health  for  1871. 

The  old  chimney  in  the  rear  wall  was  torn  down,  and  a  new  one  built 
in  its  place,  with  two  plain  flues  in  it,  each  two  feet  square,  the  chimney 
being  covered  with  a  galvanized-iron  cap.  These  outlet  flues  were  con- 
nected, by  rectangular  openings  at  the  levels  of  the  respective  floors,  with 
platforms  about  eight  inches  high,  two  in  each  room,  running  from  the 
chimney  each  way  along  the  rear  wall,  then  turning  and  running  along 
the  side  walls  toward  the  front. 

One  of  these  platform  ducts  in  each  room  was  cut  off  by  the  chimney 
from  direct  connection  with  its  proper  flue,  and  connection  was  made  by 
boxing  around  the  chimney.  Twelve  rectangular  holes  in  the  edges  of  the 
platforms,  obstructed  by  iron  registers,  connected  them  with  each  room. 

Fresh  warm  air  was  supplied  through  jacketed  stoves.  The  stoves  were 
of  the  "  pyramid"  style,  about  6}4  feet  high,  18"  in  diameter  at  the  base 
and  about  15"  at  the  top.  Each  was  encircled  by  a  "jacket  "  or  cylinder 
of  galvanized  sheet  iron,  3  feet  in  diameter,  resting  on  the  floor,  and  open 
at  the  top,  the  front  being  cut  into  for  access  to  the  stove  doors.  The 
floor-boards  were  cut  away  inside  the  jacket,  the  stove  being  supported  on 
special  strips,  and  a  cold  air  duct  was  built,  starting  from  the  space  under 
the  jacket  and  running  horizontally  through  the  side  wall  of  the  building, 
to  the  outer  air,  the  outside  opening  being  protected  by  a  hood  and  wire 
netting  and  provided  with  hinged  flaps  or  valves  for  shutting  the  air-box 
when  not  in  use.  The  stoves  were  placed  near  the  front  of  the  room,  in 
each  case,  and  within  a  few  feet  of  the  side  wall,  so  that  the  cold-air  ducts 
were  short.  These  ducts  were  supposed  to  be  large  enough  to  give  a  full 
supply  of  air  when  only  one  stove,  (and   therefore  only  one  inlet),  was  in' 
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use  in  each  room.  The  smoke-pipes  in  each  room  were  united,  and  run  up 
through  the  middle  of  the  chimney  flue  for  that  room  and  through  the  top 
of  the  cap,  ending  above  everything  else. 

The  writer's  attention  was  first  called  to  this  apparatus  in  January,  1885, 
when  it  had  been  in  use  some  weeks. 
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The  Committee,  seeing  that  the  heat  from  the  stove  pipes  did  not 
move  as  much  air  as  was  desired,  had  broken  through  the  with  or  partition 
between  flues,  at  the  base,  and  put  in  a  kerosene  stove  to  heat  both  flues, 
l3ut  this  device  was  not  working  well.  A  current  of  air  was  observed  to 
blow  horizontally  across  the  stove,  causing  the  flames  to  flare,  and  some- 
times to  go  out,  thus  adding  kerosene  fumes  to  the  other  malodroous  sub- 
stances in  the  school-rooms.  This  air-current  was  accounted  for  by  the 
peculiar  construction  of  the  chimney-cap,  which  resembled  in  general  ap- 
pearance a  bird-house,  having  a  pitch  roof  and  metal  slats  on  four  sides.  It 
was  divided  by  an  upright  partition,  which  was  virtually  a  prolongation  of 
the  with  of  the  chimney.  The  wind  blowing  against  this  partition  was 
deflected  down  one  flue,  and,  to  get  out,  had  to  go  up  the  other  flue  or  into 
the  school  room.     It  did  both,  usually. 

The  upright  partition  was  removed  and  the  blind-slats  changed  to  ad- 
mit air  more  freely,  but  other  things  remained  to  be  done.  The  inlets 
from  the  platforms  into  the  chimney  were,  as  aforesaid,  at  the  levels  of  the 
respective  floors,  one  of  them  being  about  5  feet  and  the  other  about  16 
feet  above  the  point  where  most  of  the  heat  was  applied.  There  being  no 
chance  for  air  to  get  in  below  this  paint  (for  the  door  from  the  cellar  into 
the  chimney  was  kept  closed)  it  followed  that  most  of  the  school -loomtiir 
must  go  down  before  it  could  ga  up — in  other  words,  there  must  be  in  the 
lower  part  of  each  flue  two  currents,  one  upward  and  one  downward,  or 
else  there  must  be  a  downward  current  in  one  flue  and  an  upward  current 
in  the  other,  the  result  in  either  case  being  to  take  away  about  half  the 
efficiency  of  the  apparatus.  This  was  changed — the  high  inlets  were 
stopped;  all  air  was  carried  through  28-inch  tin  pipes  (one  of  them  run- 
ning through  the  lower  school  room)  to  the  very  bottom  of  the  chimney. 
The  oil  stove  was  abandoned,  and  a  small  "ring  cylinder"  cast-iron  coal 
stove  was  set  in  the  with  of  the  chimney,  a  foot  or  two  above  the  point 
where  the  foul  air  entered,  the  two  flues  being  wholly  separated  by  the 
stove  and  brickwork.  Again  tests  were  applied,  but  the  draught  was  still 
too  feeble.  Search  was  made,  and  it  was  found  that  the  spreading  bases 
of  the  large  stoves  blocked  up  a  large  part  of  the  air  space  in  the  lower 
parts  of  the  jackets.  Then  the  bases  of  the  jackets  were  made  flaring,  to 
allow  as  much  air  space  at  those  points  as  in  other  parts  of  the  air  chan- 
nels, and  the  fresh  air  inlets  for  the  lower  room  were  enlarged.  Air-meter 
tests  taken  just  after  these  changes  were  made  indicated  the  passage  of 
about  40,000  cubic  feet  per  hour  through  the  lower  room,  the  temperature 
out  of  doors  being  15°  to  20°  F.,  and  in  the  school  room  63°  to  66°  F.  The 
draft  in  the  upper  room  was  a  little  less,  probably  on  account  of  the  small 
size  of  the  fresh-air  inlet  and  increased  length  and  friction  in  the  outlets. 

Experience  at  this  building  prepared  the  way  for  other  like  enter- 
prises. Three  other  two-room  primary  buildings  have  since  been  ven- 
tilated on  the  same  general  plan;  their  app.iratus  differs  from  that  just  de- 
scribed in  the  following  particulai-s: 

At  the  Red  Rock  St.  school-house,  in  1886,  the  chimney  flues  were 
built  large  enough  to  hive  4  square  ft.  of  clear  sectional  area  in  each,  after 
deducting  the  obstruction  caused  by  the  smoke-pipes,  which  were  of  fire- 
clay, and  set  in  the  corners.     No  cellar  was  under  the  rear  of  this  build- 


17°  ASSOCIATION   OF  ENGINEERING  SOCIETIES. 

ing,  hence  the  flue-heating  stove  was  set  above  the  first  floor  level,  and  the 
foul  air  came  into  the  chimney  just  below  it. 

Experiments  at  the  Chase  Avenue  building  had  proved  that  most  of 
the  air  was  drawn  through  the  platform-holes  nearest  the  chimney;  there- 
fore no  side-platforms  were  built  at  Red  Rock  St.,  and  large  openings 
were  made  through  the  brickwork,  leading  directly  from  the  lower  room 
into  the  chimney.  The  foul  air  from  the  upper  room  was  carried  down 
through  the  lower  room  to  the  base  of  the  chimney  by  a  30-inch  circular 
tin  pipe.  The  bases  of  the  jacket  were  somewhat  improved  in  shape,  with 
perhaps  a  slight  gain  in  effectiveness.  Instead  of  registers,  coarse  wire 
netting,  about  equal  to  one  inch  square  mesh,  was  stretched  across  all 
outlet  openings,  and  two  wooden  slides  in  each  room  shut  off  all  the  out- 
lets when  not  in  use.  The  fire-clay  smoke-pipes  in  the  chimney  stopped 
on  a  level  with  the  top  of  the  brickwork,  and  a  rectangular  cap  of  the 
"Emerson"  type  covered  the  whole. 

Air-meter  measurements  have  been  taken  in  this  building,  in  1886,  '87 
and  '88,  and  some  samples  of  air  collected  and  analyzed,  with  the  follow- 
ing results: — 
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The  difterence  of  temperature  between  the  air  at  the  floor-level  and 
that  at  the  breathing-line,  (3  ft.  above  floor)  ranged  from  two  to  seven  de- 
grees with  outside  temperatures  16°  to  35°.  The  building  is  of  brick, 
and  warm.  All  who  have  to  do  with  this  school-house  pronounce  the  air 
to  be  of  exceptional  purity.  The  task  of  looking  after  the  fires,  to  keep 
the  temperature  of  the  room  even,  is,  of  course,  only  one  of  very  many 
others  imposed  upon  the  teacher,  and  in  practice,  the  temperature  varies, 
at  times,  considerably  from  the  normal  of  68°  Fah.,  being  usually  too  high. 

At  the  Baltimore  St.  (old)  school-house,  in  1887,  the  air-supplying  and 
air-removing  appliances  were  placed  in  the  same  end  of  the  room,  fol- 
lowing the  suggestion  of  Warren  R.  Briggs,  architect,  who  states  as  the 
result  of  experiments  with  models  that  this  plan  secures  more  thorough 
diflusion  of  the  air.     In  the  upper  room,  two  ^mall  jackets  were  built,  one 


HEATING  AND  VENTILATING    SCHOOL  HOUSES. 


171 


on  each  side  of  the  new  chimney,  the  cold  air  being  taken  just  above  the 
projecting  base  of  each  stove.  In  the  lower  room:  a  double  jacket  was 
built,  containing  two  stoves,  one  or  both  of  which  might  be  fired  at 
pleasure.  Separate  smoke-pipes  inside  the  chimney  were  dispensed  with, 
the  smoke  being  discharged  directly  into  the  large  exhaust   flues,    (each 
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about  2  feet  square.)  No  inconvenience  from  this  arrangement  was  ever 
reported. 

The  fullest  opportunity  to  test  the  peculiar  features  of  this  building 
was  not  granted,  as  the  Board  of  Aldermen,  in  its  wisdom,  saw  fit  to  build 
a  four-room  school-house  on  this  site  the  following  summer — for,  in  our 
town,  the  Board  of  Aldermen  builds  the  school-houses  and  the  School 
Board  alters  them  over,  this  latter  building  being  no  exception.  The 
ventilating  apparatus  of  the  old  building  was  removed  to  the  Jackson  St. 
building,  and  worked  over  into  a  new  one.  Some  few  innovations  were 
adopted  here.  For  lack  of  space,  the  two  stoves  with  their  jackets  were 
set  close  together  in  one  of  the  front  corners  of  each  room,  and  there  was 
for  each  room  only  one  foul-air  outlet  into  the  chimney;  protected  by 
3-inch  iron  gratings  instead  of  wire  netting.  The  smoke- pipes  were  run 
straight  from  the  stoves  to  the  chimney,  disregarding  the  unwritten  law 
which  says  that  they  must  run  level,  and  parallel  to  the  walls  of  the 
room.  The  fresh-air  inlet  ducts  for  the  lower  room  were  connected, 
making  a  continuous  pipe,  nearly  straight,  from  one  side  of  the  building 
to  the  other.  For  the  upper  room,  the  duct  turned  at  right  angles,  and 
there  was  an  opening  in  the  front  wall,  and  another  in  the  side  wall. 

The  same  committee  has  also  undertaken  improvements  of  this  nature 
in  longer  buildings  heated  by  steam.  In  1885,  the  Ingalls  school-house, 
on  Essex  St.  was  taken  in  hand,  but  the  alterations  were  not  radical 
enough  to  bring  it  up  to  a  proper  standard,  although  there  was  some  im- 
provement. The  building  is  almost  the  exact  counterpart  of  the  Shurtleff 
school  in  South  Boston,  containing  fourteen  rooms  and  a  large  hall.  The 
old  wooden  outlet  ducts  were  left  in  place,  but  each  group  of  them  was 
capped  with  a  circular  Emerson  ventilator — rectangular  ones  would  have 
been  better.  Eight  of  these  were  on  the  main  portion  of  the  roof,  which 
was  rather  flat,  with  a  large  square  cupola  in  the  middle,  and  the  other 
two  were  on  a  tower,  in  front,  and  were  several  feet  above  all  the  others. 
Meisuremenls  at  the  room-outlets  connecting  with  these  two  ventilating- 
caps  showed  a  much  stronger  draft  in  these  than  in  the  others,  in  high 
winds — in  some  cases,  even,  the  strong  draft  in  one  of  these  caused  a  re- 
flux in  one  of  the  others,  both  being  connected  with  the  same  room. 
Several  other  minor  improvements  were  made,  such  as  substituting  coarse 
for  fine  wire  netting,  etc.  Measurements  at  this  building  showed  as  the 
result  of  removing  a  wooden  frame  strung  with  ^  inch  wire  netting  from 
each  of  several  foul-air  outlets,  a  gain  of  25  to  30  per  cent  in  discharge, 
whi  h  was  nearly  in  proportion  to  the  area  gained  by  the  change.  This 
shows  how  easy  it  is  to  make  air-moving  appliances  inoperative  by  neg- 
lecting a  few  small  details.  An  air-channel  is  practically  only  a  little 
larger  than  its  smallest  part.  Vet  the  writer  has  lately  seen  small  outlet 
openings  in  a  school-room  covered  with  two  screens  each — a  half-inch 
mesh  inside  and  a.  si.v/caii/i-i/K/i  mesh  outside — the  two  nettings  being 
about  one-half  inch  apart.  If  hne  wire  nettings  must  be  used,  the  size  of 
the  openings  should  be  greatly  increased.  But  coarse  gratings,  especially 
if  they  are  easily  removable,  are  probably  far  better. 

At  the  Sanborn  school  house,  in  1888,  a  more  thorough  work  was 
undertaken.     A  minimum  supjily  of  sixty  thousand  cubic  feet  per  hour  for 
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NEW  COILS  FOR  WARMING  FRESH  AIR. 


Baltimore  Street  Building.     [Sanborn  School  coils  were  also  of  this  pattern.] 
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each  of  the  eight  school  rooms,  containing  upwards  of  fifty  scholars,   was 
taken  as  a  standard. 

A  "Clogston"  heating  boiler  was  put  in,  with  about  3,000  linear  feet  of 
iX'ii^ch  steam  pipe,  in  addition  to  the  boiler  and  "direct"  heating  plant 
already  there.  A  sheet-iron  air  chamber,  in  shape  resembling  a  triangle, 
was  put  in  at  each  corner  of  the  basement,  each  chamber  drawing  its  air 
supply  from  two  windows  on  two  different  walls  of  the  building,  eachopen- 
ing  being  covered  with  a  coarse  and  strong  wire  grating  and  provided  with 
doors  and  a  valve.  Two  upright  sheet-iron  ducts  rose  from  each  of  these 
corner  air  chambers,  each  duct  containing  a  coil  of  320  linear  feet  of  i^" 
inch  steam  pipe.  These  coils  were  each  made  of  two  sets  of  branch  tees, 
one  set  "feed"  and  one  "return,"  connected  by  upright  and  horizontal 
pipes  and  elbows,  outside  pipes  long  and  inside  pipes  short,  several  "nests" 
of  pipe,  in  fact,  one  fitting  inside  another;  the  uprights  from  each  branch 
tee  being  alternately  short  and  long  in  order  that  the  horizontal  pipes 
might  offer  little  obstructive  area  to  the  upward  air  current.  For  a  lower 
room  the  coil  was  compact  and  the  duct  large  in  cross-section,  for  the 
vertical  space  was  only  about  7  feet,  but  for  an  upper  room  the  coil  was 
about  10  feet  long,  with  the  pipes  fewer  and  further  apart.  The  duct  for 
an  upper  room  ran  up  through  the  lower  room  and  was  boxed  in.  All 
ducts  ran  up  full  size,  each  to  a  point  about  6  feet  above  its  school  room 
floor  and  were  open  at  the  top. 

For  removing  the  foul  air  rectangular  sheet-iron  ducts,  each  2  feet 
square,  were  used,  each  starting  at  the  l^oor  level  of  the  room  served  by  it 
in  the  cloak-room,  and  running  up  as  straight  as  possible  to  the  attic. 
Each  duct  had  in  it  a  large  opening  for  the  school  room  and  a  small  one  for 
the  cloak-room,  the  combined  sectional  area  of  these  two  openings  being 
somewhat  greater  than  that  of  the  duct  itself,  the  openings  being  coarsely 
grated,  as  usual.  These  ducts  ran  up  in  pairs  from  the  second  floor  to  the 
attic,  and  were  there  joined  into  one  large  pipe,  4x8  feet,  ending  in  a 
rectangular  Emerson  cap  of  the  same  size  provided  with  a  damper.  The 
opening  from  the  rooms  and  the  inlet  ducts  werealsoprovided  with  damp- 
ers or  doors,  and  from  45  to  70  linear  feet  of  iX-i^ch  steam  pipe  was 
placed  in  each  outlet  duct  to  move  the  air. 

The  Blossom  Street  school  house,  an  eight-room  wooden  building,  was 
fitted  up  in  almost  the  same  way.  Both  buildings  have  passed  through 
one  mild  winter  and  half  of  another  with  fairly  good  results,  theair  supply 
being  found  1)\-  a  few  measurements  to  be  up  to  the  standard  previously 
fixed  and  the  air  being  pronounced  good.  It  has  been  found  troublesome^ 
however,  in  the  mild  weather  to  keep  the  rooms  from  getting  too  hot. 

The  new  building  on  Baltimore  street,  built  in  1888,  has  been  over- 
hauled in  1889,  according  to  local  custom,  and  its  "indirect"  steam-heating 
apparatus  greatly  increased  in  capacity.  Its  imperfect  working  during 
the  previous  winter  was  partly  explained  when,  in  taking  oft'  the  louvred 
cupola  to  make  room  for  an  Emerson  cap,  the  foul-air  flues  were  found 
half  covered  with  boards  left  in  by  careless  workmen  the  previous  sum- 
mer. Tiicre  were,  however,  no  especially  new  features  on  this  job  (except 
the  automatic  heat  regulator)  and  no  tests  have  been  applied  yet,  so  far  as 
the  writer  knows. 
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As  to  the  cost  of  the  primary  school  apparatus  and  its  maintenance  the 
writer  cannot  now  do  better  than  to  quote  from  the  paper  on  the  ventila- 
tion of  school  rooms  heated  by  stoves,  by  Dr.  J.  G.  Pinkhani,  in  the  Mas- 
sachusetts State  Board  of  Health  Report  for  1887. 

'■^  Expense  of  the  System — This  includes  the  cost  of  construction  and  of 
maintenance.  The  cost  of  the  improvements  at  the  Red  Rock  Street  school- 
house,  was  $567.77  ;  of  those  at  the  Baltimore  Street  schoolhouse,  554.56. 
At  the  Chase  Avenue  schoolhouse  $418.16  was  originally  expended,  but 
subsecjuent  changes  considerably  increased  the  cost.  Quite  a  large  part  of 
the  first  cost  came  from  the  necessary  tearing  down  and  building  up  again. 
It  is  notoriously  expensive  to  make  changes  in  completed  buildings. 
The  schoolhouse  mechanic,  who  has  had  a  general  oversight  of  the  work  of 
making  these  improvements,  estimates  that  if  put  in  during  the  process  of 
construction  the  apparatus  in  a  two-room  building  would  not  cost  more 
t|ian  $350;  in  a  one-room  building  $225.  The  change  could  be  probably 
made  in  an  old  one-room  building  for  $350.  When  the  arrangements  form 
part  of  the  original  plan  of  a  school  house,  they  are  likely  to  be  much 
more  satisfactory  than  when  added  afterwards. 

The  cost  of  maintenance  involves  an  increased  outlay  for  janitor  serv- 
ice and  for  fuel.  In  country  districts  where  the  fires  are  cared  for  by 
voluntary  service  of  teacher  and  pupils,  the  former  item  is  not  to  be 
reckoned.  In  Lynn  an  allowance  of  fifty  cents  yer  week  for  each  additional 
stove  is  made  during  the  season  when  the  fires  arc  in  operation.  This 
amounts  to  something  near  $40  per  year  for  each  building  of  two  rooms. 

From  our  experience  thus  far  it  is  difficult  to  form  an  exact  estimate 
of  the  increased  cost  of  fuel.  The  coal  and  wood  are  supplied  to  the  city 
on  contract,  the  bins  being  filled  up  when  necessary.  It  is  certain  the 
consumption  of  fuel  increases  somewhat  in  proportion  to  the  amount  of  fresh 
air  suppHed.  At  the  Chase  Avenue  schoolhouse,  as  near  as  can  be  asertained, 
from  five  to  six  tons  more  of  coal  have  been  burned  each  year  since  the 
ventilating  apparatus  was  put  in  than  before.  It  would  be  not  far  from 
the  truth  if  we  should  reckon  the  increased  cost  of  fuel  for  the  building  at 
$30  per  year,  or  $15  for  each  room.  This  added  to  the  increased  outlay 
for  janitor  service  makes  $35  per  room, — surely  not  an  extravagant  sum 
to  pay  for  anything  so  necessary  to  health  as  pure  air." 


The  Prksident — I  am  going  to  ask  the  Society  to  pospone  discus- 
sion on  Mr.  Perkin's  paper  until  we  have  heard  from  Mr.  Woodbridge, 
whom  1  will  now  introduce  to  you,  and  who  will  address  you  upon  the 
subject  of  ventilation  of  schoolhouses. 


By  Prof.  S.  H.  Woodbridge. 

Mr.  President  and  Gentlemen  of  the  Society:  What  I  propose  to 
speak  upon  to-night  is  a  simple  topic,— namely,  the  application  of  furnaces 
to  the  heating  of  small  schoolhouses.  Of  course,  the  thing  which  is  de- 
sirable to  accomplish  in  the  heating  of  a  schoolhouse,  is  to  secure  an  effec- 
tive circulation  of  a  large  volume  of  air  at  a  comparatively  low  tempera- 
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ture.  The  two  important  requirements  in  a  furnace  for  heating  a  school- 
house  are,  first,  that  the  furnace  shall  have  a  large  heating  surface,  and 
second,  that  such  surface,  heated  to  only  a  comparatively  low  tempera- 
ture, shall  evenly  warm  large  volumes  of  air  moving  over  it.  It  is  neces- 
sary to  have  a  special  type  of  furnace  in  order  to  do  this  work  The  ordi- 
nary furnaces  are  C[uite  inadequate  to  such  v^^ork. 

We  have  as  a  usual  thing,  for  instance,  a  cylindrical  furnace,  standing 
within  a  case;  this  (referring  to  a  drawing)  being  the  furnace  itself, 
standing  within  an  outside  case  of  brick  or  iron;  Ijctween  the  furnace  and 
its  case  is  an  annular  free  space  through  which  the  air  passes,  ultimately 
finding  vent  through  conductors  to  different  parts  of  the  building.  We 
have,  then,  here  a  comparatively  small  space,  according  to  the  distance 
between  the  furnace  shell  and  the  outside  casing;  we  have  a  considerable 
vertical  extension  of  furnace,  that  is,  the  air  passing  in  at  the  bottom  be- 
comes more  or  less  heated,  by  contact  with  the  lower  part  of  the  furnace, 
and  in  passing  upward  over  that  surface  it  grows  hotter  and  hotter  as  it 
ascends  to  the  top,  until,  when  it  reaches  this  point,  it  has  a  temperature 
of  from  200  to  250,  or  even  as  high  as  300  degrees.  In  this  case  the 
general  extension  of  the  furnace  surface  is  vertical,  the  air  being  heated 
as,  in  relatively  small  quantities,  it  moves  upward  continuously  against 
that  surface. 

Furthermore,  the  heating  surface,  as  compared  with  the  grate  area  in 
a  furnace  well  proportioned  for  ventilating  work,  is  large.  In  the  ordinary 
furnaces  this  is  not  found  to  be  the  case.  The  heating  surface  may  be 
itself  20  times  the  area  of  the  grate,  but  I  think  it  is  exceptional  when  we 
get  as  high  as  thirty  or  forty  times  the  area  of  the  grate.  What  is  wanted, 
then,  in  order  to  preform  the  work  of  heating  and  ventilating,  is  a  large 
heating  surface  in  comparison  with  the  area  of  the  grate. 

In  the  case  of  steam  heating,  radiators  may  have  from  150  to  300  times 
the  area  of  the  fire  grate,  but  in  the  ordinary  furnace  foity  times  the  area 
of  the  grate  in  heating  surface  is  exceptionally  high.  What  is  wanted, 
then,  is  a  furnace  with  a  large  surface  and  relatively  great  horizontal  ex- 
tension instead  of  a  small  surface  with  vertical  extension.  If  we  could 
take,  for  instance,  that  cylindrical  furnace,  3  feet  in  diameter,  and  6  feet 
high,  and  turn  it  over  on  its  side,  this  way  (illustrating),  I  think  you  will 
see  in  the  first  place  that  we  should  have  a  large  area  about  the  furnace 
through  which  the  air  could  move,  as  compared  with  that  of  the  annular 
ring  in  an  ordinary  furnace  of  vertical  extension.  Taking  the  other  sec- 
tion of  it  for  a  horizontal  extension  of  the  same  furnace,  we  should  have 
a  space  for  air  movement  of  the  same  width  as  before,  but  of  a  length 
equal  to  the  horizontal  perimeter. 

A  large  horizontal  extension,  rather  than  a  vertical  extension,  is  re- 
quired for  two  reasons:  In  the  first  place,  in  order  to  get  a  greater  area 
through  which  the  air  may  move,  and  in  the  second  place,  in  order  that 
the  air  may  not  be  heated  to  too  high  a  degree,  as  is  the  case  with  the 
furnace  of  vertical  extension,  to  which  I  have  just  called  your  attention. 
When  the  air  has  reached  the  lop  of  this  furnace  with  longitudinal  ex- 
tension, its  temperature  may  be  150"  as  against  that  of  300°  in  a  fur- 
nace of  vertical  extension,  sucli  as  we  have  in  this  (indicating)  furnace. 
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There  are  Other  things  to  be  desired  in  the  working  and  construction 
of  a  good  furnace.  The  combustion  should  be  good.  The  fire  pot  should  not 
be  too  deep.  The  fire  should  be  fairly  shallow;  there  should  be  an  inti- 
macy of  contact  between  the  hot  combustion  gases  on  the  inside  and  the 
air  on  the  outside.  The  shell  is  the  medium  that  transfers  the  heat  of  the 
combustion  gases  to  the  air  on  the  outside;  the  air  on  the  outside  has  to 
be  heated,  and  the  gases  on  the  inside  have  to  give  up  their  heat. 

What  are  the  furnaces  that  best  fulfil  these  several  conditions?  I 
would  say,  first  of  all,  the  Smead.  I  do  not  know  that  in  point  of  merit  I 
ought  to  put  that  first;  I  do  so  because  we  are  more  familiar  wuth  it,  and 
because  we  have  heard  more  of  it  to-night,  than  we  have  of  any  other  that  is 
constructed  for  ventilating  work.  In  this  furnace  we  have  intimacy  of  con- 
tact between  the  combustion  gases  on  the  inside,  and  the  air  on  the  out- 
side, and  a  pretty  complete  transfer  of  heat  is  affected.      The  fires  are 


Fig.   I. 


shallow, — the  provision  for  complete  combustion  is  good,  and  the  area  ot 
the  heating  surface  is  large  as  compared  with  that  of  the  grate.  There 
are  also  the  Fuller  &  Warren  furnace,  and  the  Mahoney  furnace, 
worthy  of  mention  as  furnaces  of  the  better  type  for  ventilation  work. 
But  the>-  are  all  connected  with  some  system  of  ventilation,  and  the  call 
comes  for  some  furnace  which  is  independent  of  any  such  system. 
Is  there  not  in  the  open  market  some  furnace  which  will  answer 
these  purposes,  and  which  is  obtainable,  independent  of  any  system  of  ven- 
tilation? Must  we,  in  order  to  procure  such  a  furnace,  go  to  the  firms 
which  furnish  patent  ventilating  systems  ? 

I  shall  now  call  to  your  attention  a  furnace  which  is  as  old,  in  point  of 
invention  and  manufacture,  as  any  of  these  which  I  have  mentioned,  a 
furnace  which  is  made  in  this  state,  in  the  town  of  Westfield,  and  which 
is  known  as  the  "  Gold  Hygeian  Heater."  I  have  a  small  model  of  it 
here,  which  I  would  be  pleased  to  have  you  examine.  The  general  form  of 
it  is  similar  to  that  of  a  locomotive  boiler.     The  body  of  the  furnace  is  in 
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box  form  with  arch  top,  and  contains  a  fairly  shallow  fire-box  and  large 
combustion  chamber.  The  c)lindrical  part  of  this  furnace  may  be  exten- 
ded almost  indefinitely  by  means  of  rings  attached  to  the  body  of  the 
furnace,  and  to  each  other  by  bolts.  We  have  in  this  furnace  a  horizon- 
tal, rather  than  a  vertical  extension  of  surface.  Beyond  this,  we  have 
upon  the  body  of  the  furnace  itself  and  upon  the  extension  rings,  rigidly 
attached  to  them  as  one  piece  with  them,  cast  iron  flanges,  and  attached 
to  these  flanges  are  spurs,  or  pins,  which  greatly  extend  the  surface  of  the 
heater.  The  heating  surface  is,  therefore,  so  large  in  proportion  to  that 
of  the  grate  that  it  cannot  have  a  very  high  temperature.  I  should  say, 
also,  that  the  hre  pot  is  lined  with  brick,  so  that  that  i>art  of  the  furnace  can- 
not be  highly  heated,  or  it  cannot  be  heated  to  anything  like  a  red  heat. 
The  external  surface  is  about  eight  times  the  internal,  and  the  area  of 
the  exterior  surface,  in  such  a  form  as  this  before  you,  is  about  loo  times 
the  area  of  the  grate.  This  ratio  may  be  made  much  larger  by  extending 
the  cylindrical  part  of  the  furnace.  The  rings  making  up  this  part  are 
very  carefully  put  together,  sleeving  closely  one  into  the  other;  and  they 
are  drawn  and  held  together  tightly  by  short  bolts,  so  that  it  is  practically 
a  very  tight  furnace,  and  it  is  not  especially  liable  to  breakage  by  warp- 
ing. There  is  one  objection  which  may  occur  to  you,  and  that  is  in  the 
unequal  heating  of  the  shell  and  the  flanges,  tending  to  breakage;  but  that 
danger  has  been  avoided  by  making  the  flanges  of  corrugated  form  rather 
than  of  more  rigid  plane  form  as  you  see  them  here. 

For  completeness  of  combustion;  which  is  always  desirable,  the  furnace 
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has  a  large  comljustion  chamber,  and  the  gases  in  rising  from  the  coal, 
from  one  part  carbonic  oxide  gas  and  from  another  part  air,  have  a  chance 
to  mingle  and  to  complete  the  combustion  before  coming  into  contact 
witli  the  cool  surfaces  of  the  furnace.  There  is,  furthermore,  a  very  finely 
perforated  jjlate  in  front  admitting  air,  which,  on  striking  upon  and  pass- 
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ing  over  the  fire,  becomes  heated,  so  that  it  is  quite  common  to  see,  in  the 
rear  and  upper  part  of  the  furnace,  the  bkie  flame  characteristic  of  the 
burning  of  carbonic  oxide  gas. 

As  to  the  matter  of  applying  this  furnace  to  use,  I  have  sketched  upon 
these  papers  before  you  a  general  plan  for  the  adaptation  of  sucha  furnace 
as  this  to  the  heating  of  small  school  houses.  I  would  say  that  I  would  not 
rely  upon  such  a  furnace  as  this  to  heat  a  larger  space  nor  a  greater  air 
volume  than  would  be  required  by  loo  scholars.  I  think  that  it  would 
provide  liberally  for  what  would  be  required  by  that  number.  Let  me 
go  through  an  explanation  of  these  figures  in  order  that  you  may  under- 
stand the  plan  which  I  would  propose  for  its  use.  The  general  plan  of  the 
furnace  and  the  proposed  methods  of  encasing  it  are  represented  by  Figs. 
2  and  3.     In  regard  to  the  furnace  itself  you  may  note   in   these  figures  a 
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point  which  may  have  escaped  attention  in  looking  at  the  model,  and  that 
is  that  the  smoke  vent  is  so  placed  as  to  take  the  cooler  gases  from  the 
combustion  chamber.  The  furnace  is  placed  in  a  case,  such  as  you  may 
perhaps  see  to  better  advantage  in  Fig.  3.  The  cold  air  passes  into  the 
heating  chamber  through  a  large  aperture  4  feet  by  18  inches,  at  the  lower 
part  of  the  rear  wall  of  the  casing,  passing  up  by  the  pin-covered  flanges 
and  becoming  mildly  heated  as  it  reaches  the  upper  part  of  the  chamber. 
If  several  rooms  are  to  be  heated  from  one  hot-air  source,  provision 
must  be  made  for  giving  different  or  required  temperature  to  the  aiv  dis- 
tributed from  that  source.  Sometimes  it  is  required  to  heat  one  room  to 
a  certain  temperature  and  another  room  to  a  different  temperature.  If 
only  one  room  is  to  be  heated,  the  fire  may  be  regulated  so  as  to  produce 
the  temperature  required;  if  several  rooms  are  to  be  heated,  the  fire 
must  be  regulated  so  as  to  produce  the  temperature  required  in  the  room 
most  difficult  to  heat.  The  furnace  temperature  must  be  governed  by 
the  requirement  of  the   room   demanding  the  highest  temperature  of  air 
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supply,  and  some  ready  and  effective  means  must  be  employed  for  reduc- 
ing that  temperature,  but  not  the  volume  of  air  supply  to  other  rooms. 

1  have  represented  here  a  method  of  doing  that  which  I  have,  in  sev- 
eral instances,  recommended,  and  which  I  am  glad  to  have  an  opportunity 
to  call  to  your  attention  this  evening.  In  the  lower  part  of  the  furnace  is,  as 
usual,  the  cold-air  box  terminal,  but  in  this  plan  we  have  another  cold-air 
chamber  on  the  top  of  the  furnace  as  well.  Such  an  arrangement  has  this 
advantage.  The  top  or  any  part  of  a  furnace  in  close  proximity  to  wood- 
work should  be  kept  cool  (and  our  Inspectors  are  properly  careful  to  take 
all  reasonable  precaution  to  provide  against  the  possibility  of  fire  from 
such  cause.)  This  method  affords  an  effective  means  of  keeping  the  upper 
part  of  the  furnace  perfectly  cool,  so  that  when  the  furnace  has  been  heated 
to  its  hottest,  the  top  will  feel  cool  to  the  touch,  for  the  colder  the  weather 
and  the  hotter  the  fire  the  cooler  will  this  top  be.  But,  further  than  that, 
we  see  that  it  provides  for  cold  air  to  be  mixed  with  the  heated  air  for  dis- 
tribution to  the  different  rooms.  The  heated  air  and  the  cold  air  are  sep- 
arated by  a  diaphragm,  and  their  passage  into  the  supply  conduits  allowed 
or  checked  by  the  movement  of  a  valve,  which  controls  the  quantities  of 
each  which  may  pass  and  mix  beyond  it.  In  the  left  hand  conduit  the 
valve  is  shown  in  a  position  to  allow  the  heated  air  to  pass  freely  and  to 
hold  the  cold  in  check.  The  right-hand  valve  shows  a  more  equal  move- 
ment, resulting  in  lower  temperature  of  supply. 

Then,  as  to  the  size  of  the  flues.  Manifestly,  flues  such  size  should  be 
provided  that  the  full  quantity  of  air  shall  be  supplied  with  the  smallest 
difference  of  temperature  between  the  air  inside  of  the  supply  flue  and  the 
outside  air,  under  which  the  system  is  to  furnish  required  ventilation.  The 
flues  must  be  of  such  capacity  as  to  supply  and  remove  the  required  air 
volume  when  the  outside  temperature  is  just  too  cool  to  open  windows.  If 
we  attempt  to  use  such  flues  in  cold  weather  without  throttling  them  the 
quantity  of  air  moved  through  the  furnace  will  be  altogether  too  great  to 
be  heated  and  greatly  in  excess  of  requirement.  The  most  air  is  needed 
in  the  warmest  weather  and  the  least  air  in  the  coldest  weather.  There 
should,  then,  be  provided  some  means  by  which  the  ventilating  flues  can 
be  reduced  according  to  the  increased  difference  between  the  inside  and 
outside  temperatures. 

In  Fig.  2  is  shown  the  means  for  such  regulation  of  flue  area  in  the 
supply  system.  The  sum  of  the  hot  and  the  cold  air  apertures  from  the  fur- 
nace to  the  conduits  to  which  they  belong  is  equal  to  the  area  of  the  con- 
duits. The  hot  air  apertures  are  in  area  one-third,  and  the  cold  air  are 
two-thirds  that  of  the  connected  conduits.  If  the  weather  is  cold  not 
much  cold  air  is  needed,  and  by  simply  drawing  up  a  damper  by 
means  of  a  wire  and  chain,  the  effective  area  is  reduced  to  one-third  of  the 
total  area  available  and  required  in  mild  weather,  and  shown  in  the  right- 
hand  conduit.  As  far,  then,  as  the  supply  part  of  the  system  is  concerned, 
I  think  you  will  see  that  this  matter  has  been  considered  and  has  been 
provided  for,  as  I  think  we  seldom  find  it  provided  for  in  the  methods  of 
ventilation  which  we  have  had  occasion  to  study,  for,  as  a  rule,  no  attempt 
is  made  to  alter  the  size  of  the  flue  inversely  as  the  velocity  of  the  air-flow 
through  it. 
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The  general  arrangement  for  the  location  of  a  furnace  is  shown  in  Fig. 
4.  The  furnace  is  placed  in  the  basement,  of  course,  and  the  flues,  which 
are  also  shown  in  Figs.  5  and  6,  are  placed  as  near  as  possible  to  it,  one  of 
them  going  up  to  the  first  story  and  the  other  to  the  second  story,  the  one 
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going  to  the  second  story  being  the  smaller  flue,  because  its  greater  height 
gives  it  a  stronger  draught  power  than  the  shorter  one.  These  areas  are 
about  as  two  to  three. 

One  of  the  special  features  of  this  arrangement  is  this,  that  the  whole 
space  at  the  front  end  of  the  school  building  is  a  cold- air  box  having 
three  windows  on  as  many  sides  opening  into  it,  so  that  the  furnace  is  vir- 
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tually  standing  out  of  doors.  It  does  away  with  the  chief  objections  to  the 
cold-air  box,  with  its  necessarily  contracted  area  and  its  frictional  resist- 
ance to  flow  and  the  retarding  effect  of  bends,  etc.,  for  the  access  of  air 
through  the  windows  and  large  chamber  is  relatively  free.  These  windows 
are  arranged  to  provide  against  failure  to  secure  air  supply  in  the  case  of 
strong  winds,  about  which  I  shall  have  occasion  to  speak  a  little  later. 
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Thus  far  I  have  spoken  of  the  furnace,  the  general  management  of  the 
flues,  their  size,  the  longer  being  about  20  by  18  inches,  and  the  shorter 
about  20  by  24  inches,  the  means  for  regulating  areas  and  for  admitting 
air  supply  to  the  furnace.  We  now  come  to  a  notice  of  the  exhaust  and 
discharge  part  of  the  system. 
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The  exhaust  aperture  is  at  the  floor,  partly  underneath  and  partly 
above  the  platform,  on  the  same  side  with  the  air  inlets.  In  Figs.  5  and  6 
note  the  relative  position  of  the  supply  and  vent  apertures.  Manifestly  in 
such  a  room  as  this,  with  three  cold  sides,  the  warm  air  rising  to  and  float- 
ing at  the  ceiling  will  be  chilled  by  contact  with  the  walls  and  windows  and 
thrown  down;  it  will  then  tend  to  move  across  the  floor  and  away  from  the 
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walls  and  in  directions  whose  resultant  point  would  be  somewhere  in  front 
of  the  platform,  and  the  vent  opening  might  perhaps  better  be  at  that 
point,  but  convenience  in  construction  and  cleanliness  also  favor  the  loca- 
tion shown  and  efficiency  is  practically  unimpaired.  The  areas  both  of 
vent  and  of  discharge  are  in  all  cases  large. 

I  would  call  your  attention  to  another  point  in  connection  with  the  dis- 
charge. The  furnace  pipe  is  made  to  pass  around  and  up  through  the  dis- 
charge shaft,  as  you  see  in  Fig.  7.  An  8-inch  pipe  is  fitted  to  the  furnace 
collar  and  that  pipe  is  enlarged  to  a  lo-inch  within  the  flue  in  order  to  get 
a  larger  surface  for  heating  the  air  in  the  flue,  and  also  to  secure  a  slower 
movement  and  longer  retention  of  the  hot  gases  through  it.  But  there  are 
times  when  a  greater  heat  will  be  wanted  than  can  be  furnished  by  this 
pipe.  When,  in  warm  weather,  the  temperature  of  the  furnace  is  lowest, 
we  want  the  highest  temperature  in  the  vent  flue,  and  by  the  arrange- 
ment thus  far  considered  we  get  the  reverse   of  what  is   actually  needed. 
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But  it  at  such  times  the  furnace  heat  not  wanted  in  the  rooms  could  be  di- 
verted into  the  ventilating  flue  the  desired  condition  would  be  realized. 
The  figure  shows  a  15-inch  pipe  connecting  the  ventilating  shaft  with  the 
hot-air  chamber  of  the  furnace,  and  through  which,  by  the  opening  of  a 
damper,  the  heated  air  may  be  passed.  So  that  when  there  is  an  excess  of 
heat  in  the  furnace  for  the  requirements  of  warmth,  it  is  possible   to  open 
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up  this  damper  to  admit  the  heated  air  to  the  vent  flue,  the  air  passing 
from  the  furnace  directly  into  that  flue,  and  so  giving  the  extra  warmth 
required.  To  be  sure,  we  are  then  passing  fresh  air  into  the  flue  and  in  so 
far  displacing  foul  air,  but  I  consider  that  a  better  method  than  putting  a 
stove  into  the  vent  flue  of  a  little  school  house  and  trusting  to  the  janitor, 
who  visits  the  school  but  once  or  twice  a  day,  to  look  after  and  keep  up 
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the  fire,  or  even  trusting  to  the  teachers,  who  have  something  else  to  do 
than  to  poke  fires  and  feed  them  with  coal. 

This  vent  flue  as  well  as  those  for  supply  must,  of  course,  be  controlled 
in  its  area.  It  is  done  by  means  of  two  dampers  hinged  as  shown,  and 
opened  to  requirement  by  cords  passing  over  pulleys  and  brought  as  one 
down  into  the  principal's  room,  with  means  for  securing  it  at  notches, 
which  might  be  conveniently  marked  for  o°,  io°,  20°,  etc.,  weather,  as  in- 
dicated by  an  outside  thermometer. 

There  is  another  point  to  which  1  would  call  your  attention  in  regard 
to  the  adaptation  of  the  furnace  to  the  work  of  ventilation.  1  have  shown, 
in  Fig.  8,  a  method  of  arranging  the  inlet  windows,  so  as  to  pievent  loss  of 
air.  Ordinarily,  if  the  air  is  blowing  in  through  a  chamber  window 
strongly  on  one  side,  it  will  be,  in  part,  passing  out  on  the  other,  or  lee- 
ward side,  and  to  that  extent  will  be  lost.  Therefore  it  is  desirable  to  ar- 
range the  inlets  so  that  in  whichever  way  the  wind  blows,  the  desired 
quantity  shall  be  passing  into  the  room.  Suppose  along,  vertical  box, 
covered  with  wire  cloth,  through  which  the  air  can  easily  pass,  be  placed 
before  each  window,  and  that  over  that  wire  netting  light  gossamer  strips 
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or  valves  are  hung.  With  the  least  air  pressure  these  are  thrown  out,  let- 
ting the  air  in  freely.  Whenever  the  wind  blows  in  through  the  window 
the  valve  is  open  and  the  air  passes  through,  but  the  moment  the  wind 
takes  the  opposite  direction  these  valves  close.  Therefore,  if  the  air  blows 
in  strongly  on  one  side  it  merely  closes  up  all  the  valves  on  the  other  sides 
and  keeps  in  the  chamber  all  the  air  that  would  otherwise  escape,  and  the 
influence  is  at  once  felt  in  the  pressure  produced  on  the  furnace.  In  still 
weather  the  air  will  come  in  through  all  these  windows  gradually,  slightly 
lifting  the  valves,  and  whenever  the  high  wind  would  tend  to  disturb  the 
action  of  the  furnace,  such  action  is  prevented  by  the  closing  of  the  lee- 
ward valves. 

One  thing  more  in  connection  with  this  furnace.  I  have  said  that 
when  the  air  is  warm  outside  but  little  heat  is  wanted  in  the  furnace,  and 
that  it  would  better  pass  up  the  ventilating  flue.  In  other  words,  very 
little  heat  is  wanted  from  the  furnace  in  warm  weather,  and  in  cold 
weather  the  total  produced  is  wanted.  It  must  be  said  that  this  furnace 
is  not  altogether  what  could  be  desired  for  the  transfer  of  heat  from  the 
gases  to  the  air.  That  is  one  of  its  failings,  in  fact,  I  may  say  that  it  is  the 
failing  of  this  furnace.  Although  we  have  large  area  and  intimacy  of 
contact  on  the  outside,  we  have  not  a  correspondingly  large  area  and  pro- 
vision for  intimacy  of  contact  on  the  inside.  The  combustion  gases  may 
pass  ofif  from  this  furnace  pretty  hot.  I  have  seen  a  pipe  that  was  red  hot 
for  some  little  distance  (20  feet)  from  the  fire  pot.  Of  course  it  was  an 
unsafe  fire  and  a  needlessly  hot  one,  the  combustion  chamber  being  filled 
with  wood  and  a  strong  draught  drawing  the  flames  well  into  the  chim- 
ney. The  janitor  in  charge  was  making  a  frantic  effort  to  make  up  for 
his  ignorance  of  the  use  of  dampers  by  forcing  of  fires. 

What  is  wanted  here  is,  of  course,  some  means  of  transferring  to  the 
supply  air  that  otherwise  waste  heat. 

Fig.  9  shows  an  arrangement  proposed  for  this  purpose.  The  direct  and 
vertical  pipe  which  goes  into  the  vent  flue  has  a  damper  which  may  be 
closed.  The  closing  of  this  damper  forces  the  hot  gases  to  pass  through 
the  long  trombone-formed  pipe,  shortened  in  the  figure  for  want  of  space. 
The  combustion  gases  make  a  tortuous  course;  the  current  is  broken  at 
each  turn,  and  the  conditions  are  favorable  for  a  large  transfer  of  the  con- 
tained heat. 

This,  Mr.  President  and  Gentlemen  of  the  Society,  1  would  say,  in 
general,  in  answer  to  the  query  which  has  come  from  many  quarters  as  to 
the  possible  means  of  heating  and  ventilating  by  a  furnace,  and  the 
method  of  its  adaptation  to  what  I  should  call  rather  small  work.  [Ap- 
plause.] 


DISCUSSION. 


The  President. — Gentlemen,  I  am  sure  that  you  have  all  listened 
with  interest  to  these  papers,  and,  as  the  night  is  still  young,  we  have 
plenty  of  time  for  discussion. 

Mr.  McClintock. — 1  would  like  to  ask  Prof.  Woodbridge  whether 
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in  his  opinion  the  rings  on  the  outside  of  the  furnace  described  have  any 
actual  influence,  or  whether  it  would  not  be  just  as  well  in  a  plain  cylin- 
drical form,  as  with  the  rings  ? 

Prof.  Woodbridge. — I  think  not,  for  the  simple  reason  that  the 
flanges  are  cast  in  one  piece  with  the  parts  to  which  they  belong,  and  are 
a  part  of  the  furnace  itself;  and  these  flanges  becoming  chilled  tend  to 
keep  the  shell  to  which  they  are  attached  much  cooler  than  it  would  be 
without  them,  and  the  cooler  the  shell  the  more  perfect  the  transfer  of  the 
heat  of  the  gases  inside  of  that  shell;  and,  further,  the  effect  gotten  from 
so  extended  a  surface  moderately  warmed  is  very  much  to  be  preferred  to 
the  same  heat  yielded  to  air  by  a  small  surface  highly  heated.  There  has 
been,  in  no  case  that  I  have  had  occasion  to  observe,  any  overheating  of 
the  air. 

The  question,  as  1  apprehend  it,  is  simply  this:  Given  a  certain  amount 
of  furnace  shell  surface  exposed  on  its  inside  to  combustion  gases  at  fixed 
temperature,  and  on  its  outside  to  cooler  air,  by  which  of  two  ways  will 
that  shell  transfer  the  heat  most  rapidly;  by  the  contact  of  cool  air  with  a 
plane  outside  surface,  or  by  conduction  through  continuous  metal  kept 
cool  by  the  movement  of  air  over  an  extended  surface  ? 

When  the  extended  surface  is,  in  form  and  exposure,  such  as  to  allow 
as  free  a  movement  of  air  over  it  as  would  be  had  over  the  corresponding 
plane  surface,  the  heat  transfer  is  increased,  and  for  these  reasons : 
First,  the  transfer  of  heat  by  convection  per  unit  of  surface,  varies 
directly  as  the  temperature  difference  between  that  surface  and  the  im- 
pinging air.  Second,  the  rate  of  transfer  of  heat  between  two  planes 
represented  by  one  inch  of  continuous  iron  is  390  times  that  yielded  by 
convection  when  the  two  planes  have  the  same  temperature  difiference 
as  that  existing  between  the  air  and  the  warmer  surface.  Hence,  if  the 
surface  next  the  combustion  gases  is  maintained  at  a  fixed  temperature, 
the  temperature  difference  between  an  extended  surface  and  the  imping- 
ing air  cannot  vary  inversely  as  the  ratio  of  extension,  but  must  be  in 
considerable  excess  of  the  ratio,  because  of  the  rapid  transfer  of  heat  by 
conduction.  Thus,  if  the  temperature  difiference  between  the  plane  sur- 
face and  the  air  were  300°,  by  the  extension  of  that  surface  to  twelve  areas, 
the  temperature  difference  between  it  and  the  air  would  not  drop  to  25°, 
but  would  be  maintained  at,  say,  50°  to  75°. 

If  the  objection  is  made  that  the  rapid  cooling  of  the  furnace  shell 
makes  its  fire-exposed  temperature  so  low  that  the  assumption  on  which 
the  argument  just  made  is  based  becomes  untenable,  that  very  objection 
contains  all  the  argument  desired  in  favor  of  extended  surface,  since  the 
cooler  the  furnace  shell  the  more  rapid  and  complete  must  be  the  trans- 
fer of  heat  from  the  combustion  gases  to  it,  and  from  the  shell  to  the  air. 

Mr.  Knapp. — I  would  like  to  inquire  what  explanation  Prof.  Wood- 
bridge  can  give  of  what  happens  to  the  overheated  air  that  comes  in  con- 
tact with  the  red  hot  iron,  and  which  makes  it  objectionable  ? 

Prof.  Woodbridge.  —  My  answer  to  that  would  be  this:  The 
amount  of  dust  floating  in  the  air,  the  purest  air  obtainable  or  found  with- 
in our  buildings,  is  much  larger  than  is  generally  supposed.  Not  until  a 
room  is  darkened  and  a  sunbeam  is  "seen"  by  the   reflection  of  its   light 
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from  the  dust  in  its  path,  do  we  begin  to  have  any  idea  of  the  quantity  of 
dust  there  may  be  and  is  in  air  which  has  seemed  pure.  Concentrate  that 
sunbeam  by  a  lens,  and  the  dust  seems  to  become  so  thick  that  the  vision 
cannot  penetrate  it;  and  one  would  be  loth  to  take  the  next  breath  from 
that  spot  to  which  it  would  seem  that  all  the  dust  in  the  room  had  be- 
taken itself. 

If  such  air  comes  in  contact  with  hot  surfaces,  the  organic  matter  in 
it  is  cooked  and  burnt;  it  is  changed  into  a  charred  material,  into  fumes, 
into  gases,  and  into  smoke;  and  I  presume  that  when  ordinary  dust-laden 
air  touches  surfaces  which  are  overheated,  the  disagreeable  results  peculiar 
to  overheating  are  largely  due  to  the  effect  of  heat  on  the  floating  matter 
which  is  in  the  air. 

Mr.  McClintock— I  would  like  to  ask  one  other  question  of  Prof. 
Woodbridge  relative  to  his  statement  that  we  need  more  air  in  warm  weath- 
er than  we  do  in  cold  weather.  I  would  like  to  inquire  what  is  meant  by  that 
statement  exactly,  as  I  am  not  sure  that  I  caught  his  meaning  fully. 

Prof.  Woodbridge.— Well,  sir,  it  is  this,  as  I  hold  it.  Organic 
matter  is  always  present  in  the  air.  Two  things  are  in  general  required 
to  make  that  organic  matter  offensive,  if  not  morbific.  One  is  heat,  and 
the  other  is  moisture.  The  air  is  drier  as  it  comes  into  our  houses  in  the 
winter  than  it  is  in  milder  weather;  in  milder  weather  it  is  moist  and  it  is 
also  warm;  and  because  of  those  two  conditions,  favorable  to  the  decom- 
position of  organic  matter  in  the  air,  much  more  air  is  required  for  com- 
fort in  warm  weather  than  in  cold  weather,  when  it  comes  into  our 
houses  in  a  much  drier  condition.  The  drier  the  air  and  the  colder  the 
air,  the  less  will  be  the  quantity  required  for  agreeableness  and  for  health. 
The  carbonic  acid  gas  becomes  then  the  principal  thing  which  we  have 
to  consider  as  a  test  of  impurity.  But  when  the  weather  is  mild  and 
moist,  other  things  force  themselves  on  our  consideration.  An  air  quan- 
tity which  would  be  perfectly  satisfactory  on  a  winter's  day  would  not  be 
tolerated  in  the  summer  season,  when  the  air  is  moist  as  well  as  warm. 
It  would  not  only  be  intolerable,  it  would  be  morbific.  In  the  summer 
we  must  have  open  windows  and  a  natural  ventilation,  compared  with 
which  in  effective  work  artificial  ventilation  is  child's  play.  "We  must 
have  more  moisture,"  it  is  said;  "we  must  endeavor  to  imitate  nature,  and 
produce  within  doors  all  winter  long  the  balmy  air  of  delightful  June. 
Not  until  Art  reproduces  Nature  is  her  work  perfectly  done."  But  let 
us  not  follow  her  half  way;  give  us,  if  you  please  Nature's  moisture;  but 
with  it  give  us  Nature's  volume,  not  moisture  alone.  We  must  have 
greater  .volumes  as  we  increase  the  moisture  of  our  air. 

Prof.  Watson. — This  recalls  to  my  mind  a  circumstance  which  oc- 
cured  this  suminer  in  regard  to  the  proper  method  of  ventilation.  Quite 
a  distinguished  hygieniit  made  a  statement  that  we  ought  never  to  have 
warm  air,  that  the  rooms  should  be  heated  by  coils  or  whatever  else,  but 
that  the  cold  air  must  be  introduced,  because  the  warm  air  had  the  life 
taken  out  of  it.  I  suppose  that  that  would  refer  to  a  milder  climate  than 
ours.  He  was  in  favor  of  admitting  cool  air,  but  putting  around  the 
rooms  sufficient  apparatus  for  warming  thoroughly,  imitating  the  action 
of  placing  ourselves  before  the  fire. 
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Mr.  Tudor. — The  furnace  imitates  that  in  a  very  compact  space. 

Prof.  Watson. — No.  He  wanted  the  body  warm,  but  the  air  in 
the  room  cold. 

Mr.  Tudor. — There  is  no  doubt  that  in  a  room  that  has  been 
warmed  beforehand  by  fire,  you  can  bear  a  very  much  cooler  atmosphere, 
but  there  is  gieat  difficulty  in  doing  it. 

Mr.  Adams. — I  would  like  to  ask  Prof.  Woodbridge  if  another  rea- 
son why  the  inlet  flues  should  be  wider  open  in  summer  is  not  that  the 
velocity  of  the  air  is  smaller  on  account  of  the  smaller  difference  in  tem- 
perature between  the  inside  and  outside  air. 

Prof.  Woodbridge. — Yes.  I  meant  to  have  brought  that  out  i^ 
what  I  said,  that  the  areas  of  the  flues  should  be  adapted  to  that  difference 
of  temperature. 

Mr.  McClintock. — The  question  that  Mr.  Adams  has  just  asked 
Prof.  Woodbridge  was  perhaps  the  one  that  I  wished  to  ask  before — 
whether  what  he  means  is  really  that  we  need  more  air  in  warm  weather 
than  we  do  in  cold  weather,  or  whether  he  means  by  that  statement  that 
we  have  a  higher  velocity  in  cold  weather  than  in  warm  weather,  and  that 
consequently  we  get  more  air  into  our  houses  through  a  given  space  m  a 
given  time.     I  did  not  get  his  meaning  exactly  on  that  point,  I  think. 

Prof.  Woodbridge. — I  certainly  hold  that  we  need  more  air  in 
warm  weather  than  in  cold  weather;  of  course,  if  our  flues  remained  the 
same  size  in  all  weathers,  we  should  get  the  reverse  action. 

Allow  me  to  call  the  attention  of  the  Society  to  one  point  that  I  failed 
to  speak  of,  namely,  that  a  building  arranged  as  has  been  shown  may  be 
easily  heated  by  means  of  the  rotation  of  the  air  through  the  furnace, 
since  by  open  doors  into  the  hallways  and  into  the  cold  air  chamber  the 
cold  air  may  be  made  to  settle  from  the  upper  rooms  to  the  lower,  and 
thence  into  the  cellar,  to  be  rotated  through  the  furnace.  I  have  no  doubt 
that  there  is  some  decided  economical  advantage  in  heating  a  building  by 
rotation  rather  than  by  heating  air  taken  from  the  outside. 

Mr.  Perkins. — I  would  like  to  ask  Prof.  Woodbridge  a  question  in 
regard  to  his  cold  air  chamber  as  shown  on  the  drawing.  The  question  is 
whether  such  a  chamber  would  not  be  sufficient  of  itself,  without  any 
special  arrangement  of  the  windows.  In  a  room  like  that,  which  is  open 
on  three  sides  to  the  weather,  with  the  wind  allowed  to  blow  through 
freely  from  side  to  side,  would  not  the  furnace  take  sufficient  air  for  its 
operation,  and  no  more? 

Prof.  Woodbridge. — 1  should  be  afraid  of  that  under  some  condi- 
tions. For  instance,  suppose  that  the  air  was  blowing  in  this  (indicated) 
direction,  blowing  in  strongly  through  this  window.  [Mr.  Woodbridge 
proceeds  to  explain,  illustrating  by  means  of  the  windows  in  the  room  oc- 
cupied by  the  Society  how  a  vacuum  might  be  created  on  the  leeward 
side  of  a  building,  tending  to  draw  the  air  out  from  the  chamber  through 
two  windows,  while  blowing  strongly  in  through  one  windward  window.] 

It  is  desirable  to  avoid,  if  possible,  that  vacuum  effect,  and  to  get 
through  the  one  aperture  a  quantity  of  air  which  would  equal  the  volume 
passing  through  all  three  spaces  in  the  normal  state.  1  should  recommend 
the  check  valve  arrangement,  which  has  worked  well  in  a  number  of  cases. 
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The  President. — Do  you  know  of  any  school  houses  in  this  neigh- 
borhood which  are  fitted  up  in  that  way? 

Prof.  Woodbridge.— Not  in  that  complete  way.  There  are  three 
school  houses  in  Milton  in  which  this  furnace  is  used,  but  they  are  con- 
nected with  the  open  air  by  cold-air  boxes  having  an  area  in  cross  sec- 
tions of  6  square  feet  to  each  furnace  and  taking  air  in  on  both  sides.  In 
these  check  valves  were  put,  with  the  result  of  overcoming  the  difficulty 
which  had  previously  been  experienced  of  a  direct  current  through  the 
cold-air  boxes,  the  air  going  in  on  one  side  and  escaping  in  part  on  the 
other  side. 

The  President. — Was  the  system  of  flues  the  same? 

Prof.  Woodbridge. — No,  sir.  The  system  of  flues  was  not  the 
same,  because  the  object  was  not  to  make  a  model  arrangement,  but  to  so 
change  the  existing  condition  of  things  as  to  obtain  tolerably  good  ventila- 
tion. The  flues  are  in  each  case  in  the  back  part  of  the  building.  They 
are  small  and  not  very  well  adapted  to  this  work.  The  question  there  was 
how  to  most  economically  secure  fairly  good  results,  and  I  think  that  so 
far  as  the  supply  of  air  is  concerned,  satisfaction  has  been  given.  The 
vent  is  the  weakest  part  in  these  systems  as  they  stand. 

The  President. — How  do  you  arrange  for  an  examination  of  this 
pipe  inside  of  that  flue?     (Figs.  6  and  7..) 

Prof.  Woodbridge. — The  flue  is  a  large  one.  It  is  4  feet  by  30 
inches,  I  think,  in  its  smallest  part,  something  like  that. 

There  may  be  doorways  opening  into  that  flue.  It  may  be  made  of 
brick  or  of  wood  and  tin  lined,  either  construction  admitting  of  doors. 

The  President. — There  is  a  free  access  then. 

Prof  Woodbridge. — A  free  access. 

Mr.  E.  W.  Howe. — Prof.  Woodbridge  made  a  statement  at  the  be- 
ginning of  his  remarks  to  the  effect  that  in  school  houses  we  wanted  a 
large  heating  surface  to  heat  the  air  to  a  moderate  temperature,  while  in 
private  houses  we  wanted  a  small  heating  surface  to  heat  the  air  to  a  high 
temperature.  Why  do  the  conditions  differ  in  the  two?  Why  should  a 
higher  temperature  be  required  in  a  private  house? 

Prof.  Woodbridge. — In  the  private  house  there  are  comparatively 
few  persons  and  a  very  large  wall  surface  and  natural  ventilation,  a  large 
factor  in  such  a  building,  is  going  on  continuously.  By  "natural  ventila- 
tion" I  mean  ventilation  through  other  than  provided  means.  The  num- 
ber of  per  capita  square  feet  of  window  and  wall  area  is  very  large,  so  that 
there  is  a  very  large  inward  leakage  of  cold  air  at  the  bottom  and  of  warm 
air  at  the  top  of  the  building  or  rooms.  We  want  to  warm  that  house  to 
heat  the  air  piovided  by  natural  ventilation.  Naturally  we  want,  then,  a 
higher  temperature  of  air  and  in  a  smaller  quantity  than  in  a  house  de- 
pending on  artificial  ventilation  solely;  in  the  first  place,  because  the 
number  of  persons  there  is  small,  and  in  the  second  place,  because 
there  is  such  a  large  inward  leakage  of  air  which  must  be  warmed 
by  some  means.  But,  in  the  case  of  school  buildings,  the  per  capita  nat- 
ural ventilation  is  small,  large  air  volumes  must  be  supplied  by  provided 
means,  and  for  the  very  reason  that  it  is  large,  it  requires  to  be  heated  to 
a  comparatively  low  temperature. 
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Mr.  Adams. — I  should  like  to  ask  Prof.  Woodbridge  one  other  ques- 
tion, and  that  is  whether  he  has  ever  advised  any  special  means  for  adding 
to  the  humidity  of  the  air. 

Prof.  Woodbridge. — I  have  not  done  so  as  a  rule  except  where  it 
hasseemed  to  be  recjuired.  You  can  easily  figure  out  the  amount  of  evap- 
oration necessary  to  effect  any  considerable  change  in  the  humidity  of 
air.  It  seems  to  me  mere  child's  play  to  add  the  little  amount  by  evapo- 
ration which  we  get  by  the  ordinary  methods  employed  for  that  purpose. 
Figure  it  out  and  you  will  find  that  it  is  very  small.  Let  us  do  it  roughly. 
We  are  passing  into  a  school  building  with  fifty  pupils  in  it,  100,000  cubic 
feet  of  air  an  hour;  we  are  taking  it  in  from  the  olitside  at  a  temperature 
of  30,  when  it  has,  say,  1.5  grains  of  water  to  a  cubic  foot  of  air,  we  will 
raise  the  temperature  to  70,  say.  It  would  hold  about  8  grains  of  water  at 
that  temperature;  therefore  there  would  be  just  about  6.5  grains  to  be 
added  to  saturate  or  4  grains  to  raise  the  relative  humidity  to  60.  Mul- 
tiply that  by  100,000  and  we  have  400,000  grains  of  water  to  be  added  to 
the  air  in  that  school  room;  that  is  to  say,  400,000  divided  by  7,000  equal 
57  pounds  of  water  per  hour  required  to  effect  June  humidity.  Usually 
four  or  five  pounds  of  water  per  hour  is,  I  think,  a  generous  rate  of  water 
evaporation  in  school  house  furnaces  or  about  one-third  grain  per  cubic 
foot  of  air. 

See  what  sort  of  an  arrangement  would  be  required  to  evaporate  that 
water.  As  much  coal  would  be  required  for  water  evaporation  as  for 
heating  the  air.  And  then  what  have  we  got?  A  warm  andmoist  air,  and 
the  organic  matter  in  dust,  vapor  and  other  form  becomes  evident  by  its 
quicker  decomposition,  its  offensiveness  and  its  unwholesomeness;  and, 
further,  we  have  a  humidity  within  doors  which  we  do  not  get  when  we  are 
outside,  making  the  effect  of  a  quick  transition  the  more  hazardous.  I 
think  that  the  conditions  are  excellent  when  we  get  pretty  dry  air,  20  per 
cent,  or  even  15  per  cent,  of  moisture.  The  English  require  a  higher 
humidity  because  all  their  living  is  in  a  moister  climate.  Disease  germs 
and  zymotic  diseases  do  not  thrive  in  a  perfectly  dry  state.  I  think  that 
the  case  cited  by  Dr.  Billings  is  an  excellent  illustration  of  what  I  have  in 
mind.  At  a  United  States  military  post  in  New  Mexico,  I  believe,  the 
temperature  is  often  120°  in  the  shade  and  the  air  is  phenomenally  dry. 
By  way  of  effective  statement  in  illustration  of  this  fact  it  is  currently  re- 
ported in  regard  to  a  vicious  soldier  who  died  and  was  buried  that  his  com- 
rades were  awakened  during  the  night  following  by  a  rapping  at  the  win- 
dow, and  upon  asking  who  was  there  and  what  was  wanted,  they  learned 
that  the  old  fellow  had  come  back  for  his  blanket.  [Laughter.]  That 
camp  was  a  tolerably  hot  and  dry  place,  and  diseases  of  a  malarial  type 
were  unknown. 

Mr.  H.  D.  Woods. — I  would  like  to  ask  Prof.  Woodbridge  if  there  is 
any  advantage  in  having  a  cold-air  box  below  the  brick  work  rather  than 
above  it?     Does  that  not  cool  off  the  heated  brick  work? 

Prof.  Woodbridge. — Certainly  somewhat,  but  the  process  of  cool- 
ing is  very  slow.  The  air  below  the  iron  diaphragm  is  cooled  a  little,  but 
the  air  above  it  is  heated  proportionately  and  no  heat  is  lost. 
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Mr.  Woods. — But  that  may  be  done  at  a  time  when  you  are  not 
needing  that  air. 

Prof.  Woodbridge. — That  air  is  almost  always  needed.  If  not  in 
one  room,  then  in  another. 

Mr.  Woods. — I  want  to  ask  whether  the  furnace  could  not  be  im- 
proved by  so  changing  those  rings  as  to  make  the  combustion  gases  take 
alternate  directions  up  and  down  or  to  and  fro  in  their  movement  through 
the  cylindrical  part  toward  the  vent  by  using  diaphragms? 

Prof.  Woodbridge.— I  think  very  likely.  It  is  not  a  model  furnace 
so  far  as  intimacy  of  contact  of  combustion  gases  with  the  shell  is  con- 
cerned, but  yet  is  admirably  adapted  for  this  kind  of  work,  as  has  been 
demonstrated. 

The  President. — Gentlemen,  I  invited  two  or  three  other  experts  on 
the  subject  of  ventilation  to  come  here  to-night.  I  have  received  letters 
from  them  stating  that  they  were  unable  to  be  here.  If  there  is  no  objec- 
tions we  will  consider  that  the  Secretary  has  read  these  letters. 


Erratum. — On  the  seventh  line  from  bottom  of  page  i$^,pktiiol-p/ia- 
lin  should  read,  phenolphthalien. 
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CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


February  ii,  iSco.— The  meeting  was  opened  at  8  p.  M.  Mr.  W.  R.  Warner, 
President,  in  the  chair.  The  Secretary  read  the  minutes  of  the  previous  meeting, 
which  were  approved.  He  also  read  a  communtcation  from  the  E.xecutive  Board, 
including  letters  of  application  from  the  following  persons,  for  membership  in  the 
Club:  Ralph  Augustus  Harmon,  Assistant  Manager  of  the  Cleveland  City  Forge  & 
Iron  Co.,  and  Hiram  Kimball,  Manager  Turn  Buckle  department  of  the  Cleveland 
City  Forge  &  Iron  Co. 

The  following  persons  were  unanimously  elected  by  twenty-one  votes  for  active 
membership  in  the  Club:  Arendt  Angstrom,  ship  designer  of  the  Cleveland  Ship 
Building  Co.,  and  James  C.  Wallace,  Engine  Designer  of  the  Cleveland  Ship  Build- 
ing Co. 

Mr.  John  Whitelaw  then  read  a  report  of  the  Committees  giving  two  lists  of  pro- 
posed officers  for  the  ensuing  year. 

The  President  alluded  to  the  annual  banquets,  which  the  Club  had  previously 
had,  and  asked  what  the  members  thought  of  having  one  as  usual  this  year. 

Mr.  Leland  moved  that  the  banquet  be  omitted  this  year,  as  many  of  the  mem- 
bers had  not  manifested  the  proper  interest  in  it  heretofore,  and  the  Committee 
suffered  a  great  deal  of  anxiety,  in  working  to  make  the  banquet  a  success,  yet  only 
about  seventy-five  tickets  were  sold,  and  all  of  them  did  not  put  in  appearance. 

Mr.  Mordecai  said  he  was  not  of  the  same  opinion  as  Mr.  Leland  in  regard  to 
dispensing  with  the  banquet,  but  in  order  that  it  be  brought  properly  before  the 
house  he  would  second  Mr.  Leland's  motion. 

Mr.  Searles  said:  "In  my  opinion,  Mr.  President,  the  banquet  ought  not  to  be 
omitted  on  general  principles.  I  think  it  is  conducive  to  the  prosperity  of  the  Club 
to  have  such  an  anniversary,  and  while  there  is  a  great  deal  of  labor  connected  with 
the  arrangement  of  it,  still  I  think  we  have  always  paid  for  everything  that  has  been 
required  for  it,  and  have  always  voted  afterwards  that  we  had  a  good  time.  I  think 
we  should  certainly  do  something  at  least  once  a  year,  and  there  is  no  more  proper 
time  than  at  the  annual  meeting.  The  motion  as  it  stands  should  certainly  be  voted 
against,  and  I  think  there  are  others  here  that  can  speak  on  this  subject  as  well  as 
myself." 

The  President  then  said,  that  as  Mr.  HoUoway,  who  had  for  some  time  past  been 
away  was  present,  he  would  like  to  hear  from  him  regarding  the  subject. 

Mr.  Holloway  in  response  said:  "I  think  the  Club  should  have  a  banquet,  and  a 
glorious  one,  and  that  each  member  should  take  hold  to  make  it  a  success,  and  I 
advtse  that  the  banquet  be  not  dispensed  with. 

Mr.  Leland's  motion  was  lost. 

It  was  then  voted  that  a  banquet  be  held,  and  the  President  proposed  that  the 
Chairman  of  Programme  Committees,  act  as  banquet  committee. 

Mr.  Mordecai  moved  that  a  committee  of  seven  be  appointed  to  take  charge  of 
the  banquet,  which  was  carried. 

Mr.  Edward  Lindsley  read  a  paper  on  "The  Improvement  of  Railway  Terminal 
Facilities  as  related  to  the  Transfer  of  Coarse  Bulk  Freight,"  showing  a  model  of  a 
machine  for  that  purpose. 

Ex-Secretary,  Mr.  James  Ritchie,  read  a  short  paper  entitled  "Requirements  for 
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Specifications  for  Steel  and  Iron,  biiefty  noting  errors  made  in  the   usual  specifica- 
tions, which  was  followed  by  discussion. 

Mr.  Kingsley  then  read  a  paper  entitled  "Notes  on  the  Water  Works  Lake 
Tunnel,"  illustrating  the  same  by  photographs.  He  said  that  the  tunnel  will  be 
completed  in  seven  months,  possibly  in  less  time. 

The  President  appointed  as  a  committee  for  the  arrangement  of  a  banquet,  the 
following  gentlemen:  Messrs.  W.  H.  Searles,  A.  Mordecai,  J.  L.  Gobeille,  C.  G. 
Force,  Jr.,  H.  C.  Thompson,  N.  B.  Wood,  S.  J.  Baker,  H.  M.  Claflen,  and  C.  P. 
Leland. 

The  President  also  announced  that  the  several  committees  would  report  on  the 
progress  for  the  past  year  at  the  next  meeting,  and  that  a  ten  minute  paper  from 
each  would  be  expected. 

Mr.  Holloway  was  called  upon  to  say  something  about  the  Engineering  Club  of 
New  York,  and  made  the  following  remarks: 

"The  American  Society  of  Mechanical  Engineers  have  taken  a  house  at  No.  64 
Madison  Ave.,  and  have  fitted  it  up.  They  have  a  library  and  reading  room.  It 
makes  a  popular  resort  for  the  evening  for  gentlemen  to  call  in  and  look  over  En- 
gineering Journals,  as  well  as  to  talk  of  the  news  of  the  day.  The  engineers  of  New 
York  have  their  several  societies  in  which  technical  papers  are  read,  followed  by  dis- 
cussion, but  a  want  was  fell  among  the  engineers  of  that  city,  as  well  as  those  out- 
side, that  something  ought  to  be  done  to  give  them  a  closer  acquaintance  with  one 
another. 

Engineers  are  widely  separated,  and  there  seemed  to  be  a  great  want  of  means 
for  getting  together.  That  this  is  true,  is  shown  by  the  great  success  of  Engineer- 
ing Societies  of  New  York,  and  some  discussion  was  had  as  to  what  the  new  society 
should  be  called.  There  were  those  who  felt  as  Alexander  Holly  had  done  a  great 
deal  in  the  way  of  engineering,  they  ought  to  name  the  Club  after  him.  But  this 
was  not  deemed  broad  enough,  and  finally  the  name  of  "Engineers'  Club,"  was 
adopted. 

"They  rented  a  large  New  York  house,  No.  10  W.  rgth  St.,  fitted  it  up  with  a  fine 
restaurant,  library  and  reading  room.  They  have  a  place  where  engineers  can  get 
together  and  have  their  feet  under  the  same  table,  and  talk  with  each  other.  It  was 
formed  in  the  summer,  when  a  great  many  people  were  away.  When  Fall  came, 
we  thought  of  a  change  to  add  to  its  pleasure,  and  that  was,  having  informal  dinners; 
so  that  any  member  coming  from  his  business,  wherever  it  was,  could  come  in- 
formally and  have  what  we  called  Fortnightly  dinners.  We  had  to  guarantee  the 
Chef  that  acertain  number  would  be  there  in  order  to  get  a  good  one  for  .f  i.oo 

"We  begun  with  twenty-four  at  dinner  and  have  increased  until  we  have  fifty. 
They  are  not  all  residents  of  New  York.  They  come  from  Colorado,  Australia,  and 
all  parts  of  the  world.    They  come  there  and  find  it  a  good  place  to  meet. 

I  remember  two  01  three  dinners  when  they  were  telling  stories  about  their 
travels,  everybody  telling  adventures;  there  was  one  gentleman  there  from  Aus- 
traha,  one  from  Peru,  one  from  England,  one  or  two  from  Colorado,  and  of  course 
quite  a  number  from  the  different  states. 

The  dinners  are  so  informal  that  no  one  hesitates  when  called  upon  to  say  some- 
thing. We  had  a  couple  of  Russian  gentlemem  there  who  were  here  in  this  country 
inspecting  railways.  It  is  an  excellent  way  of  becoming  acquainted  with  matters  of 
to-day. 

"The  Club  is  very  prosperous,  having  over  400  members  and  it  is  constantly  in- 
creasing its  membership.  It  has  a  place  in  which  to  invite  prominent  men  and 
Societies  who  happen  to  be  in  New  York. 

"The  American  engineers  who  went  abroad  last  summer  weie  tendered  a  recep- 
tion at  the  Club  Rooms  on  their  return. 

The  other  day  we  had  a  meeting  of  engineers  there  for  the  purpose  of  preparing  and 
formulating  plans  10  receive  The  Iron  &  Steel  Institute  of  Great  Britain.  Among 
those  present  were  Messrs.  Carnegie,  Ex-Mayor  Cooper  and  Ex-Mayor  Hewitt." 

Meeting  adjourned.  C.  O.  Palmer,  Secretary 


Annual  Meeting.— The  annual  meeting  of  the  Civil  Engineers' Club  of  Cleve- 
land,  was  held  March  11,  1891,  at  8  p.  m..  President  W.  R.Warner  in  the  chair. 
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The  Secretary  read  the  minutes  of  the  last  meeting,  which  after  correction,  were 
approved. 

Messrs.  Ralph  A.  Harmon  and  Hiram  Kimball,  both  of  the  Cleveland  City 
Forge  &  Iron  Co.,  were  elected  active  members. 

The  application  of  Mr.  Harvey  Fitch  Coleman,  of  King  Iron  Bridge  Manu- 
facturing Co.,  for  active  membership  was  then  favorably  reported. 

Mr.  Searles,  Chairman  of  Banquet  Committee  made  a  report  on  the  arrange- 
ments for  the  approaching  banquet. 

The  President  appointed  Messrs.  H.  B.  Strong  and  John  Whitelaw  as  tellers  to 
count  the  ballots  for  otificers  for  the  ensuing  year.  Reports  were  presented  on  the 
progress  in  engineering  for  the  year  by  the  Chairmen  of  the  different  committees, 
as  follows:  On  Civil  Engineering  and  Surveying,  C.  G.  Force,  Jr.;  on  Railroad 
Engineering,  August  Mordecai;  on  Architecture,  ].  N.  Richardson;  also  on  Me- 
chanical Engineering,  read  for  the  Chairman  of  that  committee,  by  Mr.  Walter 
Miller. 

The  President  presented  the  annual  report  of  the  E.xecutive  Board,  accompa- 
nied by  the  annual  reports  of  the  Treasurer,  S.  J.  Baker,  and  of  the  Secretary,  Mr. 
C.  O.  Palmer. 

ANNUAL  REPORT  OF  THE  SECRETARY. 

The  following  report  is  respectfully  submitted  for  the  year  ending  March  ii,  ii'-'go: 

There  have  been  held  eleven  legular  and  two  semi-monthly  meetings  of  the 
Club  during  the  year.  Also  the  annual  banquet  at  the  Kennard  House,  March  14, 
and  a  picnic  at  Cottage  Grove  Lake,  August  13,  iS.'-g.  The  attendance  at  the  banquet 
was  about  75,  and  at  the  picnic  about  75  in  all.  Aside  from  these  two  social  gatherings 
the  total  attendance  at  the  13  meetings  was  304  members,  01  an  average  of  23  to  24 
members  at  each  meeting.  Also  an  average  of  6  visitors  to  each  meeting,  at  which 
the  visitors  were  recorded,  which  were  only  the  last  five. 

The  membership  of  the  Club  at  present  is  as  follows:  Active,  121 ;  honorary,  4; 
corresponding,  5;  associate,  5.    Total,  135  members. 

There  have  been  elected  during  the  year  i  associate  and  17  active  members. 
There  have  been  no  resignations  from  the  Club  and  no  deaths. 

The  resignation  of  Mr.  James  Ritchie  as  secretary,  (made  necessary  by  his 
change  of  residence  to  Pittsburgh),  was  accepted  August  ij,  i^S-.i,  and  the  under- 
signed elected  to  the  office. 

There  have  been  21  technical  papers  read  before  the  Club  during  the  past  year, 
(counting  two  lectures  as  papers),  as  follows  : 

April  9,  I  S^'g.    Prof.  Cady  Staley.    Flush  Tanks  for  Sewers. 

May  14th.  Mr.  James  Ritchie.  Erection  of  Iron  Bridges,  Cleveland  lS:  Mahon- 
ing Valley  Railroad. 

June  nth.     Prof.  Edward  VV.  Morley.    Wave  Length  of  Sodium  Light. 

June  nth.  Mr.  N.  B.  Wood.  How  shall  We  Warm,  Ventilate  and  Closet  Our 
School  Buildings. 

July  gth.    Mr.  Frank  S.  Barnum.    Modern  House  Architecture. 

Sept.  loth.    Mr.  W.  H.  Searles.    Engineering  Notes  in  England. 

Oct.  Sth.  Mr.  J.  H.  Dow  (not  a  member).  Notes  on  New  Compound  Steam 
Turbine. 

Oct.  Sth.  Mr.  N.  S.  Possons.  Electric  Motors  as  Applied  to  the  Propulsion  of 
Street  Cars. 

Nov.  i2th.  Mr.  George  Bartol.  Recent  Developments  in  Steel  and  Iron  Manu- 
facture. 

Nov.  2(jth,  Mr.  N.  B.  Wood.  Facts  and  .Speculation  Regarding  the  Planet 
Mars. 

Nov.  26th.     Mr.  W.  R.  Warner.    Astronomical  Photography. 

Dec.  loth.  Prof.  C.  F.  Mabury,  (not  a  member).  Development  of  the  Color  In- 
dustry from  Coal  Tar  Products. 

Jan.  14th,  1890.  Mr.  A.  Mordecai.  Harbor  Facilities  for  Cleve  land.  Especially 
for  Handling  Coal  and  Ore. 

Jan.  nth.  Mr.  J.  H.  Sargent.  A  Belt  Line  Railway  and  Improvement  of  the 
Lake  F'ront. 
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Feb.  nth.  Mr.  Edward  Lindsley.  Improvement  in  Railway  Terminal  Facili- 
ties, as  Related  to  the  Transfer  of  Coarse  Bulk  Freight. 

Feb.  nth.  Mr.  James  Ritchie.  Requirements  for  Specifications  for  .Steel  and 
Iron. 

Feb.  nth.    Mr.  M.  W.  Kingsley.    Notes  on  the  Water  Works  Tunnel. 

March  nth.    Mr.  A.  Mordecai.     Progress  in  Railroad  Engineering. 

March  nth.    Mr.  C.  G.  Force.     Progress  in  Civil  Engineering  and  -Surveying. 

March  nth.    Mr.  Walter  Miller.     Progress  in  Mechanical  Engineering. 

March  nth.    Mr.  J.  N.  Richardson.    Progress  in  Architecture. 

The  periodicals  of  the  Club  remain  the  same  with  the  exception  of  the  substi- 
tution ot  the  Electrical  World  and  the  Architects'  and  Builders'  edition  of  the  Sci- 
entific American  for  two  mechanical  papers. 

Respectfully  submitted.  C.  O.  Palmer,  Secretary. 


ANNUAL  REPORT  OF  EXECUTIVE  BOARD. 

The  E.xecutive  Board  are  pleased  to  report  to  the  Civil  Engineers'  Club  of 
Cleveland  a  most  satisfactory  condition  of  the  Club  in  all  its  depirtmants.  The 
membership  is  larger  than  ever  before,  now  numbering  135,  an  increase  of  8  during 
the  year.  A  large  part  of  the  membership  is  composed  of  men  who  are  willing  and 
ready  to  sustain  the  meetings  by  scientific  papers  on  their  various  specialties,  so 
that  during  the  fiscal  year  just  closed  we  have  held  14  meetings,  at  which  21  papers 
have  been  lead;  many  of  which  have  brought  out  very  interesting  and  instructive 
discussions. 

Our  Treasurer's  report  will  show  that  careful  work  has  been  done  in  the  Finance 
Department,  tor  every  member  who  lives  in  the  city  has  paid  his  dues  in  full,  and 
some  of  them  in  advance,  and  all  the  Club's  bills  to  date  are  paid.  In  addition  to 
this  our  subscriptions  to  Case  Library  are  paid  to  July  ist,  and  the  subscriptions  to 
the  Journal  of  Engineering-  Societies  are  paid  to  May  ist.  We  have  a  balance  of 
$116.19  to  turn  over  to  the  new  administration. 

The  E.xecutive  Board  would  take  this  occasion  to  express  their  thanks  to  the 
many  members  who  have  so  freely  contributed  to  making  the  meetings  a  success. 

Respectfully  submitted,  W.  R.  W.\rnbr,  President. 


Cleveland,  O.,  March  n,  iS.o. 
71?  the  Executive  Boxrd  of  the  Civil  Engineers'  Club  of  Cleveland: 

Gentlemen  :  I  present  herewith  the  annual  report  of  the  Treasurer  of  the 
Club  for  the  year  ending  March  n,  iS)o,  as  follows  : 

receipts. 

Cash  on  hand  March  12,  1S8  >,  per  last  report I    16.33 

Recei\ed  from  dues  for  past  year  (to  March  1,  ifgoj 678. o'o 

Received  from  dues  for  preceding  year 51.00 

Received  from  dues  for  ensuing  year 12.00 

Received  from  entrance   fees go. 00 

Total S  .'■'47-33 

expenditures 

For  Journal  of  Association ?  377-75 

For  subscriptions  to  Case  Library 9>.oo 

For  room  rent 75.00 

For  printing 1^4  70 

For  stenographer 3^-5o 

For  postage,  and  all  other  expenses 55-19 

Total 3=  731.14 

Balance  in  hands  of  Treasurer  March  n,  i^'go ?  116  ig 

$  847.33 

The  subscriptions  to  the  Case  j^ibrary,  except  a  few  fractional  ones,  are  paid  to 
July  I,  iSgo,  and  the  assessment  for  the  yournal'is  paid  to  May  i,  i8go,  and  there  are 
no  unpaid  bills  that  I  know  of,  except  for  a  few  dollars' worth  of  printing  for  this 
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meeting,  have  not  yet  been  presented,  and  one  quarter's  room  rent  is  due  April  i, 
iSgo. 

Respectfully  submitted,  S.  J.  Baker,  Treasurer. 

Approved  and  accepted  by  Finance  Committee. 

Henry  C.  Thompson,  Chairman. 
W.  H.  Searles. 

On  motion  the  reports  were  accepted.  The  tellers  reported  the  ballot  for  officers, 
which  resulted  in  the  election  of  Mr.  W.  H.  Searles  for  President;  Mr.  J.  L.  Gobe- 
ille,  Vice-President;  Mr.  C.  O.  Palmer,  Secretary;  Mr.  S.  J.  Baker,  Corresponding 
Secretary;  Mr.  N.  P.  Bowler,  Treasurer;  Mr.  C.  M.  Barber,  Librarian,  and  Prof. 
Cady  Staley,  member  of  the  Board  of  Managers  of  the  Association  of  Engineering 
Societies. 

Short  speeches  were  made  by  the  newly  elected  officers,  and  also  by  Messrs. 
Swasey,  Leland,  Eisenmann,  and  others. 

By  invitation  of  the  President  the  Club  was  addressed  briefly  by  Mr.  G.  W. 
G.  Ferris,  of  Pitisbuigh,  and  Col.  Wm.  H.  Paine,  of  New  York. 

Adjourned.  C.  O.  Palmer,  Secretary. 


ENGINEERS'  CLUB  OF   ST.  LOUIS, 


31STH  Meeting— Special.— A  special  meeting  was  held  at  the  Washington 
University,  January  17th,  to  listen  to  an  address  by  Mr.  T.  C.  Mendenhall,  of  the 
U.  S.  Coast  Survey,  on  "Government  Standards  of  Weights  and  Mass."  'I  here 
were  thirty  members  and  si.x  visitors  present.  The  address  proved  of  great  value 
and  interest-  Wm.  H.  Bryan,  Secretary. 


319TH  Meeting— Special.— On  the  evening  of  January  18th,  1890,  a  com- 
plimentary banquet  was  tendered  to  Mr.  T.  C.  Mendenhall,  Superintendent  of  the 
U.  S.  Coast  and  Geodetric  Survey.  President  Nipher  in  the  chair.  The  following 
were  present: 

Guests  invited  by  the  Club:— T.  C.  Mendenhall,  Henry  Haarstick,  M.  S.  Snow, 
and  Arthur  Winslow.— 4. 

Guests  invited  by  individual  members:— H.  W.  Parkhurst,  Capt.  Powell,  H.  S. 
Pritchett,  O.  W.  Wheeler,  and  Mr.  Marr.- 5. 

Members:— Jul.  Baier,  R.  S.  Colnon,  G.  H.  Pegram,  W.  W.  Penney,  R.  L.  Van 
Sant,  G.  C.  W.  Belcher,  E.  A.  Engler,  C.  W.  Melcher,  J.  A.  Seddon,  E.  C.  Parker, 
W.  H.  Bryan,  W.  T.  Gould,  F.  E.  Nipher,  L.  Stockett,  C.  M.  Woodward,  Ed.  Flad, 
M.  L.  Holman,  J.  A.  Ockerson,  A-  Thacher,  C.  W.  Clark,  J.  B.  Johnson,  R.  H. 
PhiUips,  H.  A.  Wheelei.— 23. 

The  toasts  were  as  follows: — 

"Our  Guests" Response  by J.  A.  .Seddon. 

"The  U.  S.  Coast  and  Geodetric  Survey..         "  " T.  C.  Mendenhall. 

"Our  Survey" "  " Arthur  Winslow. 

"Our  Coast" "  "  — M.  L.  Holman. 

"The  School  and  the  Engineer" "  "  — M.  S.  Snow. 

"The  Engineer  of  the  Past" "  " J.  B- Johnson. 

"The  Engineer  of  the  Future" "  " C.M.Woodward. 

"Our  Waterways" "  " Henry  Haarstick. 

The  adjournment  took  place  at  12:30  after  a  very  pleasant  evening. 

Wm.  H.  Bryan,  Secretary. 
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32»TH  Meeting,  March  i-jTH,  i  go —The  Club  met  at -5:1 1;  p.  m.  at  the  rooms 
of  the  Elks' Club.  President  Nipher  in  the  chair;  forty  members  and  five  visitors 
present.  The  minutes  of  the  323d  meeting  were  approved  as  corrected.  Applica- 
tions for  membership  were  announced  from  tlie  following  parties:  Frederic  Egner. 
Engineer  Laclede  Gas  Light  Company,  endorsed  by  Emerson  McMillin  and  W.  H. 
Bryan:  John  J.  Sanders,  Assistant  Engineer  Missouri  River  Commission,  endorsed 
by  R.  F.  Grady  and  E.  E.  Wall:  James  A.  Tiernan,  Engineer  with  Robert  Moore, 
Chief  Engineer  Merchants  Bridge  Terminal  Railway,  endorsed  by  Robert  Moore 
and  Julius  Baier.    These  were  referred  to  the  Executive  Committee. 

Col.  Meier,  chairman  ot  the  committee  on  Ead's  Monument,  called  attention 
again  to  the  concert  to  be  given  at  the  Exposition  and  Music  Hall  on  the  2;th  inst., 
for  the  benefit  of  the  Monument  Fund. 

Prof.  J.  B.  Johnson  then  read  an  address  on  the  organization  of  a  Federal  Coun- 
cil of  Engineers.  The  author,  together  with  Messrs.  Searles,  of  Cleveland,  and 
Knight,  of  Kansas  City,  had  at  the  recent  meeting  of  the  Board  of  Managers  of  the 
Association  of  Engineering  Societies,  been  appointed  a  committee  to  prepare  an 
address  to  the  engineers  of  the  country  on  this  subject.  The  present  paper  was  the 
result  ot  the  authors'  investigations.  A  short  time  ago  President  Towne  of  the 
American  Society  of  Mechanical  Engineers,  had  addressed  the  leading  engineering 
bodies  of  the  country,  including  our  association,  suggesting  a  joint  conference. 
This  conference  was  to  be  simply  provisional,  and  was  not  binding  upon  any  of  the 
associations  or  clubs.  Prof.  Johnsons  address  treated  of 'he  present"  status  of 
engineers  as  compared  with  the  members  of  other  professions,  and  indicated  some  of 
the  advantages  that  might  result  from  a  national  organization.  He  gave  an  abstract 
of  the  qualifications  required  for  membership  in  most  of  the  engineering  societies 
in  the  country,  together  with  the  numbei  of  full  grade  members,  showing  a  total  of 
over  5,ojo.  The  author  thought  that  there  were  some  features  in  the  organization  of 
the  American  Medical  Association  which  might  serve  as  a  pattern.  The  author 
mentioned,  as  amono;  the  functions  of  a  general  organization,  the  establishment  of 
a  uniform  grade  of  qualifications  for  admission:  some  attention  to  the  education  of 
engineers,  and  the  class  and  rank  of  the  degrees  given  by  engineering  schools:  the 
proper  use  of  the  title  "engineer":  some  attention  to  the  ethics  of  the  profession; 
the  formation  of  a  general  library;  the  establishment  of  permanent  headquarters  for 
engineers:  the  joint  publication  of  proceedings  and  papers,  as  well  as  an  index  of 
general  engineering  literature:  the  awarding  of  medals  for  papers  of  value,  and  for 
engineering  work  of  exceptional  merit;  the  advocacy  of  state  control  over  engineer- 
ing structures;  engineering  representation  on  certain  State  boards,  and  in  the 
direction  of  municipal  works;  the  securing  of  Government  aid  in  making  tests  of 
material:  the  establishment  of  standards  of  tests  and  shapes,  and  forms  for  making 
reports,  the  appointment  of  committees  to  investigate  failures  of  engineering 
structures,  as  well  as  to  report  upon  the  success  of  new  methods  and  structures; 
the  entertainment  of  distinguished  visitors,  etc.  The  author  believed  that  an 
organization  of  this  kind  would  unify  the  interests  of  engineers,  and  mark  a  new 
era  in  the  profession. 

In  the  discussion  Mr.  Seddon  stated  that  the  subject  was  one  of  great  interest 
and  worthy  of  the  most  careful  consideration.  No  two  members  would  probably 
agree  as  to  the  details  of  an  organization  of  this  kind.  He  considered  it  proper  that 
our  Association  should  be  represented  in  the  proposed  conference  called  by  Presi- 
dent Towne.  His  own  view  of  the  situation  was  that  this  Club  was  doing  well  as 
now  situated,  and  while  it  should  not  be  too  conservative,  it  would  be  well  to  go 
slow  in  the  matter,  holding  itself  in  readiness  to  take  advantage  of  any  general 
movement  that  might  develop. 

Col.  Meier  called  attention  to  the  different  movements  in  this  direction  that  had 
already  been  made,  and  thought  that  that  of  the  American  Society  of  Civil  Engin- 
eers promised  best  results. 

Robert  Moore  desired  to  know  by  what  authority  the  Board  of  Managers  of  the 
Association  had  appointed  this  committee.  He  thought  that  some  of  the  objections 
raised  to  a  general  organization  were  still  unanswered,  and  he  was  not  sure  that 
the  wider  objects  aimed  at  could  be  attained,  or,  if  attained,  would  be  found  of 
much  real  value.  He  saw  a  decided  difference  between  the  profession  of  engineer- 
ing and  those  of  medicine   and  law,  where  general  organizations   served  specific 
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purposes.  He  called  particular  attention  to  the  fact  that  engineering  in  these  days  is 
not  a  single  profession,  but  a  dozen.  The  Committee  of  Conference,  it  should  be 
remembered,  was  not  official  or  representative,  either  as  to  the  Association,  or  to  the 
various  Clubs. 

Prof.  Johnson,  in  reply,  stated  that  the  present  action  was  not  beins  taken  by 
these  committees  as  representing  the  sentiment  of  the  engineering  bodies  of  which 
they  were  members,  but  unofficially,  simply  with  a  view  of  mutual  conference,  with 
the  possibility  of  developing  some  plan  for  future  action,  which  might  in  due  time 
be  submitted  for  the  consideration  of  the  Societies. 

Mr.  McMath  gave  the  result  of  previous  efforts  in  this  direction.  He  thought 
that  such  a  council  as  proposed  by  Prof.  Johnson  would  not  be  representative,  but 
in  time  would  be  made  up  of  aristocrats.  He  thought  that  if  a  general  organization 
were  ever  reached,  it  must  come  in  one  of  two  ways:  First,  as  a  purely  representa- 
tive body;  second,  by  absorption.  In  his  opinion,  the  latter  plan  promised  tlie  best 
results.  He  was  not  sure  that  it  was  desirable  that  all  who  called  themselves  engin- 
eers, should  unite.  The  interests  to  be  considered  were  very  diverse,  and  he 
thought  it  best  to  go  slow.  He  was  in  favor  of  a  thorough  discussion  of  this  ques- 
tion in  the  hope  that  something  of  value  might  be  evolved. 

Prof.  Potter  stated  that  the  question  was  not  what  mi^-ht  be  done,  but  what 
could  be  done  practically,  in  the  near  future.  He  thought  that  this  question  was 
one  of  development,  which  in  time  would  work  out  its  own  solution.  He  thought 
that  a  combined  publication,  and  the  adoption  of  certain  standard  units,  were 
matters  in  which  the  various  Engineering  Associations  might  work  together,  and 
thought  that  it  was  not  impossible  to  do  effective  work  in  this  direction  with  the 
present  organizations. 

Mr.  Ferguson  thought  it  wise  to  go  slow  in  this  matter,  but  that  it  was  equally 
important  not  to  be  too  conservative.  There  was  now  a  well  defined  movement  in 
the  direction  of  National  organization.  In  his  opinion,  it  was  desirable  that  we 
maintain  our  position  in  the  discussion. 

Mr.  Wheeler  called  attention  to  the  experience  of  one  of  the  National  bodies 
where  the  diversity  of  interests  had  led  to  the  division  of  the  Society  into  eight  or 
ten  sections,  each  with  its  special  work.  These  sections  had  found  more  to  interest 
them  in  their  special  work  than  in  the  general  organization,  and  some  of  them 
were  withdrawing  from  the  National  body,  and  there  was  great  danger  of  disinte- 
gration. This  experience  might  be  worth  considering  now.  He  thought  the  estab- 
lishing of  standards  and  the  entertainment  of  visitors,  were  points  upon  which  the 
Societies  should  co-operate,  but  that  in  his  opinion,  the  formation  of  one  general 
Association  would  result  in  such  an  incongruous  mass,  that  its  efficiency  and  sta- 
bility would  be  doubtful. 

Mr.  Beahan  considered  this  question  one  of  growth  and  education.  He  saw  no 
danger  in  the  present  general  tendency  towards  National  organization.  He  did 
not  see  the  necessity  of  a  "trademark"  for  engineers;  neither  did  he  see  that  it 
could  do  any  harm.  On  the  other  hand,  there  was  a  possibility  of  considerable 
good,  which  niight  well  be  attempted. 

Prof.  Johnson  stated  that  while  it  was  true  that  there  were  many  diffisrent 
branches  of  engineering,  he  still  thought  there  were  numerous  questions  of  gen- 
eral interest,  which  would  furnish  work  for  a  National  organization.  He  called 
attention  to  the  fact  that  the  general  public  did  not  as  yet  recognize  engineering  as 
a  profession. 

Mr.  Taussig  stated  that  this  was  in  a  large  measure  due  to  the  fact  that  engin- 
eers themselves  did  not  insist  on  such  recognition.  In  his  opinion,  this  could  be 
overcome  by  a  combined  effort  of  engineers  individually. 

Adjourned.  Wm.  H.  Bry,\n,  Secretary. 


•52 'TH  Meeting,  Aprii.  2,  1S90.— The  club  met  at  8:20  p.  m.  at  the  Washington 
University,  President  Nipher  in  the  chair;  thiity-five  members  and  eight  visitors 
present.  The  minutes  of  the  324th  meeting  were  read  and  appioved.  The  ex- 
ecutive committee  reported  the  doings  of  its  eighty-seventh  and  eighty-eighth  meet- 
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ing,  approving  the  following  applications  for  membership;  Frederick  Egner,  John 
J.  Sanders  and  James  N.  Tiernan.     Thsy  were  balloted  for  and  elected. 

Mr.  Thos.  J.  Lengthen  addressed  the  Club  informally  on  the  erection  of  some 
recent  large  bridges.  The  address  was  illustrated  by  lantern  slides,  showing  in- 
teresting features  of  the  prominent  bridges  discussed.  A  number  of  slides  were  de- 
voted to  ihe  St.  Louis  Mercliant's  bridge,  just  completed.  The  last  span  of  this 
bridge  was  erected  in  less  than  sixty  working  hours,  being  the  shortest  time  on 
record  for  a  double  track  bridge.  The  large  bridge  recently  erected  across  the 
Ohio  river  at  Cairo,  was  described.  A  span  of  this  bridge  was  erected  in  forty-five 
working  hours,  being  the  shortest  reported  time  for  a  single  track  structure.  Among 
the  other  bridges  described  by  the  author  were  those  at  Hawksbury,  Australia;  C. 
Shaler  Smith's  cantilever  bridge  over  the  Kentucky  river;  the  Niagara  cantilever 
bridge;  another  cantilever  bridge  over  the  Kentucky  river;  the  Hudson  river  bridge 
at  Poughkeepsie;  the  Forth,  and  Tay  bridges,  the  specially  interesting  features  of 
each  being  explained.  The  Club  expressed  its  appreciation  of  the  address  by 
applause. 

Mr.  Frank  Nicholson's  paper  on  "The  Pemberton  Concentrator"  was  then  read 
by  Mr.  Arthur  Thacher.  The  author  explained  the  difficulties  met  with  in  concen- 
tration, and  stated  that  there  was  a  widespread  opinion  that  concentration  under 
any  circumstances  was  of  doubtful  value.  The  writer  explained  the  Pemberton 
concentrator,  which  was  of  a  new  design,  and  appeared  to  have  advantages  in  sim- 
plicity and  requiring  no  power.  Its  working  was  explained  in  detail  and  illustrated 
by  a  drawing. 

In  the  discussion,  Mr.  Wheeler  took  issue  with  the  author  on  the  subject  of  the 
efficiency  of  concentrators.  He  stated  that  a  large  number  were  in  regular  and  suc- 
cessful operation,  and  cited  instances  bearing  out  his  statement.  Many  low  grade 
ores  were  being  profitably  handled  with  concentrators,  which  could  not  be  worked 
at  all  without  them.  He  considered  the  Pemberton  apparatus  strictly  speaking, 
a  hydraulic  classifier,  and  not  a  concentrator.  He  also  stated  that  in  general,  the 
fine  material  should  not  be  sized.  He  thought  the  Pemberton  apparatus  would  save 
water,  and  that  it  also  had  some  other  points  of  merit,  but  ic  was  in  many  other  re- 
spects inferior  to  the  latest  types  of  classifiers. 

Mr.  Thacher  thought  the  author,  in  stating  his  opinion  as  to  the  efficiency  of 
concentrators,  had  reference  principally  to  stamp  mills,  and  did  not  have  reference 
to  the  Eastern  mills.  He  also  called  attention  to  the  fact  that  the  profit  claimed  to 
be  realized  by  this  concentrator  would  probably  be  largely  reduced  by  other  neces- 
sary expenses  in  working  up  the  ore. 

Adjourned.  Wm.  H.  Byran,  Secretary. 


MONTANA  SOCIETY  OF  CIVIL  ENGINEERb. 


Regular  Monthly  Meeting,  Fbbru.'\ry  iS,  iSgo.— There  were  present 
Messrs.  Haven,  de  Lacy,  Sizer,  Pearis,  Foss,  Wade,  and  Cause.  In  the  absence  of 
the  president  and  vice-president  Mr.  Haven  called  the  meeting  to  order. 

The  minutes  of  the  annual  meeting  were  read  and  approved. 

Applications  for  membership  were  received  from  N.  J.  McConnell  and  Samuel 
D.  Biidge,  which  were  referred  to  the  Secretary  for  letter-ballot.  Messrs.  O.  C.  Dallas, 
Frank  D.  Jones,  James  L.  Buskett  and  Findlay  McRae  were  elected  members  of  the 
Society. 

The  following  were  designated  as  standing  committees  for  the  ensuing  year: 
Committee  on  Public  Works,  Committee  on  Affiliation  with  the  American  Society  of 
Civil  Engineers,  Committee  on  Public  Land  Surveys,  Committee  on  Library,  Com- 
mittee on  Topics.   The  president  to  appoint  the  members  thereof  at  his  convenience. 
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The  trustees  having  audited  the  reports  of  the  secretary  and  hbrarian,  and  treas 
urer  for  i88  ^  the  same  were  approved. 

Mr.  Sizer  of  the  committee  appointed  to  confer  with  the  Hon.  Thomas  H.  Car- 
ter on  the  subject  of  the  revision  of  the  U.  S.  Mining  Laws,  made  an  interesting  re- 
port of  progress ;  the  committee  was  continued  to  make  final  report  at  next  meeting. 

An  amendment  to  the  by-laws  changing  the  annual  dues  of  resident  members 
to  3^10,03  and  non-resident  members  to  .fS.oo  per  year  was  carried. 

The  secretary  was  ordered  to  have  printed  in  pamphlet  form  ico  copies  of  the 
Societies'  letter  to  the  Hon.  Thomas  H.  Carter  on  the  subject  of  Public  Land 
Surveys. 

Adjourned.  Charles  G.  Griffith,  Secretary. 


WESTERN  SOCIETY  OF  ENGINEERS. 


March  5,  18,0.— The  267th  meeting  of  the  Society  was  held  at  its  rooms  on  Wed- 
nesday evening,  March  6ih,  President  L.  E.  Cooley  in  the  chair,  with  some  thirty- 
five  members  present. 

The  Secretary  having  been  advised  of  an  error  in  the  printed  report  of  the  last 
meeting,  wherein  it  was  stated  that  the  President  was  authorized  to  appoint  certain 
committees  recommended  by  him,  before  approving  the  minutes  a  correction  was 
ordered  to  be  made. 

The  report  should  have  stated  that  the  motion  was  carried  "  that  the  whole  sub- 
ject be  made  a  special  order  for  the  meeting  of  March  5. 

The  Secretary  reported  that  nothing  new  had  come  before  the  Board  of  Direct- 
ors, but  that  the  following  gentlemen  had  been  elected  to  membership  :  John  B. 
Hittell,  Wm.  J.  Karner,  Henry  \V.  Yung,  Edwin  W.  Jackson,  James  P.  Coleman, 
Hugh  L.  Cooper,  E.  W.  Stearn,  John  A.  Jackman,  Chas.  R.  Schniglau,  Ira  Harris, 
Julius  Hegeler,  D.  J.  Barnes,  Jas.  H.  Dinwiddle. 

The  following  applications  for  membership  were  also  received  .  Curtis  Dough- 
erty, Chas.  R.  Wightman,  Geo.  K.  Wheelock,  C.  D.  Hill,  Fredk.  S.  Brown,  Eger- 
ton  Adams,  William  Lee,  Chas.  F.  Brown,  C.  McLennan,  H.  G.  Taylor. 

The  President  then  called  for  reports  of  committees,  and  receiving  no  reply,  pro- 
ceeded to  the  business  of  the  evening  —  made  a  special  older  by  vote  at  the  last 
meeting  —  the  consideration  of  the  appointment  of  committees  on  the  several  sub- 
jects recommended  by  him. 

Mr.  Cooley  veiy  briefly  presented  the  business  of  the  meeting,  after  which  the 
Secretary  read  a  communication  from  Mr.  C.  L.  Strobel,  in  which  he  advocated  the 
discussion  of  each  of  the  topics  separately  upon  which  committees  were  proposed, 
and  opposed  committing  the  Society  to  any  action  savoring  of  a  political  character. 

Mr.  Cooley  suggested,  by  way  of  comment,  that  the  communication  misappre- 
hended the  purpose  of  the  appointment  of  the  committees. 

Mr.  S.  G.  Artingstall  favored  the  consideration  of  each  committee  separately ;  advo- 
cated the  continuation  of  the  committee  on  National  Public  Works,  and  discussing 
that  on  Bridges,  deprecated  the  idea  of  the  Society  interfering  whatever  in  politics. 
He  had  no  objection  to  a  committee  on  bridge  legislation,  but  considered  that  for 
the  committee  to  mature  and  report  a  bill  would  have  no  influence,  and  as  work  was 
of  no  good  to  the  Society.  It  was  well  for  the  members  to  express  their  individual 
opinions  on  such  a  subject  but  the  Society  would  do  wrong  to  endorse  the  action  of  a 
committee.  The  Society  did  not  want  to  be  responsible  for  member's  opinions,  as 
it  would  be  by  affirmative  action  on  committee  reports.  Hence  care  should  be 
taken  in  apportioning  work  to  a  committee. 

The  question  of  considering  the  topics  separately  being  put  to  vote,  it  was 
ruled  in  the  affirmative. 

The  continuation  of  a  committee  on  National  Public  Works,  being  Topic  No.  i, 
was  voted  upon  and  carried  without  discussion. 

No.  2.    Bridge  l.cgistatioir.    Mr.  W.  E.  Williams  opened  the  discussion  by  refer- 
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ring  to  the  condition  of  the  profession  that  has  prevailed  in  this  country  in  compari- 
son with  Europe.  For  all  accidents  here  the  profession  is  blamed,  when  in 
point  of  fact  engineers  have  no  real  authority  in  the  premises.  This  condition  is 
due  in  a  measure  to  lack  of  effort  on  the  part  of  the  profession.  He  considered  that 
it  was  eminently  proper  that  the  committee  should  report  upon  and  frame  a  bill, 
and  that  the  Society  should  consider  it  and  endorse  it  if  it  covered  the  question. 
He  could  not  see  where  the  politics  came  in  so  far  as  the  Society  was  concerned. 

Mr.  ArtinKStall  reinforced  his  former  arguments,  and  moved  that  the  wording  of 
the  resolution  should  be  changed  to  read  that  the  question  of  the  conditions  and 
safety  of  railway  and  highway  bridges  should  be  brought  before  the  Society  for  dis- 
cussion and  consideration. 

The  President  drew  the  attention  of  the  speaker  to  the  question  that  the  Presi- 
dent be  authorized  to  appoint  a  committee  of  five  on  each  of  the  topics  named,  to 
report  in  November,  and  that  these  committees  would  have  no  authority  but  to 
report  to  the  Society.    He  saw  no  objection,  however,  to  amending  the  proposition. 

Mr.  Geo.  W.  Waite  amended  to  appoint  committees  without  instructions. 

Mr.  Gottlieb,  who  was  a  member  of  the  former  committee,  explained  what  that 
committee  had  done  and  the  difficulties  it  had  to  contend  with.  The  railway  ques- 
tion was  a  difficulty  in  the  way ;  to  do  justice  to  all  interests,  and  finally  :o  obtain 
action,  was  a  work  requiring  much  time  and  immense  labor.  He  could  not  see 
wherein  would  be  the  good  of  appointing  a  committee  without  instructions. 

Mr.  W.  E.  Williams  contended  that  the  railway  and  highway  interests  could  be 
separated.  He  referred  to  the  railway  commissions  of  various  States.  He  fully 
believed  in  the  Society  taking  up  the  question  and  making  recommendations  as  to 
the  law. 

The  Secretary  did  not  consider  the  debate  was  taking  the  right  line;  he  could 
not  understand  where  the  Society  was  committing  itself  to  politics  by  appointing  a 
committee  to  consider  so  important  a  question  as  bridge  construction  and  regulation, 
even  should  it  be  authorized  to  mature  a  bill.  Should  the  Society  endorse  the  com- 
mittees' work,  there  it  ended  as  far  as  the  Society  was  concerned.  It  was  a  matter 
of  public  interest  over  which  the  profession  should  exercise  authority. 

Mr.  Purdy  said  that  we  should  know  all  the  facts  in  connection  with  so  import- 
ant a  matter,  and  that  such  a  committee  he  hoped,  would  be  able  to  present  such  to 
the  Society.  After  obtaining  all  this  information,  whether  the  Society  should  exert 
its  influence  in  favor  of  a  bill  or  not,  could  then  be  intelligently  considered. 

After  some  further  discussion  the  proposition  was  amended  to  read  as  follows, 
was  put  to  vote  and  carried: 

2.  Bridffe  Legislation.  Reconstitute  the  committee.  This  committee  was  dis- 
charged last  year.  It  is  proposed  to  appoint  a  new  committee  to  mature  a  report  in 
regard  to  the  regulation  of  the  constiuction  and  maintenance  of  highway  and  rail- 
way bridges  in  the  interests  of  public  safety. 

On  No.  3.  Practice  of  Satiitary  Eijg-ineering.  Mr.  Artingstall  opened  the  debate 
by  presenting  the  same  objections  as  before  on  general  principles.  He  also  drew  at- 
tention to  the  amount  of  work  required  to  gel  together  the  proper  information. 
Every  individual  town  and  village  had  to  be  treated  and  considered  separately. 

To  facilitate  reaching  a  vote  the  proposition  was  amended  to  read  as  follows  : 

3.  Practice  of  Sanitary  Eiig-ineeriiig-.  A  new  committee  to  report  in  regard  to 
the  regulation  of  the  practice  of  Sanitary  Engineering  in  the  interests  of  the  public 
health,  with  a  view  of  preventing  the  carrying  out  of  faulty,  inadequate  and  unsani- 
tary plans  for  sewerage  and  water-works. 

A  vote  was  taken  and  the  proposition  carried  as  amended. 

No.  4.  Municipal  Public  Works.  Mr.  Artingstall  suggested  that  no  committee 
be  appointed  on  this  subject  at  all. 

Mr.  Gottlieb  drew  attention  to  the  fact  that  different  methods  existed  in  different 
cities,  and  considered  that  the  committee  could  give  the  Society  a  fund  of  informa- 
tion, but  that  the  Society  could  not  prescribe  to  cities  how  they  should  govern  them- 
selves, but  could  express  an  opinion. 

Mr.  Waite  believed  in  appointing  such  a  committee. 

Mr.  O.  Guthrie  described  some  points  which  had  been  forcibly  presented  in 
Chicago  in  recent  years,  and  suggested  that  Municipal  Public  Works  would  afford 
scope  enough  for  a  wide-awake  committee  to  be  of  much  service  on  the  subject. 

After  some  further  remarks  the  proposition  was  voted  upon  and  carried  in  its 
original  form,  as  follows  : 
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4.  Municipal  Public  Works.  A  new  committee  to  recommend  a  proper  organi- 
zation for  public  worlcs  in  cities  of  the  first  class;  and  also  for  smaller  municipalities. 

On  No.  5.  To-pog-raphical  (Did  Cadiistral  Survey  for  Illinois,  there  was  an  unani- 
mous sentiment  of  approval.  The  discussion,  which  was  general,  brought  out  con- 
siderable experience  in  the  difficulties  and  differences  of  matters  as  they  now  stand 
and  the  general  good  arising  from  an  authentic  survey  was  acknowledged. 

The  proposition  was  put  to  a  vote  and  carried  in  its  original  form,  as  follows  : 

~.  'I opog'raphical and  Cadastral  Sit>~i'cy  for  Illinois.  A  new  committee  to  report 
upon  the  utility  and  expediency  of  inaugurating  a  topographical  and  cadastral  sur- 
vey for  the  State  of  Illinois. 

The  President  said  he  would  announce  committees  in  proceedings.  This  prac- 
tically closed  a  long  and  interesting  evening. 

Adjourned.  John  W.  Weston,  Secretary. 


The  President  announces  the  following  committees,  in  accordance  with   the 
action  of  the  Society: 

1.  National  Public    Works.     Messrs.    E.  E.  Cooley,  E.  L.  Corthell,  H.  B.  Herr, 
E.  C.  Shankland.  Fred  Davis. 

2.  Bridge  Legislatiof].     Messrs.   O.   Chanute,   E.    C.  Carter,  Wm.  F.  Wallace, 
Maurice  Seifert,  Wm.  E.  Williams. 

3.  Practice  of  Sanitary  Engineering.    Messrs.  A.  V.  Powell,  J.  W.  .Alvo^d,  Wm. 
Hoskins,  Edgar  Williams,  Urban  H.  Broughton. 

4.  .Municipal  Public  Works.     Messrs.  Benezette  WiUiams,  S.  G.  Artingstall,  W. 
R.  North  way,  H.  C.  Alexander,  John  A.  Cole. 

5.  Topographical  and  Cadastral  Survey  for  Illinois.     Messrs.  L.  L.  Wheeler  ^ 
C.  McLennan,  F.  G.  Rossiter,  B.  Feind,  W.  T.  Casgrain. 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


March  19,  iSco. — The  annual  meeting  of  the  Society  was  held  at  the  American 
House,  Hanover  street,  Boston,  at  9:5)  o'clock.  President  FitzGerald  in  the  chair. 
Forty-five  members  and  forty  visitors  present. 

It  was  voted  to  dispense  with  the  reading  of  the  record  of  the  last  meeting. 

Messrs.  David  A.  Hairington,  John  L.  Howard,  Clarence  A.  Perkins  and  Frank 
H.  Snow  were  elected  members  of  the  Society. 

The  Secretary  read  the  annual  report  of  the  Board  of  Government,  which  was 
accepted  and  ordered  printed. 

The  Secretary  read  an  abstract  from  the  report  of  the  Treasurer.  The  report 
was  accepted  and  an  abstract  ordered  printed. 

The  annual  reports  of  the  several  special  committees  were  then  presented,  and 
on  motion  ot  Mr.  Howland,  it  was  voted :  That  the  several  reports  be  received 
and  their  consideration  assigned  to  the  next  meeting.  The  Government  was  also 
authorized  to  print  and  distribute,  previous  to  the  April  meeting,  such  of  the  annual 
reports  as  seemed  advisable. 

On  motion  of  Mr.  Brooks  it  was  voted  to  continue  all  of  the  special  committees 
as  now  constituted  until  the  next  meeting. 

Mr.  Spalding,  for  the  tellers  appointed  to  canvass  the  letter-ballots  for  officers, 
announced  the  result.  There  being  no  choice  for  President  or  Director,  the  meet- 
ing proceeded  to  choose  from  the  two  candidates  for  each  office  having  the  highest 
number  of  ballots.  As  the  result  of  the  letter-ballot,  and  choice  of  the  meeting,  the 
President  declared  the  following  officers  elected:  President,  Clemens  Herschel; 
Vice-President  (for  two  years),  John  R.  Freeman;  Secretary,  S.  Everett  Tinkham; 
Treasurer,  Henry  Manley;  Lil)rarian,  Frank  W.  Hodgdon;  Director  (for  two 
years),  Frederick  Brooks. 
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The  President  then  introduced  Mr.  Cope  Whitehouse,  of  New  York,  who 
addressed  the  Society  on  the  Raijan  Project  for  an  escape  canal  and  storage  reser- 
voir: 

Genius,  he  said,  in  the  French  language  has  been  for  the  last  four  centuries 
used  of  the  profession  of  engineering  so  that  "genie"  is  equally  the  inspiration 
which  excites  to  daring  flight,  the  poetic  fancy,  and  that  "  sublime  common  sense  " 
whicli  spans  the  Forth.  The  word  has  been  degraded  in  English  by  its  limitation 
to  natural  qualities,  to  the  exclusion  of  him  who  traces  his  career  by  some  memor- 
able and  enduring  change  in  the  physical  aspect  of  the  earth.  Tennyson,  how- 
ever, has  made  Merlin,  "the  most  famous  man  "  of  all  those  times  of  mediseval 
romance,  an  engineer  first,  and  a  bard  and  astronomer  only  as  subordinate  to 
practical  achievements.    This  is  the  prevailing  feeling  in  the  United  States. 

The  poets  were  fond  of  claiming  an  immortality  for  their  words  which  was 
denied  to  deeds  "however  nobly  done."  It  was  his  task  to-night  to  show  them  that, 
before  Homer,  there  was  an  epic,  written  in  water  and  sand;  a  picture  painted  upon 
5,0:0  square  miles  of  surface;  a  series  of  sculptures  where  millions  of  tons  01  rock 
were  used  to  convey  an  idea,  and  that  idea  so  nobly  and  so  wisely  adapted  to 
human  needs  that  eye  and  ear  would  not  be  able  to  catch  more  than  intimations  of 
the  vast  engineering  work,  which  connected  the  name  of  Joseph— patriarch  and 
engineer,— Pontifex-Maximus,  founder  of  the  first  ecole  des  fonts  et  ckaiissees,  on  the 
banks  of  the  Nile,  with  the  largest  canal,  probably  in  the  world.  After  a  life  of 
4,010  yeais  it  is  now  to  give  birth  to  fresh  works,  in  part  new  canals  for  neglected 
and  abandoned  provinces,  following  the  old  lines  traced  by  that  master  mind,  cent- 
uries before  Moses  showed  to  Pharaoh  the  plagues  which  would  be  inflicted  upon 
Egypt  by  interference  with  the  great  scheme  for  regulating  the  flow  of  the  Nile 
through  Middle  and  Lower  Egypt. 

Aided  by  stereopticon  views  Mr.  Cope  Whitehouse  started  with  an  ancient 
map  of  Egypt,  preserved  in  the  Monastery  of  Mt.  Athos,  and  showed  how  a  httle 
spot  of  color  "no  bigger  than  a  blot"  had  gradually  expanded  and  been  defined 
by  his  researches  until  it  was  now  the  best  surveyed  area  of  unoccupied  territory 
in  the  world.  The  facts  therefore  were  no  longer  open  to  dispute.  The  recent  book 
of  Mr.  W.  Willcocks,  on  Egyptian  Irrigation,  contained  the  details  of  the  engineer- 
ing works,  with  the  estimates  of  cost  and  profit.  Without  accepting  Mr.  Willcock's 
figures  which  had  been  purposely  kept  by  him  on  the  safe  official  i,\d.^,  it  might  be 
said  that  the  floods  of  the  Nile  could  be  controlled  by  an  escape  303  feet  wide  and 
seven  miles  in  length,  at  a  cost  of  ?4,ooo,ooj,  communicating  with  the  depression  he 
had  discovered. 

The  regimen  of  the  Nile  is  remarkable  for  its  great  regularity.  The  extreme 
difference  between  the  highest  and  lowest  high-Nile  in  126  years  was  only  10  feet. 
The  sudden,  accidental  and  unexpected  rises  of  our  rivers  never  occur.  The 
rise  is  fixed  in  time  to  one  annual  period.  The  danger,  howev  r,  from  disastrous 
flood  is  always  recuiring  because  the  river  is  confined  with  so  small  a  margin, 
that  it  is  said  that  in  critical  years  four  inches  have  been  sufficient  to  determine  a 
great  disaster.  A  high  flood  is  a  scourge.  It  invaiiably  leads  to  the  loss  of  the 
summer  crops.  It  may  easily  cost  the  country  .f  io,ooo,ood.  Hence  the  necessity 
and  value  of  the  Raijan  Escape. 

The  mean  low  discharge  of  Nile  is  i6,8jo  cubic  feet  per  second  at  Assuan,  where 
the  river  enters  Egypt.  It  sometimes  falls  to  9.620  cubic  feet.  The  total  require- 
ments of  Egypt  are  93,030,000  cubic  meters  per  diem,  or  37,203  cubic  feet  per  second. 
Egypt,  therefore,  is  reduced  to  a  total  summer  area,  which  is  little  more  than  one- 
half  of  the  possible  cultivation.  Two  million  three  hundred  thousand  acres  of  un- 
reclaimed lands  are  absolutely  sterile.  Four  million  nine  hundred  and  fifty-five 
thousand  acres  represent  the  total  cultivated  area.  The  summer  cultivation  is 
based  upon  a  mean  normal  supply.  There  is  always  waste:  either  of  crops  lost  for 
want  of  water,  or  land  left  uncultivated  from  fear  of  an  insufficient  low-Nile.  The 
remedy  tor  this  is  the  storage  of  a  part  of  the  flood  in  the  "  Moeris  "  reservoir.  The 
earthworks,  masonry  works,  and  land  (in  the  Nile  Valley)  cannot  cost,— according 
to  Willcocks,  — more  than  $7,945,0:0.  He  allows  for  about  25,003,000  cubic  yards  of 
eaithwork,  and  $1,072,500  worth  of  masonry,  bridges,  etc.  This  includes  the  cost  of 
the  Canal  of  Escape. 

The  storage  reservoir  would  have  an  area  of  250  square  miles,  a  depth  of  about 
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225  feet,  contain  20,500,000,000  cubic  meters  of  water,  or  say  5,0  o,'oo  million 
gallons.  The  stratum  available  without  pumping  would  be  the  difference  between 
high  and  low  Nile,  say  25  feet,  less  about  ili  feet  evaporation  after  the  inflow  ceased, 
but  increased  by  feeding  the  Raijan  Escape  through  the  Bahr  Jusuf  and  Ibra- 
himieh  Canal,  and  utilizing  the  water  by  a  canal  which  would  shorten  the  dis- 
tance to  the  Barrage  and  draw  the  lake  down  below  the  level  of  low-Nile,  opposite 
the  mouth  of  the  Raijan  Escape,  used  also  as  a  canal  of  discharge. 

Thus  tlie  Raijan  Escape  and  Moeris  reservoir  would  effectually  control  the 
Nile  in  flood  and  drought,  and  by  relieving  the  present  population  from  part  of 
their  labor,  and  creating  new  provinces  in  the  north  of  Egypt,  make  Egypt  once 
more  the  most  pro  parous  country  in  the  world.  It  is  a  challenge  to  the  nineteenth 
century.  The  British-Indian  irrigation  engineers  have  thus  far  contented  them- 
selves with  wasting  years  in  perfecting  surveys,  and  drawing  up  reports  on  a 
project,  which  as  they  themselves  concede,  "has  no  lival,"  while  they  have  not, 
as  yet,  displayed  sufficient  energy  to  turn  to  account  the  splendid  provision  which 
nature  offers  them,  and  history  guarantees. 

The  British  control  of  the  Irrigation  Department  has  disappointed  its  most  in- 
dulgent critics.  It  claims  that  "in  the  last  five  years  it  has  repaired  the  Barrage; 
made  a  commencement  of  drainage;  set  the  older  canals  and  their  works  in  effi- 
cient working  order,  and  improved  the  basin  regulation."  (Col.  Ross.)  These 
marked  results  bear  no  sort  of  proportion  to  the  means  at  the  disposal  of  the  Brit- 
ish-Egyptian Administration  of  the  country.  "There  still  remains  to  be  done:  the 
completion  of  the  basin  v,  orks  for  red-water  supply;  the  extension  of  drainage  chan- 
nels; economies  in  distribution  of  summer  water.  These  will  be  finished  by  the  new 
loan  in  three  years  and  then  the  great  question  of  storage  of  water  for  summer  can 
be  taken  up."  (Col.  Ross.) 

Even  if  the  actual  execution  of  the  Raijan  project  should  be  postponed  for  three 
years,  these  researches  need  not  be  fruitless.  The  challenge  offered  by  "King 
Moeris"  nearly  4,00  3  years  ago  may  be  met  in  the  United  States.  The  American 
problems  in  irrigation  and  flood  control  are  in  every  way  more  formidable  than  the 
Egyptian.  The  factors  are  more  numerous.  The  figures  are  larger.  The  constants 
arefev\er.  The  variables  have  greater  range.  The  areas  to  be  affected  are  a  hun- 
died  times  more  extended.  It  may  be  tliat  we  shall  construct  a  larger  escape  and 
store  a  greater  volume  of  water  in  the  Valley  of  the  Mississippi  and  the  Rio  Grande, 
but  it  will  require  a  similar  close  study  of  nature  and  equally  skillful  use  of  natural 
resources,  if  the  life  of  our  works  is  to  be  estimated  at  thousands  of  years,  and  our 
dams  and  canals  in  working  order  are  to  gain  the  admiration  of  engineers  in  A.  D. 
6,000,  as  Moeris  received  unstinted  praise  from  Greek  and  Roman  1,801  years  after 
Joseph  had  been  buried  amid  the  lamentations  of  the  nation  which  he  had  rescued 
from  flood  and  famine. 

At  the  close  of  the  address  the  President  said  that  much  interest  had  been  mani- 
fested in  Mr.  Cope  Whitehouse's  theory  in  regard  to  the  construction  of  the  two 
great  pyramids  at  Gizeh,  as  presented  by  him  to  the  Am.  Soc.  of  Civil  Engineers  at 
the  meeting  in  Buffalo.  The  Boston  Society  would  be  glad  to  have  fuller  details 
upon  these  exhibitions  of  ancient  engineering  skill. 

Mr.  Whitehouse  said  tliat  at  an  early  stage  in  his  investigations  he  was  satisfied 
that  the  pyramids — as  a  class— bore  a  topographical  relation  to  the  Fayoum  and 
Raijan  depressions,  which  could  not  be  accidental.  All  the  pyramids  of  Egypt  lie 
between  the  Fayoum  Canal  and  the  apex  of  the  Delta.  This  long  line  of  over  sixty 
miles  prohibits  their  exclusive  association  with  Memphis  as  a  great  centre  of  popu- 
lation and  power.  Why,  too,  were  no  other  cities  in  Middle  Egypt  provided  with 
similar  monuments?    Why  were  no  pyramids  raised  in  the  plains  of  the  Delta? 

The  modern  engineer  when  required  to  raise  a  monument  begins  by  digging  a 
hole.  The  ancient  engineer  carved  a  temple  at  Abu-Simbel,  on  the  Upper  Nile,  and 
a  Sphinx  at  Gizeh  out  of  the  solid  rock.  As  the  Dept.  of  Public  Works  in  B.  C.  iSoo 
had  utilized  a  natural  depression  to  make  a  reservoir,  while  modern  engineers  had 
proposed  a  dam  across  the  Nile,  so  it  would  have  Ijeen  in  harmony  with  ancient 
modes  of  thought  and  engineering  principles  to  take  what  nature  had  given  them 
and  adopt  it,  rather  than  to  erect  an  immense  cairn,  with  such  an  appalling  dispro- 
portion between  labor  and  result  that  the  pyramids  were  always  cited  as  a  proof  of 
an  unenlightened  exercise  of  human  force.    Using  about  twenty  lantern  slides,  sec- 
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tions,  diagrams  and  views  from  various  points,  he  showed  that  as  the  summits  of  the 
two  pyramids  are  not  as  high  as  the  adjacent  hills,  it  is  a  tenable  hypothesis  that  they 
are  the  revetted  natural  summits  of  the  hills  on  which  they  stand.  The  only  e.xcava- 
tion  in  (not  under)  any  pyramids  is  in  that  of  Cheops.  It  is  of  insignificant  dimen- 
sions as  compared  with  the  two  huge  masses  of  Gizeh,  or  the  almost  equally  large 
pyramids  of  Dashour.  The  stones  appeared  to  have  been  moved  downwards,  and 
confirmed  the  opinion  that  as  the  modern  engineer,  cutting  away  the  base  of  a 
hill  in  horizontally  stratified  rock,  often  revets  the  slope  by  stones  quatried 
on  the  hill  above,  so  these  engineers  had  revetted  four  sides  of  a  hill  from  a  point, 
thus  converting  a  precipitous,  flat-topped,  irregular  butte  into  the  broad-based, 
stable  mass,  which  then  would  no  longer  disintegrate  under  atmospheric  influence 
and  endanger,  by  falling  stones  and  sand,  the  occupation  of  the  terrace,  which 
these  structures  still  shelter  from  sun  and  wind.  Some  of  them  might  then  be  used 
with  propriety  as  places  of  sepulchre  for  a  Pharaoh.  It  was  certainly  not  the  case 
that  all  had  been  employed  for  this  purpose. 

After  passing  a  vote  of  thanks    to   Mr.   Whitehouse  for  his  interesting  and 
instructive  lecture,  the  Society  adjourned.  S.  E.  Tinkham,  Secretary. 


ANNUAL    REPORT    OF    THE    GOVERNMENT    OF    THE    BOSTON     SOCIETY    OF     CIVIL 

ENGINEERS. 

In  accordance  with  the  requirements  of  the  Constitution,  the  Government 
submits  the  following  report  on  the  affairs  of  the  Society. 

Youi  Treasurer's  report  shows  a  net  gain  of  181.64  to  the  funds  of  the  Society. 
It  should  be  said  in  explanation  that  the  Atchison,  Topeka  &  Santa  Fe  bond  which 
has  been  reckoned  in  the  past  at  its  pai  value  has  been  sold  the  past  year,  netting 
the  Society  but  ^731.81.  Your  Librarian  reports  the  addition  of  about  sixty-five 
volumes  to  the  Library. 

At  the  last  annual  meeting  our  total  membership  was  219,  four  honorary  and 
215  active  members.  During  the  year  now  ended  we  have  lost,  by  death,  one,  by 
resignation  one,  and  four  names  have  been  dropped  from  the  list,  making  a  total 
loss  of  six.  Twenty-four  members  have  been  elected  during  the  year,  making  a  net 
gain  of  eighteen.  Our  list  at  this  meeting  comprises  four  honorary  members  and 
233  members,  a  total  of  2-7. 

Ten  regular  meetings  and  one  adjourned  meeting  have  been  held  during  the 
year.  The  annual  dinner  being  this  year  at  last  a  separate  gathering.  At  the 
regular  and  adjourned  meetings,  the  attendance  has  aggregated  522  members  and 
126  visitors,  a  total  of  648.  The  smallest  attendance  at  any  meeting  was  40,  and  the 
largest  83,  the  average  being  ;g.  The  attendance  at  the  annual  dinner  was  117,  the 
largest  that  we  have  ever  had. 

The  following  papers  have  been  read  at  the  several  meetings  :  March— Address 
by  President  FitzGerald,  illustrated  by  lantern  views.  April— Memoirs  of  Samuel 
M.  Felton  and  Edward  S.  Philbrick,  Submerged  Railroad  Embankment  by  L.  B. 
Bidwell;  An  Account  of  the  Proposed  Terminal  Facilities  at  Providence,  by  Samuel 
M.  Gray.  May— High-service  System  of  the  Boston  Water-Works,  by  J.  A.  Gould, 
Jr. ;  Experiments  on  the  Flow  of  Water  Through  Large  Gates,  by  C.  E.  Haberstroh. 
June— Algae  Growths  in  Water  Supply,  by  F.  F.  Forbes.  September— Mills  and 
Mill  Engineering,  by  Edward  Sawyer,  with  interesting  discussions  by  a  number  of 
experts.  Prudence  in  Pillar  Design,  by  J.  R.  Freeman:  Memoir  of  William  S. 
Barbour.  October— Notes  on  European  Travel,  by  Messrs.  Leavitt,  Barrus,  Free- 
man, Brooks  and  Tilden.  November— Freezing  Process  of  Making  Excavations 
by  Mr.  E.  L.  Abbott,  of  New  York.  December— Heating  and  Ventilating  School 
Buildings  (three  papers),  by  W.  E.  McChntock,  T.  P.  Perkins  and  Prof  S.  H. 
Woodbridge  of  the  Institute  of  Technology.  January  —  Filtration  of  Natural 
Waters,  by  Prof  Thomas  M.  Drown,  of  the  Institute  of  Technology.  February- 
Transmission  of  Power  by  Electricity,  by  Capt.  Eugene  Griffin. 

During  the  year  the  Society  has  passed  very  successfully  through  the  trying 
ordeal  of  revising  its  Constitution  and  By-Laws.  Among  the  important  changes 
there  is  but  one  to  which  the  Government  cares  at  this  time  to  refer.  The  new  class 
of  membership  introduced,  that  of  associates,  provides  a  means  for  persons,  not 
engineers  by  profession,   to  join  the  Society.     In  the  past  there  have  been  a  num- 


2oS  ASSOCIATION    OF    ENGINEERING    SOCIETIES. 

ber  of  men,  who,  deeply  interested  in  engineering  suljjects  and  enjoying  our  meet- 
ings, would  gladly  have  associated  themselves  with  us  if  there  had  been  any  suit- 
able grade  for  them  in  our  membership.  The  Government  hopes  at  the  close  of 
another  year  to  see  a  goodly  number  of  names  on  our  list  of  associates. 

Upon  resuming  our  meetings  after  the  summer  vacation,  we  were  compelled  to 
seek  new  quarters:  thus  far  it  has  not  been  possible  to  procure  rooms  which  satis- 
factorily meet  our  wants.  The  present  arrangement  cannot  be  considered  at  all 
permanent.  As  the  Standin/j  Committee  on  Common  Headquarters  is  soon  to 
submit  a  report  for  the  consideration  of  the  members,  the  government  have  thought 
it  unwise  to  refer  to  the  matter  in  any  other  way  than  to  express  the  hope  that  out 
of  the  consideration  of  the  question  by  the  members,  some  definite  plan  may  be 
adopted  without  more  delay  than  is  necessary  to  secure  the  best  action. 

It  is  our  sad  duty  to  record  the  death  of  Lincoln  Cabot,  which  occurred  at 
Honolulu,  Sandwich  Islands,  on  Dec.  14,  t'Sg.  Mr.  Cabot  joined  the  Society  June 
8,  I' 74,  and  continued  his  membership  without  interruption  to  the  date  of  his  death. 

Respectfully  submitted,  on  behalf  of  the  Board  of  Government, 

Boston,  March  ig,  i  90.  Desmond  FitzGer.vld,  President. 


ABSTK.\CT   OF   TRE.'VSURER'S   REPORT   FOR    THE   FINANCIAL  YEAR    I'Sj-go. 

CURRENT    FUNDS. 

Income. 

Cash  at  beginning  of  year  ."f  174  80 

Non-resident  dues,  rSg-  o -yi  oo 

Non-resident  dues,    Sgo-gi ^8  00 

Assessments  levied  March  20,    88g,    68  members  at  5'6  00 ioc8  00 

Dues  from   new  members    (admitted  since  change  in  Constitution) 

four  at  !p3  '  0 12  00 

Journal  for  new  members S''  50 

Subscription  for  portraits  of  Presidents hi  75 

Interest  on  deposits 14  41 

Sales  of  Journals 5  75 

Sale  of  furniture 10  oo 

Exi)c>iditiircs. 

Association  of  Engineering  Societies  Journal  for  eleven  months .f5S3  2^ 

do.     Expenses  managers' meeting  " 43  4g 

Library,  binding  and  periodicals     37  65 

Printing,  postage  and  stationery 214  79 

Secretary's  salary 100  00 

Annual  dinner 2g  50 

Portraits  of  deceased  past  Presidents {m  75 

Stenographer  39  6o 

Expenses  of  meetings,  rent,  janitor  and  lantern 25  00 

Furniture 38  ;o 

Loaned  to  permanent  fund ii  88 

Cash  on  deposit 17750 

$138-!'  21 

PERMANENT   FUND. 

Receipts. 

Cash  at  beginning  of  year :f42i  c6 

Twenty-five  admission  fees  {lessiF4  abated) 2-56  00 

Sale  of  A.  T.  &  S.  F.  Bond 731  81 

Interest  and  dividends gg  2; 

Borrowed  from  current  fund 11  8S 


$1500  03 

Expeuditio-es. 

Loaned  on  mortgage  of  real  estate ?I^co  od 

Schedule  of  Fimds  of  the  Society,  March  18,  iSgo. 
One  Republican  'Valley  Railroad,  6      non-exempt  bond  No.  2,  par 

valae ^6oo  00 

Nine  shares  C.  B.  &  Q.  stock  par  value 900  00 

First  mortgage  on  real  estate i=;co  00 

Cash 


J177  S^ 

$3177  50 

Schedule  presented  at  last  annual  meeting 3c 95  f6 

Net  gain "  $81  64 

Hknry  Manley,  Treasurer. 


Editors  reprintin£r  articles  from  this  journal  are 
requested  to  credit  both  the  JOURNAL  and  the 
Society  before  -which  such  articles  zuere  read. 
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nis  Association,  as  a  body,  is  tiot  responsible  for  the  subject  matter  of  any  Society 
or  for  statements  or  opinions  of  any  of  its  members. 

ADDRESS     ON    RETIRING     FROM     PRESIDENCY     OF     THE 
WESTERN  SOCIETY  OF  ENGINEERS. 


By  E.  L.  Corthell,  Member  Western  Society  of  Engineers. 


[Read  January  8,  1890.] 

Members  of  the  Western  Society  of  Engineers  and  guests:  It  is  the 
custom  for  retiring  presidents  to  deliver  an  address  upon  the  engineering 
progress  of  the  age,  or  of  the  ages,  to  show  what  advance  has  been  made 
by  our  profession  in  adapting  the  laws  of  nature  to  the  wants  and  con- 
venience of  man.  It  is  hoped  that  a  departure  from  this  usual  course  will 
not  be  a  disappointment  to  you.  It  is  proposed  to  briefly  state  the  con- 
ditions in  which  we  are  placed  as  members  of  this  Society  and  the  demands 
upon  us  for  professional  work,  and  then  to  describe  briefly  some  of  the 
engineering  works  of  the  world,  not  only  those  that  have  been  completed 
and  are  monuments  to  the  genius  of  those  who  have  conceived  and  exe- 
cuted them,  but  of  other  works  now  in  process  of  construction  and  of  still 
other  works  that  are  simply  projects  as  yet,  but  likely  in  the  near  future  to 
be  realized  in  actual  construction. 

It  would  be  difficult  to  find  any  section  of  our  great  country  where 
there  are  greater  demands  upon  the  Civil,  Mechanical  and  Electrical 
engineer  than  that  section  of  the  country  of  which  Chicago  is  the  central 
point.  Perhaps  nothing  will  bring  this  out  more  vividly  than  a  summary 
of  a  statement  recently  prepared  to  show  the  importance  of  this  city  as  a 
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transportation  centre,  a  place  to  receive  and  dispatch  goods  and  to  move 
great  masses  of  people. 

Total  length  of  main  lines  with  terminus  in  Chicago 54.411 

Tons  of  freight  received  and  forwarded  during  iS'-'g 43,013,444 

Number  of  passengers  handled  during  1^89 18,070,495 

"                  "       per  day 48,965 

Suburban  passengers  handled  during  iSSg 10,7^9.108 

Total  length  of  street  car  lines  in  miles 115  2-10 

Number  of  passengers  handled  by  street  car  lines  (iSSg) 163,000,000 

Average  per  day 4i6,576 

Tons  of  freight  received  and  forwarded  Chicago  port  (18S9) 8,900,000 

"       "        "              "           "              "        Ills.  &  Mich.  Canal 790,375 

Number  of  passengers  that  can  be  handled  by  the  railroads  and 

street  railways  per  day  3,210,002 per  hour  170,835 

44,951  car  loads  of  freight  can  be  handled  daily  in  Chicago  freight  yards. 

When  it  is  remembered  that  the  vast  system  of  railroads  which  does 
the  immense  business  stated  in  this  summary  has  mostly  been  built  within 
the  last  30  years,  and  that  every  mile  of  it  was  staked  out  and  built  by  an 
engineer,  the  importance  of  our  profession  in  this  great  branch  of  com- 
merce will  be  appreciated.  Along  the  lines  of  these  railroads  and  in  the 
heart  of  the  city,  itself,  to  which  they  lead,  have  been  built  up,  through 
the  facilities  which  they  furnish,  great  and  varied  industries.  To  this  port 
there  comes  and  goes  a  freight  tonnage  as  great  as  any  city  in  the  world, 
not  excepting  Liverpool.  Piers,  docks,  elevators,  harbor  works,  all  are 
necessitated  by  this  transportation  business  by  rail  and  lake.  The  river 
which  meanders  through  the  heart  of  the  city  requires  bridges  and  tunnels 
for  crossing  it,  and  that  same  river  (if  it  be  a  river)  receives  the  sewerage 
of  nearly  a  million  inhabitants  and  yet  has  no  natural  outfall  except  into 
the  lake  whose  waters  these  mhabitants  drink.  This  state  of  afifairs  in  a 
city  growing  like  ours  has  led  to  a  development  of  plans  and  nearly  to 
their  realization  which  will  not  only,  when  carried  out,  remove  from  us, 
through  the  purifying  influence  of  a  great  body  of  fresh  water  flowing 
towards  the  JMississippi  river,  the  sewerage  of  the  city,  but  will  also  furnish 
an  enlarged  water  transportation  between  the  great  lakes  and  the  Gulf  of 
Mexico.  Here  certainly  is  a  field  for  the  highest  class  of  engineering — 
here  are  difficult  problems  in  hydraulics  and  in  construction  which  are 
presented  for  immediate  solution. 

Let  it  be  also  remembered  that  the  metropolitan  district  of  Chicago 
has  not  attained  its  growth — far  from  it — that  growth  is  still  phenominal 
among  the  cities  of  the  north,  it  being  estimated  by  statisticians  that  the 
rate  of  growth  at  the  present  moment  is  900,000  per  decade  with  an 
increasing  increment.  No  one  can  forecast  the  future  or  predict  the 
magnitude  of  the  city  where  we  have  cast  our  lot  as  engineers,  nor  can  any 
one  measure  the  possibilities  which  are  before  us  as  a  Society  of  engineers. 
Certainly  these  conditions  so  important  and  so  grand  in  their  future 
results  demand  of  us  not  only  to  give  ourselves  to  the  engineering  problems 
as  they  come  rapidly  following  each  other,  but  that  we  should  organize 
ourselves  as  professional  engineers  into  a  society  in  order  that  we  may  be 
the  better  able  to  discuss,  to  solve  and  to  successfully  handle  the  problems 
as  they  are  presented. 

It  is  a  satisfaction  to  know  from  the  report  of  our  Secretary  that  the 
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Western  Society  of  Engineers,  whose  headquarters  are  in  this  city,  is  not 
in  a  moribund  condition,  but  in  one  of  active  growth,  for  his  report  shows 
that  the  increase  in  membership  during  the  last  year  has  been  40  per  cent 
of  the  entire  membership  at  the  beginning  of  the  year,  and  it  is  safe  to 
say  that  this  membership  is  an  active  one;  that  there  is  no  dead  wood  in 
it;  that  the  men  who  have  joined  this  society  during  the  last  year  have 
done  it  with  a  purpose  and  that  purpose  has  been  two-fold  no  doubt;  first, 
to  promote  the  general  interests  of  engineering  in  the  city  and  in  the 
country  tributary  to  it;  and,  second,  to  promote  their  own  individual 
growth  and  usefulness  as  engineers.  This  society  has  arrived  at  that  point 
where  there  should  be  only  active  membership  and  where  every  one  should 
take  hold  in  earnest  to  make  the  Society  with  its  meritorious  objects  an 
eminent  success  and  of  great  usefulness  in  the  important  section  of  the 
country  where  it  is  placed. 

It  is  safe  to  predict  that  this  Society  will  make  its  mark,  and  that 
broad  and  deep,  in  the  progress  which  this  city  is  bound  to  make  in  the 
future,  and  it  is  our  duty  to  prepare  ourselves  for  our  work  by  strengthen- 
ing our  borders,  b)-  perfecting  our  organization  in  every  possible  way  and 
by  each  one  taking  up  the  duty  that  devolves  upon  him  as  a  member  of 
the  Society  and  faithfully  performing  it. 

The  subjects  which  we  discuss  should  be  live  subjects,  those  pertaining 
to  the  gi-eat  engineering  wants  of  our  country  and  of  our  city.  More 
papers  are  needed  from  the  membership.  All  of  us  have  some  experience 
in  our  work.  We  have  accomplished  something,  the  relation  of  which 
will  be  of  interest  and  proht  to  the  others,  and  hardly  any  subject  which 
involves  the  construction  of  public  works  can  be  described  without  illicit- 
ing  discussion,  which  in  itself  will  be  of  advantage.  A  most  earnest 
appeal  is  therefore  made  to  the  Society  to  bring  forward  for  information 
and  for  discussion  the  results  of  experience,  the  results  of  thought  and  of 
plans  which  have  been  carried  out  or  which  exist  only  in  the  brain  of  the 
engineer. 

We  wish  it  also  understood,  not  only  among  ourselves  and  with  our  guests 
who  honor  us  with  their  presence  to-night,  but  throughout  the  city  and 
section  of  country  where  our  membership  reside  that  all  intelligent  men 
who  are  interested  in  engineering  and  constructive  questions  and  works, 
and  who  desire  a  membership  with  us  are  welcome  here.  Our  meetings 
for  the  reading  of  papers  and  discussions  are  also  open  to  all  who  have  a 
desire  to  attend.  And  should  our  rooms  become  so  contracted  by  our 
increasing  membership  and  by  the  growing  interest  in  our  discussions 
that  we  cannot  conveniently  take  care  of  those  that  come,  we  will  have 
sufficient  reason  for  enlarging  our  borders. 

With  these  general  remarks  pertaining  to  our  city,  our  Society  and  to  our 
engineering  conditions  we  desire  to  interest,  and  we  hope  to  entertain  you 
as  well,  by  describing  and  illustrating  by  lantern  views  some  engineering 
works  selected,  some  of  their  novelty,  some  of  their  peculiarities  of  founda- 
tions, some  for  their  grandeur  and  some  because  of  a  personal  acquaint- 
ance with  them  and  so  better  able  to  describe  and  illustrate.  Some  of  these 
descriptions  have  been  obtained  directly  and  quite  recently  from  engineers 
who  built  the  works,  some  of  them  from  histories  of  the  works  and  from 
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engineers  and  others  connected  with  them  both  in  this  country  and  in 
Europe  who  also  have  been  kind  enough  to  send  the  photographs  from 
which  the  lantern  views  have  been  made.  The  views  of  these  works,  as 
they  appear  one  after  another  on  the  canvass,  should  serve  to  stimulate 
us  as  engineers  to  great  things — to  surpass,  if  we  can,  the  works  here 
shown,  some  of  which  are  by  the  masters  in  our  profession.  We  should 
be  unwilling  simply  to  follow  in  their  footsteps.  The  increasing  demands 
of  commerce  should  lead  us  to  dare  still  greater  things — to  undertake 
still  greater  works  than  those  which  will  appear  before  you  this  evening. 
Practically  there  is  no  limit  to  the  greatness  and  the  grandeur  of  the 
works  of  our  profession.  We  should  not  only  imitate  the  men  who  have 
built  these  great  works,  but  we  should  study  to  originate  and  to  develop  in 
order  that  we  may  surpass  them,  with  this  great  object  always  in  view  of 
doing  it  all  to  promote  the  welfare  of  our  fellow  men. 

LIVERPOOL  DOCKS. 

The  docks  of  Liverpool  on  both  sides  of  the  Mersey  are  under  the  same 
trust  and  management.  On  the  Liverpool  side  they  extend  along  the 
Estuary  6)4  miles.  The  Birkenhead  docks  have  less  frontage,  but 
extend  a  long  way  backward.  The  water  area  of  the  Liverpool  docks  and 
basins  is  333 >^  acres,  with  a  lineal  quayage  of  22  miles.  The  Birkenhead 
docks  contain  a  water  area  of  160  acres  with  a  lineal  quayage  of  9  miles. 
The  system  of  floating  docks  was  commenced  by  the  corporation  in  1709. 
In  1856  the  control  was  taken  from  the  corporation  and  the  management 
vested  in  the  Mersey  Docks  and  Harbor  Board,  consisting  of  twenty-eight 
members.  Since  1880  the  annual  revenue  has  been  over  $6,000,000.  In 
addition  to  the  floating  docks,  there  are  in  Liverpool  eighteen  graving 
docks  and  two  gridirons.  In  Birkenhead  three  graving  docks.  In  i860 
the  number  of  vessels  entered  in  Liverpool  was  4,746  with  a  tonnage  of 
450,060.  In  1880  vessels  entered  20,249,  tonnage  7,933,620.  In  the  num- 
ber of  ships  registered  as  belonging  to  the  port,  Liverpool  stands  first  in 
the  world.  The  size  of  the  ships  has  greatly  increased,  having  reached 
10,000  tons  burden  with  20,000  horse  power. 

.MENAI  SUSPENSION  BRIDGE. 

Near  Bangor,  North  Wales,  the  mainland  is  separated  from  Anglesea 
Island  by  the  Menai  Straits.  A  bridge  over  these  straits  was  built  by 
Thomas  Telford,  civil  engineer. 

Active  construction  was  begun  in  1820.  On  the  Bangor  side  of  the 
Strait  solid  rock  was  found  at  a  depth  of  seven  feet.  There  are  three 
arches  on  the  east  side  and  four  on  the  west,  or  Anglesea  side.  The  con- 
struction of  these  arches  required  four  years.  The  piers  were  65'  high 
from  high  water  line  to  the  swinging  of  the  arches,  the  span  of  each  arch 
being  52'  6".  The  two  principal  piers  for  the  suspension  of  the  main 
chains  were  153'  in  height. 

The  central  portions  of  the  main  chains  were  built  on  a  raft  450'  long 
and  6'  wide  floated  to  the  bridge  site  and  lifted  in  place  by  capstans  and 
tackle.  The  capstans  for  hauling  in  the  ropes  bearing  the  main  chains 
were  manned  by   150  laborers,  showing  how  crude  were  the  appliances 
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with  which  the  engineer  was  compelled  to  work  even  on  such  a  stupendous 
work  as  this  was  for  those  times.  The  engineer  had  no  past  experience  to 
guide  him  in  designing  his  iron  work.  The  failure  of  the  bridge  was  pre- 
dicted and  it  was  freely  spoken  of  as  "a  castle  in  the  air".  Total  length 
of  the  bridge  is  1710',  the  distance  between  points  of  suspension  of  the 
main  bridge  is  579',  the  main  chains  are  16  in  number  deflecting  37'  each, 
composed  of  36  bars  of  ]/,"  square  iron  placed  so  as  to  give  a  square  of  6" 
on  each  side.  Total  weight  of  iron  2,187  tons  in  32,265  separate  pieces. 
The  cost  including  embankment,  half  a  mile  of  new  road  and  toll  houses 
was  $600,000.     The  bridge  was  opened  for  traffic  January  30,  1826. 

BRITANNIA  BRIDGE. 

The  Britannia  bridge  crosses  the  Straits  of  Menai.  The  bridge  con- 
sists of  two  independent  continuous  tubular  beams  each  one  being  1511 
feet  long,  weighing  some  5,242  tons,  not  including  cast  iron  pedestals.  A 
single  track  through  bridge  of  two  spans  460'  each  and  two  230'  each 
weighs  1,800  tons,  about  one-third  of  what  the  single  track  Britannia 
bridge  weighs. 

The  bridge  is  divided  into  four  spans,  two  of  460'  each  and  two  of  230' 
each.  The  distance  between  shore  lines  at  high  water  mark  is  iioo  feet. 
The  first  stone  was  laid  April  loth,  1846,  and  the  bridge  w^as  finished 
March  5th,  1850.  The  substructure  consists  of  two  abutments  and  three 
piers.  The  center  pier  is  known  as  the  great  Britannia  tower.  It  is  230' 
high  and  is  built  on  a  rock  in  the  middle  of  the  Strait.  The  masonry  is 
massive  rather  than  beautiful.  The  two  side  spans  over  land  were  built  on 
falsework  in  exact  position;  the  two  middle  spans  were  erected  on  wooden 
platforms  at  high  water  on  shore  and  floated  into  position  between  piers. 
These  spans  were  placed  on  rests  cut  into  piers  near  high  water  line  and 
then  raised  by  hydraulic  jacks  into  position.  The  first  big  tube  was 
floated  on  pontoons  June  19th,  1849;  the  last  tube  was  floated  December 
3rd,  1849,  and  set  in  its  permanent  position  January  7th,  1850.  The  long 
spans  weigh  about  1,718  tons  each;  the  clear  width  of  roadway  in  tubes  is 
15  feet;  the  clear  height  23  feet  at  ends  and  30  feet  at  center  of  span. 
The  tubes  are  fixed  on  the  center  pier  and  have  roller  bearings  on  other 
piers  and  abutments.  Some  i,co8  tons  of  rivets  (fully  2,000,000  rivets) 
were  used  in  the  bridge.  The  total  cost  of  the  structure  as  built  is 
$1,172,250.  The  structure  was  built  by  Robert  Stevenson,  his  father 
George  Stevenson  being  consulting  engineer. 

The  difficulty  of  raising  such  immense  structures  as  these  to  so  great 
a  height  with  such  appliances  as  were  available  at  that  time  was  very  great 
and  in  one  or  two  instances  accidents  happened  which  threatened  to  bring 
destruction  upon  the  work,  but  it  was  avoided  by  the  extraordinary  pre- 
caution and  great  detailed  care  which  was  taken  by  the  engineer  in  all  of 
his  plans  and  appliances.  The  history  of  this  work  and  of  this  man,  of 
his  father  and  of  other  great  engineers  of  that  time,  Telford,  Rennie  and 
Brindiey  and  others  is  admirably  described  in  Smile's  Lives  of  the  Engi- 
neers in  five  volumes,  which  should  be  in  the  library  of  every  Civil 
Engineer. 
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GARABIT   BRIDGE. 

The  engineer  was  M.  Gustav  Eififel.  The  structure  crosses  the  valley 
of  La  Truyere  at  Garabit  and  is  composed  of  a  metallic  viaduct  of  147 1' 
length  abutting  on  each  end  against  masonry  approach  viaducts.  The 
rail  is  at  an  elevation  of  about  400'  above  the  lowest  point  of  the  valley. 
The  metallic  portion  of  the  viaduct  is  composed  of  a  straight  latticed 
girder,  or  system  of  girders,  supported  at  each  end  on  masonry  abutments 
which  form  part  of  the  masonry  viaduct.  The  girder  is  further  supported 
over  each  slope  of  the  valley  by  metallic  towers  resting  on  blocks  of 
masonry  and  over  the  deepest  part  of  the  gulch  by  bents  resting  on  a  large 
metallic  arch  of  541'  span. 

The  lattice  girder  consists  practically  of  three  continuous  girders,  the 
portion  over  the  arch  comprising  one  part  and  from  the  ends  of  the  arch 
to  the  masonry  approach  viaducts  the  others.  The  girders  are  17'  deep 
and  the  trusses  are  spaced  16^'  apart  between  centers. 

The  floor  beams  have  five  lines  of  stringers  resting  upon  them,  on 
which  the  corrugated  floor  is  placed.  This  floor  is  strong  enough  to  sup- 
port the  weight  of  an  engine  in  case  of  derailment.  The  supports  or 
bents  under  the  spans  are  hinged,  some  being  fixed  and  some  resting  upon 
cast  iron  rollers.  The  hinged  supports  have  the  advantage  of  causing  the 
resultant  to  pass  through  the  axis  of  support,  which  is  a  condition  neces- 
sary in  the  case  of  very  high  towers. 

The  structure  was  figured  for  a  live  load  of  3219  lbs.  per  lineal  foot  of 
track.  The  height  of  the  lowest  bent  is  199.23'.  The  batter  of  the  posts 
in  the  bents  varies,  being  generally  about  i"  per  foot. 

One  item  not  usually  found  in  American  structures  is  a  metallic  stair- 
way in  the  center  hne  of  the  tower  running  its  full  height.  This  is  built 
to  facilitate  the  inspection  of  the  structure. 

The  wind  pressure  used  in  calculating  the  strains  was:  first,  a  full  live 
load  and  30  lbs.  per  square  foot;  second,  no  live  load  and  55  lbs.  per  square 
foot. 

The  central  arch.- — The  chord  of  the  central  arch  is  541'  long. 
The  rise  of  the  intrados  is  170'  iX"-  It  may  be  said  to  be  composed  of 
two  large  bents  symmetrical  with  regard  to  a  vertical  plane  passing 
through  the  center  line  of  the  track,  but  situated  in  two  planes  inclined 
towards  each  other. 

The  bents  are  65'  ^/u"  apart  at  the  bottom  and  20'  "/is"  at  the  key 
measured  on  the  intrados.  This  arrangement  makes  the  arch  very  stable 
against  wind  pressure.  The  two  inclined  bents  are  in  the  shape  of  a 
crescent,  the  middle  fiber  being  a  parabola.  They  are  very  high  at  the 
key  but  terminate  in  a  point  at  each  base.  These  points  are  hinged,  thus 
forcing  the  resultant  pressure  to  pass  constantly  through  that  point.  This 
shape  of  arch  has  the  advantage  of  giving  it  sufficient  rigidity  to  resist  the 
deflection  due  to  uneven  distribution  of  rolling  load. 

Each  bent  is  composed  of  a  top  and  bottom  chord  in  the  shape  of  box 
girders;  the  bottom  one  having  the  cover  plate  on  the  lower  side.  The 
open  sides  of  these  chords  are  latticed  with  angles.  The  vertical  and  in- 
clined struts  joining  these  chords  are  built  of  four  angles  latticed.  The 
two  bents  are  tied  together  by  horizontal   cross  struts.      The   bracing   is 
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completed  by  a  very  strong  diagonal  bracing  in  the  intrados  and  extrados 
plane,  the  members  being  built  of  four  angles  latticed  on  all  sides. 

The  foundations  are  on  rock  almost  at  the  surface  of  the  ground.  The 
estimated  cost  of  the  structure  is  as  follows: 

For  masonry,  including  the  approach  viaducts,  $142,857.14;  for  super- 
structure (the  metallic  part)  $447,619.05.     The  total  cost,  $590,476.19. 

The  price  per  running  foot  of  the  whole  viaduct  is  $324.81;  price  per 
running  foot  of  the  metallic  part  $331.09. 

SAULT  CANAL. 

The  Sault  canal  and  locks  were  built  to  carry  commerce  around  St. 
Mary's  Falls.  The  old  canal  and  locks  were  built  from  1853  to  1855.  The 
locks,  two  in  number,  are  each  70  feet  wide,  350  feet  long  and  have  11^ 
feet  of  water  over  mitre  sills.  They  have  a  lift  of  9  feet  each.  Total  cost 
of  canal  and  locks  was  $999,802.46. 

The  work  of  enlarging  the  canal  and  rebuilding  the  locks  was  com- 
menced in  October,  1870,  and  finished  September  i,  1881.  The  total 
length  of  the  canal  is  about  I  j^  miles  (7,000  feet);  the  least  width,  108 
feet;  depth,  16  feet.  General  height  of  canal  pier  revetment  work  is  4 
feet  above  mean  water  surface.  The  new  lock  chamber  is  515  feet  long, 
80  feet  wide  narrowed  to  60  feet  at  the  gates;  depth  39^  feet  with  17  feet 
of  water  over  mitre  sills.     The  capacity  is  1,500,000  cubic  feet. 

The  cut  stone  came  from  Marblehead,  Ohio,  and  Kelly's  Island. 
Backing  stone  from  Drummond's  Island  and  St.  Mary's  River. 
Face  stone,  mitre  and  breast  walls  and  portions  of  wall  adjacent 
to  springs  of  water  were  laid  in  English  Portland  cement;  the  remainder 
of  the  work  in  Louisville  cement.  34207  cubic  yards  of  masonry  were 
used,  35,000  barrels  of  cement  being  used  in  this  masonry,  every  barrel  of 
which  was  tested  before  use. 

Mitre  sills  are  oak  timbers  I2"xi8"  fastened  to  the  bed  rock  by  bolts  10 
feet  long. 

There  are  four  gates,  upper  and  lower  lock  gates  and  upper  and  lower 
guard  gates.  Weight  of  one  lift  of  upper  lock  gate  is  40  tons;  the  weight 
of  one  lift  of  lower  lock  gate  is  76  tons.  Both  lifts  of  the  upper  guard 
gate  are  provided  with  valves  with  which  to  fill  the  lock  after  it  has  been 
pumped  out.  The  lock  can  be  filled  through  the  above  valves  in  about 
one  hour.  The  guard  gates  are  only  used  in  case  the  lock  gates  are  dis- 
abled or  repairs  are  being  made  to  the  lock.  Water  is  let  into  the  lock 
from  culverts  under  the  floor.  Each  culvert  is  8  feet  clear,  the  water 
passing  into  the  lock  chamber  through  58  apertures  in  the  lock  floor. 

Machinery  for  Operating  Gates  and  \'alves.  Power  is  ob- 
tained from  two  30-inch  turbines  geared  to  a  main  shaft,  water  being 
brought  to  them  through  a  supply  pipe  from  above  the  lock. 

Two  accumulator  pumps  are  used  both  of  which  can  be  run  by  one 
turbine  at  X  gate.  The  accumulator  is  loaded  so  as  to  give  a  pressure  of 
about  120  lbs.  per  square  inch. 

The  movable  dam  is  designed  to  check  the  flow  of  water  so  that  upper 
guard  gates  can  be  closed  in  case  the  lock  gates  are  accidentally  carried 
away.     The  dam  consists  of  an  ordinary  swing  bridge,  one  end  of  which 
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can  be  swung  across  the  canal.  A  series  of  wickets  is  suspended  side  by 
side  from  a  horizontal  truss  beneath  the  bridge.  The  total  cost  of  im- 
proving the  canal  and  the  new  locks  was  $2,150,000, 

MANCHESTER    SHIP    CANAL. 

The  first  consulting  engineer  was  appointed  (to  look  into  the  project 
and  report)  in  the  summer  of  1882.  It  was  only  in  August,  1885,  after 
making  three  trials,  that  the  sanction  of  Parliament  was  obtained  for 
building  the  canal.  Before  a  single  sod  was  turned  in  the  great  work  $1,- 
750,000  was  spent  in  forwarding  and  contesting  the  canal  project.  In  July, 
1 886,  the  contract  for  building  the  entire  canal  was  let  to  Mr.  Thomas 
Walker  for  $28,750,000.  The  allowed  time  for  finishing  the  work  was 
four  years,  with  a  large  bonus  for  whatever  time  was  gained  in  finishing. 

The  canal  extends  from  Estham  Locks  on  the  south  bank  of  the  Estu- 
ary of  the  Mersey  River  to  Manchester,  having  a  total  length  of  a  little 
over  35  miles.  The  minimum  width  on  the  bottom  is  to  be  120  feet. 
The  depth  throughout  is  to  be  26  feet.  This  is  a  very  large  cross  section 
when  compared  with  existing  canals,  which  are  as  tollows: 

Ghent  canal  55   6"  wide  on  bottom,  21'  2"  deep. 

Suez  canal  72'  wide  on  bottom,  26'  deep. 

Amsterdam  88'  7"  wide  on  bottom,  23'  deep. 

Many  minor  streams  are  to  be  siphoned  across  the  canal.  The  Mer- 
sey river  has  to  be  crossed  six  or  more  times.  The  Bridgewater  canal  has 
to  be  carried  across  the  Ship  canal  by  a  swing  bridge,  no  water  being 
wasted  in  swinging.  At  this  point  also  a  hydraulic  lift  is  to  be  built  to 
lower  barges  and  boats  from  the  Bridgewater  canal  to  the  Ship  canal, 
thence  across  it  and  up  on  the  other  side  to  the  former  level. 

Quite  satisfactory  progress  has  been  made  on  the  entire  work  up  to  a 
recent  date,  when  Mr.  Walker  very  suddenly  died. 

Mr.  E.  Leader  Williams  is  the  Chief  Engineer  of  this  work  and  has 
been  one  of  its  principal  promoters  from  the  beginning. 

As  originally  designed  the  canal  was  to  extend  several  miles  into  the 
Mersey,  and  it  was  upon  the  effect  of  this  extension  that  Mr.  James  B, 
Eads  gave  an  opinion  which  was  conclusive  to  Parliament  that  the  works 
built  as  designed  would  lead  to  the  deterioration  of  the  channel  over  the  bar 
at  Liverpool.  His  argument  on  this  subject  with  the  illustrations  drawn 
from  maps  and  notes,  some  of  which  were  a  century  old,  is  one  of  the 
best  engineering  papers  extant,  and  was  so  conclusive  to  the  minds  of  the 
committee  that  the  plan  was  thrown  out  immediately.  It  was  for  this 
on  which  he  spent  about  three  weeks'  time,  he  received  probably  the 
largest  professional  fee  ever  received  by  an  American  Engineer,  at  least, 
for  an  equal  time  spent  on  any  subject,  namely,  nearly  $17,000. 

PANAMA    CANAL   LOCKS. 

They  were  designed  by  Mr.  Eiffel  and  were  to  be  eight  locks,  four  on 
the  Atlantic  and  four  on  the  Pacific  side  of  the  Isthmus. 

Four  locks,  two  of  8  meter's  (26X')  and  two  of  11  meters  (36.9')  lift 
will  reach  an  elevation  of  38  meters  (124.67')  from  Colon  on  the  Atlantic 
side.     Four  other  locks,  three  of  11   meters  (36.09')  and  one  of  8  meters 
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{26  1-7')  will  reach  an  altitude  of  41  meters  (134'^')  measured  from  the 
Pacific  ocean  at  Panama.  The  Eiffel  locks  18x180  meters  (59'  x  190%') 
are  about  as  follows  : 

The  gate  is  really  a  large  caisson  which  rolls  in  and  out  on  tracks  on 
a  swing  bridge,  much  like  a  big  barn  door  hung  on  rollers  and  track- 
ing overhead  and  underneath.  The  lower  part  of  gate  is  arranged 
somewhat  like  the  working  chamber  of  pneumatic  caisson.  The  caisson 
is  suspended  on  rods  fixed  to  wheeled  trucks  rolling  on  tracks  as  noted 
above. 

The  general  dimensions  of  a  lock  of  11  meters  are  as  follows: 

Down  stream  gate,  height  21  meters  (69.88'),  width  4  meters  (13.12'), 
length  21.6  meters  (70.85').  Up-stream  gate,  height  10  meters  (32.8'), 
width  3  meters  (9.84')  length  21.6  meters  (70.85').  For  an  eight  meter 
lock  the  height  alone  varies,  other  dimensions  remaining  about  the  same. 

The  free  section  of  canal  left  by  the  opening  of  a  gate  is  18.6  meters 
(61')  at  bottom  and  20.6  meters  (67  j^')  at  the  top  or  surface  level.  The 
locks  are  so  located  that  they  will  be  excavated  in  solid  rock  with  very 
light  masonry  supports  where  the  rock  is  shattered.  The  side  walls  are 
made  of  iron  caissons  having  cast  iron  bracing,  the  interior  being  filled 
with  beton.  The  dimensions  of  these  side  caissons  vary  with  the  size  of 
the  locks.  For  a  lock  of  11  meters  lift  they  would  be  $j4  meters  (18'); 
24.25  meters  (79X')  in  height,  30  meters  (98.4')  in  length. 

The  caisson  gates  and  swing  bridges  will  be  operated  by  chains  run- 
ning over  guide  rollers  and  worked  by  hydraulic  power  derived  from  tur- 
bine water  wheels.  The  lock  holds  about  14,120,000  cubic  feet  of  water 
and  It  is  intended  to  fill  it  in  fifteen  minutes.  Two  cast  iron  mains  about 
9'  in  diameter  are  to  be  laid  under  the  entire  length  of  the  lock.  They 
will  be  pierced  at  intervals  of  about  6^'  by  holes  1.3'  in  diameter. 
These  pipes  are  deflected  towards  the  side  walls  of  lock  entrance.  Inside 
these  walls  they  ascend  to  a  height  of  32  feet  above  the  platform  level, 
where  they  terminate  in  a  sluice-way  for  valves  opening  into  the  canal. 
The  estimated  quantity  of  wrought  iron  needed  in  these  gates  will  be  15 
tons  and  cast  iron  20,000  tons. 

Mr.  Eiffel  designed,  and,  it  is  believed,  took  a  contract  for  the  con- 
struction of  these  locks  and  their  gates.  It  may  be  of  little  interest  at 
this  juncture  of  Panama  Canal  affairs  to  describe  these  locks,  but  it  is 
given  for  the  purpose  ol  showing  the  ingenuity  and  extent  of  the  locks, 
and  of  the  works  connected  with  them.  The  contemplation  of  this  whole 
subject  of  the  Panama  Canal  brings  anything  but  pleasure,  but  it  is  a  sat- 
isfaction (though  a  poor  one)  to  state  that  very  few  American  engineers 
who  had  given  the  subject  close  attention,  believed  that  the  original  sea 
level  canal,  on  which  several  hundred  million  dollars  was  spent,  was 
practicable,  and  it  is  to  their  credit  that  they  publicly  protested  against  sucha 
wasteful  expenditure  of  money,  when  there  could  possibly  be  nothing  but 
failure  in  the  result.  It  is  extremely  doubtful  if  the  lock  plan  is  feasible 
in  operation,  at  least,  on  account  of  the  scarcity  of  water  at  times,  and  it 
is  doubtful  whether  the  works  are  carried  forward  any  further.  The  en- 
tire enterprise  is  in  the  hands  of  a  liquidator  appointed  by  the  French 
Government,  who  has  sent  a  commission  of  French  engineers  to  Panama, 
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who  are  due  there  at  about  this  time,  and  whose  duty  it  will  be  to  make  a 
general  survey  of  the  Isthmus,  the  condition  of  affairs  and  the  state  ol  the 
work,  and  report  to  Mr.  Brunet,  the  Liquidator,  what  in  their  opinion  is 
the  best  method  (if  any  there  be  which  can  be  successful)  of  completing 
the  work  and  opening  it  to  commerce.  It  has  been  asserted  by  those 
who  are  competent  judges,  that  the  only  successful  method  of  overcoming 
this  great  barrier  to  commerce  at  the  Isthmus  of  Panama,  is  by  a  ship 
railway  connecting  the  dredgible  portions  on  either  side. 

ST.  LOUIS  BRIDGE — JAS.  B.  EADS,  ENGINEER. 

The  first  work  on  the  bridge  was  in  August,  1867.  The  bridge  was 
formally  opened  in  July,  1874.  The  river  at  the  bridge  site  is  narrowed  to 
about  1,600'  in  width  at  low  and  ordinary  stages  of  water  by  a  dike  built 
along  the  Illinois  shore.  At  high  water  the  width  is  about  2,200'.  The 
bottom  is  changeable  being  covered  with  a  heavy  bed  of  sand  and  gravel 
(the  sand  being  very  light)  which  is  liable  to  wash  out  almost  if  not  quite 
to  bed  rock  during  any  heavy  freshet,  records  having  shown  that  50'  or 
more  in  depth  had  been  cut  out  during  one  freshet. 

The  bridge  has  three  spans  formed  of  rolled  steel  ribbed  arches,  each 
span  being  made  up  of  four  double  ribs  of  steel  so  cut  as  to  form  one 
heavy  arch.  The  spans  are  502',  520'  and  502'  in  the  clear  between  the 
piers.  The  rise  of  the  center  arch  is  47 j^'  and  of  side  arches  46'.  The 
total  length  between  abutments  is  1,627'.  The  clear  headroom  above  the 
water  at  center  of  the  arch  is  about  53'.  The  range  of  the  river  between 
high  and  low  water  is  a  little  over  41'. 

The  piers  are  founded  on  the  bed  rock,  the  final  locations  below  low- 
water  being  as  follows:  East  abutment  94',  east  pier  85'.  west  pier  56'  10", 
west  abutment  13'.  At  the  time  this  bridge  was  built  engineers  did  not 
understand  how  to  protect  workmen  from  bad  effects  of  compressed  air  as 
well  as  they  do  now  and  in  sinking  the  piers  600  men  were  attacked  by 
sickness;  14  deaths  occun-ed  and  two  victims  were  crippled  out  of  the  600. 
The  maximum  air  pressure  was  about  50  pounds  above  the  normal.  The 
greatest  depth  at  which  pressure  was  carried  was  about  no  feet. 

The  superstructure  was  erected  without  falseworks.  Temporary 
towers  some  50'  high  were  raised  on  the  tops  of  the  piers  and  cables  run 
from  these  to  the  semi-arches.  On  the  piers  the  work  was  built  out  from 
both  sides  at  the  same  time  keeping  the  parts  balanced,  while  at  the  abut- 
ments the  switch  cables  were  run  over  towers  and  anchored  securely  on  the 
shore.     The  maximum  strain  in  these  main  cables  was  170  tons. 

The  size  of  the  piers  is  as  follows:  East  abutment  "at  base  83x70^', 
at  top  64'  3j4"x47'  6".  The  east  pier  82'x6o'  at  base  and  63'x24'  at  top. 
The  west  pier  82'x48'  at  base  and  63'x24'  at  top.  In  these  main  piers  and 
abutments  some  68,727  cubic  yards  of  masonry  were  used  in  all,  being 
faced  with  granite.  The  total  weight  of  metal  in  the  three  main  spans 
was  some  5,547  tons,  the  weight  of  railway  track,  etc.  was  estimated  at  215 
tons,  the  estimated  weight  of  lumber  in  the  bridge  806  tons,  total  weight 
of  the  three  spans  6,568  tons  or  4.3  tons  per  foot.  The  total  cost  of  the 
bridge  was  $6,536,729.99.  This  was  somewhat  in  excess  of  the  engineer's 
estimate  due  to  two  causes;  first,  enlargment  of   plans  made  during  con- 
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struction;  and,  second,  unexpected  difficulties  in  sinking  the  piers.  This 
was  largely  due  to  its  being  in  nearly  every  respect  a  pioneer  work.  No 
such  depths  had  ever  before  been  attempted;  the  length  of  spans  were 
unusual  and  the  character  of  the  spans  was  equally  unusual.  The  bridge 
has  not  only  two  tracks  for  railroads  but  above  them  a  wagon  bridge  about 
50'  wide.  This  added  largely  to  the  cost  of  the  approaches  on  each  side 
of  the  river.  It  is  considered  rightfully  one  of  the  most  beautiful  engi- 
neering structures  in  the  world. 

THE  NEW  YORK  AND  BROOKLYN  BRIDGE. 

The  engineers  were  John  A.  Roebling  and  his  son  Washington  Roeb- 
ling. 

This  bridge  was  formally  opened  in  1884.  The  first  actual  work  on  the 
structure  was  done  in  October,  1869.  About  five  years  were  consumed  in 
building  the  piers  and  towers. 

The  length  of  the  bridge  including  anchorages  is  3,700'.  The  height 
of  the  anchorages  85';  the  weight  of  each  anchorage  is  60,000  tons;  the 
length  of  each  land  span  is  930',  the  length  of  the  middle  span  1,600',  the 
size  of  the  towers  at  high  water  mark  is  140X59',  the  height  of  the  towers 
from  high  water  mark  is  272',  the  height  of  towers  from  the  deepest 
foundation  to  the  top  is  350',  the  width  of  grade  is  85'.  Head  room  above 
high  water  135',  number  of  cables  four,  the  length  of  one  cable  3,580', 
the  finished  diameter  of  cable  IS%" j  the  number  of  railroad  tracks  two, 
the  grade  of  the  bridge  3X  per  cent,  allowable  speed  for  trains  is  10  miles 
per  hour,  total  cost  from  anchorage  to  anchorage  exclusive  ol  land 
damages  $5,600,000. 

The  distance  from  the  centre  of  the  Brooklyn  tower  to  the  face  of 
anchorage  is  930'.  The  anchorage  pier  on  the  Brooklyn  side  is  132'  long 
by  119'  4"  extreme  width,  85'  6"  back  of  face  and  109'  4"  from  thence  to 
the  end.  This  anchorage  pier  is  founded  on  a  timber  platform  some  3' 
thick  and  thoroughly  bolted  together.  All  air  spaces  in  the  platform  are 
filled  with  concrete;  it  is  also  surrounded  by  concrete.  The  anchorages 
contain  about  28,800  cubic  yards  of  masonry  for  the  New  York  side  and 
27,113  cubic'yards  for  the  Brooklyn  side. 

BROOKLYN  TOWER.  The  bottom  of  the  foundation  is  at  a  depth  of 
44'  6"  below  mean  high  tide.  The  bottom  of  the  masonry  is  at  a  depth  of 
20'  below  mean  high  tide.  Depth  of  the  water  along  the  front  of  the 
tower  from  12'  to  16'.     The  height  of  roadway  above  high  tide  is  198'  high. 

NEW  YORK  TOWER.  The  bottom  of  foundation  is  78'  below  mean  high 
tide.  The  bottom  of  masonry  is  at  a  depth  of  46'  6"  below  mean  high 
tide.     The  depth  of  water  in  front  of  the  tower  is  34  feet. 

The  areas  at  bottom  of  caissons  are:  Brooklyn  tower  102'  X  168'  equals 
17,136  sq.  ft.     New  York  tower  102'  X  172'  equals  17,544  sq.  ft. 

The  area  at  the  bottom  of  masonry  is,  for  Brooklyn  tower  i5rX49' 
equals  8,542  sq.  ft.     New  York  77' X 157'  equals  1,115  sq-  ft. 

The  Brooklyn  tower  has  25,394  cubic  yards  of  masonry  below  the  road- 
way and  6,033  cubic  yards  from  the  roadway  to  the  swinging  line  of 
arches,  and  6,787  cubic  yards  in  remainder  of  the  tower.     In  the  tower 
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and  caissons  there  are  about  3S.314  cubic  yards  of  masonry,  56,669  yards  of 
concrete  and  5,253  yards  of  timber  and  iron. 

The  New  York  tower  has  46,945  cubic  yards  of  masonry  while  timber 
and  concrete  are  about  one-third  more  than  in  Brooklyn  tower.  The 
total  weight  of  the  Brooklyn  tower  is  93,100  tons;  the  pressure  at  bottom 
of  the  foundation  is  5^4  tons  per  sq.  ft.;  at  base  of  central  shaft  above 
roadway  about  26  tons  per  sq.  ft.  The  arches  over  roadway  are  33'  9" 
span  and  their  points  114  1-3'  above  the  road  bed.  The  beds  of  all  stone 
were  rough  axed  so  as  to  allow  the  use  of  Yz"  bed  joints.  The  excavation 
in  the  caissons  cost  for  labor  alone  about  $5.25  per  cubic  yard  and  this 
with  air  compressors,  lights  and  other  expenses  made  the  total  cost,  not 
including  any  material,  about  $10.50  per  cubic  yard.  The  foundations  for 
the  arches  were  carried  down  to  a  solid  bottom.  In  general  this  bottom 
was  found  at  a  little  over  three  feet  above  high  tide  though  in  many  places 
they  dug  from  10'  to  12'  below  tide  level.  The  maximum  pressure  on  the 
bottom  under  these  foundations  is  about  5  tons  per  sq.  ft. 

SIOUX   CITY   BRIDGE. 

This  bridge  was  built  over  the  Missouri  River  at  Sioux  City,  Iowa,  in 
1887  and  '88.  It  is  owned  by  the  Chicago  &  Northwestern  Ry.  Co.  The 
Chief  Engineers  of  the  work  were  Messrs.  Morison  &  Corthell,  members 
of  the  Society,  and  Mr.  E.  Gerber  was  Resident  Engineer. 

The  bridge  consists  of  four  400'  spans  and  one  61^'  approach  girder 
all  resting  on  first-class  masonry  supports.  The  main  piers  were  built  on 
pneumatic  caissons  which  rest  on  the  sandy  alluvium  of  the  Missouri 
River,  no  rock  being  found  at  a  convenient  depth.  The  pressure 
on  the  foundation  material  is  about  three  tons  per  square  foot  with,  of 
course,  a  large  frictional  resistance  on  the  sides  of  the  caissons  and  cribs. 
'  All  of  the  foundations  are  about  86' below  low  water,  the  deepest  pneu- 
matic work  was  done  at  94'  below  low  water.  The  range  of  the  river  be- 
tween high  and  low  water  is  about  17',  the  superstructure  for  the  main 
bridge  weighs  4,485,800  lbs.;  one  400'  span  weighs  1,114,300  lbs.  There 
are  in  the  piers  and  abutments  6,990  cubic  yards  of  masonry  and  3,000 
yards  of  it  being  granite.  It  is  a  single  track  structure  built  entirely  of 
steel  except  a  few  castings.  The  views  which  illustrate  this  bridge  con- 
struction are  selected  from  a  large  number  which  were  taken  during  the 
progress  of  the  work  and  are  intended  to  illustrate  the  method  and  pro- 
gress of  the  work  from  the  time  when  the  work  was  commenced  until 
it  was  entirely  completed  and  tested.  The  views  will  show  the  methods 
of  building  the  caissons,  of  excavating  the  material,  the  building  of 
masonry,  and  the  erecting  of  the  superstructure.  Many  of  these  stages  of 
the  work  shown  progressively  and  as  an  object  lesson  will  be  of  interest  to 
all. 

The  Union  Bridge  Company  of  New  York  manufactured  the  super- 
structure. 

CAIRO    BRIDGE. 

This  bridge  has  been  recently  built  by  the  Illinois  Central  Railroad 
Company,  and  is  now  open  for  traffic.     It  spans  the  Ohio  river  at  the 
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City  of  Cairo,  111.  It  is  one  of  the  longest  structures  in  the  world.  It 
lacks  but  about  160'  of  being  the  longest,  that  being  the  new  Tay  bridge. 
On  account  of  the  low  banks  on  either  side  of  the  river  at  Cairo,  the 
great  rise  of  the  water  being  52.17' between  low  and  high  water,  and  the 
height  required  for  steamboats  53',  the  structure  is  elevated  above  the 
country  on  either  side,  so  that  the  entire  length  of  the  permanent  struc- 
ture is  10,560'  being  made  up  of  the  following"  spans: 

Two  518^'  spans, 

Seven  400'  spans, 

Three  249'  spans. 

Thirty-eight  150'  spans. 

Two  10654^'  spans. 
Total  amount  of  steel  in  the  main  bridge  was  13.411,656  pounds;  in 
the  Kentucky  approach  there  are  4,355,149  pounds;  in  the  Illinois 
approach  3,496,278  pounds.  There  are  32,266  cubic  yards  of  masonry  in 
the  piers.  There  are  17  cylinder  piers  in  the  Illinois  approach  and  21  in 
the  Kentucky  _  approach.  One  518 j^'  span  was  erected  in  44  working 
hours,  and  one  400'  span  in  23  hours.  This  is  believed  to  be  as  rapid 
work  as  has  ever  been  done  in  the  erection  of  large  spans. 

The  foundations  of  the  piers  were  generally  placed  75'  below  low  water 
and  rested  in  the  alluvial  formation  of  the  Ohio  river,  being  in  many 
cases  nearly  pure  sand,  in  others  sand  and  gravel.  Some  sand  rock  and 
some  clay  were  encountered  in  sinking  the  foundations.  The  entire  work 
in  the  river  was  done  by  sinking  pneumatic  caissons.  The  chief  engin- 
eers were  Messrs.  Morison  &  Corthell,  the  resident  engineer,  Mr.  Alfred 
Noble.  The  Union  Bridge  Company  of  New  York  had  the  entire  con- 
tract for  the  foundations,  piers  and  superstructure  of  the  main  bridge  and 
permanent  approaches. 

OHIO  RIVER  BRIDGE  AT  CINCINNATI. 

The  bridge  consists  of  two  spans  490',  one  single  span  550'  and  about 
1,500  lineal  feet  of  approach  in  Covington  and  3,000  lineal  feet  in  Cincin- 
nati. The  490'  spans  are  484'  6"  between  centers  of  end  pins.  The  550' 
span  is  542'  6"  between  centers  of  end  pins.  The  trusses  of  the  mainspan 
are  of  steel,  the  remaining  material  of  iron.  The  long  span  is  84'  deep  at 
center  and  60'  at  end  by  30'  in  width  center  to  center  of  trusses  and 
•weighs  4,000,000  lbs.  The  two  side  spans  are  75'  center  depth  and  50'  end 
depth;  30'  in  width  center  of  trusses  and  weighs  3,330,000  lbs.  each.  The 
structure  carries  a  double  track  railway  and  two  roadways  and  sidewalks 
and  the  entire  weight  is  about  24,000,000  lbs. 

The  erection  of  the  iron  work  of  the  river  spans  was  commenced  July 
6th,  1888,  and  though  all  the  false  work,  the  traveler  and  most  of  the  floor 
of  the  long  span  was  washed  out  by  the  flood  of  August  26th,  and  much 
delay  was  caused  in  getting  falsework  in  for  the  Cincinnati  shore  span,  yet 
the  first  train  crossed  the  structure  December  25th,  1888.  The  last  span 
was  swung  in  16  days  from  the  placing  of  the  first  iron.  In  this  erection 
single  pieces  weighing  37,000  lbs.  were  handled. 

The  Phoenixville  Bridge  Co.  built  this  structure.  The  largest  span  of 
this  bridge  is  probably  the  heaviest  independent  truss  span  in  the  world. 
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THAMES  RIVER  BRIDGE. 

New  London,  Conn.,  on  line  of  N.  Y.  P.  &  B.  railway. 

This  structure  is  principally  noted  for  having  the  longest  double  track 
draw  span  in  the  world — 503'  between  centers  of  end  piers.  The  maximum 
depth  of  water  at  the  crossing  is  some  57'.  The  distance  from  low  water 
to  the  bottoni  chord  of  bridge  is  38'.  The  piers  are  founded  on  piles 
driven  at  deepest  point  through  more  than  seventy  feet  of  mud  and  clay 
into  a  gravel  bed.  The  total  length  of  bridge  between  centers  of  abut- 
ments is  1,423',  made  up  of  two  spans  310'  each,  two  spans  150'  each  and 
a  draw  span  of  503'.  The  spans  are  arranged  symmetrically  about  the 
pivot  pier  draw.     The  principal  dimensions  of  which  are  as  follows: 

The  width  center  to  center  of  trusses  28'  4",  end  height  between  cen- 
ters of  chord  25',  center  height  between  centers  of  chords  71';  the  distance 
from  base  of  rail  to  masonry  on  pivot  pier  is  19'  i".  The  diameter  of 
turntable  is  32  feet  and  is  rim-bearing.  There  are  58  cast  steel  wheels  20 
inches  in  diameter  and  10"  face  and  weighing  800  lbs.  each.  The  load  is 
distributed  to  the  drum  from  eight  equi-distant  points.  The  weight  to  be 
moved  in  swinging  bridge  is  about  1,300  tons.  The  draw  span  is  equipped 
with  a  double  oscillating  engine  10"  X7"  stroke.  The  average  speed  is  175 
revolutions  per  minute.  The  end  arrangement  runs  out  in  15  seconds  and 
the  draw  can  be  opened  in  2^  minutes. 

Mr.  Alfred  Boiler,  Civil  Engineer  of  New  York  City,  was  the  Chief 
Engineer  and  the  Union  Bridge  Company  had  the  contract  for  the 
entire  structure. 

HAWKESBURY   BRIDGE. 

This  is  specially  remarkable  for  the  great  depth  of  foundations.  Total 
length  of  the  structure  between  abutments  2896'  divided  into  seven  spans, 
the  end  ones  being  408'  between  outer  face  of  abutments  and  center  of 
first  regular  pier,  the  remainder  of  the  spans  being  416'  between  centers 
of  piers.  All  spans  410}^'  center  to  center  of  end  pins,  58'  high  between 
centers  of  girders  and  28'  v/ide  between  centers  of  trusses.  Clear  head 
room  above  high  water  is  40'. 

The  superstructure  is  of  the  ordinary  double  inter-section,  quadrang- 
ular, pin-connected  type.  The  spans  were  erected  on  pontoons  and 
floated  into  position  between  the  piers,  being  located  over  the  piers  at  high 
tide  when  span  floated  clear;  as  the  tide  fell  the  span  rested  upon  the 
bridge  seats. 

The  caissons  for  the  piers  were  elliptical  and  24X62'  at  the  cutting  edge. 
They  were  settled  through  mud  and  sand  strata  into  a  bed  of  hard  gravel 
which  is  about  126'  below  the  river  bed,  185'  below  high  water  and  227' 
below  the  track  on  the  bridge.  The  caissons  were  sunk  by  dredging 
through  three  tubes  eight  feet  in  diameter,  terminating  in  bell-mouthed 
expansions  which  met  at  the  cutting  edge.  The  filling  of  the  caissons  to 
low  water  was  made  of  concrete;  above  low  water  cut  stone  masonry  was 
used.  The  piers  above  the  concrete  portion  consist  of  two  circular 
columns  14'  in  diameter  and  28'  apart,  centers  connected  by  a  wall  six 
feet  thick. 
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Pier  VI  in  sinking  80'  got  out  of  position  moving  toward  the  shore  and 
end-wise.  A  load  of  rock  was  dumped  in  on  the  shore  side,  the  caisson 
forming  a  fulcrum.  Heavy  cables  extending  to  shore  were  used  to  draw 
the  topof  the  caiss3n  in,  that  is,  towards  shore,  thus  throwing  the  stone 
out.  These  appliances  succeeded  in  drawing  the  caisson  into  its  proper 
position  before  reaching  its  final  resting  place.  The  total  cost  of  bridge 
proper  as  per  contract  was  $1,654,800.  The  time  allowed  for  building 
was  two  and  one-half  years.  The  Union  Bridge  Company  had  the  con- 
tract for  the  entire  structure. 

FIRTH  OF  FORTH  BRIDGE. 

Designed  and  built  by  Messrs.  Fowler  and  Baker,  Chief  Engineers. 

At  the  point  where  it  crosses  the  Firth  the  water  is  200'  deep  in  places, 
making  use  of  staging  impossible.  Violent  storms  are  also  of  frequent 
occurrence. 

The  total  length  of  structure  is  about  i}4  miles.  The  main  bridge  is 
made  up  of  three  immense  cantilever  spans  connected  by  short  suspended 
spans.  The  approaches  are  made  of  ordinary  lattice  girder  spans  168'  in 
length.  There  are  three  main  piers,  the  Fife,  Inch  Garvie  and  Queens- 
ferry  pier.  Each  main  pier  is  made  up  of  four  smaller  piers  or  columns 
of  granite  faced  masonry.  The  height  of  these  small  piers  or  columns  is 
36',  diameter  55'  at  the  bottom  and  49'  at  the  top.  Each  of  these  piers 
contains  48  steel  bolts  2^"  in  diameter  by  24'  long  for  anchoring  the 
structure. 

Part  of  the  foundations  below  low  water  was  put  in  by  use  of  open 
dams,  and  part  of  them  by  the  pneumatic  process.  Two  of  the  Inch 
Garvie  piers  were  located  where  there  was  a  depth  of  72'  at  high  water 
and  where  the  bottom  was  rough  and  sloping.  The  sloping  bottom  was 
leveled  up  with  bags  of  sand  to  give  caisson  an  even  support.  The  rock 
was  then  taken  out  and  caisson  lowered  until  it  reached  a  full  level  bear- 
ing on  rock. 

At  Queensferry  all  four  piers  were  founded  upon  caissons  sunk  to  bed 
rock  or  into  a  hard  boulder  clay  bed  over- lying  the  rock.  The  greatest 
depth  below  high  water  was  89'.  The  time  required  for  placing  all  the 
caissons  was  about  two  years.  The  greatest  air  pressure  used  was  about  35 
pounds.  In  all  the  work  of  sinking  caissons  there  were  no  deaths  of 
workmen  attributable  to  working  under  heavy  air  pressure. 

The  superstructure  of  main  bridge  consists  of  two  cantilever  spans  i,- 
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710'  in  length  each,  and  two  spans  675'  each  (being  the  shoreward  arms  of 
cantilevers). 

The  approaches  are  made  up  of  spans  168'  each.  The  middle  or  sus- 
pended spans  are  350'  each  in  length,  included  in  the  1,710'  above  noted. 
These  suspended  spans  are  50'  deep  at  centre  and  41'  at  the  ends.  Their 
weight  is  about  896  tons  each.  One  end  is  fixed  to  the  cantilever  arm 
and  the  other  end  is  movable  for  expansion.  The  spans  connecting  the 
four  columns  of  the  main  piers,  which  may  properly  be  called  towers,  are 
two  of  them,  about  150'  each,  the  third  being  some  265'. 

The  distance  from  water  surface  to  tops  of  main  towers  is  360'.  The 
clear  head-room  under  the  center  of  bridge  is  152'  at  high  water.  The 
tower  columns  are  120'  apart  at  base  and  35'  apart  at  the  top.  One  of  the 
1,710'  spans  weigh  about  17,900  tons.  The  heaviest  rolling  loads  known 
only  make  about  900  tons  or,  say  5  per  cent.  With  assumed  wind  pres- 
sure of  56  pounds  per  sq.  ft.,  the  estimated  lateral  pressure  on  each  1,710' 
span  is  2,240  tons,  or,  2  '^  times  as  much  as  the  rolling  load. 

The  main  compression  members  are  cylindrical  tubes  as  that  form 
gives  the  greatest  strength  with  the  least  weight.  The  largest  tubes  are 
12'  in  diameter,  the  shell  being  about  \%"  to  1%"  thick.  Each  cantilever 
tube  is  subject  to  a  pressure  of  2,555  tons  from  dead  load,  1,145  ^^^s  from 
live  load,  and  3,270  tons  from  wind.  The  tension  members  are  similar  to 
our  ordinary  heavy  latticed  structures,  being  composed  of  plate  and  angle 
sections,  and  being  formed  into  trusses  having  top  and  bottom  chords 
which  are  about  twelve  feet  apart  in  the  maximum. 

The  lower  parts  of  bed  plates  on  the  piers  are  made  up  of  several  steel 
plates  riveted  together,  the  weight  of  this  lower  plate  is  nearly  45  tons,  the 
upper  part  of  bed  plate  is  left  free  to  slide  over  the  lower  or  rigid  portion. 
The  former  portion  forms  part  of  the  base  of  the  skew-back.  The  plates 
of  cylindrical  columns  are  bent  into  shape  while  hot  by  a  bending  press, 
the  rams  being  capable  of  exerting  a  pressure  of  1,780  tons.  The  plates 
had  an  extra  squeeze  given  when  nearly  cold  to  prevent  their  twisting. 

The  erection  of  the  cantilever  spans  was  commenced  at  the  piers  and 
worked  both  ways.  All  the  rivets  in  the  tube  are  machine  driven,  the 
machines  being  hydraulic  and  weighing  nearly  18  tons  each.  At  times  800 
good  rivets  were  driven  per  day  of  ten  hours  at  a  height  of  300'  above 
high  water.  The  estimated  number  of  rivet  holes  in  the  large  cyrindrical 
compression  member  is  5,000,000. 

The  approach  girders  were  erected  on  piers  when  only  a  little  distance 
above  the  ground.  They  were  then  raised  by  hydraulic  jacks,  several  spans 
at  a  time,  and  stone  work  was  built  up  underneath  in  steps  of  about  3^'. 

ST.  LOUIS  MERCHANTS'  BRIDGE. 

This  bridge  is  being  built  by  the  St.  Louis  Merchants'  Bridge  Company 
for  the  purpose  of  affording  a  competing  line  across  the  Mississippi  river 
at  St.  Louis.  It  is  located  about  2)4.  miles  above  the  Eads' bridge  and 
connections  are  made  with  the  various  railroads  on  each  side  of  the  river. 
The  river  is  spanned  by  three  independent  trusses  of  steel,  each  truss  being 
about  520'  long. 

The  bridge  is  a  double  track  structure  52'  above  high  water  in  its  cen- 
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ter  and  about  50'  at  the  ends  of  the  bridge.  The  total  length  of  the 
permanent  steel  and  masonry  bridge  is  2,420'.  The  river  at  the  bridge 
site  is  reduced  to  a  width  of  about  1,600'  by  means  of  a  permanent  dike 
on  the  bridge  approach  and  by  a  brush  dike  1,000"  above  it. 

It  was  not  necessary  at  this  bridge  to  go  to  so  great  a  depth  as  at  the 
old  bridge  to  reach  the  bed  rock  which  is  nearly  level  at  this  point  and  is 
at  an  average  depth  of  46'  below  low  water.  The  bridge  is  built  on  pneu- 
matic caissons  70'  long  and  26'  wide  for  the  shore  piers,  70'  long  and  28' 
wide  for  the  two  river  piers.  Missouri  granite  is  used  for  the  masonry  to 
the  high  water  line  and  above  that  Bedford  limestone  is  used.  At  either 
end  of  the  main  bridge  there  was  about  425'  of  deck  spans  with  viaducts 
and  spans  over  streets  and  the  railroads.     All  of  the  structure  is  of  steel. 

The  consulting  engineer  of  the  bridge  is  Mr.  Geo.  S.  Morison,  member 
of  the  Society,  who  has  designed  the  superstructure,  the  chief  engineer  is 
Mr.  E.  L.  Corthell,  member  of  the  Society,  and  the  resident  engineer  in 
entire  charge  of  the  work  is  Mr.  H.  W.  Parkhurst  also  member  of  the 
Society.  The  contractors  for  the  entire  main  bridge  and  425'  of  the  per- 
manent approaches  are  the  Union  Bridge  Company  of  New  York.  The 
superstructure  of  this  bridge,  as  well  as  of  the  Cairo  bridge  and  of 
several  other  large  bridges  of  a  similar  character,  has  been  erected  by 
Baird  Brothers  who  have  been  very  successful  in  their  work  in  every 
instance. 

The  St.  Louis  Merchants'  Bridge  has  probably  been  built  in  the 
shortest  time  of  any  bridge  over  the  lower  Mississippi  river  and,  perhaps, 
in  the  shortest  time  of  any  bridge  ever  built  of  its  magnitude.  It  has 
practically  been  built  within  one  year's  time.  The  last  of  the  main  spans 
is  erected. 

MEMPHIS   BRIDGE. 

This  bridge  is  now  being  constructed  over  the  Mississippi  River  at 
Memphis,  Tenn.  The  Chief  Engineer  of  the  bridge  is  Geo.  S.  Morison 
and  the  Resident  Engineer  Mr.  Alfred  Noble.  The  bridge  will  be  prin- 
cipally remarkable  for  the  length  of  its  three  main  spans  which  are,  be- 
ginning on  the  Memphis  side,  respectively,  790,  and  two  621  ft. 

The  continuous  superstructure  will  consist  of  a  central  span  (resting  on 
piers  II  and  III)  621  feet  o;^  inches  long,  from  each  end  of  which  will 
project  a  cantilever  arm,  169  feet  4/-^  inches  long;  of  an  anchorage  span 
(from  the  Anchorage  Pier  on  the  Tennessee  shore  to  Pier  I),  225  feet  10 
inches  long,  from  which  will  project  a  cantilever  arm  precisely  like  those 
projecting  from  the  central  span;  of  two  intermediate  spans  451  feet  8 
inches  long,  (one  of  which  will  be  suspended  from  the  cantilever  arms  pro- 
jecting from  Piers  I  and  II,  and  the  other  will  be  suspended  at  the  east 
end  from  the  cantilever  arm  projecting  from  Pier  III  and  will  rest  at  the 
west  end  on  Pier  IV),  the  entire  continuous  superstructure  being  2,258 
feet  4  inches  long,  divided  into  one  span  of  225  feet  10  inches,  one  of  790 
feet  5  inches,  and  two  of  621  feet,  o}i  inch. 

This  continuous  superstructure  will  be  rigidly  fastened  to  Piers  1,  III, 
and  IV,  but  will  rest  on  expansion  rollers  on  Pier  II.  Slip  joints  will  be 
provided  for  expansion  at  the  suspended  ends  of  the  independent  spans. 


226  ASSOCIATION   OF  ENGINEERING  SOCIETIES. 

The  trusses  will  be  placed  30  feet  between  centers,  and  will  be  divided 
into  panels  28  feet  2^  inches  long,  the  right  being  reserved  to  shorten  the 
panels  by  an  amount  not  exceeding  one-half  inch  at  any  time  before  the 
work  is  actually  manufactured. 

The  Deck  Span  at  the  west  end  will  be  338  feet  9  inches  long  from  the 
center  of  Pier  IV  to  the  center  of  the  pin  on  Pier  V,  divided  into  twelve 
panels  of  28  feet  2j{  inches  each,  the  trusses  being  placed  22  feet  between 
centers.  The  east  end  of  the  span  will  be  carried  in  niches  on  the  west 
side  o^Pier  IV;  the  west  end  will  have  roller  bearings  over  the  center  of 
Pier  V.  This  span  will  include  a  vertical  bent  which  will  carry  the  west 
end  of  the  west  pair  of  stringers. 

The  estimated  approximate  weight  of  the  continuous  superstructure  is 
13,000,000  pounds;  that  of  the  deck  span  1,000,000  pounds,  making  the 
total  estimated  weight  of  the  superstructure  of  the  bridge  proper  14,000,000 
pounds. 

The  caisson  for  pier  1,  which  is  located  between  the  high  and  low 
water  lines  on  the  Tennessee  side  of  the  river  is  to  be  308' X70'  and  53' 
high,  the  plan  being  similar  to  those  of  the  channel  piers  at  Cairo.  It 
is  to  be  sunk  45'  below  low  water.  Caisson  for  pier  II  is  47'  X92'  and  is 
60'  high,  to  be  sunk  94'  below  low  water.  Caisson  for  pier  III  is  47'  X92' 
and  40'  high,  to  be  sunk  80'  below  low  water.  For  pier  IV  it  is  26'  X6o'  and 
50'  high,  and  is  to  be  sunk  60'  below  low  water.  -  Caisson  for  pier  V  will 
be22'X4o'  and  probably  80'  high,  and  will  be  sunk  55'  below  low  water. 
The  character  of  the  foundation  in  which  these  piers  will  rest  is;  first,  a 
light  clay  reaching  to  a  dark  blue  hard  clay  which  no  doubt  will  be  of 
ample  consistency  to  bear  the  weight  of  the  structure. 

EIFFEL  TOWER. 

As  preliminary  to  the  brief  description  of  the  Eiffel  Tower,  the  fol- 
lowing extract  from  London  Engineering  will  show  what  a  complete  failure, 
architecturally,  at  any  rate,  was  predicted  and  what  a  complete  success  was 
realized  by  the  design  and  construction  of  this  remarkable  monument  to 
the  genius  of  a  civil  engineer: 

"On  the  5th  of  November,  1886,  the  Finance  Committees  of  the  Paris 
Exhibition  voted  a  credit  of  1,500,000  francs  as  a  subsidy  for  the  unique 
and  monumental  work  M.  Gustav  Eiffel  had  undertaken  to  construct,  and 
which  was  to  be  one  of  the  great  original  features  of  the  Exhibition.  The 
idea  of  erecting  a  tower  1,000  feet  in  height  was  received  with  a  very  gen- 
eral feeling  of  distrust  and  even  of  dismay  ;  not  that  an\-  one  doubted  the 
capability  of  the  bold  and  successful  engineer  to  complete  the  work  to 
which  he  had  pledged  himself,  but  the  misgivings  were  very  general  as  to 
the  effect  such  a  novel  construction  would  have  upon  the  architectural 
features  of  the  Exhibition,  and  the  wide-spread  cry  of  influential  voices 
went  up  from  Paris  as  a  protest  against  the  engineering  outrage  that  was 
to  be  inflicted  upon  the  French  metropolis.  It  is  rather  curious,  now  that 
the  tower  is  completed,  and  the  great  consensus  of  public  opinion  is  loud 
in  its  approval,  to  recall  the  remonstrance  addressed  to  M.  Alphand,  the 
Director  General  of  the  works,  against  the  proposed  column.  'We  wish 
authors,  painters,  sculptors,  architects,  enthusiastic  lovers  of  Ix'auty  which 
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has  hitherto  been  respected  in  Paris,  to  protest  with  all  our  encrg)',  and 
with  all  the  indignation  with  which  we  are  capable,  in  the  name  of  art  and 
of  French  history  now  menaced,  against  the  erection  in  the  heart  of  our 
capital  of  the  useless  and  monstrous  Eiffel  Tower,  which  public  satire, 
often  full  of  good  sense  and  a  spirit  of  justice,  has  already  christened  the 
Tower  of  Babel.'" 

"  Is  the  city  of  Paris  to  permit  itself  to  be  deformed  by  monstrosities, 
by  the  mercantile  dreams  of  a  maker  of  machinery;  to  be  disfigured  for 
ever  and  be  dishonored?  For  the  Eiffel  Tower,  which  even  the  United 
States  would  not  countenance,  is  surely  going  to  dishonor  Paris.  Every 
one  feels  it,  every  one  says  so,  every  one  is  plunged  into  the  deepest  grief 
about  it,  and  our  voice  is  only  a  very  feeble  echo  of  universal  opinion, 
properly  alarmed. 

"  To  this  vehement  protest  was  attached  the  names  of  many  of  the  best 
known  men  of  France :  Meissonier,  Gounod,  Garnier,  Sardou,  Gerome 
Bonnat,  Bouguereau,  Dumas,  Coppee,  etc.  But  these  well-meant,  ill- 
judged  remonstrances  were  not  heard,  and  to-day  the  Eiffel  Tower  stands 
completed,  the  marvel  of  the  Exhibition  and  the  glory  of  the  constructor. 
The  noble  monuments  of  Paris  apparently  thrill  as  much  as  they  did  be- 
fore with  the  genius  of  the  centuries,  and  the  grand  proportions  of  the 
Arc  de  I'Etoilc  do  not  seem  to  have  suffered  because  a  great  French  en- 
gineer has  achieved  a  triumph  of  construction." 

Active  work  on  the  foundations  was  commenced  in  Jan.,  1887,  after  a 
very  careful  investigation  of  the  ground  had  been  made  in  ascertaining 
the  nature  of  the  formation  upon  which  the  structure  was  to  rest.  A  large 
number  of  borings  were  taken  on  the  Champ  de  Mars,  showing  that  there 
was  a  bed  of  hard  compact  clay  about  52'  in  thickness  resting  upon  the 
chalk  formation,  enabling  it  to  carry  with  safety  from  3  to  4  tons  per 
sq.  ft. 

There  were  four  independent  foundations  each  standing  at  one  angle 
of  a  square,  about  330'  on  a  side.  The  gravel  on  one  side  was  met  at  a 
depth  of  23'  below  the  surface,  and  the  thickness  of  it  was  18'.  The  piers 
are  built  upon  a  bed  of  cement  concrete  7'  in  thickness.  The  other  two 
piers  nearest  the  Seine  were  in  different  m.aterial;  the  bed  of  sand  and 
gravel  was  40'  below  the  surface,  that  is,  16'  below  the  mean  level  of  the 
Seine,  and  was  over-laid  by  soft  deposits.  Work  was  perfoi-med  by  means 
of  caissons  with  compressed  air  to  a  depth  of  about  52'.  The  caissons 
were  of  iron  49'  long  and  20'  wide.  On  this  concrete  were  built  masonry 
piers.  Each  one  was  built  with  one  face  vertical  towards  the  centre  of  the 
tower,  the  outer  corresponding  face  being  inclined  at  the  same  angle  as 
the  column  of  the  tower.  The  two  other  faces  are  vertical  and  parallel. 
The  top  of  the  pier  is  at  right  angles  to  the  back  face  and  therefore  normal 
to  the  springing  of  the  column.  The  total  load  which  each  of  the  piers 
on  the  two  foundations  nearest  the  Champs  de  Mars  have  to  carry  is  1,970 
tons,  and  the  load  on  the  masonry  is  equal  to  about  3  tons  to  the  sq.  ft. 

In  reference  to  the  superstructure  the  leading  principle  followed  was 
that  adopted  by  M.  Eiffel  in  all  his  elevated  structures,  namely,  to  give  to 
the  angles  of  the  tower  such  a  curve  that  it  should  be  capable  of  resisting 
the  transverse  effects  of  wind  pressures  without  necessitating  the  connec- 
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tion  of  the  members  forming  these  angles  by  diagonal  bracing.  The 
Eififel  Tower  therefore  consists  essentially  of  a  pyramid  composed  of  four 
great  curved  columns  independent  of  each  other  and  connected  together 
only  by  belts  of  girders  at  the  different  stories  until  the  columns  unite 
towards  the  top  of  the  tower  where  they  are  connected  by  ordinary  bracing. 
Iron  and  not  steel  was  used  in  the  construction  throughout. 

The  tower  terminates  at  a  height  of  896'  above  the  ground  with  a 
platform  about  53'  square,  the  width  of  the  column  at  this  level  is  33'  the 
gallery  being  carried  by  brackets.  Above  the  platform  rises  the  campanile. 
In  the  lower  part  of  this  is  established  a  spacious  and  very  complete 
library,  closed  to  the  public,  and  intended  for  the  prosecution  of  scien- 
tific research  and  observation.  Four  latticed  arched  girders  rise  diagonally 
from  each  corner  of  the  lower  part  of  the  campanile  and  unite  at  a  height 
of  about  54'  above  the  platform;  by  means  of  a  spiral  staircase  yet  another 
gallery  is  reached  about  19'  in  diameter  and  surrounding  the  lantern 
which  crowns  the  edifice  and  brings  the  height  of  the  structure  to  984'; 
above  this  rises  the  great  lightning  conductor.  The  area  of  the  first 
story,  which  is  mostly  devoted  to  restaurants  of  various  nationalities,  is 
38,000  square  feet,  the  second  floor  has  15,000  square  feet.  Elevators  of 
various  kinds  take  one  from  one  story  to  the  other  to  the  top  of  the  tower. 
The  complete  success  attending  the  construction  and  the  erection  of  this 
tower  and  of  the  many  appliances  which  belong  to  it  makes  it  a  marvel  of 
engineering  skill. 

MISSISSIPPI  JETTIES. 

The  greatest  achievements  of  our  profession  are  not  always  those 
which  appeal  to  the  eye.  What  we  work  for  in  our  profession  are  results 
for  the  good  of  mankind.  If  we  can  combine  with  our  bridges  which  cross 
the  great  river's  lines  of  beauty  so  much  the  better,  but  there  are  certain 
works  built  for  commerce  and  whose  benefits  to  the  human  race  are 
almost  incalculable  which  to  the  eye  have  no  lines  of  beauty,  are  rough 
and  unhewn  as  it  were,  and  yet  are  so  substantial  as  to  endure  the  greatest 
servitudes  of  the  sea  and  all  so  well  planned  both  in  location,  materials  of 
which  they  are  composed  and  in  general  design  as  to  accomplish  results 
which  are  very  far  reaching  in  their  effects.  This  is  the  case  of  the  Mis- 
sissippi River  Jetties.  The  beautiful  bridge  which  spans  the  river  at  St. 
Louis  is  a  monument  to  the  genius  of  the  engineer  that  conceived  and 
built  it,  but  the  jetties  built  of  willow  brush  and  broken  rock,  covered 
with  the  muddy  deposits  of  the  Mississippi  River,  overgrown  with  rank 
grasses  and  by  the  drift  logs  which  the  currents  bring  from  the  uplands 
to  the  Gulf,  is  a  greater  monument  to  the  genius  of  the  same  engineer. 
Those  rough  works  have  become  the  gateway  of  'a  continent;  they  have 
now  for  more  than  a  decade  stood  boldly  and  successfully  against  the  on- 
slaught of  the  waves  and  the  undermining  of  the  currents;  and  it  is  a 
satisfaction  to  know  that  the  work  was  conceived  and  executed  by  a 
Civil  Engineer  in  the  face  of  the  most  pronounced  and  decided  predic- 
tions of  utter  failure.  It  is  a  satisfaction  still  more  to  state  to-night  that 
after  the  passage  of  ten  years  of  time  the  channel  which  was  carved 
through  the  obstructing  bars  by  these  works  is  deeper  and  wider  and  more 
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adequate  than  ever  for  the  commerce  which  passes  through  it.  It  is  now 
a  common  thing  for  heavily  laden  vessels  drawing  from  26  to  27^  feet  to 
pass  through  thejetty  channel  without  any  detention.  Formerly,  before 
these  works  were  commenced,  there  was  a  depth  of  water  about  8  feet  on 
the  South  Pass  bar  and  commerce  was  continually  striving  to  pass 
through  an  artificial  ditch  kept  open  by  a  dredging  machine  at  the  mouth 
of  the  Southwest  Pass.  It  is  not  intended  now  to  give  a  description  even 
of  these  works.  They  are  matters  of  history  and  every  engineer  knows 
more  or  less  about  them  and  how  they  were  built.  Rough  mattresses  of 
willows  as  a  foundation,  these  covered  with  stone  to  hold  them  m  place 
until  a  heavier  concrete  capping  could  be  put  upon  them;  one  jetty  ex- 
tending 2  j4  miles  from  land  into  the  Gulf,  the  other  1,000  feet  from  it  and 
parallel  to  it.  These  main  jetties  were  covered  with  concrete  blocks  some 
of  which  at  that  time  were  the  heaviest  that  had  ever  been  built  in  a  sea- 
way, the  outer  blocks  weighing  181  tons.  The  main  portion  of  this  work 
has  never  been  disturbed  by  the  elements.  One  of  the  views  thrown 
on  the  canvass  will  show  the  concrete  wall  which  has  within 
the  last  year  been  built  on  the  original  concrete  blocks; 
another  view  will  represent  an  inner  jetty  about  150  feet  from  the  line  of 
the  main  jetty,  built  for  the  purpose  of  causing  the  enclosed  area  to  be 
filled  by  deposit  from  the  river  and  the  waves,  and  to  prevent  the  washing 
of  sand  into  the  channel  by  the  waves  as  they  come  over  the  main  jetty  in 
times  of  storm.  The  available  width  of  navigation  between  the  inner 
jetties  is  about  700  feet. 

One  of  the  most  difficult  undertakings  connected  with  the  entire  work 
was  the  controlling  of  the  channels  and  currents  of  the  main  river  at  the 
head  of  the  Passes,  12  miles  above  the  jetties.  It  was  considered  by  Col- 
\V.  Milner  Roberts  that  this  was  the  most  difficult  engineering  work  in 
river  hydraulics  which  the  world  has  ever  seen,  far  exceeding  the  difficulty 
met  with  at  the  mouth  of  the  Pass;  for  at  the  latter  points  it  was  simply 
a  question  of  guiding  the  currents  out  of  the  Pass  into  the  Gulf;  at  the 
head  of  the  Passes,  however,  the  problem  was  how  to  maintain  the  cur- 
rents into  the  small  pass,  carrying  only  about  ten  per  cent,  of  the  flow  of  the 
river,  while  the  two  wide  passes  on  either  side  its  main  volume  to  the 
sea,  and  that  too  flowing  over  a  river  bed  that  was  almost  as  movable  as  the 
water  itself.  Without  going  into  a  description  of  these  works , we  will 
simply  say  that  the  river  in  its  entire  volume  and  its  great  width  of  a  mile 
and  three-quarters,  30  feet  deep,  with  a  strong  current,  was  bridled  by 
cheap,  rough  mattresses  laid  as  sills  upon  the  beds  of  the  great  passes  and 
guiding  and  holding  the  volume  of  water  into  South  Pass  as  required, 
deepening  the  bar  at  its  head  from  15  to  40'. 

Perhaps  the  greatest  honor  that  has  ever  been  conferred  upon  an 
American  engineer  was  bestowed  upon  the  author  and  constructor  of  these 
great  works.  The  Society  of  Arts  of  Great  Britain  presented  to  Mr. 
James  B.  Eads  the  first  of  the  Albert  Medals  ever  given  to  an  American 
citizen  for  his  great  works  in  opening  and  improving  the  water  communi- 
cations of  North  America. 

CHIGNECTO    MARINE    RAILWAY. 

For   many  years  an  indefatigable  Civil  Engineer  has  been  at   work 
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promoting  a  marine  railway  project  for  connecting  the  waters  of  the  Bay 
of  Fundy  with  those  of  the  St.  Lawrence  across  the  Isthmus  of  Chignecto, 
by  which  600  miles  of  troublesome,  dangerous  and  expensive  navigation 
will  be  saved  by  taking  vessels  over  land  a  distance  of  17  miles.  All  of 
the  coast-wise  business  coming  out  of  the  St.  Lawrence  river  destined  for 
New  Brunswick,  Maine,  and  ports  farther  south  will  take  advantage  of  this 
shortened  route  when  this  work  is  completed.  The  line  will  be  perfectly 
straight,  the  grades  10'  to  the  mile,  the  size  of  the  hydraulic  lifting  docks 
will  be  235X60',  the  length  of  the  hydraulic  rams  40',  the  width  of  the 
roadbed  40',  the  gates  60'  wide  at  the  sea  level.  The  railway  N\ill  consist 
of  a  double  track  road  of  four  rails,  the  weight  of  rails  being  no  lbs.  per  lin- 
eal yard,  many  of  which  are  already  rolled  and  on  the  grounds.  The  length 
and  width  of  the  largest  carriage  will  be  210X  40'  in  three  segments. 
The  lifts  will  be  capable  of  lifting  vessels  of  from  2,000  to  2,500  tons  dis- 
placement weight,  and  it  is  expected  that  it  will  require  but  2%.  hours  time 
to  pass  from  the  Bay  of  Fundy  to  the  opposite  water — the  Bau  Verte. 

According  to  the  rates  which  have  been  determined  upon  a  vessel  of 
1,000  tons  register  will  pay  $750  as  its  fare  across  the  Isthmus.  It  will  be 
cheaper  to  pay  this  sum  than  to  make  the  600  miles  trip  around  Nova 
Scotia.  The  Canadian  government  in  its  desire  to  promote  a  passage 
across  this  Isthmus  has  guaranteed  for  20  years  the  interest  on  an  invest- 
ment of  $5,000,000. 

When  this  railway  is  built  (and  it  is  now  under  active  construction  with 
the  expectation  of  being  put  into  operation  within  a  year)  the  practicability 
and  the  commercial  advantages  of  a  ship  railway  will  be  demonstrated  by 
a  model  of  very  large  size;  in  fact,  the  success  attending  this  primary 
work  will  no  doubt  lead  in  the  near  future  to  the  buildingof  similar  works 
and  on  a  larger  scale  in  many  parts  of  the  world  where  the  natural  con- 
ditions are  not  favorable  to  canal  construction  or  navigation,  notably  across 
the  American  Isthmus,  across  the  Peninsula  of  Florida,  between  Georgian 
Bay  and  Lake  Ontario,  between  Rock  Island  on  the  Mississippi  to  Hen- 
nepin on  the  Illinois  river  and  at  many  other  points  where  the  natural 
conditions  prevent  the  economical  construction  of  waterways. 

The  Resident  Engineer  of  the  Chignecto  Marine  railway,  and  to  whom 
the  project  is  no  doubt  most  largely  indebted  for  its  realization,  is  Mr.  H. 
G.  C.  Ketchum,  a  Civil  Engineer  of  New  Brunswick.  The  Chief  Engi- 
neers who  are  designing  and  building  the  mechanical  appliances  and  have 
general  charge  of  the  work  are  Messrs.  Fowler  &  Baker,  the  Chief  Engi- 
neers of  the  Forth  Bridge.  The  fact  that  such  men  as  these  have  charge 
of  this  work  is  a  surety  of  complete  success. 

TEHUANTEPEC  SHIP  RAILWAY. 

The  last  conception  and  project  of  Mr.  Eads  of  whom  we  have  already 
spoken  as  the  designer  and  Ijuildcr  of  the  bridge  over  the  Mississippi  river 
at  St.  Louis  and  of  the  Mississippi  Jetties,  was  that  of  a  ship  railway  across 
the  American  Isthmus  at  Tehuantepec  in  Mexico.  It  may  be  of  interest 
to  state  that  when  after  four  years  of  constructive  work  at  the  mouth  of  the 
Mississippi  and  after  seeing  what  the  grand  commercial  result  of  these 
works  would  be,  his  thoughts  naturally  tended  to  how  to  give  to  this  same 
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commerce  an  outlet  into  the  Pacific  Ocean.  It  was  not  a  submerged  bar 
easily  moved  by  currents  directed  against  it  by  well  designed  jetties,  but 
the  great  backbone  of  a  continent  which  stood  in  the  pathway  of  com- 
merce. He  said  to  himself  "if  we  cannot  remove  this  obstruction  let  us  sur- 
mount it,"  and  immediately  set  at  woi-k  designing,  while  at  the  mouth  of 
the  Mississippi  river,  a  railway  that  would  carry  heavily  laden  ships  across 
the  Isthmus.  That  was  in  1878,  and  from  this  time  until  his  death  in 
1886,  he  was  constantly  at  work,  either  here  or  in  Europe,  upon  this  ureat 
project.  He  had  an  unswerving  faith  in  it  and  an  entire  confidence  of 
complete  success,  and  gave  to  this  work  all  of  that  marvelous  ingenuity  of 
which  he  was  possessed.  Since  his  death  his  co-workers  have  not  been 
idle,  but  have  been  at  work  perfecting  the  plans  and  endeavorino-  to 
secure  that  large  financial  aid  which  is  necessary  to  carry  out  a  project 
involving  from  60  to  75  million  dollars. 

NEW   ORLEANS    BRIDGE. 

It  was  not  many  years  ago  that  it  was  thought  impracticable  to  build  a 
truss  span  500'  in  length  and  there  was  a  vigorous  discussion  on  that  sub- 
ject in  reference  to  a  proposed  bridge  at  St.  Louis.  Since  then  many  such 
spans  have  been  built  and  they  are  now  turned  out  as  standard  plans,  as  it 
were,  and  placed  across  many  rivers.  At  Memphis  when  the  navigation 
interests  and  the  U.  S.  government  demanded  a  span  770  feet  clear 
length  the  engineer  rose  to  the  occasion  and  planned  it  and  is  now  build- 
ing it. 

It  is  now  proposed  to  bridge  the  Mississippi  River  at  New  Orleans  be- 
low all  of  its  tributaries  and  where  its  volume  has  carved  a  deep  permanent 
channel  in  the  alluvial  lands  of  the  Delta.  The  demands  of  navigation 
and  of  the  government  are  still  more  severe  here  than  they  were  at 
Memphis  and  nothing  is  permitted  in  the  way  of  spans  less  than  800'  in 
the  clear  or  less  than  75'  m  height  for  the  steamboat*  navigation  and  82' 
for  the  great  naval  cruisers  of  the  U.  S.  Government.  The  river  is  half 
a  mile  wide  and  it  is  boldly  proposed  to  throw  a  bridge  across  this  river 
with  only  two  piers  in  the  river  bed  making  the  three  spans  inde- 
pendent each  866  feet  in  length,  a  double  track  steel  bridge  with  steel 
approaches.  This  bridge  will  connect  the  Texas  &  Pacific  and  the 
Southern  Pacific  R.  R.'s  on  the  west  with  four  main  lines  on  the  east,  and 
will  permit  these  western  roads  to  enter  the  city  of  New  Orleans  from 
the  rear  and  to  reach  a  union  depot  which  it  is  proposed  to  build  in  the 
heart  of  the  city  in  connection  with  a  belt  road  connecting  all  of  the  rail- 
roads. The  bridge  in  many  respects  will  be  exceptional.  It  will  be 
founded  in  the  alluvial  bed  of  the  Mississippi  River  where  there  is  no  bed 
rock  and  where  the  foundations  must  be  broad  enough  to  not  have  placed 
upon  them  more  than  3  or  ^}4  tons  per  sq.  ft.  It  is  proposed  to  erect  the 
spans  on  floating  pontoons  similar  to  those  employed  at  the  Hawkesbury 
bridge.  New  South  Wales,  where  spans  over  400  feet  were  floated  quite  a 
distance  and  put  in  position  by  this  means.  The  plan  of  the  bridge  may, 
however,  be  modified  radically  by  building  a  continuous  girder  on  the 
same  principle  as  that  already  described  of  the  Britannia  bridge  and  sim- 
ilar also  to  that  proposed  for  a  high  bridge  across  the  Detroit  River  where 
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the  conditions  as  to  width  are  very  similar  to  those  at  New  Orleans.    The 
engineer  of  this  bridge  project  is  Mr.  E.  L.  Corthell. 

DETROIT    RIVER    BRIDGE. 

In  1874  Mr.  James  F.  Joy,  then  President  of  the  Michigan  Central  R. 
R.,  daring  a  contest  with  the  river  interests  in  reference  to  the  bridge  at 
Detroit,  stated  that  the  world  would  not  forever  stand  still  on  the  banks  of 
the  Detroit  River.  It  has  stood  still  about  15  years  since  that  time  but 
now  the  world  is  in  a  fair  way  to  move  across.  The  business  since  1874 
has  very  greatly  increased  between  the  East  and  the  West  and  particular- 
ly at  this  point.  The  obstacle  to  the  free,  economical  and  uninterrupted 
navigation  across  this  river  is  the  severe  winters  accompanied  by  heavy 
ice  which  makes  the  crossing  difficult  and  diverts  daring  the  winter  from 
this  route  much  of  the  travel  that  naturally  belongs  to  it.  Various  plans 
for  a  bridge  have  been  proposed  but  the  interests  of  navigation  are  so  im- 
portant, that  any  kind  of  a  bridge  but  a  high  bridge,  high  enough  to 
allow  the  tallest  mast  to  go  under  it  and  wide  enough  to  not  present  any 
material  obstruction  to  the  monuments  of  commerce  is  absolutely  neces- 
sary and  is  imperatively  demanded  by  the  vessel  interests. 

Mr.  Gustav  Lindenthal,a  Civil  Engineer  of  reputation  and  ability,  has 
proposed  and  made  the  design  for  a  bridge  with  only  two  piers  in  the 
river  with  a  clear  height  of  135'  at  the  piers  and  at  the  middle  of  the 
bridge  of  140';  the  middle  span  is  to  be  1020'  in  the  clear,  the  side  spans 
700',  the  towers  nearly  300'  high,  the  approaches  about  i^<  miles  long. 
The  bridge  will  be  a  continuous  girder  resting  on  four  piers,  the  height  of 
the  superstructure  being  uniformly  120  feet  high,  the  entire  length  of 
the  bridge.  It  is  intended  to  erect  the  side  spans  of  this  bridge  first  on 
falsevv'ork  or  by  pontoons  and  then  to  erect  the  central  span  without  false- 
works, using  the  side  spans  as  cantilevers  to  hold  up  the  weight  of  this 
central  span. 

NORTH   RIVER   BRIDGE. 

Various  plans  have  been  proposed  for  crossing  the  North  River  at  New 
York  City.  One  of  these  is  by  a  tunnel  which  has  been  for  several  years 
under  construction.  This  will  be  a  double  track  tunnel.  A  bridge  has 
been  proposed  high  enough  to  allow  ocean  navigation  to  pass  under  it  and 
with  one  pier  in  the  center  of  the  river.  The  best  design,  however,  and 
one  which  no  doubt  will  meet  with  the  least  opposition  from  the  navigation 
interests  and  from  the  Government  is  that  of  Mr.  Lindenthal  who  has  pro- 
posed a  bridge  without  a  pier  in  the  river.  The  river  at  the  point  where 
the  bridge  is  proposed  to  be  built  is  about  2850'  wide.  The  bridge  will 
be  a  stiffened  suspension  bridge  with  a  main  or  middle  span  2850'  long 
and  side  spans  (5f  1 500' each;  the  height  above  the  water  will  be  155', 
total  length  of  the  bridge  6,500',  the  height  of  the  anchorages  210',  the 
height  of  the  towers  above  the  water  500'  and  the  deepest  foundations  be- 
low high  water  190'.  The  bridge  is  to  have  from  six  to  ten  tracks.  There 
will  be  four  cables  used  each  of  which  will  be  48"  in  diameter,  the  area 
of  which  will  be  about  ten  times  that  of  the  Brooklyn  bridge,  the  latter 
being  i^/i"  i'l  diameter;  the  width  of  the  bridge  is  to  be  85',  the  towers  at 
high  water  mark  340X  180'.     The  structure  will  be  built  entirely  of  steel. 
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The  plans  have  been  quite  carefully  worked  out  and  there  is  no  doubt  of  the 
entire  practicability  of  the  structure.  The  only  question  is  a  financial  one. 
The  vast  increase  of  population  and  business  of  all  kinds  and  the  growth 
of  our  country  (which  will  always  make  New  York  its  metropolis)  now 
demand  a  bridge  fully  as  adequate  as  this  is  proposed  to  be  with  its  ten 
tracks.  The  time  will  soon  come  as  at  the  Detroit  River  when  the  world 
will  no  longer  be  willing  to  stand  on  the  banks  waiting  for  a  passage. 


THE  IMPROVEMENT  OF  RAILWAY  TERMINAL  FACILITIES 

AS    RELATED    TO    THE    TRANSFER    OF 

COARSE  BULK  FREIGHT. 


By  Edward  Lindsley,  Member  of  the  Civil  Engineers'  Club 
OF  Cleveland. 


[Read  February  11,  1890.] 
Reviewing  the  development  of  artificial  illuminants  from  such  primi- 
tive forms  as  pine  knots  and  the  like  to  those  of  more  modern  date,  a  cor- 
respondent of  a  technical  journal  concluded  that  the  civilization  of  a  peo- 
ple might  be  fairly  judged  by  the  refinement  of  their  methods  in  the  use 
of  artificial  illuminants.  This  may  or  may  not  have  been  a  logical  conclus- 
ion. But  may  we  not  safely  estimate  the  business  activity  of  a  nation  by  the 
measure  of  its  transportation  facilities?  Men  now  living  can  recall  the 
time  when  there  was  not  one  mile  of  railway  track  used  for  passenger 
traffic  in  the  United  States.  Your  writer  can  remember  when  the  mile- 
age was  less  than  fifty  miles.  In  those  days  two  or  four-wheeled  vehicles, 
with  horses,  mules  or  oxen  for  the  motive  power,  were  largely  used  for  in- 
land transportation  and  passenger  traffic,  and  for  the  most  part  over  dirt 
roads,  the  best  of  which  were  dignified  as  turnpikes.  Here  and  there  be- 
tween certain  principal  and  ambitious  business  centers  a  sort  of  maritime 
affair  called  a  canal  was  installed,  upon  the  bosom  of  which  floated  craf 
also  dependent  upon  animal  power  for  motion,  but  capable  of  carrying 
enormously  increased  loads,  say,  from  thirty  to  sixty  tons.  These  canal 
liners,  but  more  especially  the  improved  packets,  were  also  speedy  affairs, 
annihilating  distance  after  a  marvellous  fashion,  plowing  through  the 
waters  at  the  rate  of  from  three  to  six  miles  per  hour.  When  the  first 
packet  service  was  fully  installed  on  the  Erie  Canal  the  time  required  to 
journey  from  the  heart  of  New  England  to  the  far  West,  i.  e.,  to  the  West- 
ern Reserve,  was  reduced  from  an  uncertain  large  number  of  days  to  seven 
and  sometimes  even  less.  Fifty  01  more  years  ago  the  transportation  of 
freight  and  passengers  on  the  high  seas  or  inland  lakes  was  effected  chiefly 
in  sailing  vessels.  On  the  ocean  a  square-rigged  vessel  capable  of  carry- 
ing 500  tons  was  a  mammoth,  while  a  vessel  of  150  tons  was  a  lake-carrier 
of  magnificent  proportions.     But  what  have  a  few  years   wrought?     Once 
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fairly  harnessed,  there  seemed  no  hmit  to  the  possibiUties  of  steam.  Be- 
tween New  York  and  Liverpool  Grinnell's  packets  covered  the  distance 
eastward  in  twenty  or  thirty  days  and  westward  in  forty  to  sixty  or  more 
days.  To  the  ocean  racer  of  to-day  it  is  a  matter  of  indifference  whether 
the  passage  be  to  the  East  or  West;  in  either  case,  it  is  made  within  the 
week.  If  the  journey  be  a  Western  one,  when  the  steamer  arrives  at  New 
York  instead  of  a  stage  coach  or  canal  packet,  the  passenger  takes  a  vesti- 
bule train  for  the  "far  West"  and  gets  there  inside  of  a  week,  notwith- 
standing it  has  moved  from  the  Western  Reserve  to  the  Golden  Gate. 

Indeed,  the  ideal  fancy  of  Jules  Verne's,  or  "Around  the  World  in 
Eighty  Days,"  has  been  more  than  realized  almost  within  the  year  but 
just  begun.  That  the  changes  wrought  in  transportation  facilities  within 
the  fifty  years  past  are  by  no  means  least  among  the  wonders  of  the  nine- 
teenth century  goes  without  saying.  That  many  magnificent  industrial 
enterprises  we  now  see  about  us  would  have  been  impossible  without  them 
is  undoubtedly  true. 

We  say  that  effect  follows  cause,  but  we  are  sometimes  at  a  loss  to  de- 
termine where  the  one  leaves  off  and  the  other  begins,  or  in  other  words, 
which  is  cause  and  which  effect;  and  so  in  the  improvement  of  railway 
terminal  facilities  as  related  to  the  transfer  of  coarse  bulk  freight,  the  words 
"transfer"  and  "transportation"  have  come  to  sustain  almost  interchangea- 
ble relations,  the  distance  that  once  embraced  a  series  of  transfers  having 
become  a  single,  continuous  line  of  transportation.  The  long  trunk  lines 
of  railway  transportation  are,  in  many  instances,  made  up  of  what  was 
originally  a  number  of  short  local  lines  installed  to  meet  local  necessities 
and  constructed  without  the  slightest  reference  to  interchange  of  rolling 
stock,  the  gauge  of  the  rails  ranging  variously  from  2  to  6'.  Under  this 
regime  it  soon  came  to  be  seen  that  in  many  instances  the  cost  of  transfer 
largely  exceeded  that  of  transportation,  and  progressive  men  with  brains 
early  sought  to  consolidate  lines  under  a  single  management  and  with  a 
uniform  gauge  of  track.  Of  course  local  interest,  short-sightedness  and 
other  imbecilities  prevented  as  rapid  a  consummation  of  such  schemes  as 
mio'ht  have  been  desired.  It  was,  however,  but  a  cjuestion  of  time 
when  these  and  other  impediments  to  railroading  on  a  grand  scale  would 
be  removed,  and  the  growth  of  the  railway  system  in  the  United  States 
progressed  at  a  rate  unparallelled  elsewhere.  It  is  no  part  of  the  writer's 
purpose  to  detail  the  improvements  in  railways  or  their  equipments,  except 
as  they  may  be  connected  with  terminal  facilities  for  the  transfer  of  coarse 
bulk  freight. 

A  month  ago  an  able  railway  authority  gave  us  some  strong  points 
bearing  upon  this  subject,  from  which  it  is  easy  to  infer  that  while  much 
has  been  done,  much  still  remains  to  be  done  in  the  way  of  facilitating 
the  transfer  of  bulky  freight  from  car  to  vessel  or  vice  versa.  The  largest 
transfer  operations  are  confined  to  the  point  of  meeting  of  water  and  land 
carriage.  A  vast  amount  of  study  and  ingenuity  has  been  expended  in  de- 
vising special  cars  for  special  purposes,  also  hoists,  cranes  and  derricks,  and 
all  the  outgrowth  of  an  appreciation  of  the  importance  of  and  necessity  for 
cheaper  and  more  expeditious  transferring  mechanism. 

Among  the  coarse  bulk  freights  iron   ore  and  coal  may  be  mentioned 
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as  of  first  importance.  Muscle,  always  comparatively  cheap,  is  usually 
the  first  resort  in  handling  them,  and  in  primitive  days  was  the  main  de- 
pendence, whether  derived  from  biped  or  quadruped  sources.  The  ap- 
pliances through  which  results  were  obtained  were  of  the  simplest  char- 
acter, for  the  former  a  shovel  and  barrow,  while  the  latter  operated  a  tub 
by  means  of  a  line  and  a  few  simple  pulleys.  The  inexorable  demands  of 
economy,  supplemented  by  sharp  competition,  however,  soon  called  for  a 
more  excellent  way,  and  man  sought  out  many  strange  inventions  to 
encompass  the  desired  end.  So  that,  in  describing  a  freight  dock  at  this 
time  it  is  far  easier  to  say  what  it  is  liot  than  what  it  really  is.  It  is  not  a 
simple  platform  along  which  a  vessel  may  lie  and  discharge  or  receive 
freight,  or  over  the  surface  of  which  railway  Cars  may  be  placed  for  load- 
ing or  unloading.  It  is  a  platform,  truly,  but  the  array  of  engines,  hoists, 
cranes,  derricks,  pockets,  &c.,  are  so  numerous  that  the  original  simple 
dock  is  almost  lost  to  view.  All  these  appliances  have  not  been  evolved 
by  a  simple  chain  of  reasoning,  neither  have  the  original  adaptations 
always  been  maintained.  In  some  instances  the  original  design  and  mode 
of  operation  have  been  exactly  reversed. 

Iron  ore  and  coal  have  been  mentioned  as  specimens  of  coarse  bulk 
freight  of  first  importance;  may  they  not  be  justly  so  considered  when  we 
remember  that  in  1889  an  aggregate  of  about  twelve  million  tons  of  these 
two  commodities  were  transferred  at  Lake  Erie  ports  alone,  and  the  coal 
included  in  that  figure  embraces  only  the  bituminous  article.  If  three 
or  four  cents  per  ton  can  be  saved  in  transferring  this  tonnage,  may  it  not 
be  regarded  as  a  decided  improvement  in  terminal  facilities  ?  For  a 
better  understanding  of  the  present  situation  and  that  which  may  obtain, 
let  us  briefly  review  some  of  the  steps  that  have  led  to  present  conditions, 
and  inasmuch  as  the  shipment  of  bituminous  coal  is  attended  with  some 
complications  not  connected  with  handling  ore  or  anthracite  coal,  what 
follows  will  be  written  with  special  reference  to  that  commodity. 

Lake  vessels  carrying  two  thousand  tons  are  by  no  means  the  largest, 
while  there  is  a  strong  tendency  to  further  increase  in  size,  which  means 
so  large  an  investment  in  a  single  hull  that  no  matterwhat  the  freight  rate 
expeditious  loading  must  obtain  to  permit  satisfactory  financial  returns. 
Anthracite  and  ore  may  be  and  are  successfully  loaded  from  pockets  and 
expeditiously  unloaded  by  hoists  and  conveyors;  not  so  with  bituminous 
coal;  the  damage  to  the  product  by  discharge  from  deep  pockets,  to  say 
nothing  of  that  which  arises  in  putting  it  into  those  pockets,  is  so  great 
that  modern  practice  has  settled  down  to  the  following  plan  for  loading 
ships:  Briefly,  human  muscle  applied  through  the  shovel  transfers  the 
coal  from  cars  to  bucket ;  by  means  of  hoist  or  derrick  the  bucket  is 
raised  above  the  ship  rail,  conveyed  to  a  point  over  the  hatch  and  lowered 
into  the  hold  instead  of  being  overturned  at  a  great  height.  Save  one 
these  operations  seem  in  themselves  capable  of  realizing  all  that  can  be 
desired.  The  defective  one  is  the  first,  viz:  filling  the  buckets,  and  this  is 
faulty  as  to  destroy  the  efficiency  of  all  the  rest  and  rule  bituminous  coal 
out  as  a  desirable  freight. 

Suppose  a  twenty-five  hundred  ton  ship  moored  at  the  dock,  upon 
which  or  as  near  thereto  as  circumstances  would  permit  are  located  one 
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hundred  or  more  freight  cars  loaded  with  coal,  which  is  to  constitute  the 
freight  of  the  aforesaid  ship.  Let  us  consider  what  pertains  to  filling  the 
buckets.  The  minimum  price  of  such  work  may  be  stated  at  six  cents  per 
ton,  and  the  amount  required  to  move  the  tons  in  question,  $150.  But  inas- 
much as  the  shovelers  strike  the  gait  for  the  other  operations,  we  may  men- 
tion that  the  standing  track  room  required  at  the  start  will  be  about  one 
mile,  and  the  time  required  to  relieve  it,  as  well  as  the  cars  and  vessel,  not 
less  than  two  days.  Considering  fifty  tons  per  day  a  man's  work  and 
twenty-five  men  the  number  that  may  be  advantageously  employed  on  this 
part  of  the  operation,  we  have  two  days  in  which  to  make  the  transfer. 
Owing  to  interruptions  and  delays  that  inevitably  occur  such  a  result 
will  rarely  obtain  in  practice,  but  the  time  will  be  nearer  three 
than  two  days.  The  result  is,  that  vessels  like  the  one  supposed,  are 
not  generally  the  coal  carriers.  The  tonnage  handled  per  foot  of  dock 
front  is,  to  say  the  least,  unsatisfactory,  and  does  not  compare  with  results 
obtained  in  handling  ore  or  anthracite,  and  the  railways  find  it  difficult  to 
transfer  at  their  terminals  such  amounts  of  freight  as  they  can  easily  move 
between  those  points.  The  solution  has  often  been  sought  in  the  direction 
of  a  modified  car,  the  car  before  being  modified  was  usually  a  gondola 
car,  one  of  the  oldest,  and  in  its  original  simplicity  was  the  best  and  most 
generally  useful  forms  of  railway  rolling  stock  ever  devised. 

That  no  one  misunderstand,  pardon  a  brief  description:  A  platform 
having  side  and  end  boards  but  no  top,  simply  an  open  box,  mounted  on 
two  or  three  four-wheeled  trucks,  and  provided  with  suitable  brake  me- 
chanism, constitutes  the  gondola  car  of  to-day,  which  is  like  the  same  car 
as  constructed  in  primitive  days,  except  in  the  matter  of  size.  Ten  tons 
was  a  load  for  an  old-time  gondola.  It  is  not  uncommon  now  to  see  such 
cars  with  "  Capacity  Sixty  Thousand  Pounds,"  painted  upon  their  sides. 
On  roads  whose  freight  is  largely  coarse  and  bulky  these  cars  are  very 
numerous,  and  when  the  freight  is  largely  ore  and  coal  they  probably  out- 
number all  other  forms.  They  are  adapted  to  carry  a  wide  range  of  arti- 
cles, besides  ore  and  coal,  such  as  brick,  stone,  lumber,  building  materials 
o-enerally,  heavy  machinery,  and  indeed  almost  any  bulky  material  that 
could  not  go  in  a  house  car,  and  that  need  not  be  protected  against  the 
weather.  It  may  carry  forms  of  freight  that  could  be  mounted  on  no  other 
style  of  car.  It  has  been  made  the  base  of  many  attempted  and  some  real 
improvements.  The  sides  and  ends  have  been  hinged;  the  floor  corru- 
gated, wedged  or  trapped,  or  the  entire  body  made  to  assume  an  angular 
position  toward  either  side  for  unloading  purposes.  While  some  of  these 
chano'es  may  have  proven  advantageous  under  certain  conditions,  the  fact 
remains  that  for  general  utility  the  gondola  car  pure  and  simple,  fills  the 
widest  range  of  usefulness.  No  matter  in  what  direction  it  goes,  if  there 
is  anything  to  be  carried  that  can  ride,  it  can  carry  it.  To  Pittsburgh  it 
may  carry  ore,  and  from  Pittsburgh  it  can  carry  coal.  It  need  not  go 
empty  in  either  direction. 

From  the  foregoing,  it  appears  that  this  ideal  car  has  been  trebled  in 
carrying  capacity.  It  may  be  questioned  whether  further  increase  in  size 
could  be  advantageously  made.  Doubtless  the  sides  should  be  no  deeper 
while  other  conditions  remain  as  they  are.     Indeed,  parties  contracting  to 
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empty  these  cars  when  loaded  with  coal  have  already  sought  to  discrimi- 
nate against  those  of  the  deepest  sides,  objecting  to  the  great  lift  required 
to  carry  the  load  over  the  side.  As  previously  indicated,  steam  derricks, 
hoists  and  conveyors  have  been  provided  that  leave  little  to  be  desired  in 
the  way  of  moving  the  loaded  bucket  either  vertically  or  horizontally. 
But  when  there  is  any  considerable  amount  of  this  work  to  be  done, 
steam  should  be  made  to  fill  the  bucket  as  well.  Economy  and  common 
humanity  demand  it,  and  the  solution  of  the  problem  is  believed  to  be 
comparatively  easy.  Briefly,  dispose  the  loaded  car  promptly,  that  is, 
invert  it,  as  you  would  any  other  receptacle  to  be  emptied  of  its  contents, 
and  let  gravity  do  the  rest. 

To  that  end,  having  selected  a  suitable  situation,  preferably  on  a  side 
track,  provided  a  cylinder  of  sufficient  length  and  diameter  to  receive  the 
largest  car,  remove  a  sufficient  section  of  the  side  track  to  accommodate 
the  length  of  cylinder.  Within  the  cylinder,  along  its  lowest  side,  arrange 
a  platform  with  rails  thereon  in  alignment  with  approaching  rails  at  either 
end.  About  the  circumference  of  the  cylinder  have  ring-shaped  guide 
rails  resting  in  grooves  or  grooved  spools,  so  supported  as  to  sustain  the 
cylinder  and  its  load  and  permit  the  whole  to  rotate  about  the  longitudi- 
nal axis.  Provide  the  platform,  in  the  cylinder  with  suitable  elevating 
mechanism,  so  that  after  the  loaded  car  is  rolled  into  the  cylinder  it  may 
be  elevated  and  the  top  rail  of  its  box  brought  into  contact  with  stops 
along  the  upper  side  of  the  cylinder.  This  done,  drive  horizontal  clamp- 
ing bars  against  either  side  of  the  car  so  as  to  securely  hold  it  in  place  no 
matter  what  the  position  of  the  cylinder,  which  may  now  be  given  a  half 
revolution ;  this  done  the  contents  of  the  car  rest  in  the  inverted  roof  of 
the  cylinder,  but  five  or  six  feet  lower  than  when  they  entered. 

The  portion  of  the  cylinder  that  constitutes  the  roof  is  provided  with 
sliding  shutters,  while  beneath  this  construction  buckets  are  grouped  of 
sufficient  size  to  accommodate  the  load,  and  when  the  shutters  are  opened 
the  buckets  receive  it.  The  arrangement  of  the  buckets  is  effected  either 
by  the  construction  of  a  pit  beneath  the  cylinder  in  which  to  work  them, 
or  by  elevating  the  cylinder  above  the  ordinary  level,  the  cars  being  re- 
ceived and  delivered  by  means  of  inclined  approaches;  in  either  way  the 
end  sought  is  accomplished  cheaply  and  expeditiously,  the  cars  are  un- 
loaded into  buckets  if  so  desired,  or  to  a  stock  pile  if  preferred. 

A  better  idea  of  this  construction  may  be  obtained  from  drawings 
which  are  here  for  the  inspection.of  those  who  desire  to  see  them,  and  from 
this  model  which  has  been  seen  by  some  present  before,  but  which  is  here 
now  at  the  request  of  the  Programme  Committee. 

The  after  manipulation  of  the  buckets  may  be,  under  some  conditions, 
a  matter  of  interest,  but  nothing  particularly  new  in  that  direction  is  con- 
templated. The  tons  of  coal  per  day  that  may  be  transferred  in  this  way 
will  depend  upon  the  size  of  the  cars;  large  cars,  on  account  of  the  shorter 
hoist  required  in  the  cylinder,  will  be  handled  with  more  expedition  than 
small  ones,  but  it  is  believed  that  from  three  to  five  minutes  is  abundant 
time  for  unloading  a  car,  and  the  men  required  to  manipulate  it  not  to 
exceed  four. 


REQUIREMENTS    OF    SPECIFICATIONS    FOR    STEEL 
AND  IRON. 


By    James    Ritchie,  Member    of  the  Civil    Engineers'    Club 
OF  Cleveland. 


[Read  February  nth,  1890.] 

This  subject  is  one  which  could  be  discussed  at  great  length,  but  would 
occupy  too  much  space  and  time  for  the  limits  of  this  paper.  The  writer 
has  endeavored  to  show  a  few  of  the  points  which  should  be  included  in 
specifications  for  quality  of  material  only,  and  to  give  a  few  reasons  for  the 
use  of  such  requirements. 

Engineers  have  gradually  made  their  specifications,  especially  for  steel, 
more  rigid  and  more  comprehensive  in  their  requirements;  they  call  for 
higher  grades  with  each  new  specification,  and  as  the  engineers  increase 
their  demands,  the  manufacturers  put  in  the  necessary  machinery  to  com- 
ply with  them.  Engineers  should  bear  in  mind  that  the  strain  a  piece  of 
iron  or  steel  will  bear  depends  on  the  amount  of  rolling  or  forging  which 
it  receives.  A  fair  quality  of  iron  is  that  specified  in  the  Bridge  Builders' 
Standard  Specifications,  which  make  the  ultimate  tensile  strength  depend 
upon  the  area  of  section  and  the  circumference  of  the  piece,  as  indicated 
by  their   formula  for   ultimate  strength  in   pounds  per  square  inch,  viz: 

C9000 —  7000  X  area —  ^^^  tension  members  and  all  iron  except  plates  over 
^  circumference 

8"  wide  and  shaped  iron.  Plates  between  8  and  24"  are  required  to  have 
an  ultimate  strength  of  48,000  lbs.,  and  over  24"  wide  of  46,000  lbs.  per 
square  inch.     All  shaped  iron  is  specified   to  have  an  ultimate   strength 

represented  bv  ;oooo  —   7000      area    ^     j^^q  results  of  these  formulae  give 
r  ■  ■>  Circumference  " 

ciuantities  in  conformity  with  the  class  of  material   manufactured   by  the 

best  rolling  mills  of  the  country. 

Great  care  must  be  taken  in  determining  the  elastic  limit  and  elonga- 
tion of  the  material, — the  qualities  which  should  be  regarded  as  determin- 
ing the  allowable  strain  on  tension  members;  26,000  lbs.  per  square  inch 
is  generally  taken  as  the  lowest  elastic  limit  allowed  by  the  best  authori- 
ties. The  allowable  elongation  varies  from  12  to  25  per  cent.,  according 
to  the  section  from  which  tests  are  taken.  One  of  the  most  important 
points  to  look  after  for  surface  defects  is  the  inspection,  which  is  the  most 
difficult  to  thoroughly  accomplish. 

Rolling  mills  usually  have  very  little  spare  yard  room  for  inspection  of 
material,  thus  making  it  necessary  to  hurry  the  surface  inspection  in  order 
to  clear  the  yard,  but  with  proper  care  the  surface  inspection  can  be  done 
very  satisfactorily. 

A  very  important  test  of  steel  and  iron  is  the   cold   bend   test,   which 
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should  be  required  for  all  specimen  tests.  In  the  tensile  tests  wrought 
iron  should  show  a  strictly  fibrous  fracture,  and  in  general  must  be  tough 
and  easily  welded,  and  should  show  no  weld  marks  after  being  cooled. 

A  sufficient  number  of  tests  should  be  made  to  fairly  represent  the  sizes 
of  the  material  ordered  and  the  number  of  full  si2e  tests  should  be  suffi- 
cient to  represent  the  eye-bars  or  tension  rods;  usually  about  one  bar  in 
fifteen  or  twenty  is  considered  a  fair  proportion. 

Steel  should  have  much  more  rigid  inspection  than  iron,  and  should  be 
rejected  for  much  less  important  appearing  defects.  A  steel  eye-bar 
having  any  defects  within  three  feet  of  either  end  before  the  heads  are 
made,  should  be  rejected,  as  the  upsetting  of  the  same  will  tend  to  in- 
crease the  size  of  the  defects,  while  in  iron  bars  the  piling  and  forging  of 
the  heads  will  be  more  likely  to  remove  them.  It  is  customary  to  require 
two  tests  from  each  heat  or  blow  of  steel,  one  being  a  }(■"  round  rolled 
from  a  small  test  ingot,  which  is  poured  as  nearly  as  possible  from  the  mid- 
dle of  the  melt,  and  the  second  is  cut  from  finished  material,  so  as  to  rep- 
resent as  nearly  as  possible  the  different  sizes  of  the  same.  These  speci- 
mens are  tested  for  elastic  limit,  ultimate  tensile  strength,  elongation,  re- 
duction of  area  and  bending  cold. 

The  elastic  limit  of  steel  should  be  not  less  than  40,000  lbs.  per  square 
inch  for  high  grade  steel,  36,000  lbs.  for  medium  steel  and  30,000  lbs.  for 
soft  steel. 

The  ultimate  tensile  strength  of  high  grade  steel  should  range  be- 
tween 70,000  and  80,000  lbs.  per  square  inch;  of  medium,  between  60,000 
and  70,000,  and  of  soft,  between  52,000  and  60,000  lbs.  per  square  inch. 

The  elongation  in  8"  length  should  be  not  less  than  18  per  cent,  for 
high  grade,  22  per  cent,  for  medium  and  25  per  cent,  for  soft  steel.  The 
reduction  of  area  at  point  of  fracture  should  be  not  less  than  35  per  cent, 
of  the  original  area.  High-grade  steel  should  be  used  for  compression, 
bolsters,  bearmg  plates,  pins  and  rollers. 

Medium  steel  should  be  used  for  tension  members,  floor  system,  later- 
als, bracing,  portals  and,  unless  high-grade  steel  is  specified,  should  be 
used  for  all  steel  members  except  rivets. 

Soft  steel  should  be  used  in  rivets  only,  and  should  be  tested 
by  actually  making  up  into  rivets,  riveting  two  plates  together,  and 
upon  bemg  nicked  and  cut  out,  should  show  a  good,  tough,  silky  structure 
with  no  crystalline  appearance.  Rivet  steel  should  not  have  over  o.*yio» 
per  cent,  carbon. 

Steel  made  by  the  Bessemer  process  should  not  have  over 0.08  percent, 
of  phosphorus  and  open  hearth  steel  not  over  Vio  of  i  per  cent.  The 
amount  of  phosphorus  allowed  should  always  be  stated  in  the  specifica- 
tions, as  this  determines  the  price  of  the  pig  iron  required  to  make  the 
steel. 

About  0.04  per  cent,  of  sulphur  is  allowable  and  sometimes  more.  Ex- 
cessive sulphur  in  steel  or  iron  causes  the  same  to  be  ''red  short;"  that  is, 
it  can  not  be  hammered  or  forged  at  or  above  a  red  heat,  but  can  be 
worked  below  that  heat,  while  excess  of  phosphorus  causes  the  metal  to 
be  "cold  short"  or  incapable  of  being  worked  at  or  belDw  the  temperature 
of  dull  red  heat. 
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Analysis  should  be  required  of  each  melt  showing  the  amount  of  car  - 
bon,  manganese,  phosphorus  and  sulphur  in  the  steel,  and  these  analyses 
would  better  be  made  from  drillings  taken  from  the  finished  material. 

The  writer  hopes  to  see  the  Specifications  of  Bridge  Engineers  made 
of  a  uniform  character,  which  can  be  easily  complied  with,  and  which  will 
be  based  upon  a  thorough  knowledge  of  the  physical  metallurgical  and 
chemical  qualities  of  the  material. 


DISCUSSION. 


N.  B.  Wood. — Do  you  advise  putting  into  any  structure  steel  rivets  of 
any  kind? 

Mr.  Ritchie. — Yes,  sir,  1  would  put  steel  rivets  into  any  structure  of 
steel.     The  right  kind  of  steel  rivets  are  as  good  as  any  others. 

Mr.  HOLLOWAY. — The  question  is  a  very  reasonable  one,  when  we 
think  of  steel  as  it  used  to  be  made.  The  only  difficulty  now  is  to  tell 
what  is  steel  and  what  is  iron.  A  structure  of  steel  as  now  made 
is  much  better  than  one  previously  made.  It  is  so  acknowledged  generally. 
It  is  a  term  which  is  very  broad  and  very  apt  to  mislead  most  of  us,  who 
know  of  steel  as  high-grade  steel  and  tempered  steel,  and  that  many 
acknowledge  it  in  many  respects  as  being  unreliable. 

The  facts  are,  that  metal  known  as  steel  made  by  open-hearth  or  even 
Bessemer  process,  is  really  nothing  but  refined  iron. 

The  best  authorities  we  have  on  that  score  have  come  to  this  conclu- 
sion that  iron  is  a  material  which  is  made  by  being  puddled,  welded  and 
rolled.  Steel  is  made  by  being  melted  and  poured.  In  wrought  iron, 
made  as  it  is  by  being  puddled,  many  impurities  are  always  interfering 
with  the  strength,  which  prove  very  disastrous  in  using  it  for  boiler  plates. 
But  we  get  some  good  features  in  steel  without  any  difficulty  from  imper- 
fect welding,  etc.  At  the  present  day  steel  rivets  are  put  in  by  hydraulic 
machines,  thus  avoiding  hammering  of  the  head.  The  red  hot  rivets  are 
simply  squeezed  up  in  place  without  causing  any  change  in  their  molecu- 
lar structure,  thus  avoiding  the  objection  to  their  use,  to  which  Mr.  Wood 
refers. 

Mr.  Wood.  —I  am  somewhat  in  this  steel  business  myself,  and  I  think 
I  know  what  I  am  talking  about.  I  think  I  see  just  as  good  steel  as  any- 
body. When  we  make  rivets  of  steel  the  head  is  almost  always  liable  to 
fly  off  unless  annealed.  Iron  is  so  peculiarly  different  that  it  will  not 
break.  If  it  were  my  structure  I  would  not  have  a  steel  rivet  put  in  it 
under  any  consideration.  Steel  is  steel,  and  iron  is  iron,  and  you  cannot 
make  one  into  the  other.  The  difference  in  working  steel  and  iron  is  very 
great,  and  whenever  you  begin  to  hammer  steel  you  begin  to  change  its 
structural  character. 

We  all  know  of  the  difficulty  occurring  here  in  the  screw  works  when 
they  thought  it  would  be  a  great  thing  to  make  screws  out  of  steel  instead 
of  iron,  but  they  found'  that  the  heads  would  fly  ot^".  Where  the  part  that  is 
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hammered  is  joined  on  to  the  part  that  is  not  hammered  there  is  a  great 
deal  of  disagreement.  When  steel  forges  were  first  introduced  and  steel 
plate  made  for  the  purpose  of  building  boilers,  people  thought  that  by 
taking  a  steel  plate  it  would  show  up  well,  and  that,  as  it  had  high  elastic 
limit,  they  had  got  hold  of  something  far  superior  for  boiler  plate.  They 
used  it  without  knowing  that  when  you  begin  to  work  on  one  part  of  steel 
it  makes  a  great  change  in  its  character.  I  have  known  steel  boiler  plates 
that  were  flanged,  and  appearing  to  be  a  very  excellent  job,  and  in  the 
morning  the  man  in  charge  would  find  them  cracked  in  two.  This  was 
afterwards  avoided  by  annealing.  After  steel  has  been  annealed  it  is  much 
safer. 

Mr.  Porter.— 1  think  Mr.  Holloway  has  touched  the  right  point,  at 
least  in  one  instance — that  steel  rivets  are  for  the  most  part  upset  by  ma- 
chine. We  have  now  a  contract  that  will  take  perhaps  100  tons  to  fur- 
nish. The  structure  of  the  rivet  does  not  seem  to  be  injured  by  the  ma- 
chine as  when  it  is  upset  by  hand.  I  think  there  is  no  trouble  with  steel 
rivets  when  put  in  properly,  but  do  not  think  I  would  have  any  field  rivets 
put  in  in  steel. 

Mr.  Force. — I  think  that  engineers  should  be  independent  and  make 
their  own  specifications.  The  best  requirement  should  be  uniformity  in 
drawing  them  up. 

Mr.  Eisenmann. — We  frequently  take  up  specifications  and  see  one 
part  incomplete.  I  think  a  standard  of  uniformity  should  be  sought  for  in 
our  specifications.  Of  course  there  is  no  use  calling  for  anything  that  can- 
not be  complied  with. 

Mr.  Ritchie. — If  engineers  would  make  their  specifications  more  se- 
vere the  manufacturer  would  be  more  apt  to  comply  with  it.  We  can 
make  two  tests  of  the  same  steel,  which  will  be  quite  different.  A  ^" 
round  well -rolled  down  may  come  up  to  the  specifications.  The  finished 
material  from  the  same  melting  of  steel  will  probably  not  come  up  within 
10  per  cent,  of  that  limit. 

Mr.  Porter. — The  best  of  engineers  put  in  saving  clauses  that  3^;" 
round  shall  receive  a  given  amount  of  work. 

Mr.  Gobeille. — That  is  a  good  idea  in  Mr.  Ritchie's  paper,  that  con- 
sistent specifications  would  tend  to  make  manufacturers  more  honest. 


DEFLECTION  OF  FRAMED  STRUCTURES  AND  THE  DIS- 
TRIBUTION OF  STRESSES  OVER  REDUNDANT 
MEMBERS. 


By  J.  B.  Johnson,  Member  Engineers'  Club  of  St.  Louis. 


[Read  January  8,  1890.] 

The  analysis  of  all  sorts  of  stresses  in  framed  structures  for  all  kinds  of 
loads  has  become  a  very  trite  subject  with  bridge  engineers.  Every 
school  boy  is  nowso  thoroughly  versed  in  the  fundamental  principles  of 
mechanics  which  apply  to  framed  structures  and  the  books  give  this  in- 
formation so  completely,  that  there  is  little  to  say  in  that  field.  There 
are,  however,  some  problems  concerning  the  action  of  structures  under 
loads  which  are  as  yet  little  understood. 

I  propose  here  to  discuss  a  method  of  finding  the  deflection  of  any 
point  in  a  framed  structure  for  any  given  loading,  and  to  show  that  this 
information  may  be  used  to  determine  stresses  in  redundant  members, 
otherwise  indeterminate. 

Proposition  I. —  Ihe  external  work  of  distortion  of  a  franicd  structure 
by  a  load,  is  equal  to  t/u  internal  work  of  resistance. 

This  proposition  hardly  needs  proof,  as  it  is  more  or  less  axiomatic. 
When  granted  it  enables  us  to  prove  the  second  proposition. 

Proposition  II. —  T/ie  deflection  of  any  point  in  any  franud  structure 
subjected  to  any  given  load  is  given  by  the  formula: 

E 
Where 

D  =  deflection  of  point  under  consideration. 
p  =  stress  per  sq.  in.  in  any  member  for  given  load. 
/=  length  of  any  member. 
£=  modulus  of  elasticity  of  any  member. 
n  =  factor  of  reduction. 
2  =  sign  of  summation. 

That  is  to  say  that  the  quantity  ^"-  is  computed  for  every  member  of  the 

truss  and  the  algebraic  sum  taken  as  the  total  deflection  of  the  point. 

Proposition  III. —  W/wn  there  are  two  or  more  paths  over  which  a 
load  may  travel  to  reach  the  support,  tfie  bad  divides  itself  among  the  several 
paths  strictly  in  proportion  to  t/ie  rigidities  of  t/ie  paths. 

The  relative  rigidities  of  the  paths  are  indicated  by  the  relative  loads 
required  to  produce  a  given  deflection,  or  they  are  inversely  as  the  de- 
flections produced  by  a  given  load  which  is  required  to  pass  wholly  over 
each  path  in  succession.     Having  established   this   proposition  and  com- 
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puted  the  rigidities  of  the  paths  by  Prop.  II.  we  can  write  enough  equations 
of  condition  to  enable  us  to  solve  for  any  number  of  redundant  members. 
This  proposition  applies  to  all  structures,  whether  framed  or  composed  of 
masonry,  as  in  the  case  of  a  curved  masonry  dam. 

Proof  of  Propositions. 

Proposition  I.  hardly  requires  proof.  It  is  simply  expressing  for  the 
work  or  energy  spent  on  the  structure  that  which  we  take  for  granted  as 
to  the  force  coming  upon  it,  that  is  to  say,  action  and  reaction  are  equaL 
The  external  work  of  distortion  is  the  product  of  the  load  into  the  deflection 
of  the  loaded  point  divided  by  two.  The  internal  work  of  resistance  is 
the  sum  of  the  products  of  the.  stress  produced  in  each  member  by  its  dis- 
tortion, divided  by  two. 

Thus  if  W  is  the  external  load. 

and  D  the  deflection  of  the  loaded  point. 
P  the  stress  produced  in  any  member. 
z  the  distortion  of  any  member  due  to  the  stress  P. 
Then  we  would  have 

^=2^^  (.) 

where  the  second  member  represents  the  algebraic  sum  of  the  quantities- 

^-^  computed  for  all  the  members  of  the  truss  for  the  load  IV. 
2 

From  the  above  it  would  appear  that  the  total  deflection  D  at  the 
loaded  point  is  made  up  of  as  many  parts  as  there  are  members  in  the 
entire  truss,  each  one  contributing  its  portion,  corresponding   to  the  ex- 

pression — ^  for  that  member.      If  we  represent  that   portion  oi  D,  the 

total   deflection,  resulting   from  the  distortion  in  one  member  by  d.,  then 

we  may  say  the  part  of  the  work  done  at  the  loaded  point  corresponding, 

to  the  work  of  resistance  in  any  particular  member  is 

Wd      Pz       ^      P 

— =    — orrf=  „     z  (3) 

22  Vv  ^ 

Or,  we  might  have  assumed  the  structure  perfectly  rigid  except  one- 
member.  Then  all  the  deflection  at  the  loaded  point,  d,  is  due  to  the 
distortion,  z,  of  the  one  elastic  member.  To  persons  familiar  with  the 
calculus  we  would  say  that  the  total  differential,  (change),  of  the  function, 
(deflection),  of  several  variables,  (members  of  the  truss),  is  equal  to  the 
sum  of  all  the  partial  differentials  obtained  by  successively  assuming  all 
the  variables  to  be  constant  except  one. 

Referring  now  to  equation  (3)  we  see  that  the  deflection  of  the  point 
in  question,  due  to  the  change,  z,  in  the  length  of  any  member,  is  equal 
to  that  of  the  change,  5',  multiplied  by  the  ratio  of  the  resulting  stress  in  the 
member,  P,  to  the  load,  W,  at  the  point.  Since  the  change  of  length,  z,. 
may  be  any  small  change  of  length,  and  not  that  due  to  the  load,  U',  at 
all,  but  simply  the  change  for  which  the  resulting  deflection  is  to  be 
obtained,  it  is  of  course  the  elastic  distortion  due  to  the  working  load  iru 
the  bridge.      But  if  p  is  the  unit  stress   in  the  member  for  this  working. 


244  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 

load, /the  length  of  the  member,  and  £"  the  modulus  of  elasticity,  then 
we  have 

Also,  since  II'  may  be  any  load  placed  at  the  loaded  point,  we  may  make 
it  I  pound,  and  then  calling  the  resulting  stress  in  the  member,  due  to  this 
I  lb.  placed  at  the  point,  n,  we  have 


W       1 


hence  equation  (3)  becomes 


(4) 


or  the  deflection,  (^/,  of  any  point  in  a  structure  due  to  the  distortion/.^ 
of  any  one  member  from  internal  stress,  is  equal  to  that  distortion  mul- 
tiplied by  the  stress,  ?/,  (really  the  ratio    ^\   in   the    member,   caused  by 

placing  one  pound  at  the  point  in  question. 

The  total  deflection  of  the  point  is  therefore  the  sum  of  all  its  parts,  or 

D^^^  (5) 

Hence  follows  Proposition  II. 

When  the  point  whose  deflection  is  desired  is  the  middle  point  of  a 
truss  both^  and  ji  will  always  have  the  same  sign  for  all  members,  when 
the  bridge  is  fully  loaded,  and  hence  their  product  will  always  be  positive. 
If  any  other  point  be  chosen,  or  if  the  load  be  an  unsymmetrical  one,  this 
product  may  be  negative  in  a  few  cases,  where  the  algebraic  sum  must 
be  taken. 

In  applying  this  in  practice,  we  always  know  p,  the  unit  stress  in  every 
member,  for  the  assumed  load  on  the  structure,  also  its  length  /,  and  its 
modulus  of  elasticity  ^.  It  remains  therefore  only  to  find  u  for  every 
member.  Since  this  is  a  pure  ratio,  equal  to  the  stress  in  that  member 
for  one  pound  placed  at  the  point,  we  simply  put  i  lb.  at  the  point 
whose  deflection  is  desired  and  find  the  resulting  stress  in  every  member, 
either  analytically  or  graphically.  This  then  is  to  be  considered  as  an 
abstract  quantity,  being  in  fact  a  pure  ratio,  and  the  factor  of  reduction 

by  which  the  distortion  ^of  each  member  is  reduced  to  the  resulting  de- 
flection of  the  point.  This  point  would  usually  be  the  end  of  a  canti- 
levered  arm,  as  in  a  swing  bridge,  or  the  middle  point  of  a  truss  supported 
at  the  ends.  It  may,  however,  be  any  point,  and  the  truss  may  be  of 
any  design,  so  long  as  the  stresses  are  all  direct  tension  and  compression. 
The  formula  can  take  no  account  of  any  bending  stresses  nor  of  any  lost 
motion  at  joints. 

A  common  method  of  computing  deflections  is  to  take  account  only 
of  the  stresses  in  the  chords.  This  gives  very  erroneous  results  as  the 
deflection  due  to  the  web  stresses  will  be  found  to  about  equal  to  that  due 
to  the  chords. 

This  formula  may  be  applied  to  all  kinds  of  trussed  forms.     The  writer 
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recently  applied  it  to  various  forms  of  trussed  brake-beams,  and  his  figures 
were  confirmed  almost  exactly  by  the  subsequent  tests. 

The  load  on  the  truss  may  be  any  assumed  load  whatsoever,  for  which 
p,  the  unit  stresses,  are  computed.  But  the  one  pound  load,  for  finding 
ti  for  each  member  must  be  put  at  the  point  whose  deflection  is  desired,* 

The  truth  of  Proposition  III.  is  also  nearly  self-evident.  If  the  paths 
be  conceived  as  india-rubber,  all  taut  and  ready  to  act  in  resisting  dis- 
tortion, then  for  a  given  distortion  the  load  will  divide  itself  over  the  parts 
in  porportion  to  the  several  resistances  to  distortion.  But  the  degree  of 
resistance  to  a  given  distortion  is  a  measure  of  the  rigidity  of  the  body.^ 
Hence  we  may  say  the  load  divides  itself  among  the  paths  in  proportion 
to  their  respective  rigidities. 

THE   DETERMINATION    OF   STRESSES   IN    REDUNDANT    MEMBERS. 

The  above  ready  method  of  computing  deflections  accurately,  to- 
gether with  the  use  of  the  principle  expressed  in  Proposition  III.  enables 
us  to  find  the  stresses  in  redundant  members,  or  in  other  words  to  solve 
any  composite  system,  however  many  combinations  there  may  be  in  it. 
To  do  this  we  must  compute  the  deflections  of  each  elementary  system 
for  a  given  load.  The  reciprocals  of  those  deflections  represent  the  rel- 
ative rigidities  of  the  different  combinations,  and  since  the  load  is  to  be 
divided  in  proportion  to  these  reciprocals,  we  thus  obtain  one  less  number  of 
equations  than  we  have  systems.  The  other  equation  results  from  the  sum 
of  the  parts  equaling  the  whole.  This  then  gives  us  as  many  equations  as 
there  are  systems  and  we  can  determine  what  part  of  the  total  load  passes 
over  each  combination;  and  hence  solve  for  the  stresses  in  such  combina- 
tion. If  any  one  member  forms  a  part  of  two  or  more  combinations,  the 
total  stress  in  it  is  the  sum  of  all  the  stresses  caused  by  the  several  com- 
binations of  which  it  is  a  part. 

The  application  of  the  formula  ^^'^  and   the   solution    for    redundant 

members  will  be  illustrated  by  an  example.  (See  figures  on  next  page.) 
•  By  putting  in  the  members  A  G,  and  B  G,  Fig.  i,  the  system  becomes 
composite.  The  first  system  is  shown  in  Fig.  2,  and  the  second  in  Fig. 
3.     The  members  ^5  and  GD  are  common  to  both  systems. 

The  lengths  of  the  members  are  given  on  the  left  half  and  the  values  of 
ji  for  I  lb.  placed  at  D  are  given  for  all  the  members  on  the  right  half  of 
Figs.  2  and  3. 

If  the  joints  C  and  E  are  true  joints  then  the  second  system,  A  G B  D 
would  assist  in  carrying  only  the  load  at  D,  and  no  part  of  the  loads  at 
Cand  E,  when  the  two  systems  were  in  combination,  as  shown  in  Fig.   i. 

*This  elegant  proposition  in  framed  structures  was  first  published  in  America  by 
Prof.  Geo.  F.  Swain,  in  tlie  Journal  of  the  Franklin  Institute,  April,  May  and  June- 
1883.  He  there  gives  a  historical  note  concerning  it,  crediting  its  origin  to  Lame,  but 
afterwards  amplified  and  given  extended  applications  by  Maxwell  and  Jenkin  in 
England  and  by  Mohr  and  Winkler  in  Germany. 

Prof.  Swain  applies  it  to  the  solution  of  various  styles  of  trusses,  particularly  to 
arches  and  continuous  girders. 

Probably  its  principal  use  is  in  simply  computing  deflections,  from  which,  by  the 
aid  of  Prop.  III.  redundant  members  may  be  solved. 
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The  problem  then  is  to  find  what  part  of  the  load  at  D  goes  on  each 
system. 

By  Prop.  III.  the  load  at  D  will  be  divided  between  the  two  systems 
directly  as  their  rigidities,  or  inversely  as  their  deflections  for  any  given 
load.  But  when  the  joint  D  is  fully  loaded  we  may  suppose  the  whole 
bridge  is  fully  loaded.  In  this  case  all  the  members  would  have  their 
working  unit  stresses  which  may  be  supposed  to  be  the  same,  as  p^  for 
all  the  tension  members  and^c  for  all  compression  members  in  the  com- 
bination. At  least  the  parts  should  be  proportioned  to  give  nearly  these 
uniform  values,  and  it  will  be  here  assumed  that  they  have  them. 

Since  we  wish  the  deflection  at  the  point  D,  we  put  the  i  lb.  load  there 
for  finding  u,  the  resulting  stress  in  each  member.  These  values  are 
given  for  both  systems  on  the  right  hand  portion  of  the  figures. 

The  lengths  also  being  there  given,  and  p^  and^e  and  E  being  known 
we  may  write  at  once  the  values  of  ^-^  for  each  member. 

Thus  for  the  first  truss  we  have 


For  lower  chord. 

Pul      3d'     .p, 
E    ~   h       E 

For  upper  chord. 

u    _^\A 

~  h    E 

For  verticals 

"      -2Z^' 

E 

For  inclined  struts 

~-^     h     '   E 

Whence  the  total  deflection  of  the  first  truss,  for  a  full  working  load,  pro- 
ducing the  unit  stresses ^tj  and,/c  is 

Deflection  =  ^  ^  =  ^^!l±jJL^p^  +  p^)  (6) 

For  the  second  truss,  for  a  full  working  load,  producing  the  unit  stresses 
pi,  and^c  in  its  parts  we  have 

For  the  lower  chord.     „    =  ^^-  -V- 
E  h      E 

For  the  vertical,  "    =k'-^ 

E 

For  the  inclined  struts,  "    =- — -. %^ 

n         E 

Whence  for  the  entire  truss,  the  deflection  is 

Deflection  =  2^-|i  =  i^^'  (p,  +  A)  (7) 

These  two  deflections  are  equal,   as  seen  in  equations  (6)   and  (7)  when 

■^d^  +  2  h'-=/^d^  +  /i^,  or  when  d=  h.      In  this  case  the  load  at  D  would. 

divide  itself  equally  between  the  systems. 

Let  us  suppose,  however,  that  <f  =  1.5//.     In  this  case  the 

h 
Deflection  of  first  truss  =  8.75  -    (^  +  A) 

and  "  •'  2nd     "     =  \o -^^  {p^  +  p,) 
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Whence  'o°°  of  the  load  at  D  would  go  on  the  first  truss  and    J^-  of  it   on 

1675  1875 

the  second  truss. 

From  the  above  it  is  evident  that  for  any  given  combination  of  mem- 
bers, and  for  any  given  system  of  loads,  it  can  be  determined  what  portion 
of  the  total  load  goes  on  each  system,  and  hence  what  the  stresses  are  in 
every  member. 

DEFLECTION  FORMULA  FOR  A  PRATT  TRUSS. 

For  approximate  or  working  values  of  the  deflection  of  any  style  of 
truss  we  may  obtain  a  formula  which  is  readily  evaluated,  provided  we 
may  assume  some  average  values  for  intensities  of  the  tensile  and  com- 
pressive stresses.  Thus  for  a  Pratt  truss,  single  intersection  of  an  even 
number  of  panels,  we  may  use^t  for  the  mean  tensile  stress  and^g  for  the 
mean  compressive  stress,  E  for  the  modulus  of  elasticity,  d  tor  the  panel 
length,  and  h  for  the  height  of  truss,  and  n  for  the  number  of  panels,  and 
obtain: 

For  the  Upper  Chord      2    -^  =  o^'-y  ('^  +  4)  {'^ — -) 

For  the  Lower  Chord  "        =  ^^  («  (11—2.)  +  8) 

For  the  Web  Tension  M's    "        =  p^j^  («— 2)  (/r  +  d")    j,       (S) 

For  the  Hip  Struts  "        =  ,^-^  [Ir  +  d") 

For  the  Verticals  "        =  ^Tpl  (^ — 4) 

Whence  for  the  whole  truss,  the  total  deflection  of  the  middle  point  for  a 
full  load  is 

n  =  2l^'=  ^4f  [  (.  +  3)  ^  +  (.-.)  /r]  (9) 

Where /t  =  average  unit  stress  of  tension  members. 

/(.  =  average  unit  stress  of  compression  members. 
£=  modulus  of  elasticity  for  all  members. 
/i  =  height  of  truss  in  inches. 
d  =  panel  length  in  inches. 
;i  =  number  of  panels  in  bridge. 
It  will  be  noticed  that  in  this  case  there  is  nothing  to  sum  but  u  for  each 
member, as  grouped  above  in  Eq.  (8),/,  /,  and^S", being  constant  forall  the 
members  of  a  group.     Also,  for  such  members  as  give  a  value  of  u  =  0,  as 
for  the  middle  vertical  and  the  end  hanger,  they  are  of  course  omitted,  or 
rather  count  for  nothing  in  the  summation.      This  means  that  these  two 
members  do  not  in  any  way  contribute  to  the  deflection  of  the  middle 
point. 

Niuncrical  Example. 

Take  a  Pratt  truss,  200  feet  span,  of  12  panels,  with  a  height  of  400  in- 
ches, or  33  ft.  4  in.  the  panel  length  being  200  inches.  If  the  average 
maximum  tensile  stress    for  both  dead  and  live  load  be  taken  as  10,000 
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lbs.  per  sq.  in.  and  the  average  compressive  stress  as  7,000  lbs.  per  sq.  in. 
the  total  deflection  is  readily  found  from  Eq.  (9)  to  be  2.49  inches. 

Relative  Deflection  fro7n  Web  ami  Oiord  Stresses. 

By  adding  the  deflection  increments  due  to  web  members,  and  those 
due  to  chord  members,  we  may  obtain 

For  Chords  2  ^=  ~^j^  [  {n  {n-2)  4  8)  ^  +  (  «  +  4)  {'t-2)  A]     ] 

■fy,  \  (10) 

and  for  Web      "       =  ^^^  [  (;/— 2)  {h-  +  (P)  p,  +  ( («— 2)//=  +  2d-')p,'\  I 


If  we  should  assume  the  average  stress  in  the  compression  members  is 
0.7  that  in  the  tension  members,  or^  =0.7/4  we  may  write 


For  Chords     :E^-^  =  P^  (1.7  u'^>.6  n  ^  2.4) 


(II) 


and  for  Web        "        =  ::^^  i^-7  ^^—34)  ^"^  +  {n—.b)  d'' 
Whence 

Deflection  from  Web     ^  ^^'^  ^'~^3-6)  {^?  +  pi-24 
Deflection  from  Chords  i.yn^ — .6«  +  2.4  ^^^^ 

This  ratio  increases  as  -  increases  by  the  law  of  the  common  parabola,  and 

decreases  as  n,  the  number  of  panels,  or  length  of  bridge,  increases. 

For  a  Pratt  truss  bridge  of  200  feet  span,  of  10  panels,  and  a  height  of 
30  feet,  this  fraction  becomes  ""/ss  or  96.4%. 

That  is  to  say,  for  such  a  span  and  for  the  assumptions  made,  the  de- 
flection from  web  distortion  is  about  equal  to  that  from  chord  distortion. 

A  Whipple  truss  is  simply  a  pair  of  Pratt  trusses  joined  into  a  double 
intersection  system  and  hence  the  deflection  of  the  combination  is  to  be 
computed  by  taking  one  of  the  systems  alone. 

Thus  for  such  a  bridge,  400  ft.  long,  with  20  panels  of  20  ft.  each,  the 
panel  length  for  one  system  would  be  40  ft.  Let  the  height  be  60  ft., 
whence  we  would  have  n=  10,  d  =  40,  ^  =  60. 

For  this  case  equation  (13)  would  give  exactly  the  same  as  before, 
since  «  is  the  same  and  ^  gives  the  same  ratio. 

For  the  case  when  -^  is  large  and  n  small,  as  for  a  bridge  say  of  eight 
panels,  of  15  ft.  each,  with  a  height  of  25  ft.  we  should  find 
Deflection  from  Web    _  142.8  _ 
Deflection  from  Chords  ""  106.6  ~    '~' 
That  is  for  such  a  case  the  deflection  from  the   web  system  is  1.34  times 
that  from  the  chord  system.    On  the  other  hand,  if  the  height  is  about  equal 
to  the  panel  length,  and  the  number  of  panels  is  large,  as  for  instance,  ;/  =  12, 
and  /z  =  d,  then  we  would  find  that 

Deflection  from  Web   _  28.4  _ 
Deflection  from  Choids  ~    60    ~ 
Or,  in  this  case,  the  deflection  from  web  would  be  only  about  half  that 
from  the  chords,  or  one-third  the  total  deflection  of  the  bridge. 
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In  general,  it  may  be  said  that  the  deflection  of  a  truss  bridge  from  the 
web  stresses  is  about  equal  to  that  from  the  chord  stresses. 

This  is  directly  contrary  to  the  generally  received  opinions  of  en- 
o-ineers,  who  generally  assume  that  the  deflection  from  web  stresses  is 
relatively  insignificant.  It  is  probable  that  Mr.  Stoney  is  largely  re- 
sponsible for  this  generally  accredited  opinion.  In  his  two  volumes  on 
strains  he  undertakes  to  prove  that  this  is  the  case,  and  he  used  for  a 
frontispiece  the  supposed  graphical  proof  of  this  proposition,  thus  strongly 
emphasizing  this  very  erroneous  belief. 

To  find  the  eftect  on  the  deflection  of  changing  the  height  of  the  truss 
everything  else  remaining  the  same,  we  may  diflerentiate  equation  (9)  for 
h  variable  and  find 

dh         2  E     ^  4  /r  '-J 


=  t^^  1^  t  (''—-)  4  ^'"'—^'^  +  -)  «  ''"] 


This  is  the  change  in  the  deflection  for  a  change  of  one  inch  in  the  height 
of  the  truss. 

Putting  this  quantity  equal  to  zero,  and  solving  for  //,  we  find  the 
height  of  truss  which  will  give  a  minimum  deflection  to  be 

jn_n  +  2     nd^ 
n  — -  2  "    4 

,„      d    /  n  +  2  ,     , 

or/r=   -V .n  14) 

2        ;/— 2 

for  a  minimum  deflection. 

From  Eq.  (14)  we  may  find  that  for  a  minimum  deflection,  or  for  a 

maximum  stiffness,  for  given  working  unit  stresses,  the  height   of  this 

stiffcst  truss  has  the  following  values: 

Table  of  Height  of  Pratt  Trusses  of  Maximum  Stiffness. 

Heights I  i.73(/|  1.73^1  i.yat/l  i.94(/|  2.C5</|  2.i6f/|  2.27f/|  2.37<^|  2.42 f/ 

No.  of  Panels=: I     4      I     6       I     S |_jo \_j2 _\ _  14     I      16     |      18     | 2o_ 

Length ,    3.3     |    3.4     [    4.3     |    $.•,     |    5.9     |    6.7     I    7-i     I    7-7     I    S.3 

Height 

Or  we  may  say  that  for  maximum  stiffness  for  a  given  amount  of  material 
the  height  of  the  truss  should  vary  between  ij(  and  2%  times  the  panel 
len<Tth  and  from 0.43  to  0.12  of  the  length  of  the  span,  as  the  number  of 
panels  varies  from  4  to  20.  These  heights  being  very  nearly  those  used 
m  the  present  practice  of  bridge  designing  there  is  no  new  moral  to  be 
pointed  from  this  conclusion. 

From  Eq.  (14)  it  may  be  seen  that  for  ;/  =  2,  //=  qd-  l^ut  by  con- 
sultincf  the  figure  it  will  be  seen  the  design  is  not  adapted  to  a  truss  of  two 
panels. 

The  objection  to  any  general  formula  for  deflection  of  any  form  of 
truss  is  that  it  necessarily  involves  taking  average  values  for  the  tensile 
and  compressive  stresses,/^,  and/e-  These  can,  of  course,  only  be  taken 
approximately,  but  if  such  averages  be  once  computed  for  a  few  spans  of 
different  lengths,  they  would  probably  be  found  to  be  nearly  constant  for 
given  maximum  working  stresses.    Besides  the  assumed  working  loads  are 
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seldom  or  never  the  actual  loads,  and  hence  this  new  assumption  of  aver- 
age working  unit  stresses  is  probably  as  justifiable  as  the  other  assumptions 
that  must  be  made  to  solve  at  all.  It  may  be  remarked,  also,  that  the 
equation  for  height  giving  minimum  deflections,  for  giVen  fibre  stresses, 
(14)  is  not  a  function  of  those  assumed  stresses.  That  is,  these  are  the 
heights  of  maximum  rigidity  for  any  unit  stresses,  so  long  as  their  stresses 
remain  constant  for  varying  height. 

Lu  las  tic  Dcfkction. 

It  must  also  be  understood  that  neither  the  general  equation  (5),  nor 
the  particular  one  for  a  Pratt  truss,  (9),  makes  any  provision  for  the  in- 
elastic deflection  due  to  any  slack  at  the  joints  from  pin-holes  being  larger 
than  the  pin.  Since  this  slack  would  be  only  one-half  the  difference  be- 
tween diameter  of  hole  and  that  of  the  pin  at  each  end  of  member,  prob- 
ably an  average  value  of  0.02  inch  would  be  about  right  for  every  member 
of  a  well-constructed  bridge.  Now  this  affects  the  web  as  well  as  the 
chord  members,  and  it  is  equi^•alent  to  lengthening  every  tension  member 
and  shortening  every  compression  member,  except  those  in  the  top  chord, 
by  this  amount.  The  top  chord  would  be  considered  one  member  from 
end  to  end.  The  eff"ect  of  such  lengthening  or  shortening  of  aiy  member 
on  the  deflection  is  given  by  the  same  ratio  7i,  so  that  the  deflection 
caused  by  this  slack  on  any  member  is  0.02  71,  using  the  u  for  that 
member.  Inother  words  the  total  inelastic  deflection  from  joints  would  be 

Inelastic  Deflection  =  Z)'  =  0.02  '2  11.  (15) 

remembering  to  take  but  one  u  for  the  top  chord,  and  that  one  for  the 
end  panel.  If  the  top  chord  is  cut  at  every  panel  joint  and  rests  on  pins, 
which  is  seldom  or  never  done,  then  all  the  7^'s  must  be  summed. 

For  a  Pratt  truss,  of  an  even  number  of  panels,  with  top  chord  provided 
with  riveted  cover  plates  and  planed  joints,  we  have: 

Inelastic  Defl.  =  D'  =  0.02  2  //  = =  \iri'—2  n  ^■^)d  +  {n—±)  h 

+  2n  ^ h-  +  d" ]  (16) 

For  the  same  example  of  a  Pratt  truss,  taken  alone,  where  u=  12,  //  = 
400,  and  d-=-  200,  being  200  ft.  long,  we  find  the  inelastic  deflection  to  be 
equal  to  0.494  inch.  For  the  conditions  named,  therefore,  the  total  de- 
flection of  this  truss  would  be  2.49  +  0.49  =  2.98  inches,  or  say  3  inches. 

This  is,  of  course,  the  total  deflection  due  to  both  dead  and  live  load, 
when  the  maximum  load  is  on,  or  it  is  the  amount  by  which  the  bridge 
should  be  cambered  to  bring  it  horizontal  under  its  maximum  working 
load. 

Camber  of  Bridges. 

A  bridge  is  cambered  partly  for  appearance  and  partly  that  the  top 
chord  joints  may  come  to  a  square  bearing  when  the  maximum  load  is  on. 
It  of  course  adds  nothing  to  the  strength  of  the  bridge. 

The  camber  should  equal  the  total  deflection,  being  the  elastic  de- 
flection due  to  the  maximum  dead  and  live  loads  and  the  inelastic  de- 
flection due  to  lost  motion  at  the  joints. 

The  general  formulas  for  these  two  kinds  of  deflections  are  (5)  and  (15) 
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above  and  for  a  Pratt  truss  they  are  given  by  equations  (9)  and  (16)  re- 
respectively. 

A  Whipple,  or  any  double  intersection  truss  with  parallel  chords,  may 
be  considered  as  two  Pratt  trusses,  which  must  deflect  together,  and  hence 
equations  (9)  and  (16)  may  be  applied  to  them,  being  careful  to  take  ;/, 
and  d  for  one  system  only.  That  is  ;/  would  equal  one-half  the  total 
number  of  actual  panels  and  c/ would  equal  the  length  of  two  panels  of  the 
double  system. 

There  is  no  question  but  the  present  practice  of  allowing  the  upper 
chord  to  spread  at  top  where  the  sections  join,  relying  on  its  closing  up 
when  the  maximum  load  is  on,  is  a  very  poor  one.  If  the  cover  plates  are 
thin  and  the  number  of  rivets  few,  then  these  joints  do  actually  open  and 
close  at  top  for  every  passing  train.  If  heavy  covered  plates  on  both  top  and 
sides  and  a  sufficient  number  of  rivets  were  used  then,  as  this  joint  was 
riveted  up,  so  it  would  remain.  In  this  case  it  ought  to  be  riveted  up  in  a 
horizontal  position,  and  then  cambered  up  to  its  final  position  by  bending  it 
as  a  whole  from  end  to  end.  This  could  readily  be  done  if  this  chord 
were  riveted  up  before  the  bridge  was  swung.  It  would  have  to  be  laid 
horizontally  and  all  pins  inserted  except  one  at  bottom.  After  riveting  up 
the  top  chord  the  truss  could  be  jacked  up  and  the  last  joint  closed.  The 
upper  chord  would  then  bend  bodily  from  end  to  end  and  there  would  be 
no  movement  of  the  splice.  One  can  see  that  the  upper  chord  of  a  200 
ft.  span  would  readily  bend  3  inches  if  this  bending  is  continuous,  without 
serious  damage,  whereas,  if  it  had  all  to  occur  at  say  five  or  six  joints,  it 
would  be  a  source  of  weakness. 

In  case  the  ends  of  the  channels  should  be  cut  square  so  as  to  come  to 
a  full  bearing  for  the  maximum  load,  but  riveted  up  with  the  camber  in, 
then  for  all  ordinary  loads  the  stress  is  all  thrown  on  the  bottom  flanges  of 
the  chord  channels.  It  may  be  asserted  that  no  serious  damage  would  re- 
sult, but  it  is  at  best  a  very  unskillful  and  botchy  way  of  carrying  this 
stress  across  the  spliced  section. 

Errors  caused  by  Ncgkcthig  Deflections  djte  to   IVeb  Distortions. 

In  all  computations  of  metallic  structures  based  on  the  deflections,  or 
distortions,  of  the  structure  from  internal  stresses,  the  ordinary  formulae 
give  erroneous  results. 

Thus  in  computing  the  stresses  in  a  continuous  girder  caused  by  the 
settlement  of  its  supports,  or  the  temperature  stresses  in  an  arch  between 
fixed  abutments,  or  the  stresses  in  a  stiffening  truss  of  a  suspension  bridge, 
the  stresses  are  in  all  these  cases  functions  of  certain  assumed  or  computed 
distortions.  These  distortions  are  always  assumed  to  result  in  certain 
bending  moments  only,  and  to  be  wholly  provided  for  by  the  stresses  in 
the  chords.  No  assistance  in  accomodating  this  distortion  is  credited  to 
the  web  members.  By  whatever  proportion  this  distortion  is  absorbed 
in  the  web  members  the  stresses  in  the  chord  members  would  be  reduced 
below  those  now  computed  for  them. 

In  the  case  of  metallic  arches,  and  stiffening  trusses  on  suspension 
bridges  the  distortion  absorbed  by  the  web  is  small  because  the  trusses  are 
shallow  as  compared  to  their  length. 
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I  have  computed  the  relative  absorption  of  the  horizental  distortion  of 
the  St.  Louis  arches  due  to  a  change  of  temperature,  and  find  that  only 
about  one-sixth  of  it  goes  into  the  web.  In  the  computations  it  was  all 
assumed  to  go  into  the  chords,  or  tubes. 

In  the  case  of  a  continuous  girder,  however,  the  depth  would  be  great 
in  proportion  to  the  span,  and  here  the  computations  of  stresses  due  to  a 
settlement  of  supports,  (not  supports  out  of  level  as  usually  stated,  for  if 
the  bridge  be  built  to  rest  on  such  supports  the  formulae  apply,)  should 
take  account  of  the  deflection  which  may  be  attributed  to  the  web  system. 
Otherwise  the  computed  stresses  in  the  chords,  for  this  case,  would  be 
about  twice  their  actual  amount. 
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PROCEEDINGS. 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


April  2,  1S90.— A  special  meeting  of  the  Society  was  held  at  the  American 
House,  Hanover  street,  Boston,  at  19:50  o'clock.  Vice-President  Freeman  in  the 
chair.    Thirty-nine  members  and  seven  visitors  present. 

Mr.  James  A.  Tilden  read  a  paper  entitled:  "Transit  in  London,  Rapid  and 
Otherwise."  A  discussion  followed  upon  the  methods  of  rapid  transit  in  London, 
Paris  and  Berlin,  and  upon  the  system  best  suited  to  Boston,  in  which  the  following 
members  took  part.  Messrs.  Cutter,  FitzGerald,  Freeman,  Manley,  Parker,  Tilden 
and  Woods. 

Adjourned.  S.  E.  Tinkham,  Secretary. 


April  16,  1S90.— A  regular  meeting  was  held  at  the  American  House,  Boston,  at 
19:4=  o'clock.  Vice  President  Freeman  in  the  chair.  Forty  members  and  five  visitors 
present. 

The  records  of  the  annual  meeting  and  of  the  special  meeting  of  April  2,  were 
read  and  approved. 

Messrs.  Joseph  P.  Frizell,  Eugene  Griffin,  and  Isaac  Rich  were  elected  to  mem- 
bership. 

The  Secretary  read  a  letter  from  President  Herschel,  accepting  the  position  to 
which  he  had  been  elected. 

Mr.  Tilden,  for  the  Committee  on  Common  Headquarters  for  Scientific  Societies, 
submitted  its  report  which  had  been  printed  and  circulated  among  the  members  in 
accordance  with  a  voce  of  the  Society.  A  very  full  discussion  followed  upon  the 
question  of  procuring  a  club  house,  and  it  seemed  to  be  the  unanimous  opinion  that 
permanent  and  more  convenient  rooms  should  be  piocured  as  speedily  as  possible.  On 
motion  of  Prof.  Swain  it  was  voted  to  continuethe  committee  and  that  the  Treasurer 
of  the  Society  be  added  to  the  membership.  The  following  resolution  submitted 
by  Prof.  Swain  was  then  passed: 

Resolved,  That  the  Committee  on  Common  Headquarters  be  requested  to  fur- 
ther investigate  the  subject  of  permanent  quarters  for  the  Society,  to  confer  with 
officers  of  other  Societies,  and  to  proceed  as  rapidly  as  possible  to  formulate  a  defi- 
nite plan  for  securing  such  quarters,  and  they  shall  report  progress  to  the  Society  as 
otten  as  they  deem  desirable. 

Mr.  McClintock  presented  the  report  of  the  Committee  on  National  Public 
Works.  On  motion  of  Mr.  Adams  the  report  was  accepted  and  the  committee  con- 
tinued. 

Mr.  Cheney  presented  the  report  of  the  committee  on  Highway  Bridges.  On 
motion  of  Prof.  Allen  the  report  was  accepted  and  the  committee  continued. 

Mr.  Howe  presented  the  report  of  the  Committee  on  Excursions.  The  report 
was  accepted  and  the  Board  of  Government  was  requested  to  appoint  the  Commit- 
tee on  E.xcursions  for  the  ensuing  year. 

The  report  of  the  Committee  on  the  Library  was  read  and  accepted,  and  that 
committee  was  continued. 

Mr.  Swan  presented  the  report  of  the  Committee  on  Weights  and  Measures. 
The  report  was  accepted  and  the  committee  continued, 

The  committee  on  New  State  Map  was  continued  till  the  next  meeting. 
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Mr.  Brooks  presented  the  report  of  the  committee  to  confer  with  the  American 
Society  of  Civil  Engineers  committee  on  revision  of  the  constitution.  The  report 
was  accepted  and  the  committee  continued.  It  was  also  voted  to  print  and  distribute 
the  Committee's  report,  and  to  assign  its  discussion  to  the  ne.xt  meeting. 

Prof.  S.  H.  Woodbridge  of  the  Massachusetts  Institute  of  Technology  was 
introduced  and  described  very  fully  the  system  of  heating  and  ventilating  which  had 
been  placed  in  the  New  Engineering  Building  of  the  Institute. 

Adjourned.  S.  E.  Tinkh.\M,  Secretary. 


REPORT  OF  THE  COMMITTEE  ON    NATIONAL  PUBLIC   WORKS. 

To  the  Bosto7i  Society  of  Civil  Engineers: 

After  a  long  and  careful  study  of  the  river  and  harbor  work,  as  carried  on  at  the 
present  time,  one  cannot  fail  to  notice  some  serious  defects  in  the  details  of  organiza- 
tion and  expenditures. 

The  corps  of  United  States  Engineers  was  first  established  by  an  act  of  Congress 
in  1704,  and  an  act  of  1802  places  the  officers  under  orders  of  the  President,  and  also 
places  under  their  charge  the  military  academy  at  West  Point. 

Since  that  time  we  find  the  engineer  corps  not  only  instructing  in  the  art  of  en- 
gineering, but  actually  at  work  making  surveys  and  studies,  and  carrying  out  some 
of  the  most  important  work  of  the  country,  such  as  canals,  railroads,  light-houses, 
military  roads,  sea-walls  and  the  various  kinds  of  hydrographic  work. 

There  has  been  expended  under  the  direction  of  this  corps  about  $202,000,000  and 
we  fail  to  find  one  instance  of  an  United  States  engineer  untrue  to  his  trust.  The 
high  sense  of  honor  created  in  the  individual  members  of  the  corps  by  the  special 
training  and  complete  freedom  from  political  influence,  together  with  the  sense  that 
they  belong  to  so  honorable  a  corps,  removes  all  desire  of  dishonesty. 

The  various  works  on  engineering  subjects  by  such  men  as  Humphries,  Abbot, 
Mahan,  Gilmore,  Weitzel,  Newton,  Cramb  and  Mills  are  strong  proofs  that  the 
United  States  engineers  are  ahve  to  progress  and  keep  well  up  to  the  times. 

A.  D.  Bache,  in  his  complete  reorganization  of  the  Coast  Survey,  showed  the 
valueof  his  education  at  West  Point  and  his  experience  in  the  field.  Some  of  the 
finest  docks  and  canal  work  have  been  done  under  United  States  engineers,  while 
the  Hell  Gate  mine  and  deepening  of  channel  we  all  know  of. 

It  is  our  opinion  that  the  United  States  engineers  have  been,  and  are  now  handi- 
capped by  eccentric  appropriations  from  Congress,  that  add  to  the  cost  of  works  by 
failing  to  allow  them  to  be  carried  to  completion  at  once. 

If  there  is  a  way  to  remedy  this  defect  it  should  surely  be  applied.  The  sug- 
gested specific  is  that  Congress  shall  appropriate  at  the  start  a  sufficient  sum  to  com- 
plete a  proposed  work;  not  necessarily  a  lump  sum,  as  that  would  not  be  practica- 
ble, but  a  total  amount  in  annual  payments. 

In  our  minds,  this  would  be  an  advance  that  would  save  enormous  wastes,  but 
we  are  met  right  on  the  threshold  by  doubt  whether  one  Congress  is  bound  by  the 
acts  of  its  predecessoras  to  making  appropriations.  If  this  Congress  says  yes,  and  the 
next  one  says  no,  we  can  easily  see  the  result.  If  there  is  an  army,  there  must  be  an 
engineer  corps.    If  there  is  a  war,  there  must  be  an  army. 

An  engineer  corps  without  experience  would  be  of  very  little  value,  while  it 
would  be  impracticable  to  hold  an  organization  of  this  character  together  without 
giving  the  officers  something  to  do,  and  we  know  of  no  better  occupation  than  is 
that  which  they  now  have. 

The  rotation  from  place  to  place  is  an  undoubted  injury  to  the  particular  work 
on  which  the  engineer  may  be  engaged,  although  it  acquaints  all  the  officers  with 
the  differents  parts  ol  the  country,  which  is  of  immense  value  in  time  of  war,  and 
may. save  a  hundred  times  the  present  loss. 

The  present  arrangement  of  employing  civil  engineers  is  not  planned  to  give  the 
best  talent.  As  far  as  tenure  of  office  is  concerned,  that  seems  to  depend  on  the 
appropriation:  and  with  the  present  system,  or  rather  want  of  system,  of  giving 
money  for  such  works,  there  cannot  be  many  attractions  for  any  engineer  ofe.xpe- 
rience  or  skill.  In  this  respect  the  government  is  the  loser,  and  there  should  be  a 
change. 

The  government  should  in  some  way  be  able  to  command  the  best  the  coun^iJ} 
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affords,  and  should  hold  out  proper  positions  and  compensations  to  secure  them. 

The  question  of  a  civil  pension  list  seems  to  be  contrary  to  our  free  institutions, 
and  should  not  be  introduced  without  carefulstudy  and  matuie  deliberation. 

At  the  first  glance  the  same  reasons  do  not  hold  to  the  civil  as  to  the  military 
officer.  If  we  examine  more  closely,  we  will  find  that  the  United  States  civil  engin- 
eer is  for  the  most  part  employed  on  a  class  of  work  almost  entirely  performed  by 
government,  and  his  experience  is  not  of  a  kind  to  help  him  in  private  practice. 
After  devoting  years  to  this  work,  there  would  seem  to  be  no  good  chance  for  him  to 
start  out  for  himself,  while  the  small  salaries  in  the  service  do  not  tend  to  make  him 
independent. 

While  we  see  defects  in  the  present  system,  we  are  not  so  clear  as  to  the  best 
methods  of  applying  the  remedy. 

Whatever  we  do  should  be  done  without  selfish  motives  and  for  the  best  interests 
of  the  government,  the  United  States  engineer  corps,  and  the  great  army  of  civil  en- 
gineers. 

We  must  work  in  harmony  with  the  United  States  engineers  in  order  to  accom- 
plish any  great  results. 

This  must  not  be  apolitical  move  in  any  sense  of  the  word. 

In  conclusion,  we  feel  impelled  to  recommend  that  whatever  action  we  take, 
shall  be  in  the  form  of  a  memorial,  asking  for  the  appointment  of  a  commission  to 
consist  of,  say,  two  United  States  engineers,  two  civil  engineers,  two  merchants  and 
one  lawyer;  said  commission  to  examine  into  the  whole  subject  ot  National  Public 
Works,  and  work  out  some  scheme  whereby  the  much-needed  improvements  may  be 
effected.  Without  some  such  commission,  the  whole  subject  is  liable  to  be  confused 
and  possibly  illegal.  The  civil  engineers  will  be  accused  of  selfish  motives  in  advo- 
cating, while  the  United  .Stites  enginee  s  will  be  charged  with  the  same  in  opposing, 
any  change,  and  between  the  two,  nothing  will  be  done. 

Respectfully  submitted, 

W.  E.  McClintock, 
L.  Frederick  Rice, 
Sidney  Smith, 

Committee. 


REPORT    OF    COMMITTEE    ON    HIGHWAY    BRIDGES. 

Boston,  April  lo,  1890. 
To  the  Boston  Society  of  Civil  En^ificcrs  : 

The  committee  appointea  to  consider  and  report  what  legislative  or  other  action 
for  the  improvement  of  highway  bridges  would  be  advisable,  respectfully  report  as 
follows : 

Your  committee  cannot  recommend  any  one  of  the  projects  which  have  thus 
far  been  proposed  for  insuring  the  safety  of  existing  highway  bridges  and  for  im- 
proving the  character  of  those  yet  to  be  built.  None  of  these  projects  appear  to 
be  free  from  serious  objections,  and  it  is  believed  that  some  of  them  might  lead  to 
abuses  greater  than  those  that  are  said  to  exist  at  present. 

Your  committee  believe  that  our  Society  should  take  a  conservative  view  of  the 
subject  under  consideration,  and  use  its  influenee  against  hasty  and  radical  move- 
ments until  more  definite  evidence  can  be  obtained  as  to  the  nature  and  extent  of 
the  danger  existing  in  this  state  under  present  practices,  and  the  injury  to  the  pub- 
lic and  the  engineering  profession  resulting  therefrom. 

They  believe  that  the  tendency  of  legislation  should  be  toward  fixing  the  respon- 
sibility for  the  maintenance,  design  and  construction  of  highway  bridges,  and  toward 
the  free  dissemination,  among  engineers  and  the  public,  of  information  relating  to 
the  status  and  condition  of  these  structures. 

To  this  end  they  favor  a  law  requiring  all  parties  responsible  for  the  maintenance 
of  highwaylbridges,  to  have  these  bridges  examined  periodically  by  a  competent 
engineer,  in  each  case,  the  reports  of  these  examinations,  together  with  the  des- 
criptions, plans,  and,  if  considered  desirable,  photographs  of  the  structures  filed  with 
the  proper  authorities,  and  made  readily  accessible  to  the  public. 

These  reports  might  also  be  filed  at  the  State  House,  in  charge  of  a  suitable 
custodian,  or  printed  in  the  form  of  a  public  document. 
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After  the  first  examinations  and  reports  provided  for  in  the  proposed  law  had 
been  made,  your  committee  would  recommend  that  the  committee  on  roads  and 
bridfies  of  the  legislature,  appoint  a  temporary  commission  of  experts  to  examine 
and  report  upon  the  evidence  thus  accumulated,  with  authority  to  make  further 
examinations  of  bridges  when  their  character  and  conditions  are  not  fully  estab- 
lished by  the  reports  at  hand. 

This  commission  should  report  fully  and  in  detail  to  the  said  committee  and 
recommend  such  measures  as  might  seem  advisable  for  securing  the  proper  main- 
tenance and  building  of  highway  bridges  in  this  state. 

Respectfully  submitted, 

John  E.  Cheney, 
D.  H.  Andrews, 
Edward  S.  Shaw. 


report  of  committee  on  excursions. 

Boston,  March  19,  i8q^. 
To  the  Boston  Society  of  Civil  Eng'ineers: 

During  the  past  year  there  have  been  ten  excursions  of  the  Society,  including, 
the  annual  excursion. 

The  local  excursions  have  been  as  follows: 

number 
date.                                      place  visited.  present.. 
May  15,  i88q Sudbury  River  Conduit  and  Chestnut  Hill  Pumping  Sta- 
tion    50 

June  iq,  18  q State   Board  of  Health  Filtration  Experiments  at   Law- 
rence    3q 

Oct.    16,  1SS9 Boston  Waterworks  Sewage  Precipitation  Works  at  Win- 
chester   34 

Oct.   :^o,  i88q Hydraulic  Excavator  of  the  Mass.  Dredging  Co 4  ■ 

Nov.  20,  i.'^8q Newton  Tunnel  Sudbury  River  Conduit 28 

Dec.    4,  i88q U.  S.  Squadron  of  Evolution 107 

(Members  accompanied  by  ladies.) 

Dec.  18,  i88q . . .  .Chelsea 3  ' 

Jan.    15,  i8qo New  York  &  New  Erigland  R.  R.  Shops 21 

Feb.  iq,  i8qo West  End  Street  R.  R.  Electric  Power  Station 30 

Average  attendance 42 

The  annual  excursion  took  place  on  Sept.  24  to  27,  i88q.  Members,  with  ladies,, 
the  whole  party  being  43  in  number,  left  Boston  via  the  Fitchburg  Railroad  and 
spent  three  days  in  visiting  Rutland  and  Burlington,  Vt.,  sailing  through  Lake 
Champlain  and  Lake  George,  down  the  Hudson  river  to  New  York,  arriving  in 
Boston  via  the  Fall  River  Line  on  the  morning  of  Sept.  27.  The  excursion  was  much 
enjoyed  by  those  present;  and  we  regret  that  so  few  members  availed  themselves  of 
the  opportunity. 

The  committee  feels  warranted  in  renewing  the  claims  made  in  previous  years 
that  these  excursions  have  been  a  great  help  to  bring  the  Society  to  its  present  con- 
dition of  prosperity  and  it  trusts  that  they  will  be  continued. 

In  conclusion,  the  committee  wish  to  express  their  indebtedness  to  members  of 
the  Society,  and  especially  to  our  President  and  Secretary  for  valuable  assistance  in 
arranging  for  the  excursions.  For  the  Committee, 

E.  W.  Howe,  Chairman. 


REPORT   of  the  COMMITTEE  ON   LIBRARY. 

To  the  Boston  Society  of  Civil  Engineers: 

During  the  year  the  library  has  had  veiy  hard  usage  on  account  of  the  change  of 
quarters.  Early  in  the  year  the  library  had  to  be  removed  from  the  Albany  Railroad 
Station  and  as  no  new  quarters  had  been  provided  the  books  were  placed  in  storage 
with  the  other  property. 

As  soon  as  arrangements  were  made  for  the  use  of  room  70  at  the  American 
House,  the  library  was  moved  there  and  the  committee  with  the  assistance  of  the 
secretary  has  spent  considerable  time  arranging  it,  but  it  still  requires  a  large 
amount  of  work  tt)  place  it  in  as  good  a  condition  as  it  was  at  the  Albany  Railroad. 
Station. 
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There  has  been  about  65  accessions  during  the  year  including  the  magazines  and 
■society  transactions  received  by  purchase  or  exchange:  most  of  the  other  accessions 
are  public  documents  and  reports. 

The  Society  is  indebted  to  Mr.  Edward  Appleton,  formerly  railroad  commis- 
sioner, for  a  contribution  of  about  20  volumes  of  early  Mass.  Railroad  Commis- 
sioners' Report,  and  a  few  reports  of  other  states. 

The  amount  of  shelving  at  present  is  too  small  to  allow  a  proper  arrangement  of 
the  library  and  there  is  no  room  for  enlargement  and  barely  room  for  a  member  to 
get  at  the  volumes  he  may  wish  to  consult. 

The  arrangement  by  which  the  Society's  magazines  are  circulated  among  those 
members  who  have  requested  it,  has  worked  with  varying  degrees  of  success;  some 
members  forwarding  them  within  a  reasonable  time  and  others  neglecting  to  do  so, 
in  some  cases  holding  them  for  as  long  a  time  as  ten  months  and  most  of  them  are 
only  returned  to  the  library  after  repeated  notices  and  many  numbers  are  lost  or  so 
badly  used  as  to  be  unfit  for  binding,  thus  entailing  additional  expense  upon  the 
Society  to  replace  them. 

The  framed  pictures  and  other  small  articles  are  stowed  in  the  room  with  the 
library  and  taken  care  of  as  well  as  space  will  allow,  but  at  present  cannot  be  of  any 
use.  Respectfully  submitted, 

Frank  W.  Hodgdon,  Librarian, 
Boston,  March  19,  i8go.  Chairman  of  Committee. 
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March  15,  i8qo.— Regular  monthly  meeting.  Meeting  called  to  order  at  8:30  p. 
m.,  Vice-President  Herron  in  the  chair.    Seven  members  and  two  visitors  present. 

Minutes  of  last  meeting  read  and  approved. 

Mr.  Danse  proposed  the  following  amendment  to  the  By-laws:  That  Art.  IV., 
;Sec.  3  of  the  By-laws  be  amended  to  read,  "Five  negative  votes  shall  debar  the  can- 
didate from  admission,"  instead  of  "An  affirmative  vote  of  three-fourths  of  the  vote 
-cast  shall  be  necessary  for  election."    Seconded  by  Mr.  Sizer,  discussed  and  carried. 

Mr.  Danse  moved  that  letter  ballots  for  new  members  be  so  printed  that  sepa- 
rate names  can  be  detached,  so  as  to  prevent  the  necessity  for  voting  on  names  of 
persons  unfamiliar  to  votei.    Seconded  by  Mr.  Hovey,  discussed  and  lost. 

Mr.  Kenna  moved  amendment  to  Art.  IV.  of  By-laws  be  reconsidered.  Sec- 
onded by  Mr.  Foss  and  motion  carried. 

Mr.  Danse  moved  the  substitution  of  the  following  amendment  for  the  one  re- 
considered, and  that  the  Secretary  be  directed  to  send  out  letter  ballots  on  the 
motion:  That  Sec.  3  of  Art  IV.  of  the  By-laws  be  amended  by  striking  out  in  said 
■section  after  the  word  ballot  in  the  fourth  line  the  words,  "An  affirmative  vote  ot 
three-fourths  of  the  votes  cast  shall  be  necessary  for  election,"  and  inserting  in  lieu 
thereof  the  words,  "Five  negative  votes  shall  debar  the  candidate  from  admission." 

Mr.  Keerl  moved  that  the  motion  be  so  amended  as  to  require  the  Secretary  to 
add  to  the  letter  ballot  a  digest  of  the  discussion  on  the  motion.  Amendment  to  mo- 
tion accepted.    Original  motion  being  put,  remarks  were  called  for. 

Mr.  Keerl  stated  that  he  feared  the  adoption  of  the  amendment  might  prove  dan- 
gerous to  the  welfare  and  progress  of  the  Society,  giving  an  opportunity  to  those 
disposed  of  exerting  a  "one  man  power"  influence.  He  requested  that  the  mem- 
bers observe  the  full  force  of  the  object  of  the  Society  as  expressed  in  the  Constitu- 
tion, "The  advancement  of  the  science  of  engineering  and  the  interests  of  the  pro- 
fession," for  while  he  recognized  that  personally  an  applicant  for  membership  might 
be  unpopular,  yet  he  might  possess  qualifications  of  the  highest  order,  fitting  him  to 
assist  materially,  through  his  knowledge  and  experience,  the  ad'Vancement  of  our 
profession  and  the  interests  of  our  Society.    Even  were  we  associated  alone  for  the 
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cultivation  of  social  intercourse  he  would  consider  it  doubtful  policy  to  exclude  one 
from  membership  due  to  five  negative  votes,  lor  the  reason  that  four  of  such  votes  in 
many  cases  owe  their  birth  to  the  influence  of  one  member  who  has  some  personal 
revenge  to  gratify  against  the  applicant,  and  that,  while  he  was  pleased  by  the  reflec- 
tion that  one  of  the  objects  of  our  association  is  to  promote  social  intercourse  among 
its  members,  he  regarded  such  object  as  of  small  moment  when  compared  to  the 
initial  one— "the  advancement  of  the  science  of  engineering"— and  was  inclined  to 
2ook  with  a  want  ol  tavor  upon  any  move  that  would  make  it  possible  for  one  member, 
through  a  combination  of  five  friends  or  associates,  to  exclude  an  applicant  who,  pro- 
fessionally, might  be  our  peer,  yet,  personally,  objectionable  to  so  few.  The  U.  S. 
Congress  reserves  to  itself  alone  the  high  prerogative  of  judging  of  the  qualifica- 
•tions  of  its  members,  as  do  all  other  high  legislative  bodies,  and  this  Society— repre- 
sentative of  a  profession— should  consider  itself  better  equipped  to  judge  of  the 
<lualiflcations  of  its  members  than  fiveot  the  whole  number, who  would  have  the  power 
if  tliis  proposed  amendment  is  adopted  to  over-ride  through  minority  control  of  the 
sense  of  the  large  majority. 

He  considered  that  a  full  and  sufficient  safeguard  had  been  placed  by  our  By- 
laws upon  the  possibility  of  engrafting  upon  our  membership  those  unworthy  of  the 
honor  by  requiring  three-fourths  ot  the  votes  cast  to  be  in  the  affirmative,  and  was 
•of  the  opinion  that  any  further  reduction  of  the  voice  of  the  majority  would  be  in 
the  centre  channel  of  retrogression. 

He  further  characterized  the  amendment  as  wrong  in  principle  and  urged  its  re- 
jection because  it  places  a  control  of  the  Society  in  the  hands  of  a.  Jlxed  small  mi- 
nority, and  not  as  it  should  be,  in  ■a.proportion  of  the  entire  number,  for  it  five  control 
in  a  membership  of  50,  they  should  not,  in  justice,  if  the  membership  should  increase 
to  500. 

Mr.  Danse  expressed  appreciation  for  the  motive  which  led  Mr.  Keerl  to  oppose 
the  amendment,  but  felt  that  the  gentleman  took  an  entirely  erroneous  view  of  the 
situation. 

He  said  that  under  the  present  regime  the  Society  was  nearer  one-man  power 
than  under  the  proposed  one.  It  was  a  notorious  fact  that  at  present  three  men 
could  bring  in  any  candidate  simply  by  indorsing  his  application,  as  was  demon- 
strated by  the  fact  that  no  application  has  ever  yet  been  refused. 

He  expressed  a  high  regard  for  the  Society  and  its  membership,  but  felt  pos- 
itive that  some  had  been  admitted  who  should  not  have  been  accepted,  simply  be- 
cause under  the  present  system  it  was  impossible  to  shut  them  out.  As  to  the  So- 
ciety becoming  a  povver,  he  hoped  it  would,  but  believed  that  one  good  member  was 
worth  a  hundred  hoodlums;  not  that  there  was  danger  of  hoodlums  applying,  but  as 
an  extreme  illustration  of  a  general  principle. 

Mr.  Hovey  favored  amendment  because  he  believed  the  Society  should  not  take 
in  members  who  were  known  to  five,  or  even  three  members,  to  be  unfit  or  unsuit- 
able for  membership. 

Mr.  Foss  stated  that  he  knew  positively  that  some  objectionable  candidates  had 
secured  affirmative  votes  simply  on  account  of  the  feeling  that  under  the  present 
By-laws  it  would  be  useless  to  vote  against  them. 

He  instanced  one  case  where  numerous  expressions  of  regret  had  been  made 
after  the  member  became  well  known,  and  stated  that  if  the  voters  had  known  him 
as  well  before  voting  as  after  he  would  have  been  rejected  even  under  the  present 
defective  system. 

Mr.  Sizer  stated  that  he  had  for  some  time  felt  that  there  was  danger  of  reducing 
the  standing  of  the  Society  by  the  facility  with  which  objectionable  and 
unqualified  candidates  could  obtain  membership,  and  he  would  certainly  vote  in 
favor  of  the  amendment.    Question  called  and  motion  carried. 

Mr.  Keerl  moved  that  the  Secretary  be  authorized  to  employ  a  competent  sten- 
ographer to  report  all  meetings  and  render  such  cleiical  assistance  as  might  be 
needed  at  a  sum  not  exceeding  fj  per  month.    Carried. 

Mr.  Keerl  moved  that  the  Secretary  be  instructed  to  send  a  copy  of  the  printed 
pamphlet  containing  the  "Letter  of  the  Committee  on  Public  Surveys  to  the  Hon. 
T.  H.  Carter"  to  each  of  the  Surveyor  Generals  and  to  the  Secretaries  of  the  Engin- 
eers' Clubs  and  members  of  Congress  from  the  Western  States  interested;  and  that 
the  balance  ot  the  edition,  with  the  exception  of  ten  copies,   be  forwarded  to  Hon. 
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T.  H.  Carter  at  Washington.  Also,  that  the  Secretary  request  the  Secretaries  of  the 
other  Engineers'  Clubs  to  ask  the  co-operation  of  their  associations  in  obtaining  the 
necessary  reforms.    Carried.  L.  O.  D.A.NSE,  Secretary  Pro  Tern. 


WESTERN  SOCIETY  OF  ENGINEERS. 


April  2,  180.  268th  Meeting.— The  :68th  regular  meeting  of  the  Society  was  held 
at  its  rooms,  Wednesday  evening,  April  2,  iS'o,  at  8  o'clock  p.  m.,  President  L.  E. 
Cooley  in  the  chair,  with  some  seventy  members  and  visitors  present. 

The  minutes  of  the  preceding  meeting  were  read  and  approved,  as  well  as  the 
report  of  the  Board  of  Directors.  At  this  meeting  no  business  of  importance  was 
transacted,  except  the  election  of  the  following  gentlemen  to  membership  : 

Curtis  Dougherty,  Charles  H.  Wightman,  Geo.  C.  Wheelock.  C.  D.  Hill,  Fred- 
rick S.  Brown,  Egerton  Adams,  William  Lee,  Charles  F.  Brown,  C.  McLennan,  H. 
G.  Taylor. 

The  following  were  also  presented  as  candidates  for  membership  : 

Dwight  H.  Perkins,  Geo.  F.  Wightman,  Edward  W.  Dewey,  lolm  M.  Ewen, 
Ralph  M.  Shankland,  Walker  Miller,  Frank  G.  Ewald,  Charles  Hansel. 

A  communication  was  read  by  the  Secretary  from  Mr.  O.  Chanute  regarding  the 
coming  visit  of  the  "Iron  and  Steel  Institute,"  of  England  to  this  country.  The 
Board  of  Directors  had,  however,  ordered  the  Secretary  to  correspond  further  upon 
this  subject,  before  submitting  it  to  the  Society  for  action. 

Before  taking  up  the  topic  of  the  evening,  the  President  announced  that,  in  con- 
nection with  the  World's  Fair  in  which  all  were  interested,  Mr.  Jenison,  the  Chicago 
architect,  was  present  with  plans  of  his  novel  project  for  a  building,  and  he  would 
call  upon  Mr.  Jenison  to  give  the  Society  a  brief  description  of  the  scheme. 

Mr.  Jenison  spoke  as  follows  : 

The  idea  is  to  build  a  round  building,  ,•^,000  feet  in  diameter,  like  a  tent,  with  a 
contre  pole.  The  thought  has  been,  wherever  it  may  be  located  to  build  an  outer 
wall,  60  feet  high,  on  which  to  build  two  galleries  75  feet  wide  each,  and  the  entrance 
will  be  on  the  first  gallery— for  two  purposes:  One,  that  we  might  have  an  oppor- 
tunity, at  the  first  entrance  of  the  building,  to  get  all  of  the  effect  that  the  entire 
building  could  give;  the  other,  that  we  might  have  an  opportunity  to  have  uninter- 
rupted railway  tracks  around  the  entire  perimeter.  The  third  gallery,  is,  in  our 
mind  to  be  given  over  entirely  to  the  stock  people,  giving  them  a  race  track  one 
mile  and  three-quarters  long.  The  idea  of  classification  was  to  arrange  the  exhibits 
with  subjects  on  the  perimeters,  and  nations  on  the  radial  lines,  fixing  it  so  that  one 
could  find  a  certain  subject  discussed  and  shown  without  searching  among  the 
entile  exhibits,  and  by  following  the  one  line,  could  catch  it  all;  if  they  wanted  to 
study  a  nation,  follow  it  on  the  radial  line. 

This  classification  would  bring  about  naturally,  if  located  where  it  was  possible, 
a  space  for  marine  exhibits,  giving  a  canal  150  feet  wide.  Toward  the  centre  would 
be  an  amphitheatre  60 )  feet  in  diameter.  In  other  words,  larger  than  the  Colosseum 
at  Rome.  In  the  centie  would  be  a  pole  rising  to  the  height  of  i,030  feet,  from  which 
would  be  pendent  the  wires  to  the  outer  wall.  I  say  wires,  because  although  we 
have  discussed  different  methods  of  construction,  this  seems  to  be  a  favorite  one  on 
account  of  its  simplicity.  In  case  of  wires,  and  if  they  were  No.  7  wires,  it  would 
take  282,0  0  of  them.  They  would  go  to  the  outer  wall,  making  a  netting  that 
one  could  walk  over.  Our  idea  was  to  leave  every  sixth  of  these  wires  so  slack  that 
we  could  use  them  as  lacers,  on  which  we  could  lace  our  purlins.  It  has  been  pro- 
posed that  aluminum  be  used  for  the  roof.  It  would  add  to  the  expense,  but 
decrease  the  weight  some,  and  make  a  brilliant  roof. 

The  purposes  that  we  believe  this  would  accomplish  are  first,  it  would  certainly 
be  a  novel  idea.  Next,  it  would  accommodate  the  necessities  of  our  exposition  on 
this  occasion,  for  there  is  no  doubt  in  my  mind,  and  won't  be  a  doubt  in  any  one's 
mind  who  studies  expositions,  and  finds  what  has  been  done,  that  we  have  got  to 
have  160  acres  of  floor  space.  .^t  Philadelphia  they  had  60.  .At  Paris,  7".  In  the 
Paris  Exposition,  the  railway  exhibit  was  like  one  of  our  freight  yards,  and  one  had 
to  crawl  under  cars,  and  around  in  order  to  see  it.  We  have  satisfied  ourselves  that 
to  get  that  area  in  isolated  buildings  of  such  a  class,  as  is  almost  a  necessity,  will 
cost  about  fifteen  millions  of  dollars,  and  we  find  here  that  we  can  enclose,  floor, 
roof  over,  and  complete  ready  for  occupancy,  this  building  for  less  than  six  millions 
of  dollars.    From  a  financial  standpoint  it  seems  to  be  a  success. 
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It  has  been  said  that  for  us  to  build  another  Eiffel  Tower  would  be  vulgar,  but  if 
we  build  a  tower  that  is  a  necessity,  an  integral  part  of  our  construction,  it  ceases  to 
be  vulgar — it  is  a  practical  fact.  L-et  nie  say  that  it  was  our  idea  that  it  was  impossible 
to  have  any  such  building  that  would  be  of  any  earthly  use  after  this  exposition  was 
over.  Hence,  any  construction  that  would  bring  about  the  largest  amount  of  re- 
turnable material  would  be  that  much  real  gain.  We  would  construct  the  centre 
pole  entirely  of  railway  rails.  Of  course  I  know  that  it  has  been  a  settled  fact  among 
engineers  that  a  construction  of  railway  rails  was  not  an  economical  one,  but  that 
has  been  in  the  light  of  a  permanent  Qonstiuction.  If  a  plan  can  be  pursued  that 
will  bring  those  rails  to  the  ground  again  in  merchantable  shape  the  argument  will 
fall  to  the  ground .  The  reason  for  abandoning  cable  and  using  wires  was  that  wires 
at  that  length  are  merchantable  to  their  full  value  or  nearly  so. 

In  reply  to  numerous  questions  Mr.  Jenison  gave  additional  views: 

In  that  centre  pole,  we  had  thought,  and  we  believe  yet,  that  the  best  scheme  of 
construction  would  be  to  start  a  pole  thirty  feet  in  diameter  on  a  foundation  that 
was  not  intended  to  hold  it  and  build  it,  guying  the  pole  in  the  open,  and  let  it 
settle— it  will  stop  somewhere,  and  make  the  same  provision  for  taking  care  of  the 
roof  that  we  do  in  the  tent.  Another  idea  was  to  go  to  rock,  and  start  there 
on  the  square  and  build.  We  have  discussed  it  from  thirty  to  sixty-six  feet  in 
diameter  of  various  sizes,  and  do  not  feel  prepared  yet  to  pass  judgment  on  which 
is  the  best.  Brick  walls  would  be  used,  with  an  iron  ring  around  the  top  of  the  wall, 
guyed  down  with  403  guys. 

We  would  use  steel  drawn  wire  of  the  highest  grade— tested  to  the  highest 
capacity.  No.  7  is  what  we  have  been  figuring  on,  and  it  would  weigh  about  40 
million  pounds. 

For  the  center  the  idea  was  to  build  a  pole  that  would  extend  above  the  top  of 
the  tower,  some  doo  feet,  and  use  it  as  a  guy  pole,  pushing  it  along  up  as  we  needed 
it  and  finally  pushing  it  out.    That  would  be  a  boiler  iron  pole. 

The  cost  would  be  less  than  six  millions  of  dollars.  That  is  one  of  the  things 
that  has  been  used  very  strongly  because  of  the  great  economy  over  any  other 
method  that  could  be  pursued. 

It  would  be  about  a  half  a  million  less  than  it  would  be  to  put  columns  in  the 
building  and  make  a  level  roof.  We  can  figure  no  other  plan  of  covering  it  so 
economically  as  this.  The  cost  of  the  Philadelphia  exposition  was  at  the  rate  of 
$75,0  jo  an  acre  ;  this  would  be  at  the  cost  of  $37,500  an  acre  at  the  estimate  of  six 
millions. 

As  to  the  multitude  of  wires  obscuring  the  light  they  would  come  tight  together 
around  the  top,  but  they  would  be  bunched  and  you  would  have  a  lot  of  diamond- 
shaped  openings.  There  are  twenty  banks  of  those  wires  on  the  top  pole,  where 
they  take  hold  of  the  pole. 

It  will  stand  a  great  deal  of  vibiation  without  doing  it  any  injury.  I  don't 
think  the  glass  would  stand  a  good  strong  wind  without  risk  of  any  breakage,  and 
hence  take  the  precaution  to  put  in  a  netting  under  the  glass  so  that  if  the  glass  is 
Isroken  it  would  not  come  down. 

Considerable  discussion  was  held  on  vibration,  but  time  being  valuable  the 
President  called  lor  the  topic  of  the  evening,  "'The  Chicago  Railway  Problem,. 
Especially  in  Relation  to  Terminals,  Rapid  Transit  and  the  Avoiding  of  Accidents 
at  Street  Crossings,"  and  briefly  introduced  the  subject. 

The  Secretary  read  letters  from  Mr.  Richard  Morgan,  of  Dwight,  111.,  Mr, 
Chanute  and  Mr.  Fred  Davis,  in  which  the  importance  of  the  matter  was  acknowl- 
edged, but  regretting  inability  to  discuss  it  at  present  meeting. 

The  President  then  called  upon  Mr.  John  F.  Wallace,  who  said  that  in  their 
office  they  had  been  making  a  great  many  estimates  on  the  different  featuies  of  the 
case,  but  he  had  not  made  sufficient  progress  yet  to  give  out  any  views  whatever.  In 
a  general  way  he  would  say:  That  this  is  a  problem  that  has  been  brought  forward 
by  the  peculiar  conditions  of  our  country  and  the  peculiar  growth  of  Chicago.  The 
cities  and  the  railroads  have  grown  up  together — the  cities  helping  to  make  the  rail- 
ways, and  the  railroads  helping  to  make  the  cities.  The  railways  now  come  into  the 
hearts  of  the  cities  under  rights  given  them  at  an  early  date,  and  they  naturally  take 
the  ground,  that  is,  the  managers  witli  whom  I  have  conversed,  that  they  cannot  be 
compelled  to  make  any  improvements  in  this  direction  that  involves  any  considera- 
ble expense  upon  their  part.  The  idea  of  course  upon  which  they  operate  is  this: 
Revenue  and  revenue  only  to  their  stockholders.  The  interest  that  the  city  takes  in 
it  is:  Safety  to  its  citizens  and  inter-communication  between  the  different  parts  of 
the  city,  and  the  question,  not  only  to  life  and  limb,  but  also  of  delay  in  transacting 
busines  between  one  part  of  the  city  and  the  other.  To  the  part  of  the  citizens  who 
live  in  the  suburbs  it  is  merely  rapid  transit.  These  are  the  three  main  interests  that 
seem  to  be  involved,  and,  of  course,  without  concessions  on  the  part  of  the 
city  and  upon  the  part  of  owners  and  operators  of  the  various  industries 
along  the  line  of  the  roads,  it  will  be  impossible  to  ever  come  to  any  solution  of 
the  question.  There  is  no  doubt  that  either  an  elevated  system  or  an  under- 
ground system— if  it  were  possible  to  carry  it  out— would  be  the  solution  of  the  ques- 
tion, as  far  as  speed  in  operating  the  train  is  concerned,  and  as  tar  as  the  safety  and 
the  free  inter-communication  between  the  different  parts  of  the  city,  also  to  avoid 
delays  to  street  traffic.  The  main  objection  to  a  subway  is  the  low  elevation  of  the 
■city  with  lespect  to  the  lake,  and  also  the  difficulty  of  access  to  the  industries  that  are 
situated  in  the  heart  of  the  city.  The  main  objection  to  the  elevated  plan  is,  first, 
the  expense  of  elevating  the  lines;  and  second,  the  difficulty  of  access  to  the  various 
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industries.  In  the  few  preliminary  estimates  the  expense  of  a  four-track  elevated 
structure  is  about  $800,003  per  mile.  That  includes  retaining  walls,  filling  of  embank- 
ment between  the  retaining  walls  and  steel  bridges  over  the  various  street  crossings. 
That  is  also  based  upon  head  room  of  12  feet  above  the  ordinary  established  city 
grades  of  the  various  streets.  Taking  up  theidea  that  has  been  suggested  of  depressing 
the  street  partially  and  elevating  the  railways  partially,  a  difference  of  less  than  20  per 
cent,  in  favor  of  the  depression  of  the  streets.  The  small  saving  that  is  made  by  that 
method  of  construction  is  almost  counterbalanced  by  the  cost  of  the  depressed 
streets  and  their  repaving,  and  the  retaining  walls  that  are  necessary  to  keep  up- 
these  embank  ments  on  the  sides  of  the  streets,  and  also  in  the  expense  necessary  to 
take  care  of  the  sewerage .  The  above  estimate  includes  a  four-track  line.  In  regard 
to  head  room,  we  are  building  a  viaduct  in  which  we  have  cut  down  the  distance 
between  the  base  ol  the  rail  and  the  under  side  of  the  iron  work  to  iS  inches.  I 
simply  mention  that  as  one  of  the  items  that  affect  head  room,  or  affect  the  height  of 
any  embankment. 

An  estimate  on  what  it  would  cost  to  construct  four  viaducts  across  four  of  the 
principal  streets  that  the  city  would  require  our  road  to  build  in  the  ne.xt  five  years, 
and  also  the  capitalization  of  the  operating  expenses  due  to  the  maintenance  of 
watchmen  or  guards  at  the  various  crossings  and  the  mile  and  a  half  which  the  esti- 
mate covered,  the  capitalization  of  the  operating  expenses,  plus  the  cost  of  the  via- 
ducts, plus  the  land  damages,  etc.,  make  a  capitalization  of  about  one  and  one-third 
million,  on  a  mile  and  a  half  of  road.  In  some  cases  the  continuance  of  the  present 
system  is  really  the  most  expensive;  that  is,  if  the  policy  of  the  city  were  carried  out,, 
to  build  viaducts  over  every  third  or  fourth  street.  But  that  only  takes  in  main  lines. 
The  main  difficulty  is  the  access  to  industries  that  are  now  located  along  the  sides 
of  the  existing  lines.  In  regard  to  the  expense  of  any  system  that  might  in  the  future 
be  decided  upon  between  the  railroad  companies  and  the  city,  it  seems  to  me  that 
under  the  existing  condition  of  things,  the  railroads  and  the  city  having  helped  each 
other  to  arrive  at  tlie  present  condition  of  things,  that  no  system  should  be  decided 
upon  that  the  public  is  not  willing  to  bear  its  just  portion  and  share  the  expense.  The 
most  of  the  trunk  line  railroads  that  run  into  Chicago  to-day  are  dividend-paying 
roads,  due  more  to  their  terminals  in  Chicago  than  to  the  particular  management  of 
their  respective  lines.  They  should  undoubtedly,  owing  to  the  advantages  that  they 
have  received,  through  their  access  into  the  city,  bear  a  large  proportion  of  the  ex- 
pense of  any  system  that  might  be  adopted.  The  city,  on  the  other  hand,  having 
been  partially  created  by  the  railroads,  and  receiving  the  benefits  due  to  safe  and 
uninterrupted  travel,  should  bear  part  of  their  expense,  and  it  seems  to  me  that 
the  city  should  bear  the  entire  expense  of  the  elevation  of  the  tracks  beyond  what 
the  capitalization  of  the  operating  expenses  would  be,  due  to  the  present  system  of 
operation.  In  regard  to  the  industries  in  the  yards  and  the  handling  of  the  freight, 
we  could  have  the  establishment  ol  transfer  yards.  These  are  now  contemplated  by 
one  railroad  company  in  the  town  of  Lyons.  If  it  met  with  the  support  of  the  other 
railways  entering  the  city  it  would  remove  a  large  portion  of  the  switcliingfrom  Chi- 
cago; it  would  relieve  the  switcliing  done  inside  of  the  limits  of  the  city  entirely,  and 
leave  that  part  of  it  due  to  the  city  itself.  It  might  be  possible  by  the  purchase  of 
cheaper  ground,  on  the  outskirts  of  Chicago,  that  a  great  many  of  our  present  in- 
dustries might  be  induced  to  move  to  these  localities  and  the  high-priced  land  they 
now  occupy  might  be  used  for  other  purposes.  This  subject  is  so  broad  and  so  deep' 
that  it  will  take  some  time— more  time  I  imagine  than  any  person  connected  with  the 
Society  has  to  give  it— to  arrive  at  any  positive  conclusions  upon  the  matter.  What 
I  have  said  I  do  not  mean  to  express  really  as  an  opinion,  but  to  give  the  matter  a 
start  before  the  Society. 

There  is  no  question  but  what  in  the  future  this  question  must  be  met  and  must, 
be  solved  by  some  different  method  of  terminals,  and  some  different  method  of  ope- 
ration of  the  roads  than  now  exists,  and  that  solution  will  be  radically  different  from 
what  we  now  have. 

There  is  another  question.  Most  of  the  railroad  men  take  this  view  of  the  ques- 
tion—that they  are  not  required  to  make  any  changes:  that  the  city  and  State  Legis-- 
lature  have  no  authority  to  make  any  changes,  but  if  the  present  system  is  persisted 
in,  it  is  possible  for  the  city  to  make  such  restrictions,  or  police  regulations  that 
would  increase  tlie  operating  expenses  of  the  lailroads,  in  regard  to  watching  cross- 
ings, iS:c.  It  might  very  easily  put  such  a  burden  on  the  road  that  the  capitalization 
of  the  operating  expenses  would  more  than  compensate  for  the  increased  cost  of 
construction,  and  would  make  it  pay  to  make  even  radical  changes. 

Mr.  Isham  Randolph.  Two  of  our  leading  corporations  have  given  a  great  deal-" 
of  thought  and  labor  to  this  topic,  and  I  had  the  benefit  of  their  lalior.  They  seemed 
to  have  reached  the  conclusion  that  so  far  as  they  are  concerned,  elevating  tracks  is 
purely  practical.  That  is  the  horn  of  the  dilemma  they  prefet  taking  if  they  are 
driveti  to  take  any.  They  have  found  that  they  can  depress  the  streets  some  five 
feet  and  raise  the  tracks  to  get  the  needed  headway.  Of  course  it  is  utterly  impos- 
sible to  dispense  altogether  with  grade  tracks,  unless  they  go  to  the  immense  ex- 
pense of  raising  their  whole  yard  system,  so  it  is  preferable  to  keep  that  elevation 
as  low  as  possible,  in  order  to  reach  these  yaids  by  an  easy  descending  grade,  that 
would  hardly  be  less  though  than  i  percent.  So  far  as  reaching  industries  and 
freight  houses  is  concerned,  I  think  that  difficulty  can  be  overcome.  Several  years 
ago,  I  was  associated  in  the  construction  of  a  large  freight  house.  It  was  a  three-, 
story  building,  and  there  are  five  elevators  there,  and  they  inake  continued  use  of 
all  the  floors,  unloading  of  course  on  the  middle  floor.  They  find  that  is  a  source  of 
considerable  revenue  to  them  to  have  this  immense  floorage  area,  and  that  same 
system  could  be  carried  out  by  the  other  railroads.  Here,  where  land  is  so  costly 
in  the  city,  it  seems  almost  worthy  of  the  outkiy  to  get  the  use  of  the  area  which  lies, 
below  the  tracks  for  business  purposes. 
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I  would  elevate  the  cars  say  to  the  second  floor,  and  have  the  use  of  the  area 
below  those  tracks  for  storage  and  other  purposes.  So  far  as  the  coal  business  is 
concerned,  1  think  it  would  be  benefitted  by  the  elevation  of  the  tracks. 

I  think  that  the  elevation  of  the  tracks  above  the  streets  would  solve  the  rapid 
transit  problem  at  once.    You  could  run  as  fast  as  you  pleased  then. 

It  seems  to  me  that  if  you  make  these  roads  elevated,  it  would  do  away  with  the 
necessity  for  any  other  class  of  elevated  roads. 

Mr.  Geo.  S.  Morison.  The  question  is  one  which  I  have  really  never  given  much  at- 
tention to  in  Chicago,  but  there  are  one  or  two  little  points  now  which  I  think  some- 
thing might  be  brought  out  on.  It  is  not  simply  a  question  of  cleat  jng  the  railways  from 
the  streets.  It  is  quite  as  much  a  question  of  dealing  the  railroads  from  each  other. 
You  can  conceive  ot  a  condition  in  this  city  where  you  would  want  a  four-story 
railroad,  and  a  street  under  it  below  that.  Unfortunately,  the  tendency  has  been  to 
require  an  increased  height  for  railroad  crossings.  Fifteen  years  ago,  eighteen  feet 
was  considered  a  good  deal.  Twenty  feet  was  asked  a  few  years  later,  and  now  there 
are  a  good  many  railroads  that  insist  they  can  not  operate  safely  unless  there  is  a 
clear  head  room  of  twenty-one  feet  above  the  track,  and  that  has  been  due  to  the 
introduction  of  special  classes  of  roUing  stock,  which  the  different  freight  managers 
have  put  on  their  roads  as  attractions  against  other  lines.  The  furniture  cars  are 
fourteen  to  fifteen  high,  and  they  claim  that  when  a  car  01  that  kind  is  put  on  a 
railioad,  they  must  have  their  bridges  of  such  height  that  a  freight  brakeman  can 
stand  on  that  car.  Couldn't  there  be  some  fi.xed  rule  for  regulating  the  height  of  the 
cars?  I  think  the  standard  rule  within  the  city  limits  is  only  si.xteen  feet  above  the 
rail.  Go  outside  the  limits  and  those  same  roads  are  asking  for  tweniy-one.  Why 
would  it  not  be  possible,  in  a  few  years,  if  some  fi.xed  rule  is  adopted  to  bring  down 
that  elevation  to  fourteen  feet  ?  If  we  could  once  come  to  that,  this  question  would 
be  very  luuch  simplified.  I  do  not  know  that  that  bears  very  directly  on  this  subject, 
but  I  think  it  is  a  matter  that  has  never  been  given  proper  attention. 

Mr.  Ale.xander.  I  have  not  given  this  much  attention,  but  my  opinion  is  that  the 
solution  of  the  question  in  the  future  will  be  that  the  railroads  will  all  be  under 
ground.  That  in  time  we  will  have  a  complete  system  of  underground  roads,  with 
a  central  depot,  and  I  think  that  will  be  the  solution  of  the  rapid  transit  question.  I 
think  the  drainage  of  the  tunnel  will  be  a  very  simple  matter. 

Mr.  L.  E.  Cooley.  The  general  thought  which  presents  itself  to  me  is  to  look  at 
it  first  from  what  you  would  call  the  ideal  standpoint  and  then  to  approach  it  as 
nearly  as  maybe  practical  to  do  so.  That  system  to-day  would  shape  itself  about 
in  this  way,  in  my  mind  :  Suppose  we  had,  at  a  distance  from  Chicago,  a  belthne 
road,  say  ten  or  fifteen  miles  out,  and  where  all  railroads  would  go  to  a  common 
yard,  as  proposed  in  the  Stickney  scheme,  which  would  take  out  of  the  city  abso- 
lutely all  traffic  in  the  day  time,  and  in  the  evening  would  move  about  the  city 
such  as  was  intended  for  local  inanufacturing  purposes.  That  going  to  some  other 
point  would  not  come  into  the  city  at  all.  It  would  remove  from  our  interior  lines 
here  everything  that  came  in  the  nature  of  freight  traffic,  except  that  which  belongs 
in  our  local  freight  houses  in  our  local  manufacturing  points,  and  that  to  be  moved 
in  the  night  time.  Now%  in  regard  to  the  railroads  themselves  that  would  leave  them 
free  during  the  day  time  for  a  rapid  transit  system,  and  I  consider  that  the  distri- 
bution of  the  railroads  of  this  city  would  give  the  best  rapid  transit  system  that  any 
city  on  the  globe  has.  We  have  practically  here  a  level  plain,  with  railroad  lines 
going  out  like  radii  from  the  centre  and  reaching  with  facility  a  distance  of  twenty 
miles  within  half  an  hour,  if  the  roads  were  not  obstructed.  Now,  in  regard  to  the 
treatment  of  the  question  within  the  city  itself  there  are  the  two  general  views  sug- 
gested. I  think  that  everybody  agrees  that  the  system  of  viaducts  is  the  most  ex- 
pensive. The  two  general  views  are  elevating  the  tracks  or  depressing  them,  and 
both  systems  have  their  advantages  and  advocates.  I  think  the  wiser  plan  w'ould 
be,  if  it  were  possible  to  do  so  in  the  heart  of  the  city,  and  for  at  least  four  or  five 
miles  out,  to  keep  the  heavy  traffic  on  the  lower  story  and  carry  your  street  traffic 
above  Suppose  it  were  possible  to  concentrate  the  different  roads  which  enter  the 
city  on  certain  trunk  lines.  Give  them  right-of-way  of  a  certain  width,  which  they 
can  use  for  their  railway  purposes  and  allow  them  to  work  out  their  own  salvation 
inside  of  that,  and  to  put  their  tracks  down  so  that  streets  could  cross  at  city  grades 
That  is  the  general  thought.  Now%  is  it  possible  in  any  way  to  bring  about  a  thing 
of  that  kind?  Of  course  such  a  system  as  that  would  accomplish  the  system  of 
rapid  transit  of  which  I  first  spoke  within  the  space  which  these  lines  reach,  and 
with  our  cable  roads,  it  seems  to  me  might  solve  the  problem.  If  we  could  get 
something  of  this  kind  as  an  ultimate  condition,  and  what  we  do,  do  in  harmony 
with  this  plan,  or  some  other  plan  which  may  be  decided  on  as  wisest.  If  you 
could  suppose  that  all  the  railroads  of  this  city  would  form  a  terminal  company,  in 
which  they  could  pool  all  of  their  values  of  investment,  inside  of  this  so-called'belt 
road,  and  have  freight  houses  and  tracks  and  everything  of  that  kind  that  supply 
this  whole  interior  area,  in  common,  so  that  a  road  when  it  wanted  to  get  some- 
where, does  not  have  to  build  a  line  there  itself,  but  all  the  lines  to  be  used  jointly 
Then  go  to  work  and  unravel  this  enormous  evil  of  grade  crossings  which  we  have 
now  all  over  the  city,  and  bring  them  in  in  parallels,— like  skeins  of  silk.  We  are 
allowing  such  troubles  as  that  to  grow  up  all  over  this  city.  It  seems  to  me  that  the 
railway  officials  and  others  interested  in  the  question  of  transportation,  can  in  some 
way  gel  together,  and  create  a  proper  body  of  men  to  give  this  a  thorough  and 
comprehensive  study,  from  the  ground  up.  It  will  cost  a  good  deal  of  money  to 
do  a  thing  of  that  kind,  but  whatever  it  costs,  it  is  a  wise  expenditure  to  incur  on 
the  part  of  somebody,  whether  it  costs  $2:0, coo  or  $^00,030.  The  point  is  this,  that  on 
the  solution  of  great  questions  of  this  kind  virtually  depends  the  vitahty  of  our 
future  growth.  The  question  is,  if  as  a  community  we  can  go  at  this  work  in  a  syste- 
matic way,  the  same  as  we  would  if  we  were  individuals  handling  the  same  ques- 
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■tion.  We  should  go  at  it  in  a  comprehensive  way, — not  throwing  away  our  money 
in  elaborating  expensive  schemes  that  cannot  be  now  carried  out,  but  spending  wisely 
all  that  is  necessary  to  facilitate  and  solve  this  question  in  harmony  with  a  policy 
which  carries  the  ultimate  solution.  A  good  many  people  say,  we  can  force  ihe 
railroads  to  a  solution  of  this  problem  if  we  keep  our  backs  up.  If  they  get  a  solu- 
tion of  this  question  in  ten  years,  I  shall  be  very  happy,  because  it  is  something  that 
involves  a  large  expenditure  and  a  long  time  before  it  can  be  completed.  However, 
you  can  establish  a  policy,  and  whatever  you  do,  do  in  harmony  with  that  policy. 
That  is  my  general  thought  in  regard  to  this  subject. 

Mr.  Guthrie:  I  look  upon  this  as  the  time  to  move.  The  subject  is,  how- 
ever, too  big  to  talk  in  one  evening.  I  would  urge  strenuotisly  the  appointment  of 
committees  to  investigate  this  matter  in  a  thorough  and  business-like  way.  We 
must  do  here  this  kind  of  work.  The  public  are  not  prepared  to  do  it.  I  believe 
that  we  have  got  to  elevate  the  roads.  We  all  acknowledge  that  we  have  reached  a 
point  w  here  either  the  roads  must  be  depressed  or  raised.  I  see  so  many  obstacles 
m  the  way  of  sinking  the  tracks  that  I  reach  the  conclusion  that  they  must  be  raised. 
I  believe  that  tlie  value  of  the  storage  area  that  would  be  created  by  raising  the 
tracks  would  go  a  long  ways  towards  defraying  the  expense.  I  look  at  it  in  this  way. 
Chicago  is  indebted  to  the  railroads,  and  the  railroads  are  indebted  to  Chicago. 
This  change  should  be  a  charge,  the  expense  of  which  should  be  mutually  borne, 
or  borne  in  such  proportion  as  to  eciualize  the  burden  and  place  it  where  it  belongs. 
I  do  not  believe  in  trying  to  pass  ordinances  to  compel  the  roads  to  do  things  they 
ought  not  be  asked  to  do.  Theie  are  many  things  conspiring  to  indicate  that  this  is 
the  time.  The  World's  Fair  coming  to  Chicago.  The  rapid  transit  question  is  press- 
ing harder  every  day.  We  had  a  trial  of  slow  transit,  and  one  week  answered  the 
purpose.  It  don't  vork.  I  believe  there  should  be  committees  appointed  well 
adapted  to  investigate  the  subject,  and  dividing  it  so  that  the  work  will  not  fall 
heavily  on  any  of  them. 

The  importance  of  the  discussion  and  the  desire  for  further  discussion  led  to  Mr. 
Wallace  proposing  that  a  committee  of  five  be  appointed  to  investigate  the  matter 
and  make  a  report  to  the  next  meeting.  Not  to  form  any  conclusions,  but  simply 
to  systematize  the  matter,  both  in  regard  to  railway  problems  as  a  whole,  and  in  re- 
gard to  rapid  transit  also.  To  present  a  report  for  the  purpose  of  discussion  at  that 
time.  He  also  suggested  that  that  committee  be  requested  to  have  this  report 
ready  and  submit  it  to  the  Secretary  for  distribution  at  least  a  week  or  ten  days 
before  the  next  meeting  of  the  Society. 

The  motion  was  carried  and  the  President  appointed  Messrs.  Wallace,  Ran- 
dolph, Morison,  Stiobel  and  Alexander. 

Meeting  adjourned.  John  W.Weston,  Secretary. 
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Report  of  Committee. 

EXTRACT   FROM   STENOGRAPHIC   REPORT   OF   APRIL  2   MEETING   RELATING   TO 
THE   CHICAGO   RAILW.W    PROBLEM. 


President.— I  should  deem  it  wise  to  continue  it  if  the  interest  in  it  would  con- 
tinue.   If  somebody  will  make  a  motion  we  can  come  to  some  conclusion. 

Mr.  Wallace.— I  move  that  a  committee  of  five  be  appointed  to  investigate  the 
matter  and  make  a  report  to  the  next  meeting;  not  to  torm  any  conclusions,  but 
simply  to  systematize  the  matter,  both  in  regard  to  railway  problems  as  a  whole  and 
in  regard  to  rapid  transit  also;  to  present  a  report  for  the  purpose  of  discussion  at 
that  time.  I  would  also  suggest  that  that  committee  be  requested  to  have  this  report 
ready  and  submitted  to  the  Secretary  for  distribution  at  least  a  week  or  ten  days  be- 
fore the  next  meeting  of  the  Society. 

Motion  carried. 


Chicago,  April,  14,  1S91. 
J.  W.  Weston,  C.  E.,  Secretary, 

Western  Society  of  Engineers, 

78  La  Salle  street,  City. 
Dear  Sir:— I  herewith  transmit  to  you  a  copy  of  the  majority  report  of  the 
committee  to  consider  the  railroad  problem.    I  also  attach  important  papers  and 
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correspondence  which  may  lie  of  interest  to  you.    The  probabihties  arc  that  Messrs. 
Murison  and  Strobcl  will  submit  a  minority  report.     Yours  truly, 

J.  F.  Wallace,  Chairman. 


Chicago,  April  14, 1890. 
Western  Society  of  Engineers,  City: 

Gentlemen— Your  committee  to  consider  the  railroad  problem  of  Chicago,  111., 
would  respectfully  make  the  following  report,  in  which  we  havefoUowed  theinstiuc- 
tions  given  to  the  committee  uijon  its  appointment  by  the  Society  at  its  meeting  of 
April  2d,  and  in  which  we  have  outlined  the  different  plans  that  have  suggested 
themselves  for  a  solution  of  the  problem,  stating  the  leading  advantages  of  each 
plan  and  the  principal  difficulties  in  the  way  of  its  execution. 

Yours  respectfully,  J.  F.  Wallace, 

I.  Randolph, 
H.  C.  Alexander. 


Your  committee  suggested  that  the  Chicago  Railway  Problem  be  considered  as 
follows: 

I.  A  Complete  System  of  Elevated  Railroads  for  the  City  of  Chicago. 

ist.  Its  advantages  to  the  general  public  are:  It  insures  safety  of  life  and  limb  to 
all  persons  using  streets  and  alleys  of  the  city  at  their  present  grade. 

2d.  It  affords  a  means  of  rapid  interchange  of  business  and  solves  the  difficulties 
of  suburban  passenger  travel. 

3d.  It  affords  undelayed  and  uninterrupted  street  travel. 

ITS  advant.\ges  to  the  railroads. 

ist.  It  affords  facilities  for  the  rapid  and  convenient  movement  of  trains;  the 
rapid  movement  of  trains  in  a  crowded  locality  being  the  economical  movement. 

2d.  It  reduces  the  time  necessarily  consumed  by  through  trains. 

3d.  It  reduces  the  operating  expenses  by  dispensing  with  the  policing  of  public 
crossings,  and  making  unnecessary  the  use  of  gates  and  other  costly  mechanical 
appliances. 

4th.  It  eliminates  the  element  of  damage  for  personal  injury  due  to  persons 
crossing  the  railroad  streets. 

5th.  The  increased  capacity  for  train  movement  due  to  release  from  the  opera- 
tion of  the  city  ordinances  restricting  length  of  trains. 

the  disadvantages  of  a  complete  elevated  system. 

ist.  To  the  city  and  the  general  public  using  its  streets  and  thoroughfares  there 
can  be  no  objection  urged  to  an  elevated  system. 

2d.  To  the  railroads  the  disorganization  of  all  the  existing  methods  of  exchang- 
ing business  with  industrial  works  and  warehouses,  round-houses  and  shops. 

3d.  Increased  cost  of  maintenance  of  an  elevated  system  over  a  grade  system. 

II.  Head  of  Discussion,  A  System  of  Railroads  Depressed  Below  the 

Grade  of  the  Street. 

1ST.  advantages  to  the  general  public. 

Its  advantages  are  identical  with  those  set  forth  under  the  first  head  of  this  dis- 
cussion, with  this  further  advantage,  that  the  view  of  all  unsightly  structures  and 
trains  is  removed  from  the  public  gaze. 
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2D.    THE  RAILROADS. 

To  the  railroads  the  same  advantages,  as  to  rapid  and  vininterrupted  movement 
ol  trains:  abohtion  of  police  protection  and  elimination  of  the  element  of  damages 
for  personal  injuries  at  crossings  are  secured  by  the  depressed  as  by  the  elevated 
system. 

3D.   THE  DISADVANTAGES  OF  A  COMPLETE  DEPRESSED  SYSTEM. 

To  the  general  public,  the  disadvantages  lie  in  the  direction  of  difficult  communi- 
cation with  the  public  carrier  system  of  the  country;  the  communication  with  ware- 
houses, factories,  docks  and  wharves  being  attended  with  great  cost,  and  compli- 
cated with  the  great  and  unsolved  problem  of  drainage. 


4TH.  DISADVANTAGES  TO  THE  RAILROADS. 


ist.  A  depressed  system  is  met  at  once  by  the  difficult  problem  of  drainage.  This 
problem  involves  the  shutting  out  of  seepage  from  the  soil,  the  grade  line  being  of 
necessity  many  feet  below  the  lake  level,  and  hence  below  the  line  of  saturation. 
Added  to  tliis  the  difficulty  of  caring  for  the  surface  drainage  of  so  large  an  area. 

2d.  The  construction  difficulties  due  to  the  depression  of  existing  tracks  and 
structures  while  keeping  up  the  movement  of  trains,  and  the  transaction  of  business. 

3d.  The  difficulty  of  disposing  of  the  immense  volume  of  excavated  material. 

'4th.  The  necessity  of  raising  the  entire  volume  of  traffic  from  the  low  level  of  the 
tracks  to  the  plane  of  the  existing  streets. 

III.  A  System   of   Railroads    Partly    Elevated  and  Partly  on   the 

Surface. 

Under  this  head  the  advantages  and  disadvantages  of  the  system  are  those  oi 
the  two  systems  pieviously  discussed,  and  the  preponderance  of  merit  will  depend 
upon  the  treatment  of  each  particular  case  governed  by  its  local  conditions.  This 
general  statement  refers  to  the  4th  head  of  the  discussion  as  well  as  to  the  3d. 

To  the  city  the  advantages  of  a  system  of  railroads  partly  elevated  and  partly  on 
the  surface,  means  the  removal  of  the  most  objectionable  features  ot  the  entire  sur- 
face system;  by  elevating  the  tracks  used  for  rapid  transit  and  leaving  upon  the  sur- 
face those  used  for  connection  with  intlustries,  freight  yards  and  shops;  tracks  which 
are  not  in  constant  use,  and  over  which  motive  power  and  cars  never  pass  at  high 
rates  of  speed. 

To  the  suburban  citizen  it  secures  the  rapid  transit  which  is  so  essential  to  the 
growth  and  prosperity  of  suburban  towns.  To  certain  classes  of  citizens  of  the  city 
it  is  of  advantage,  inasmuch  as  it  secures  to  them  the  continuance  oi  their  present 
trackage  to  manufactories,  warehouses,  etc.,  without  tlie  inconvenience  and  cost  of 
revision  to  meet  new  physical  conditions,  an  advantage  which  is  also  shared  by  the 
railroads. 

To  the  railroads  the  advantages  are: 

ist.  It  secures  to  them  the  undeniable  advantage  of  rapid  transit  with  a  minimum 
outlay  and  disorganization  of  existing  methods. 

2d.  It  minimizes  the  cost  of  policing  and  protecting  mechanically  the  public 
highways  and  streets. 

3d.  For  all  through  and  suburban  passenger  trains  it  gives  freedom  to  use  high 
rates  of  speed  without  menace  to  the  city  inhabitants  as  far  as  the  elevated  system  is 
adopted. 

4th.  It  admits  of  a  gradual  treatment  of  the  subject  in  accordance  with  the  con- 
ditions to  be  met  with  in  each  particular  case.  The  work  could  be  carried  on  by 
sections  to  meet  the  requirements  of  particular  localities  or  the  peculiar  condi- 
tions affecting  each  individual  road.  The  work  could  be  restricted  in  its  extent  to 
meet  the  financial  ability  of  the  road  undertaking  it :  in  fact,  the  development  of 
such  a  system  would  take  the  form  ot  growth  more  or  less  rapid,  and  not  of  revo- 
lution. 

5th.  Such  a  system  would  admit  of  the  disentanglement  of  the  complicated  and 
dangerous  grade  crossings  now  existing  within  the  city,  by  passing  one  road  or 
system  of  roads  over  another  road  or  system  at  a  sufficient  elevation  to  make  it  safe 
for  the  road  upon  the  lower  level  to  operate  its  tracks.  This  would  eliminate  dan- 
gers to  the  life  and  property  of  the  traveling  public  which  are  as  real  and  terrible  as 
the  dangers  of  the  surface  system  can  possibly  be  to  those  using  streets  and  high- 
ways crossing  railroad  tracks. 

6th.  This  ability  to  abolish  the  railroad  grade  crossing  would  remove  a  constant 
element  of  delay  and  of  expense.  Watchmen  could  be  dispensed  with  at  such 
crossings,  and  the  outlay  for  costly  and  complicated  interlocking  devices  which 
must  be  niade  if  grade  crossings  are  continued  would  be  entirely  avoided. 
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()HJKC:tions. 

This  system  will  diminish  the  objections  urged  against  a  grade  system,  but  as 
being  only  a  partial  solution  of  the  problem,  it  is  to  that  extent  objectionable.  It  is 
objectionable  inasmuch  as  it  is  proposed  to  maintain  certain  tracks  upon  the  surface 
to  be  used  tor  switching  purposes,  and  the  danger  of  these  tracks  lies  in  the  ob- 
structed view  when  approaching  from  the  side  of  the  elevated  tracks  away  from  the 
surface  tracks.  Persons  are  liable  to  come  upon  these  surface  tracks  and  be  run 
down  bv  moving  cars  or  engines  which  could  not  have  been  seen  as  they  approached 
the  crossing. 


Chicago,  April  7,  iSro. 
Preliminary  Report  OF  Sub-Committee  TO  THE  Committee  Appointed  to 
Consider  the  railroad  problem  of  Chicago. 
Gentlemen— Your  Sub-Committee  have  considered  the  subject  matter  under 
consideration  only  partially,  and  transmit  to  you  herewith  a  preliminary  draft  of 
their  report.  You  will  please  look  over  the  report  and  communicate  at  once  to  Mr. 
I.  Randolph,  at  room  42,  Rock  Island  Depot  Building,  your  views  in  regard  to  the 
attached  report,  and  make  such  suggestions  as  you  see  fit  in  regard  to  either  the 
report  or  the  subject  matter  in  general.  Please  give  this  matter  your  immediate 
personal  attention,  as  your  Sub-Committee  wishes  to  revise  and  enlarge  upon  this 
report  at  an  early  date.    Yours  truly,  Ish.\m  Randolph, 

J.  F.  Wallace, 

Sub-Committee. 


Chicago,  April  9,  i!^go. 
Messrs.  Isham  Randolph  and  J.  F.  Wallace,  Sub-Committee. 

Gentlemen— Your  preliminaiy  report  of  the  7th  reached  me  yesterday  after- 
noon. I  have  examined  it  and  it  seems  to  me  that  the  report  hardly  goes  in  the 
right  direction.  It  gives  in  a  general  way  the  supposed  advantages  and  disadvant- 
ages of  certain  systems  ot  obviating  existing  grade  crossings  and  that  is  all.  It  pays 
little  attention  to  the  physical  side  of  the  question  and  consists  principally  of  gener- 
alities. It  fails  to  consider  at  all  what  seems  to  me  as  important  a  question  as  any 
and  that  is  grade  crossings  of  railroads  with  each  other. 

It  seems  to  me  that  the  report  of  our  committee  should  be  very  concise,  it 
should  outline  some  physical  facts  and  make  recommendations  which  will  be  open 
for  discussion  and  revision.  Following  this  outline  I  have  prepared  the  flraftot  a 
report  wliich  I  submit  as  a  substitute  for  the  one  sent  me.    Yours  truly, 

Geo.  S.  Morison. 


Chicago,  April  14,  1890. 
Gro.S.  Morison,  Esq.,  Room  1,120  Rookery  Building,  City. 

Dear  Sir  :— Your  letter  of  April  9th,  handed  us  by  Mi.  Strobel,  at  hand,  also 
the  amended  draft  for  a  proposed  report  of  the  Committee  appointed  by  the  West- 
ern Society  of  Engineers  to  consider  the  Railroad  Problem  of  Chicago. 

We  think  that  you  misunderstand  the  intention  of  the  Society  in  the  appoint- 
ment of  our  Committee.  We  constructed  it  to  mean  that  our  Committee  should 
formulate  a  v^an/or  discussion  and  not  a  plan  io  discuss.  In  other  words,  we  con- 
sider the  meaning  of  the  Society  to  be  that  we  should  simply  present  the  matter  in 
a  general  form  in  order  that  the  Society  might  discuss  different  plans,  and  that  the 
meaning  of  the  Society  was  not  that  we  should  submit  a  definite  plan  to  discuss. 
Mr.  Alexander  and  ourselves  have  agreed  to  send  in  a  report  as  per  the  draft  sub- 
mitted to  you  and  Mr.  Strobel,  and  we  think  it  best,  owing  to  the  radical  difference 
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between  the  views  intended  by  Mr.  Strobel  and  yourself  and  those  intended  by  us 
that  there  should  be  both  a  minority  and  a  majority  report. 

If  you  and  Mr.  Strobel  will  endorse  the  draft  of  report  submitted  by  you  to  us 
and  return  it  to  Mr.  Wallace,  he  will  submit  the  matter  as  a  minority  report. 

Yours  truly, 

J.  F.  Wallace, 
I.  Randolph. 


Chicago,  April  16,  iSgo. 
J.  W.  Wkston,  C.  E.,  Secretary  Western  Society  of  Engineers. 

Dear  Sir:— I  transmit  to  you  herewith  a  minority  report  from  the  Committee 
appointed  to  consider  the  Railroad  Probleiii.  The  difference  of  opinion  existing 
between  the  members  of  the  Committee  was  not  so  much  as  to  the  merits  of  any 
particular  plan,  but  as  to  what  was  the  proper  province  of  the  Committee,  the  ma- 
jority holding  that  the  Committee  should  simply  formulate  the  different  plans  sug- 
gested, stating  their  advantages  and  disadvantages.  Yours  truly, 

J.  F.  Wallace,  Chairman  of  Committee. 


Chicago,  April  15,  1890. 
J.  F.  Wallace,  Esq.,  Chairman  of  Committee,   Home  Insurance  Building,  Chi- 
cago, 111. 
Dear  Sir  :— Enclosed  I  hand  you  the  proposed  report  of  the  Committee  to  con- 
sider the  Railroad  Problem  of  Chicago,  signed  by  Mr.  Morison    and  myself.    We 
agree  to  your  proposition  to  submit  this  as  a  minority  report.  Yours  truly, 

C.  L.  Strobel. 


MINORITY   REPORT. 


PRoro.sED  Report  of  Committee  Appointed  by  Western  Society  of  En- 
gineers TO  Consider  the  Railroad  Problem  of  Chicago. 


requirements. 


The  one  requirement  of  the  Chicago  Railroad  Problem  is  understood  to  be  the 
avoidance  of  grade  crossings  and  the  dangers  attending  the  same.  The  grade 
crossings  are  of  two  kinds :  the  crossings  of  streets  by  railroads,  and  the  crossing 
of  railroads  by  each  other:  any  plan  which  fails  to  cure  both  classes  of  crossings  is 
not  worthy  of  consideration. 


geographical  extent. 


Any  plan  adopted  must  provide  for  the  abolition  of  grade  crossings  at  li^ast 
within  the  entire  limits  of  Chicago:  but  it  is  not  necessary  that  the  work  should  all 
be  done  at  once,  and  a  plan  which  provides  for  the  removal  of  grarle  crossings 
within  a  radius  of  four  miles  from  the  intersection  of  State  and  Madison  streets  and 
is  susceptible  of  extension,  wHl  meet  the  required  conditions. 


GENERAL   PLANS. 


Three  general  plans  maybe  considered: 
ist.    The  elevation  of  all  railroads. 
2(1.     Tiie  d(^pression  of  all  railrontls. 
•^,cl.     A  combination  of  cU'vated,  depressed  and  surface  railroads. 
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ELEVATION  OF  TRACKS. 


The  elevation  of  all  railroad  tracks  would  solve  the  problem  of  grade  crossings 
of  streets,  but  it  would  not  solve  the  problem  of  crossings  of  railroads  with  each  other 
unless  sonie  of  the  tracks  were  elevated  at  least  twice  as  much  as  others;  would  in- 
terfere very  seriously  with  all  existing  freight  facilities;  for  these  reasons  this  plan  is 
not  recommended. 

DEPRESSED   TR.VCK. 

The  system  of  depressing  all  tracks  presents  the  difficulties  above  named  for 
elevating  tracks,  besides  which  it  would  involve  some  very  difficult  questions  about 
drainage,  and  would  be  disagreeable  for  passenger  service.  For  these  reasons  this 
plan  is  not  recommended. 

COMBINATION  ELEVATED,  DEPRESSED  AND  SURFACE  TRACKS. 

This  last  plan  seems  to  be  the  only  one  which  offers  any  chance  of  avoiding  the 
grade  crossings  of  railroads  with  each  other,  as  well  as  street  crossings,  at  no  un- 
reasonable cost;  it  is,  therefore,  in  a  general  way,  the  plan  which  your  Committee 
recommend. 

In  determining  what  tracks  should  be  raised,  what  depressed,  and  what  kept  at 
their  present  elevation,  the  following  considerations  should  govern:  The  preference 
should  be  given  to  elevated  tracks,  no  tracks  being  retained  on  surface  except 
where  this  becomes  necessary  to  connect  with  existing  yards  and  industries  and  to 
avoid  grade  crossings  with  the  elevated  lines;  wherever  tracks  are  retained  on  the 
surface,  the  streets  should  be  carried  over  them  on  viaducts,  the  number  of  viaducts 
varying  trom  every  street  to  every  third  street,  as  may  be  determined  by  traffic;  the 
depression  of  tracks  should  be  resorted  to  to  only  as  an  extreme  measure. 

A  clear  head  loom  of  16  feet  should  be  the  maximum  required  over  railroad- 
tracks  and  a  clear  head  room  of  12  feet  should  generally  be  accepted  as  enough  over 
streets. 

The  grades  to  be  used  in  the  approaches  to  street  viaducts  should  vary  from  2.5 
to  6  per  cent,  according  to  the  class  of  traffic.  The  grades  to  be  used  on  railroad 
lines  should  vary  from  o.>  to  2  per  cent.,  the  former  to  be  used  generally  on  all  main 
lines,  and  the  latter  to  be  used  only  in  exceptional  cases  where  one  road  has  to  be 
depressed  under  another. 

As  a  general  outline  of  a  plan  to  be  considered,  your  Committee  suggests  the 
following  as  a  solution  of  the  problem  within  four  miles  of  the  intersection  of  State 
and  Madison  streets.  The  tracks  of  the  Illinois  Central  Railroad  are  along  the  lake 
and  the  tracks  of  the  different  railroads  which  follow  close  to  the  Chicago  river 
(which  are  already  generally  crossed  by  viaducts)  with  their  connecting  yards  should 
be  retained  at  present  elevation.  The  two  principal  east  and  west  lines  being  those 
which  follow  Sixteenth  and  Kinzie  streets,  should  be  maintained  on  the  present  sur- 
face and  the  street  carried  over  them  on  viaducts.  The  North  and  Sotith  lines 
should  be  elevated;  the  St.  Charles  Ah  Line  should  be  treated  specially. 

The  details  of  construction  may  be  left  to  be  determined  by  the  management  oi 
the  different  railroads,  it  being  generally^understood  that  iron  structures  or  solid 
embankment  between  crossings,  with  iron  bridges  over  the  crossings,  would  be 
satisfactory. 

This  report  is  respectfully  submitted  for  discussion  before  the  Society. 

Geo.  S.  Morison, 
C.  L.  Strobel. 

Chicago,  April  9,  1890. 


CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


Apkil,  8,  iSqo. — Regular  meeting  held  in  Case  Library  at  8  p.  m.,  President 
Searles  in  the  chair. 

Minutes  of  previous  meeting  lead  and  approved. 

Mr.  Harry  Fitch  Coleman  elected  to  active  membership. 

The  President  made  some  remarks  relative  to  the  present  condition  oi  the  Club 
and  the  need  oi  larger  rooms  tor  meeting  and  library. 

Prof.  Howe,  Chairman  of  the  Programme  Committee,  reported  the  calendar  of 
regular  meetings  for  the  ensuing  year. 

Mr.  Eisenmann  stated  that  the  Cleveland  Architectural  Club  desired  to  form 
some  affiliation  with  the  Civil  Engineers'  Club  for  the  joint   use  of  the  rooms  and 
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other  purposes,  and  they  desired  to  know  if  the  Ckib  would  favor  such  action.  Re- 
ferred to  the  Library  Committee. 

The  President  announced  the  receipt  of  communications  from  the  Committee  of 
the  American  Societies  of  Civil  Engineers  inviting  a  committee  of  conference  on  the 
ciuestion  of  affiliation  with  them.  A  motion  was  made  to  refer  tlie  matter  to  a  Com- 
mittee, which,  after  some  discussion,  was  passed.  Committee  appointed:  Messrs. 
A.  Mordecai,  John  Whitelaw,  William  M.  Searles,  J.  F.  Holloway,  W.  R.  Warner 
and  H.  C.  Thompson. 

The  President  reported  the  receipt  of  various  papers,  etc.,  sent  regularly  to  the 
Club,  and  suggested  an  enquiry  be  made  to  ascertain  to  whom  the  Club  is  indebted 
for  them,  that  the  journals  of  the  Club  may  be  sent  in  return. 

Mr.  Thompson  suggested  that  a  large  specimen  of  building  stone  formerly 
owned  by  the  late  Mr.  Charles  Latimer  be  received  by  the  Club.  Motion  to  that 
effect  made  and  carried. 

Motion  by  Mr.  C.  G.  Force,  Jr.,  that  a  committee  consisting  of  J.  F.  Whitelaw, 
W.  P.  Rice  and  S.  J.  Baker  be  appointed  to  prepare  and  present  a  memoir  of  the 
late  Mr.  James  S.  Oviatt.    Carried. 

Motion  by  Mr.  Hermann  that  a  committee  be  appointed  to  carry  out  the  sugges- 
tions of  the  President  in  regard  to  procuring  larger  quarters.  Carried.  And  the 
President  appointed  the  tollowing  committee:  Messrs.  W.  R.  Warner,  S.  T.  Well- 
man,  Wm.  Chisholm,  H.  M.  Claflin  and  James  Barnett. 

A  carefully  prepared  paper  was  then  read  by  Mr.  Ambrose  Swasey  entitled, 
"The  Eiffel  Tower  from  Foundation  to  Lantern."  It  was  illustrated  by  a  number  ot 
large  diagrams  of  the  foundations,  elevators,  etc.  The  discussion  which  followed 
was  taken  part  in  by  President  Searles  and  others. 

Mr.  Wliitney,  of  the  Pratt  &■  Wliitney  Company,  of  Hartford,  Conn.,  was  present 
and  e.Klended  an  invitation  to  any  of  the  members  to  visit  their  works  at  any  time. 

Club  adjourned.  C.  O.  Palmer,  Secretary. 
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;26th  Meeting,  April  I'l,  i8)o.— The  club  met  at  8:15  p.  m.  at  the  rooms  of  the 
Elks'  Club,  President  Nipher  in  the  chair;  twenty-seven  members  and  two  visitors 
present.  The  minutes  of  the  325th  meeting  were  read  and  approved  as  corrected. 
The  executive  committee  reported  the  doings  of  its  meeting  of  same  date.  Mr. 
Robert  Moore,  chairman  of  the  committee  on  conference  with  the  American  Society 
of  Civil  Engineers,  regarding  proposed  affiliation  with  that  society,  submitted  a  re- 
port for  the  committee.  After  discussion,  in  which  Messrs.  Blaisdell,  Prof.  Johnson 
and  others  took  part,  it  was,  on  motion,  ordered  that  the  consideration  of  this  report 
be  made  the  special  order  for  the  ne.xt  meeting,  the  Secretary  in  the  meantime  to 
send  copies  of  the  report  to  all  members. 

Mr.  Isaac  A.  Smith  then  read  apaper  on  "Railway  Inclines."  He  described  fully 
the  uses  of  these  devices  and  gave  his  experience  in  their  construction  and  opera- 
tion. He  made  certain  suggestions  in  regard  to  proposed  improvements  which 
would  increase  their  efficiency.  He  also  gave  figures  on  the  cost  of  inclines,  and  that 
of  the  necessary  steamers,  locomotives  and  crews  to  operate  them.  He  stated  that 
an  incline,  embodying  the  improvements  suggested,  was  now  in  process  of  con- 
struction at  the  foot  of  Mound  street  in  this  city.  The  discussion  was  participated  in 
by  Messrs.  Robert  Moore,  Russell  and  Ferguson. 

The  Secretary  then  read  Mr.  Arthur  J.  Frith's  paper  on  "Some  Practical  and 
Theoretical  Constitutions  of  the  Screw  as  an  Element  of  Mechanism."  The  author 
stated  that  the  proper  design  of  the  screw  depended  upon  the  uses  to  wliich  it  was 
to  be  put,  and  he  considered  the  question  under  a  number  of  different  heads.  He 
called  particular  attention  to  the  importanci;  of  liaving  the  co-efficient  of  friction  as 
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small  as  possible.  He  also  devoted  special  attention  to  the  consideration  oi  the 
screw  as  a  means  of  transmitting  power.  The  paper  was  illustrated  by  formuhe  and 
diagrams.  The  discussion  was  participated  in  by  Messrs.  Russell,  Nipher,  Johnson, 
Robert  Moore,  Baier,  Seddon  and  Oclcerson. 

Under  general  discussion,  Mr.  Robert  Moore  showed  the  ctub  some  cubes  of 
clay  taken  from  the  bottom  of  tlie  Mississippi  river  at  Memphis,  where  piers  for  a  new 
bridge  were  being  constructed. 

Prof.  Johnson  gave  the  club  some  dataregardingrccent  tests  of  granitoid  beams, 
which  showed  that  a  mixture  of  six  parts  of  granite  to  one  of  Portland  cement  was 
stronger  than  mixtures  having  larger  proportions  of  cement.  This  matter  was  dis- 
cussed by  Messrs.  Russell,  Crosby,  Seddon  and  Colby,  after  which  the  meeting  ad- 
journed. Wm.  H.  BrYjVN,  Secretary. 
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By  Ossian  Guthrie. 

The  phenomenal  growth  of  Chicago  has  precipitated  demands  for 
changes  and  improvements  in  such  rapid  succession  that  precipitate  action 
has  been  forced  vipon  us,  and  under  these  circumstances  methods  of 
temporary  relief  have  been  mconsiderately  adopted.  Many  of  these  have 
proved  utterly  worthless,  others  have  afforded  temporary  relief.  But  not 
in  a  single  instance  have  we  kept  pace  with  Chicago.  Our  city  and  rail- 
road systems  have  grown  up  together;  each  has  benefitted  the  other. 
Adjustments  and  re-adjustments  have  followed  in  rapid  succession  like 
checker  men  through  a  strongly  contested  game,  until  the  contestants  are 
both  in  the  "King-row"  and  the  solution  of  the  game  is  involved  in  the 
next  move.  We  are  in  a  complicated  snarl  which  the  next  move  must 
untangle.  To  one  even,  who  has  witnessedall  of  these  marvelous  changes, 
the  retrospect  is  bewildering.  Although  not  coming  to  Chicago  until 
1846,  I  have,  perhaps,  more  nearly  than  any  other  person,  witnessed  the 
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entire  growth  of  this  wonderful  city.  The  great  fire  of  187 1  destroyed 
nearly  every  building  which  had  been  erected  before  my  arrival.  There- 
fore, thinking  that  experience  would  shed  the  clearest  light  upon,  and 
that  I  could  more  efficiently  promote  the  discussion  of  the  subject  before 
us,  "The  Chicago  Railway  Problem,"  by  giving  a  historical  sketch,  than 
in  any  other  way,  1  ask  )-our  indulgence  for  a  few  minutes  for  that  pur- 
pose. 

I  landed  in  Chicago  October  28th,  1846,  then  a  city  of  14,000  inhab- 
itants. 

Public    Works. 

The  Court  House, at  that  time,  was  a  two-story  brick  structure  about 
40  X  100  feet  and  stood  on  N.  E.  corner  of  the  Public  Square,  then  an 
open  common.  The  Jail,  a  wooden  structure  and  much  smaller  than  the 
Court  House,  stood  on  the  N.  W.  corner  of  the  Square.  There  was  a 
total  of  about  one  mile  of  improved  or  planked  streets,  the  balance  being 
only  graded  like  a  country  road.  There  was  a  float  bridge  at  Clark  Street, 
one  at  Randolph  Street  and  a  draw  or  lift  bridge  at  Kinzie.  There  was 
also  a  small  scow  ferry  at  Rush  Street.  These  structures  were  all  of  ex- 
ceedingly rude  construction.  Chicago  then  had  but  two  Public  Schools 
and  three  hand  fire-engines.  This  catalogue  comprehends  the  public 
works  of  Chicago  at  the  close  of  the  year  1846.       Total  enrollment    1,000. 

October  5,  1847. — The  following  petition  signed  by  Henry  B.  Clarke, 
C.  Wilder,  \Vm.  Oaks,  and  O.  Jackson,  was  presented  to  the  Common 
Council: 

"Your  petitioners  would  respectfully  ask  your  Honorable  Body  to 
assist  us  to  procure  a  suitable  place  for  a  school,  in  the  south  part  of  Dis- 
tricts Nos.  I  and  2.  We  have  had  a  good  school  under  your  appropriation 
of  $100,  for  the  last  six  months,  and  as  the  school  is  about  to  close,  we 
are  very  anxious  to  have  it  continued.  The  building  we  have  used  is 
upon  a  lot  that  costs  no  rent;  the  building  belongs  to  W.  F.  Merrick,  for 
which  he  asks  the  sum  of  3^35.  Your  petitioners  believe  that  with  a  twelve 
foot  addition  made  to  it.  and  lathing  and  plastering,  it  would  be  sufficient- 
ly large  and  comfortable  for  the  winter.  Should  your  Honorable  Body 
see  fit"  to  appropriate  the  sum  of  3^100  and  allow  the  use  of  the  old  stove 
of  the  Council  room,  the  building  could  be  bought  and  all  the  necessary 
repairs  made.  Your  petitioners  desire  that  their  petition  may  be  referred 
to  the  Committee  on  Schools,  in  whom  your  petitioners  have  confidence." 

October  8,  1847. — The  following  order  was  passed  : 

"  Ordered,  That  the  sum  of  $100  be  appropriated  from  the  School 
Tax  Fund  for  the  purchase,  enlargement  and  repairs  of  the  building 
which  has  been  occupied  during  the  past  summer  as  a  school  house,  in  the 
southern  part  of  School  Districts  Nos.  i  and  2,  in  accordance  with  the 
prayers  of  the  petitioners;  to  be  expended  under  the  direction  of  the 
Trustees  of  Districts  Nos.  i  and  2." 

The  most  conspicuous  among  the  notable  private  enterprises  of  Chi- 
cago was  Frank  &  Walker's  Stage  Office  at  the  corner  of  Lake  and  Dear- 
born streets.  From  this  corner  the  overland  passenger  traffic  of  the 
Northwest,  radiated.  The  passenger  traffic  by  the  Lake,  however,  was  her 
distinguishing  feature  during  the  season  of  navigation.  The  daily  arrival 
and  departure  of  magnificent  side-wheel  steamers  was  heralded  by  bands 
of  music — each  steamer  carrying  its  own  band. 
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A'otablc  Private  Enterprises. 

About  1843  private  enterprise  erected  the  Hydraulic  Mills  at  the  cor- 
ner of  Lake  street  and  Michigan  avenue.  This  establishment  was  a  com- 
bination of  flouring  mill  and  pumping  works.  Water  from  these  works 
was  supplied  through  three-inch  wooden  mains  running  through  the 
alleysyto  that  part  of  the  South  Division  North  of  Madison  Street  and 
East  of  La  Salle.  The  reservoir  was  a  wooden  structure  about  25  X  50 
feet  deep.  It  might,  perhaps,  be  described  as  an  overgrown  tanner's  vat, 
above  ground.  A  complete  section  of  the  old  wooden  pipe,  with  its  iron 
connecting  thimbles,  may  now  be  seen  at  the  Department  of  Public 
Works. 

The  source  of  supply  from  these  works  was  supplemented  by  a  water 
cart  service  with  headquaiters  for  the  South  Division  at  \'an  Buren  Street 
and  the  Lake.  McCormick's  Reaper  Works,  then  Gray  and  McCormick, 
was  located  on  the  West  Side  of  Dearborn  Street  near  Madison.  There 
were  three  foundries  and  machine  shops.  These  foundries  "  poured  "  once 
or  twice  a  week  each,  as  occasion  required  and  patterns  were  carried  from 
one  to  the  other  when  dispatch  demanded. 

Here  let  me  add  that,  to  Charles  R.  Vandercook,  Chicago  is  indebted 
for  the  first  foundry  which  poured  daily.  This  was  a  notable  event  in  her 
histoiy. 

There  were  then  three  elevators  operated  by  horse  power,  the  horse 
working  a  treadmill  on  the  roof. 

The  great  lumber  market  was  located  on  Market  Street  between  Ran- 
dolph and  Madison  Streets,  and  FossBros'  Planing  Mill  was  located  at 
Madison  Street  and  the  river.  Here  all  the  planing  of  Chicago  was  done, 
Foss  Bros'  owning  the  Woodworth  Patent,  controlled  the  entu'e  planing 
business  of  Chicago. 

There  were  then  but  six  steam  engines  all  told,  in  operation. 

There  were  two  steam  flouring  mills, one  of  which,  the  Hydraulic  Mills, 
has  already  been  mentioned.     There  were  four  of  the  principal  hotels. 

The  most  notable  event  of  those  early  days,  was  the  opening  of  the  Ill- 
inois &  Michigan  Canal  by  the  arrival  of  the  freight  boat.  General  Fry,  on 
May  10,  1848.  A  line  of  Packet-boats  had  been  built,  and  was  started  on 
that  day.  A  boat  capable  of  carrying  100  passengers  arrrived  and  depart- 
ed every  morning  and  night.  This  year  is  also  notable  for  the  introduc- 
tion of  a  Tug-boat  on  the  Chicago  River,  the  writer  being  the  engineer. 
Since  that  time,  events  have  crowded  upon  us  with  such  rapidity  that 
memory  is  confused. 

Heretofore  we  have  groped  along  in  uncertainty,  not  knowing  whether 
we  were  to  lay  the  foundation  for  a  City  of  a  quarter,  and  ultimately  to  a 
half  million  or  not.  All  this  doubt  and  uncertainty  is  now  removed  and 
in  its  stead  we  have  before  us  a  clearly  indicated  duty,  viz.  to  so  project 
all  future  enterprises  and  changes,  as  to  form  a  part  of  a  gigantic,  but  as 
yet,  indefinite  whole,  —  to  lay  the  foundation  for  a  Cit\'  ranging  from 
one,  to  indefinite  millions  of  population. 

The  necessity  and  wisdom  of  adopting  such  methods  seem  to  be 
clearly  illustrated  by  the  changes  which  have  taken  place  within  my  per- 
sonal observation  and  to  some   of  which  I   have  called   your  attention. 
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From  the  last  report  of  the  Commissioner  of  Public  Works,  we  find 
Chicago  now  has  578  miles  of  thoroughly  improved  streets,  and  as  many 
miles  of  water  pipe,  and  45  bridges.  She  has  over  200  Public  Schools 
with  a  total  enrollment  of  128.000.  These  public  features  of  her  growth, 
when  compared  with  the  data  just  given  relating  to  the  same  features  in 
1846,  form  a  bewildering  contrast;  and  yet,  her  private  enterprises  far 
exceeded  those  of  a  Public  character.  It  seems  to  me  that  nothing  fur- 
ther need  be  said  to  demonstrate  that  the  time  for  immediate  action  had 
already  arrived.  We  are  confronted  to-day  with  three  stupendous  enter- 
prises, upon  which  the  future  of  Chicago  greatly  depends,  viz.  Perfect 
Drainage  and  Pure  Water,  the  "  Railway  Problem  "  and  the  World's 
Fair. 

There  is  scope  enough  in  either  of  these  great  projects  perfected,  for 
a  generation.  The  first  of  these,  it  is  believed,  has  a  foundation  already 
laid  broad  enough  for  any  requirements  of  the  future,  and  under  the  able 
direction  of  our  worthy  President,  will  proceed  to  completion. 

The  Railway  Problem  this  society  has  well  in  hand,  and  before  drop- 
ping it,  will  doubtless  present  the  most  satisfactory  solution  possible;  and 
in  relation  to  the  World's  Fair,  I  believe  we  have  only  to  fear  that  the 
work  will  be  underestimated.  This  must  not  be.  The  World's  Fair 
must  be  a  success,  and  this  Society  must  "  bear  a  hand  ". 


By  a.  F.  Robinson. 

Steel  Viaducts  With  Brick  Piers. 
(four  tracks). 

The  writer  had  occasion  recently  to  make  an  approximate  estimate 
of  the  cost  of  a  four-track  brick  viaduct.  He  has  re-modeled  this  esti- 
mate, and  added  others  for  four-track  metallic  viaducts  with  brick  piers. 
These  are  now  offered  to  the  Society  with  the  hope  that  they  may  be 
useful  in  connection  with  the  Rapid  Transit  question  which  is  now  up  for 
its  consideration. 

Regular  steel  spans  are  45  feet  between  centers  of  piers,  15  feet  from 
base  of  rail  to  street  grade,  5  feet  10  inches  from  base  of  rail  to  clearance 
line  under  side  of  girder.  Girders  for  one  track  8  feet  centers,  tracks  14 
feet  apart  between  centers. 

For  street  crossings  use  two  through  spans  of  35  feet  each  for  one  track 
supported  at  the  middle  of  the  street  by  trestle  bents  resting  on  concrete 
piers  capped  with  stone.  The  clear  head  room  above  street  grade  is  about 
12^  feet.  The  distance  from  base  of  rail  to  clearance  line  over  streets  2 
feet  6  inches.  Depth  of  ballast  between  top  of  floor  and  bottom  of  ties  is 
5j^  inches  in  all  cases.  The  material  in  girders  is  soft  steel,  used  without 
reaming. 

To  support  these  spans,  brick  piers  laid  in  cement  mortar  are  used. 
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The  regular  piers  are  56  X  5  feet  under  coping,  by  9^^  feet  high  from  un- 
der side  of  coping  to  footing.  Batter  is  one-half  inch  per  foot  all  around. 
Coping  is  18  inches  thick  with  6  inch  projection.  There  is  a  concrete 
hearting  through  neat  work  and  the  footing  (3  feet  thick)  is  of  concrete. 
Total  height  of  pier  from  top  to  bottom  of  footing  is  about  14  feet. 

The  girders  are  figured  for  heaviest  typical  engine  loads.  The  equiva- 
lent uniform  moving  loads  are  from  5,000  pounds  to  6,000  pounds  per 
lineal  foot  of  track. 

ESTIMATE. 

Oii£  Regular  Pier. 

19  cubic  yards  stone  coping  @$i8 $  342.00 

57  cubic  yards  brick  work  @  $8.25 470.25 

122.58  cubic  yards  concrete  @  $6.75 827.42 

107.4  cubic  yards  excavation  @  35  cents 37-59 

Total $1,677.26 

Small  Pedestals  for  One  Street  Crossing. 

3  cubic  yards  stone  coping  @  $18 $       54.00 

1 5.25  yards  concrete  @  $6.75 102.94 

20  yards  excavation  @  35  cents 7.00 

Total $       163.90 

One  4.^  Foot  Span,  Deck  Plate  Girder. 

(four  tracks.) 

152,000  pounds  steel  work  erected  and  painted  @  4.3  cents $  6,665.00 

1,890  cubic  yards  ballast  (rolling  mill  slag)  @  50  cents 945.00 

1,080  feet  B.  M.  pine  guard  timbers,  etc.  @  $30 3240 

Total $  7,642.40 

Cost  per  lineal  foot  $      169.83 

Eight  35'  through  spans  with  bent  for  middle  of  street: 

313,600  lbs.  steel  erected   and  painted®  4.3c $13,484.80 

Cost  per  lineal  foot  (clear  street) 204.31 

Cost   Per  Mile  of  Above  Four- Track   Structure   {Coutttin^    Upon    Fight 
Street  Crossifig's  Per  Average  Mile.) 

Super struct-ure. 

18,971,560  lbs.  steel  erected  and  painted  @  4.3  cents $     815.777.08 

199,401  cubic  yards  ballast  @  50c 99,700.75 

222,720  feet  B.  M.  pine  in  guard  timbers  @  $30 6,681.60 

Cost  of  one  mile  of  superstructure 922,159.43 

Cost  of  superstructure  per  Imeal  foot 1 74-65 
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SubstrKCture. 

(144  regular  piers  and  40  small  piers.) 

2190  cubic  yards  stone  coping  @  $18 $  39.420.00 

5498  cubic  yards  brick  work  @  $8.25 45.358.50 

14096  cubic  yards  concrete  @  $6.75 95,148.00 

12404  cubic  yards  excavation  at  35c 4,341.40 

Cost  of  one  mile  superstructure $       184,267.90 

Cost  of  superstructure  per  lineal  foot  of  viaduct 34-90 

Total  estimated  cost  of  one  mile  of  viaduct $  1,106,427.33 

Total  cost  per  lineal  foot  of  finished  viaduct $  -oy-55 

If  space  under  regular  girders  was  made  into  rooms  they  could  be 
rented  for  various  purposes,  as  floor  space  under  each  span  will  be  2028 
square  feet,  having  a  clear  height  of  9  feet  2  inches.  A  very  low  rental 
for  these  rooms  would  be  $18  per  month,  or  $216  per  room  per  year.  In 
an  average  mile  of  viaduct  there  are  105  of  these  rooms,  which,  at  the 
above  rental,  would  bring  $22,680  per  annum.  The  cost  of  putting  in 
end  walls,  concrete  floors,  doors,  windows  and  other  fittings  would  be,  say 
$60,000  per  mile,  making  a  total  investment  of  $1,169,427.33  per  mile  of 
four-track  viaduct.  The  rooms  at  above  rental  would  give  a  return  of 
nearly  2  per  cent,  on  the  total  investment. 

A  viaduct  differing  from  the  above  only  by  having  ordinary  floor,  that 
is,  timber  ties  will  cost  per  mile  of  the  superstructure  alone  $540,261.42 
including  heavy  ties  and  guard  rails.  Ordinary  track  ties  for  a  four-track 
line  will  cost  about  $6,000  per  mile.  Deducting  this  from  above  we  have 
for  comparison  the  cost  of  superstructure  per  mile  with  ordinary  floor — 
$534,261.42  or  $101.19  per  lineal  foot  as  against  $174.65  per  lineal  foot  of 
superstructure  having  solid  steel  floor  and  regular  ballast.  With  ordinary 
floor  on  viaduct  the  space  beneath  girders  will  hardly  rent  for  more  than 
one-third  what  it  brings  when  solid  floor  and  ballast  are  used. 

Estimated  Cost  of  Brick  Viaduct. 
(four-tracks). 
The  brick  viaduct  is  made  up  of  a  series  of  arches  with  steel  girders  at 
street  crossings.  The  span  adapted  is  20  feet  at  springing  lines  of  arch; 
rise  in  centre,  4  feet ;  pier,  6  feet  thick.  The  footings  and  core  in  piers 
and  floor  on  ground  surface  below  arches  made  of  concrete ;  remainder  of 
work  is  made  of  the  best  hard  brick  laid  in  cement  mortar,  the  space 
under  arches  being  enclosed  by  9  inch  walls  at  ends,  thus  making  it  avail- 
able for  storage.  The  distance  from  base  to  rail  on  viaduct  to  street  grade 
is  taken  at  15  feet ;  distance  from  street  grade  to  springing  lines  of  arches, 
7  feet  6  inches;  minimum  thickness  of  filling  between  bottom  of  tie  and 
crown  of  arch  is  about  14  inches.  Alleys  or  unimportant  streets  could  be 
crossed  by  the  regular  arches,  but  these  have  not  been  considered  in  the 
estimate.  The  same  plan  for  crossing  streets  is  used  as  in  previous  esti- 
mates, and  eight  street  crossings  are  taken  for  the  average  mile  of  viaduct, 
leaving  181  j^  spans  of  brick  viaduct.  At  each  street  crossing  piers  of 
double  thickness  have  been  used,  thus  we  have  regular  abutment  piers 
nearly  every  600  feet. 


1 
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Cost  of  0)ic  20-foot  Span   and   One   Pier. 

5.42  cubic  yards  stone  coping  (i^  $15 $      81.30 

226.67  cubic  yards  brick  work  @,  $8.50 i  ,926.70 

109.93  cubic  yards  concrete  Qi,  $6.75 74--03 

145.89  cubic  yards  rough  tilling  @,  35  cents 51.06 

67.07  cubic  yards  ballast  (slag)  @  50  cents 33-54 

96.75  cubic  yards  excavation  (W\  35  cents 33-86 

1 .250  ft.  B.  M.  timber  guards  («  $18 22.50 

500  pounds  iron  bolts  and  connections  @  \%.  cents 21.25 

Water-proofing  per  span 175.00 

Cost  of  26  lineal  feet $3,087.24 

Cost  per  lineal  foot 1 18.74 

Note. — Rough  filling  is  between  top  of  arch  and  lower  line  of  ballast. 

Cost  of  One  Mile  of  Finished  Viaduct. 

(181  ><  regular  spans  and  eight  street  crossings.) 

2,508,800  pounds  of  steel  erected  and  painted  @  4_J^  cents $1 12,896.00 

344  cubic  yards  stone  coping  @  $17 6,192.00 

983.73  cubic  yards  stone  coping  @  $15 14,755.95 

42,759.01  cubic  yards  of  brick  work  @  $8.50 363,451.59 

21,517.82  cubic  yards  concrete  @,  $6.75 145,245.29 

26,479.8  cubic  yards  rough  filling  @  35  cents 9,277.68 

13.334.17  cubic  yards  ballast  @  50  cents 6,667.08 

17,720.13  cubic  yards  excavation  @  35  cents 6,202.05 

53,760  feet  B.  M.  timber  guards  and  fastenings  @  %y:) 1,612.80 

226,875  feet  B.  M.  timber  guards  @$i8 4,083.75 

90,750  pounds  iron  bolts  and  fastenings  @  4X  cents 3,856.88 

Water-proofing  181;^  spans  @  $175 31,762.50 

Cost  per  mile  of  viaduct $706,003.57 

Cost  per  lineal  foot  of  viaduct. 1 13-71 

The  cost  of  concrete  floor  under  arches  and  enclosing  walls  at  ends 
was  included  in  the  above  estimate,  but  not  the  doors,  windows  and  other 
necessary  fittings.  For  the  above  items  add,  say,  $20,000  per  mile,  mak- 
ing a  total  cost  of  viaduct  per  mile  $726,003.57.  The  rooms  under  arches 
will  contain  1,080  square  feet  floor  surface.  They  are  7^  feet  high  at 
lowest  point.  These  rooms  should  be  worth  $120  per  annum  rental;  181 
rooms  at  $120  per  year  will  give  an  income  of  $21,720,  which  is  equal  to 
about  3>^  per  cent,  of  the  entire  cost  per  mile  of  viaduct. 

In  above  estimates  nothing  is  added  for  engineering  superintendence 
and  legal  expenses,  neither  is  any  allowance  made  for  interference  with 
existing  surface  arrangement  of  yards,  etc.,  while  building. 

When  tracks  are  elevated  some  of  the  connections  with  important  in- 
dustries will,  no  doubt,  be  cut  off.  At  many  of  these  places  it  is  now  very 
difficult  to  get  in  sidings  giving  sufficient  car  storage  room.  The  latter 
difficulty  may  be  in  great  pai't  overcome  and  connection  with  road  main- 
tained by  the  use  of  elevators  with  short  lifts  capable  of  handling  the 
heaviest  loaded  car.  An  elevator  of  50  tons  capacity  and  from  14  to  20 
feet  lift  will  cost  for  an  entire  plant  ready  for  operation  from  six  to  eight 
thousand  dollars.     For  a  portion  of  the  way  at  least  some  of  the  side  tracks 


28o  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 

will  have  to  be  elevated.     The  elevated   connection   can   be  made  with 
these  and  a  double  storage  room  for  cars  thus  be  obtained. 

Cars  could  be  moved  on  these  covered  or  house  tracks  by  means  of  the 
stationary  engines  (in  every  factory)  using  spools  and  return  pulleys  at 
various  places  in  the  yard. 

At  alarge  elevator  in  one  of  our  eastern  cities  the  writer  has  seen  the 
above  methods  of  using  stationary  engine  and  rope  for  doing  the  shifting 
of  cars  in  actual  operation.  There  were  three  or  four  tracks  along  the  full 
length  of  the  warehouse,  which  was  some  600  or  800  feet  in  length;  all 
shifting  of  cars  for  loading  or  unloading  grain  was  done  with  the  stationary 
engine.  Locomotives  were  never  called  for  except  when  a  train  was 
ready  to  go  out  from  the  elevator.  • 


By  Richard  P.  Morgan. 


It  was  stated  at  the  Grand  Pacific  Hotel  last  evening  by  a  gentleman 
(perhaps  from  New  York  City)  that  Chicago  would  be  the  most  populous, 
salubrious  and  moral  city  in  the  world.  He  admitted,  however,  that  be- 
fore his  prophecy  could  be  fulfilled,  several  great  problems  must  be  solved 
in  physical  and  spiritual  engineering. 

The  drift  of  affairs  in  the  world  seems  to  indicate  that  the  task  of  solv- 
ing the  physical  problem,  at  least,  is  likely  to  fall  to  the  lot  of  "  The 
Western  Society  of  Engineers." 

The  far  reaching  importance  of  the  subject  for  discussion  to-night, 
"  The  Chicago  Railway  Problem  "  and  the  s-ast  difficulties  that  surround 
a  feasible,  comprehensive  and  satisfactory  solution  of  it,  admonish  us  to 
approach  it  with  care,  yet  every  engineer  may  endeavor  to  throw  light 
upon  the  field  of  operation,  for  who  can  aloneifully  illuminate  the  sub- 
ject? If  there  is  any  one  willing  to  make  that  claim,  he  must  be  very 
capable  or  audacious. 

An  examination  of  the  present  occupation  of  the  central  territory  of 
Chicago  discloses  remarkable  conditions  which  probably  must  be  regarded 
as  permanent  and  very  arbitrary.  It  therefore  seems  that  civil  engineers 
who  may  engage  themselves  on  the  solution  of  "  The  Chicago  Railway 
Problem,"  must  accept  these  conditions  as  the  base  of  their  plans,  because 
any  that  might  be  devised,  contemplating  a  radical  change  in  them, 
would  antagonize  capital  instead  of  meeting  and  winning  it. 

The  investments  already  made  by  existing  railroad  companies,  in  the 
purchase  of  terminal  properties,  and  the  construction  of  buildings  and 
facilities  for  the  transaction  of  business,  are  so  large  and  valuable  that  any 
plan  which  proposes  entirely  new  methods,  or  to  do  away  with  such  ex- 
pensive structures,  cannot  be  expected  to  be  acceptable  to  the  companies 
interested  in  them. 

The  central  territory  alluded  to  may  be  bounded  on  the  north  by 
Kinzie  street,  on  the  south  by  Sixteenth  street,  on  the  east  by  the  lake  and 
on  the  west  by  Canal  street. 

Of  this  area,  which  is  two  miles  in  length  and  one  in  width,  approxi- 
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mately  35  per  cent,  is  owned  and  occupied  by  the  great  railway  systems 
terminating  in  Chicago,  and  15  per  cent,  of  it  is  occupied  by  the  Chicago 
river,  its  docks,  slips,  grain  elevators  and  other  warehouses  and  Lake 
Park,  leaving  fifty  per  cent,  only  occupied  by  the  streets  and  buildings. 

Stated  in  another  form  this  tract  contains  two  square  miles  oV  1,280 
acres,  of  which  one-half  or  640  acres  is  covered  by  the  existing  railway 
systems  terminating  in  Chicago  and  by  the  river  docks,  elevators,  etc.,  and 
Lake  Park.  It  will  be  seen  therefore  that  the  business  centre  of  Chicago 
which  is  practically  within  the  boundaries  before  mentioned  occupies  only 
640  acres,  including  the  streets. 

There  are  about  eight  miles  of  dock  frontage  and  perhaps  twelve 
miles  of  railway,  not  including  second  and  terminal  tracks,  within  the  area 
described.  The  railway  tracks  connect  with  the  river  front  mainly  on  the 
west  and  north  side  of  this  central  portion  of  the  city  bringing  lake  and 
rail  transportation  together  very  completely. 

It  is  not  likely  that  even  so  great  a  sum  as  several  hundred  million  dol- 
lars would  induce  these  railway  companies  to  relinquish  their  several 
positions  connecting  with  lake  transportation  and  which  are  so  eligible  to 
the  present  principal  business  district  of  the  city. 

What  has  been  said  perhaps  shows  sufficiently  the  permanent  and 
arbitrary  conditions  spoken  of.  It  may,  however,  be  of  service,  in  eluci- 
dating the  subject  under  discussion,  to  compare  them  with  those  in  other 
cities. 

The  city  of  New  York,  with  an  area  south  of  Harlem  river  more  than 
ten  times  as  great  as  the  central  territory  of  Chicago  spoken  of,  and  hav- 
ing a  population  of  1,800,000,  is  penetrated  by  only  one  of  the  great  rail- 
ways of  the  country  and  the  passenger  terminus  of  that  is  three  miles  from 
the  post  office  and  city  hall ;  also  this  road  from  the  Grand  Central  Depot 
at  Forty-second  street,  to  Harlem  river,  four  and  one-half  miles,  is  a  con- 
tinuous combination  of  underground,  open  cut  and  viaduct  systems  of 
railway  construction,  thus  completely  freeing  the  streets  of  that  city  from 
interference  by  even  that  one  railroad.  In  addition  to  the  passenger  line 
leading  to  Forty-second  street  its  freight  line  extends  on  the  west  side  of 
the  island  and  city  as  far  down  as  what  was  formally  known  as  Hudson 
Square, 

The  p  roportion  of  the  area  of  New  York  owned  or  occupied  by  this 
road  is  comparatively  very  small,  indeed  infinitesimal,  yet  every  locality 
of  the  city  by  reason  of  its  peculiar  geography,  enjoys  unsurpassed  facil- 
ities for  the  receipt  and  delivery  of  persons  and  property  from  all  parts 
of  the  world.  The  width  of  Manhattan  Island  at  no  point  exceeds  about 
two  miles  and  it  is  surrounded  by  navigable  waters,  so  that  all  persons, 
supplies  or  property,  coming  in  or  going  out,  easily  pass  between  the  water 
and  their  place  of  destination, 

A  vast  proportion  of  the  weight  and  bulk  of  all  the  property  coming  to 
and  going  from  New  York  is  moved  by  water  and  the  exchanges  of  heavy 
and  bulky  articles  are  made  near  the  water  frontage,  A  comparatively 
small  proportion  only  of  the  foreign  commerce  of  the  city  and  also  of  its 
local  traffic  and  supplies  have  an  average  haul  by  horses  of  so  much  as 
half  a  mile. 
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These  conditions  dispense  with  the  necessity  of  constructing  elevated 
or  underground  steam  railways,  except  for  the  rapid  transit  of  persons  be- 
tween different  parts  of  that  city. 

The  wonderful  terminal  facilities  that  the  water  front  of  New  York 
affords,  considered  in  connection  with  the  rapid  transit  of  persons  which 
is  furnished  by  its  elevated  system  of  railroads,  measurably  disclose  the 
character  and  capacity  of  the  terminal  and  rapid  transit  facilities  that  will 
be  demanded  at  an  early  day  by  the  commerce  and  people  of  Chicago. 

As  no  means  of  public  transportation  can  be  devised  which  will  receive 
and  deliver  goods  and  other  property  at  the  warehouses,  stores  and  dwel- 
lings, of  each  individual,  the  necessity  of  drayage  must  always  exist,  but 
it  seems  clear  that  the  terminal  railroad  system  of  Chicago  should  be  such 
as  to  reduce  the  average  drayage  distance  to  a  minimum,  even  below  that 
of  New  York.  But  Chicago,  unlike  New  York,  must  have  railroad  transit 
for  property  as  well  as  for  persons.  Generally  considered  that  is  possible 
of  attainment  by  one  of  three  methods. 

1st.     Below  the  level  of  the  streets  by  tunnels  or  their  equivalents. 

2d.  Upon  a  new  avenue  to  be  opened  for  the  railroad  itself  through 
existing  blocks,  and  the  road  so  elevated  as  not  to  interfere  with  the  streets 
it  may  cross. 

3d.  By  using  the  lines  of  the  present  streets  and  avenues  so  as  not  to 
interfere  with  their  present  occupation. 

It  is  possible  that  these  systems  in  their  varying  forms  can  be  profit- 
ably used  in  combination,  or  it  may  be  best  or  necessary  to  some  extent 
to  do  so;  but  either  separately  or  in  combination,  it  seems  manifest  that 
they  furnish  the  only  feasible  means  for  the  safe  and  rapid  transit  of 
persons  and  property  in  the  city  of  Chicago. 

The  vast  commercial  capacity  that  New  York  has  in  its  dock  frontage 
must  be  created  for  Chicago  upon  the  land,  by  the  erection  and  proper 
distribution  of  capacious  warehouses  and  terminal  railway  facilities  to 
supply  the  needs  of  a  great  and  increasing  commerce  which  approaches 
the  city  by  land.  The  fact  that  no  man  can  fix  a  limit  to  this  commerce, 
points  to  the  necessity  of  establishing  a  system  of  terminal  facilities  that 
can  be  uniformly  extended  from  time  to  time,  also  without  limit. 

Assuming  that  the  termini  of  the  existing  roads  must  remain  as  they 
are,  the  problem  becomes  one  of  enlarging  the  terminal  facilities  for  the 
commerce  of  the  city,  from  time  to  time,  as  the  growth  may  demand. 
Certainly  the  present  gorged  condition  of  the  central  territory  described 
cannot  be  much  more  intensified  for  the  terminal  facilities  are  already 
overcrowded. 

The  embarrassment  of  the  ordinary  traffic  of  the  city  and  danger  to 
human  life  occasioned  by  surface  tracks  at  crosssings  should  prohibit  any 
extension  of  the  present  methods. 

If  a  belt  line  of  elevated  railroads  were  built  surrounding  the  district 
described,  at  a  uniform  distance  of  a  mile,  and  so  adapted  in  its  construc- 
tion as  to  connect  with  the  present  surface  roads,  all  of  which  it  would 
cross,  as  well  as  the  streets,  without  obstruction,  and  in  the  same  manner 
cross  the  elevated  rapid  transit  passenger  roads,  an  increase,  at  least,  of 
the   present  evils  would  be  avoided.     In  this  way  a  satisfactory  system 
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might  be  established  which  could  be  extended  from  time  to  time  with  the 
growth  ot  the  city,  so  that  its  facilities  for  receiving  and  delivering  prop- 
erty could  be  increased  with  the  demand  for  them.  On  all  parts  of  these 
belt  lines  warehouses  could  be  established  and  the  surface  drayage  thereby 
reduced  to  a  minimum. 

If  it  be  objected  that  the  plan  proposed  would  be  expensive  and  com- 
plex, the  truth  of  the  objection  must  be  admitted.  On  the  other  hand 
it  also  must  be  admitted  that  the  present  condition  of  the  terminal  facilities 
m  Chicago  are  insufficient,  unsatisfactory  and  expensive,  and  that  the 
necessities  of  the  city  are  therefore  very  stringent. 

Such  vast  difficulties  cannot  be  overcome  by  trifling  appliances.  The 
means  must  be  adequate  to  the  solution  of  the  problem,  both  in  the  loca- 
cation  and  capacity. 

The  surface  belt  lines  are  necessarily  so  remote  from  the  internal  busi- 
ness that  they  answer  mainly  the  single  purpose  of  exterior  exchange  of 
cars  between  the  roads  centreing  in  the  city. 

It  seems,  therefore,  that  some  such  system  as  suggested  is  demanded  by 
the  rapidly  increasmg  needs  of  the  foreign  and  local  commerce  of  Chi- 
cago. If  Chicago  is  to  be  as  populous  and  commercially  great  as  there  is 
reason  to  anticipate,  we  need  but  a  full  disclosure  of  the  capacity  of  the 
terminal  facilities  of  New  York,  so  briefly  alluded  to,  to  demonstrate  how 
totally  inadequate  those  existing  in  Chicago  are. 


RECENT   PROGRESS   OF   THE   METRIC   SYSTEM. 


By  B.  a.  Gould,  Member  for  the  U.  S.  A.  of  the  International 
Committee  of  Weights  and  Measures,  and  President  of 
THE  American  Metrological  Society. 


[Read  before  the  Boston  Society  of  Civil  Engineers,  March  12,  iSqo.l 

Few  subjects  have  deeper  interest  for  me  than  the  furtherance  and  ex- 
tension of  the  Metric  System  of  Weights  and  Measures,  now  almost 
universal  among  civilized  nations;  and  knowing  how  decided  a  position, 
relative  to  this  reform,  your  Society  has  taken  in  past  years,  it  is  probable 
that  I  might  have  chosen  this  topic  of  my  own  accord  if  called  upon  to 
address  you. 

In  the  early  part  of  the  year  1870,  it  became  my  duty  to  leave  home 
for  a  distant  part  of  the  world  upon  an  expedition,  which,  although  ex- 
pected to  continue  for-  only  three  years,  did  protract  itself  through  fif- 
teen. 

When  I  went  away,  the  crusade  in  behalf  of  the  Metric  System  was 
active  and  earnest.  Soon  afterwards,  my  letters  told  that  our  leading  en- 
gineers and  architects  had  united  in  the  resolve  and  pledge  to  use   this 
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system  exclusively  in  their  plans,  specifications  and  drawings;  thus  making 
it  necessary  for  our  mechanics  to  familiarize  themselves  with  it,  and  in- 
suring its  general  use.  I  was  informed  that  the  leading  physicians  had 
agreed  to  employ  it  in  their  prescriptions,  and  that  the  most  prominent 
constructors  of  machinery  had  already  undertaken  such  modifications  of 
their  apparatus  as  were  needful  for  putting  their  enginery  into  accord 
Avith  the  metric  units. 

Returning  home,  less  than  five  years  ago,  it  was  with  the  expectation 
of  finding  the  metric  weights  and  measures  in  general  use;  and  all  the 
more  because  I  knew  that  instruction  concerning  them  had  been  required 
at  our  schools,  and  a  knowledge  of  them  for  admission  to  many  of  our 
colleges.  There  is  no  need  of  telling  how  great  was  my  disappointment 
at  finding  the  usages  of  our  community  scarcely  more  advanced  than  they 
had  been  fifteen  years  before. 

The  agreement  among  professional  men  proved  to  have  been  contin- 
gent upon  the  accession  of  a  certain  stipulated  number  in  our  principal 
cities.  The  instruction  had  heen  discontinued  in  many  schools,  in  the 
desire  of  diminishing  the  excess  of  demands  upon  the  pupils.  The  na- 
tional laws,  enacted  to  promote  the  gradual  introduction  of  the  system, 
had  been  practically  nullified  by  other  legal  provisions,  which  by  devices 
of  administrative  interpretation,  were  made  to  override  them.  And, 
strangest  of  all,  a  little  sect  had  sprung  up, — endowed  with  far  more 
zeal  than  knowledge,  which,  following  the  honest  but  absurdly  mistaken 
ideas  of  Mr.  Piazzi  Smyth,  maintained  that  the  British  inch,  and  the 
British  so-called  "quarter,"  had  been  the  subjects  of  divine  revelation, 
and  W'hich  persistently  closed  their  eyes  to  the  great  movement  which  was 
animating  the  rest  of  the  world,  and  tending  toward  a  fraternity  among 
nations  in  this  important  respect. 

The  first  crusade  had  failed;  yet  only  by  a  narrow  margin.  And  it  did 
good  work.  During  the  last  eighteen  or  twenty  years  our  people  have 
acquired  vastly  more  knowledge  of  the  subject,  and  greater  breadth  of 
view.  The  commercial  classes  have  begun  to  lecognize  the  advantage 
which  they  would  derive  from  the  accord  of  our  weights  and  measures 
with  those  of  other  nations.  The  mistakes  in  those  pyramid  measure- 
ments, and  in  the  inferences  from  them,  have  been  brought  to  light.  And 
the  strange  relics  of  colonial  provincialism,  which  have  so  persistently 
clung  to  our  nation — although  an  excess  of  conservatism  has  not  generally 
been  prominent  among  its  faults, — are  manifestly  tending  to  disappear. 
Moreover  the  almost  unanimous  accord  of  all  other  civilized  nations,  ex- 
cept Great  Britain,  has  not  been  without  its  infiuence  upon  our  community. 
Yet,  how  great  that  accord  is  may  not,  even  now,  be  fully  recognized.  . 

At  this  moment  there  is  but  one  first-class  nation  of  continental  Europe 
in  which  the  metric  system  is  not  obligatory.  This  is  Russia,  where,  ho\v- 
ever,  metric  units  are  largely  in  use  among  the  higher  classes,  and  whose 
representatives  have  not  hesitated  to  say  that  their.government  only  awaits 
the  adoption  of  the  system  by  either  the  United  States  or  Great  Britain,  to 
follow  at  once.  In  the  Grand  duchy  of  Finland,  of  which  the  Russian 
Emperor  is  sovereign,  the  metric  system  is  obligator)'  to  the  exclusion  of 
all  others.     And,  in  all  the  European  continent,  the  only  remaining  na- 
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tions  which  have  not  adopted  it  exclusively,  are  Denmark,  Greece  and 
Turkey,  in  two  of  which  the  legal  units  are  nevertheless  based  upon 
the  meter  and  the  gram. 

Throughout  South  America  the  metric  system  is  definitely  established 
for  all  government  purposes,  with  the  sole  exception  of  the  British  Colony 
of    Guiana,  and  it  has  been  largely  introduced  in  Asiatic  countries. 

In  short,  the  legal  adoption  of  metric  weights  and  measures  by  our  own 
country  is  all  that  is  needful  to  insure  its  practical  universality  throughout 
the  civilized  world,  with  the  single  exception  of  England,  where  of  course 
it  cannot  be  looked  for,  until  her  isolation  in  this  respect  shall  have  com- 
pelled it. 

But  enough  of  this  for  the  present.  What  I  had  purposed  saying  was 
in  a  totally  different  vein.  The  Boston  Society  of  Civil  Engineers  needs 
no  information  as  to  the  importance  and  advantages  ot  the  metric  system. 
But  it  may,  not  improbably,  be  interested  in  what  has  been  done  for  its 
advancement  during  the  past  year. 

For  fourteen  years  the  International  Committee  of  Weights  and 
Measures — a  body  composed  of  fourteen,  in  those  rare  cases  when  no  va- 
cancies exist,  and  no  two  members  of  which  may  be  of  the  same  nation- 
ality— had  been  commissioned  by  the  International  Diplomatic  Confer- 
ence of  1875  to  prepare  prototypes  which  should  secure  uniformity  in  the 
standards  of  the  meter  and  kilogram  throughout  the  world,  and  provide  for 
the  minute  comparison  of  these  with  other  existing  standards.  For  this 
purpose  it  has  maintained  a  Bureau  near  Paris,  upon  land  which  has  been 
ceded  for  the  purpose  by  the  French  Government,  and  declared  inter- 
national territory.  And  its  modest  outlays  have  been  defrayed  by  annual 
contributions  from  the  constituent  nations. 

This  Bureau  has  until  the  last  year  been  under  the  immediate  direct- 
orship of  some  member  of  the  Committee;  but  in  September  last  its  man- 
agement was  confided  to  Dr.  Benoit,  a  man  of  exceptional  ability,  who 
had,  for  many  years,  been  an  efficient  assistant. 

Problems  of  high  physical  importance,  which  had  previously  baffled  in- 
vestigators, have  here  been  successfully  solved  by  the  Bureau  itself,  or  at  its- 
instance,  by  specially  competent  investigators.  Not  only  balances,  com- 
parators and  other  apparatus  have  been  prepared  with  a  delicacy  pre- 
viously deemed  unattainable,  but  chemical  methods  for  obtaining  the  re- 
quisite purity  in  the  metal  employed  for  the  prototypes;  optical  methods 
for  securing  minute  exactitude  in  linear  measurement,  by  the  interference 
of  light  waves  of  different  length;  principles  and  forms  for  barometers  and 
thermometers  to  obtain  the  higher  precision  than  was  previously  possible; 
new  methods  of  graduating;  apparatus  for  securing  the  maintenance  of 
any  desired  temperature — all  these,  and  other  analogous  devices,  have 
been  brought  to  bear  upon  the  several  problems.  And  it  may  fairly  be 
asserted  that  there  is  no  branch  of  science  or  of  the  arts  connected  with 
the  work  of  this  Bureau,  in  which  important  advances  have  not  been  at. 
tained  in  consequence  of  the  demands  thus  made  upon  it. 

The  instructions  given  the  International  Committee  by  the  confer- 
ence which  it  represents,  required  the  preparation  of  an  international 
prototype  for  the  meter  and  for  the  kilogram,  which  should  represent  the 
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original  meter  and  kilogram  of  the  Archives  of  France  as  nearly  as 
possible.  Also  the  preparation  of  a  sufficient  number  of  similar  standards 
to  satisfy  the  requirements  of  all  the  constituent  nations,  and  of  course  a 
minute  comparsion  of  these  so-sailed  natiomil  prototypes  w'x'Ca.  the  inter- 
national ones. 

The  material  and  form  for  these  prototypes  were  the  subject  of  much 
study  and  discussion.  It  was  finally  decided  that  the  form  of  the  meter- 
bars  should  be  such  that  their  transverse  section  should  be  something  in- 
termediate between  a  capital  H  and  an  X,  and  of  such  proportions  that 
the  upper  surface  of  the  middle  or  cross-piece  should  form  the  medial 
or  neutral  plane,  so  that  its  length  should  remain  unaffected  by  any  par- 
tial change  of  temperature  in  the  bar  itself;  while  at  the  same  time  such 
change  should  be  conveyed  to  all  parts  of  the  bar  as  rapidly  as  possible. 
The  form  of  the  kilogram-standards  was  prescribed  as  a  cylinder  of  height 
equal  to  its  diameter,  slightly  rounded  at  the  edges.  It  was  further  pro- 
vided that  the  material  should  be  an  alloy  consisting  of  90  per  cent,  plat- 
inum and  10  per  cent,  iridium,  with  a  tolerance  not  exceeding  2  per  cent, 
in  either. 

But  the  practical  attainment  of  the  required  conditions,  as  regarded 
the  material,  seemed,  for  many  years,  to  be  out  of  the  question.  No 
chemical  process  known  could  give  either  platinum  or  iridium  of  the  need- 
ful purity.  It  became  imperative  to  reject  large  quantities  of  material 
previously  supposed  to  be  free  from  no.xious  impurities.  But  at  last,  after 
six  or  seven  years,  the  ingenuity  of  the  chemists,  Stas  and  Deville,  devised 
the  process  by  which  metals  can  be  obtained  with  a  degree  of  purity  even 
higher  than  that  demanded.  And  thus  the  material  was  obtained,  from 
which  the  prototypes  of  mass  and  length  have  been  constructed.  The 
quantity  of  chemically  pure  platinum  varies  only  between  the  limits,  89.- 
81  and  89.90  per  cent.;  that  is,by  only  an  eighteenth  of  the  permitted  toler- 
ance in  the  extremest  case.  And  the  of  iridium  varies  only  between  10.- 
09  and  10.10  per  cent.,  or  by  one-half  the  tolerance;  while,  far  more  im- 
portant even  than  this,  there  is  practically  no  extraneous  matter.  There 
is  not  a  trace  of  ruthenium,  a  harmful  metal  most  difficult  to  separate 
from  the  other,  nor  more  than  V'lw  of  i  per  cent,  of  rhodium  and  iron  to- 
gether. 

Then,  as  regards  the  success  with  which  these  new  prototypes  of  al- 
most indestructible  material  and  carefully  devised  form,  have  been  made 
to  represent  the  old  Metre  dts  Are/i  i7>es  ixnd  Kilogr  a  mine  des  Archives  in 
their  length  and  weight.  This  is  such  that  it  has  been  found  impossible 
to  discover  in  which  sense  the  variation  exists.  Weighed  in  air  the  kilo- 
gramme des  Archives  is  perceptibl)-  lighter,  owing  to  its  greater  volume 
and  the  consequent  greater  buoyancy  of  the  air.  The  difference  varies  with 
the  temperature,  but  disappears  when  the  correction  is  applied  for  reduc- 
ing to  weight  in  a  vacuum,  as  it  also  does  when  the  weighings  are  effected 
in  the  vacuum -balance.  The  error  of  observation  cannot  amount  to  2 
micrograms,  that  is.  to  the  'Ai,,,  part  of  a  milligram.  It  is  certain  that  a 
few  rubs  with  the  finger  covered  with  a  kid  glove  would  suffice  to  diminish 
the  weight  of  the  prototype  by  an  appreciable  amount,  notwithstanding 
that  its  material  is  nearly  (if  indeed. not  quite)  the  harde^jt  known.      An 
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analogus  Statement  may  be  made  concerning  the  international  prototype 
for  the  meter.  The  probable  error  of  the  comparison  will  not  exceed  o.i/<* 
and  although  especial  and  quite  serious  difficulties  were  encountered 
because  the  metre  dcs  archives  is  an  end-meter,  or  metre  a  bouts  while 
the  prototypes  are  line-meters,  metres  a  traits,  which  give  the  length  as 
the  distance  between  two  finely-graduated  lines,  still  it  is  not  probable  that 
the  difference  can  exceed  the  limit  mentioned.  Not  only  has  the  greatest 
care  been  bestowed  upon  the  microscopic  comparisons,  but  very  delicate 
optical  methods  have  been  employed  for  the  same  purpose,  using  the 
method  of  interference  fringes.  At  any  rate,  it  may  be  asserted  of  this 
prototype,  as  analogously  for  that  of  the  kilogram,  that  the  difference  be- 
tween its  length  and  that  of  the  original  in  the  Archives  of  France  is  too 
small  to  be  detected  by  any  method  known  to  the  International  Com- 
mittee, and  that  it  is  not  known  which  of  the  two  is  the  longer,  at  the  stand- 
ard temperature. 

Last  September  a  new  conference  met  at  Paris,  composed  of  about 
forty  delegates  from  eighteen  of  the  constituent  nations.  The  first  session 
was  at  the  Ministry  of  Foreign  Affairs,  and  all  diplomatic  courtesies  were 
cordially  extended  by  the  President  and  ministers  of  the  Republic.  At 
subsequent  sessions  the  President  of  the  French  Academy  presided.  On 
Sept.  26,  1889,  the  international  prototypes  were  unanimously  accepted 
and  formally  adopted;  and  were  thereupon  deposited  in  a  subterranean 
chamber,  built  for  the  purpose  and  fastened  by  three  locks,  the  keys  of 
which  were  delivered  respectively  to  the  custodian  of  the  Archives  of 
France,  the  President  of  the  International  Committee  and  the  Director 
of  the  Bureau.  From  that  day  on,  there  has  existed  for  the  whole  world 
but  one  metric  standard  for  length,  and  one  for  mass;  and  the  French 
originals,  which  have  heretofore  served  for  ultimate  recourse,  have  no 
longer  any  legal  authority  even  in  France  itself,  possessing  only  a  historic 
value. 

With  the  international  prototypes  were  deposited  two  other  prototypes 
of  each  kind,  elaborately  compared  with  the  former,  as  also  several 
thermometers  of  hard  glass,  which  had  been  adjusted  to  the  h\drogen 
scale. 

Of  the  national  prototypes  for  delivery  to  the  constituent  nations,  31 
meters  and  39  kilograms  had  been  prepared  and  were  distributed  by  lot. 
Every  meter  was  accompanied  by  two  hard-glass  thermometers,  each 
with  a  table  referring  each  graduation  to  the  hydrogen  scale,  and  likewise 
by  a  piece  of  the  metal  cut  from  the  end  of  the  same  bar,  for  possible 
future  testing  of  the  coefficient  of  expansion.  Every  kilogram  was  pro- 
vided with  a  plate  of  rock  crystal  for  it  to  rest  upon,  and,  of  course,  with 
appliances  for  its  safe  transportation  and  handling.  Attested  certificates 
of  the  comparisons  with  the  international  prototypes  were  delivered  with 
them. 

As  limit  of  difference  between  the  national  prototypes  and  the  inter- 
national ones,  10  microns  had  been  prescribed  for  the  meters;  but  for 
none  of  those  distributed   did  this  difference  exceed  2. S/<.      Those   which 

* l_i  is  one  micron,  or  one-tliousandth  part  of  a  millimeter. 
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fell  to  the  lot  of  the  United  States  are  respectively  2.5/^   in  excess  and 
1.6//  in  defect.     The  probable  error  of  determination  is  below  0.2^1. 

For  the  kilograms  the  limit  of  difference  established  as  permissible 
was  I  milligram,  but  in  none  of  those  distributed  did  the  difference  reach 
0.28  milligram.     The  probable  error  of  a  determination  is  5  micrograms, 

I  may  add  that  the  average  density  of  the  platiniridium  is  21.51,  and 
the   average  volume  of  a  kilogram  prototype  is  about  46.15  milligrams. 

In  the  early  weighings  a  curious  fact  became  palpable,  which  mdeed, 
ought  to  have  been  anticipated;  and  which  has  led  to  the  substitution  of 
the  word  mass  instead  of  weight,  in  all  the  subsequent  publications  of  the 
committee.  The  force  of  terrestrial  gravity  was  found  to  vary  perceptibly 
at  the  different  balances;  indeed,  the  weighings  show  an  appreciable  dif- 
ference between  the  weights  of  the  two  kilogram  standards  when  one 
rests  upon  the  other,  and  when  they  are  placed  in  the  pan  side  by  side. 
This  will  readily  be  appreciated  when  it  is  remembered  that  for  i  cen- 
timeter of  greater  altitude  the  force  of  terrestrial  gravity  for  a  kilogram  is 
diminished  by  0.003  milligrams.  And  since  o.ooi  milligrams  can  be  re- 
cognized in  a  series  of  weighings,  and  the  centre  of  gravity  of  the  two 
prototypes  is  higher  in  one  case  than  the  other  by  half  the  height  of 
one  of  them — which  exceeds  3  centimeters — the  phenomenon  was  soon 
explained.  The  force  of  gravity  at  the  Bureau  has  recently  been  care- 
fully determined  by  the  French  army  engineers,  and  the  employment  of 
the  word  "mass"  removes  all  difficulty, 

The  national  prototypes  having  now  been  distributed,  the  Bureau  is 
able  to  give  its  attention  to  other  important,  although  less  pressing,  mat- 
ters. And  it  is  now  undertaking  the  study  of  two  very  interesting  ques- 
tions closely  connected  with  the  metric  system.  It  is  preparing  to  define  the 
meter  by  a  natural  unit,  although  different  enough  from  the  one  originally 
proposed.  Within  the  next  12  or  iS  months,  I  trust  that,  for  more  than 
one  well-known  ray  of  monochromatic  light,  the  number  of  waves  which 
corresponds  to  a  millimeter  will  have  been  determined,  with  an  error  of 
not  a  single  wave.  We  shall  then  have  the  definition  of  the  meter  in 
easilv  reproduced  natural  units,  and  subject  to  no  appreciable  change 
while  the  records  of  civilization  shall  exist  upon  our  planet.  The  other 
problem  alluded  to  is  a  careful  determination  of  the  difference  between 
the  kilogram  and  the  theoretical  value.  Arrangements  have  long  been 
making,  and  now  are  essentially  complete,  for  determining,  as  it  never 
could  have  been  determined  before,  the  mass  of  a  cubic  decimeter  of  pure 
water  at  the  tem^jerature  of  its  greatest  density.  And  the  discovery  of  that 
exact  temperature,  now  only  vaguely  known,  will  be  among  the  collateral 
results. 

Furthermore,  researches  are  now  going  on  for  the  determination  of  the 
degrees  of  the  alcohol  thermometer  in  terms  of  the  adopted  hydrogen 
scale  for  temperature  between  zero  and  eighty  degrees  below. 

I  have  dwelt  probably  too  long  on  this  work  of  the  International  Com- 
mittee, gentlemen,  because  of  my  desire  that  you  should  be  fully  aware 
of  the  refined  accuracy  of  its  results,  and  of  the  wide  extent  to  which  the 
metric  system  has  already  been  definitely  adopted;  nothing  standing  in 
the  way  of  its  universality  among  civilized  nations  except  the  prejudices  of 
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the  English-speaking  people,  and  their  reluctance  to  make  changes,  even 
for  the  better,  when  their  pecuniary  advantage  is  not  conspicuous. 

Speaking  to  a  society  which  has  already  advocated  the  introduction  of 
the  metric  system  in  a  manner,  and  at  a  time  which  has  insured  it  a  most 
honorable  place  in  history,  and  to  men  whose  professional  pursuits  are 
constantly  tending  to  impress  upon  them  the  importance  of  the  reform,  I 
need  say  nothing  in  its  behalf.  But  I  am  most  desirous  of  using  this  oppor- 
tunity to  urge  upon  you  that  now  is  the  time  for  renewing  an  earnest  and 
vigoi-ous  effort  in  its  behalf.  There  may  be  some  who  have  been  dis- 
heartened at  the  failure  of  previous  attempts,  but  such  must  remember  that 
our  people  have  acquired  much  information  upon  the  subject  since  the 
former  crusade.  The  silly  grounds  of  opposition  to  it  have  crumbled  away 
inconsequence  of  their  intrinsic  weakness,  and  the  visionary  ideas  of  Piazzi 
Smyth  have  now  comparatively  few  adherents. 

The  American  Metrological  Society  has  recently  awakened  from  its 
lethargy  of  the  last  few  years  and  has  resolved  to  make  another  earnest 
effort.  It  now  calls  for  help — not  so  much  for  the  important  pecuniary  aid 
which  will  come  from  accession  to  its  membership,  enabling  it  to  print 
tracts  and  employ  some  salaried  officer  who  shall  devote  all  his  energies 
to  their  judicious  distribution,  as  for  the  still  more  efficient  contribution  of 
active  personal  exertion  in  advocating  the  reform,  enlisting  the  sympathies 
of  those  now  lukewarm,  and  convincing  those  who  have  never  been 
awakened  to  its  importance. 

It  is  time  now  that  clubs  or  societies  should  be  organized  in  our  prin-, 
cipal  cities  to  devise  and  execute  plans  for  arousing  public  interest.  Our 
law-makers  must  not  be  expected  to  act  until  they  are  stimulated  by 
public  opinion  in  their  several  constituencies. 

There  are  many  ways  of  bringing  this  about,  and  the  influences  are 
far  more  favorable  now  than  they  were  when  the  movement,  twenty 
years  ago,  came  so  near  to  success.  That  the  reform  must  come  before 
many  years  shall  have  passed,  is  evident,  but  we  must  not  forget  mean- 
while, that  the  sooner  it  takes  place  the  fewer  will  be  the  inconvenience 
of  the  change,  and  the  speedier  the  realization  of  its  benefits. 


THE   SUBSTRUCTURE   OF   THE   CAIRO   BRIDGE. 
By  Edward  H.  Connor,  Member  Engineers'  Club  of  St.  Louis. 


[Read  February  19,  1890.] 

The  word  bridge  carries  to  the  public  the  idea  of  airy  structures  span- 
ning riversor  ravines  at  greater  or  less  altitudes.  Little  thought  is  given  to 
the  masonry  or  foundations  reaching,  perhaps,  as  fiir  below  the  waters' sur- 
face as  the  highest  point  of  the  superstructure  is  above. 

Engineers  whose  duties  are  not  directly  in  the  line  of  bridge  building 
and  even  those  engaged  in  such  work,  frequently  overlook  the  importance 
of  the  substructure. 

Evidence  of  the  greater  attention  paid  to  the  superstructure  is  borne 
by  the  greater  number  of  books  written  upon  the  designing  of  that  por- 
tion. 

However  the  tendency  of  late  has,  fortunately,  been  to  devote  more 
time,  thought  and  money  to  bridge  piers  and  their  supports. 

The  floods  of  1889  undermined  many  piers  having  shallow,  unstable 
foundations  and  forcibly  showed  the  necessity  of  better  designing  of  this 
'part  of  the  structure. 

A  good  foundation  must  give  sufficient  supporting  power  and  also  in- 
sure against  the  destruction  of  that  power.  The  formation  of  the  river 
bed  at  Cairo  made  this  a  difficult  and  expensive  thing  to  secure. 

The  Cairo  Bridge  spans  the  Ohio  River  about  four  miles  above  its 
mouth,  or  at  the  upper  end  of  the  city  of  Cairo,  Illinois.  It  is  a  single- 
track  railroad  bridge  built  by  the  Illinois  Central  Railroad  Company. 

Mr.  Geo.  S.  Morisonwas  the  Chief  Engineer,  Mr.  E.  L.  Corthell,  Asso- 
ciate Chief  Engineer  and  Mr.  Alfred  Noble,  Resident  Engineer. 

The  Union  Bridge  Company  had  the  contract  for  the  entire  bridge. 
The  foundations  were  put  in  by  Messrs.  Anderson  and  Barr,  the  masonry 
laid  by  L.  M.  Loss,  the  superstructure  of  the  main  spans  erected  by 
Baird  Bros,  and  that  of  the  approaches  by  the  LInion  Bridge  Company 
with  their  own  employes. 

Work  on  the  foundations  was  commenced  in  June,  1887,  and  the  bridge 
opened  to  travel  Oct.  28,  1889. 

The  superstructure  of  the  bridge  proper  consists  of  12  steel  spans  of 
the  followinglengths  between  centers  and  end  pins,  commencing  on  the 
Kentucky  shore,  viz:  i  span  249  feet,  7-400,  2-518;^  and  2-249.  The 
249-foot  spans  were  deck,  single  quadrangular  or  Pratt  and  the  others 
through,  double  quadrangular  or  Whipple  trusses. 

The  10  piers  supporting  the  400  and  518^-foot  spans  are  in  the  river, 
are  similar  in  design  and  have  foundations,  sunk  by  means  of  pneumatic 
caissons,  75  feet  below  low  water.  Tncy  are  numbered  II  to  XI  from  the 
Kentucky  shore. 
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The  masonry  starts  25  feet  below  low  water,  at  least  10  feet  below  the 
river  bed. 

The  249-foot  spans  extend  over  the  slopes  of  the  banks  and  the  levees. 
They  rest  on  three  smaller  piers  having  pile  foundations. 

The  lengths  of  spans  used  gave  a  clear  opening  in  the  channel  spans  at 
low  water  of  500  feet  and  a  distance  of  4,644.5  feet  between  centers  of  end 
piers. 

The  bridge  charter  required  the  lowest  point  of  the  superstructure  to 
be  S3  feet  above  the  level  of  high  water,  as  established  by  the  U.  S.  Engi- 
neer Department,  or  105.2  feet  above  low  water. 

The  tops  of  the  river  piers  are  102  and  the  centres  of  the  bottom  chord 
end  pins  106 j^  feet  above  the  latter  level. 

The  low  land  on  both  sides  of  the  river  necessitated  long  approaches. 

There  is  no  grade  on  the  bridge,  it  being  necessary  to  keep  the  53  feet 
of  headroom  the  entire  width  of  the  river  as  in  high  water  boats  going  up 
stream  keep  near  the  Kentucky  shore,  out  of  the  main  current.  The 
channel  is  close  to  the  Illinois  shore,  near  the  concave  bank  of  the  stream, 
which  there  makes  a  long  circular  bend. 

It  was  not  deemed  expedient  to  contract  the  river  at  the  bridge  site 
owing  to  the  great  destruction  of  life  and  property  which  would  result 
should  the  levee  surrounding  Cairo  be  injured.  The  streets  of  the  city, 
back  of  the  levee,  lie  from  5  to  20  feet  below  high  water. 

The  Kentucky  approach  consists  of  21  spans  150  feet,  and  i  span  106 
feet  3  inches  long,  centre  to  centre  of  end  pins,  and  4,594  feet  of  timber 
trestle.  The  Illinois  approach  contains  17  spans  150  feet,  and  i  span  106 
feet  3  inches  long  and  5,327  feet  of  timber  trestle. 

All  approach  spans  are  single  track,  deck,  steel,  Pratt  trusses,  resting 
on  piers  composed  of  two  steel  cylinders,  filled  with  concrete  and  bearing 
on  piles.  Portions  of  both  approaches  are  on  a  5°  curve  and  their  grades 
are  39.6  feet  per  mile  on  tangents  and  30.1  feet  on  curves. 

The  formation  of  the  river  bed  is  that  of  the  delta  of  a  stream  flowing 
through  an  alluvial  soil.  In  1881  borings  were  made  to  determine  the 
character  and  depth  of  the  material  through  which  it  would  be  necessary 
to  pass  to  secure  a  solid  foundation. 

Although  the  deepest  of  these  was  carried  down  196  feet  below  the 
river  bed  nothing  of  a  solid  nature  was  encountered.  The  material 
pierced  was  sand,  gravel  and  clay,  with  some  loose  rock  at  a  depth  of  175 
feet. 

In  1886  the  I.  C.  R.  R.  Co.  made  soundings  and  cross-sections  of  the 
river  bed  for  a  distance  of  i  Yz  miles  above  and  below  the  adopted  site. 

After  a  careful  study  of  the  conditions  Messrs.  Morison  and  Corthell 
decided  to  use,  to  secure  foundations,  caissons  sunk  by  the  plenum  pneu- 
matic process,  which  has  been  so  successfully  employed  by  the  former  on 
seven  large  bridges  over  the  Missouri  River.  The  many  logs  lying  buried 
deep  in  the  sand  and  the  possibility  of  striking  steamboat  wrecks  excluded 
the  use  of  the  open  caisson  lowered  by  dredging,  and  the  loose  character 
of  the  bed  and  swift  current  during  high  water  made  the  use  of  piles  to 
support  the  piers  of  such  an  important  structure  hazardous. 

The   pneumatic  caisson  certainly  makes  the  safest  and  most  stable 
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Iinm.l.iliiin  im  hridi^c  picis  in  large  rivers.  No  worU  is  (lone  wlnrh  is  not 
visil)k'  It)  tin.'  eye  of  tlie  engineer  nnd  lieiice  no  ddiibts  exist  as  to  the 
aetnal  character  or  excellence  of  any  pari. 

I  n  estimating  the  supporting  power  at  Cairo  reliance  was  placed  on  both 
til '  friclional  resistance  of  the  material  passed  through  on  the  vertical  walls 
of  the  caisson  and  the  hearing  on  the  sand  at  the  base.  The  former  was 
assumed  at  400  pounds  per  sqviare  foot  of  surface  exposed  to  friction  and 
the  latter  at  6,000  pounds  per  square  In, it  due  lo  (he  f.iliL',ue  weight  (/.  r*. 
the  actu.il  weight  less  the  weiglu  of  ihc  displaced  substances)  on  the 
fovmdation. 

To  locale  the  piers,  a  b;ise  line  was  selected  on  each  side  of  the  river, 
with  one  end  on  the  bridge  line  and  the  other  on  the  bank  of  the  river  at  a 
poinl  from  which  all  the  river  piers  were  visible. 

TIk'  Illinois  line  was  about  3,400  and  the  Kentucky  Inu- about  2,400 
feet  long.  l'"ach  was  measured  twice  with  a  Chesterman  loo-foot  steej 
tape  sujiporli'd  only  at  the  ends.  Thermometers  and  lensimi  scales  were 
used,      riu'  measurements  were  taken  after  sunset. 

The  two  results  obtained  on  the  Illinois  line  varied  0.005  •^'^*^'  those  on 
the  Kentucky  side  0.006,  feet  although  both  lines  ran  over  levees  and 
rough  ground.  The  triangulation  was  done  with  a  Wurdeman  transit 
reading  to  10  seconds.  Each  angle  was  read  15  times  and  the  average 
error  ol  the  triangles  from  closing  was  1.5  seconds.  I'lu-  i  omputed  lenqth 
of  the  Kentucky  base  line,  assuming  the  lem^lh  ol  the  Illinois  line  .md 
tin-  .uliusleil  angles  to  be  correct,  varied  troiii  tin-  measured  length  0.02 
feel. 

The  lermiii.ils  ol  both  base  lines  being  on  land  lielow  lni;h  water  mark 
necessitated  the  building  of  cribs,  lilled  with  larth.  s'  to  20'  feel  hii;!)  for 
observation  stations. 

The  caiss(H\s  of  llie  three  |)ieis  suppoiling  the  SiS'^  fool  sjjans  were 
^o'Xyo'.  I'lu-  rem, under  were  26'X()o'.  All  were  16'  high  with  .1  timbei 
crib  wi»i  k  the  full  si/e  o{  the  caisson  buill  on  in  sections  to  a  height  of  50' 
from  the  cutting  edge.  In  ihe  following  description  the  numbers  of 
braces aiul  timl)ers  given  ip|>  \  to  tlie  larger  foumlalions,  ihe  sm.dler  ones 
being  of  the  .same  general  design. 

The  outside  walls  of  the  caissons  were  vertical  .\ui\  Innli  ol  oiu-  ihiek- 
uess  of  12"  X  12"  timbers,  ranging  in  length  from  10'  lo  43',  so  arranged  as 
to  break  joints  several  feet.  'J'wo  courses  of  oak  plank  3"  thick  were 
spiked  onto  llu-  outside  by  at  least  two  spikes,  7"X^",  to  each  square  foot 
in  each  course.  The  iirst  course  was  planed  and  put  on  al  an  angle  of 
45*';  the  outside  planks  were  left  iH)ugh  and  i)laced  vertically. 

The  walls  of  the  working  chamber  sloped  al  an  angle  of  45'^  were  buill 
of  r7"Xi7"  timbers  and  lined  inside  with  one  thickness  of  3''  pine  plank. 
The  tmibeis.  b\  .m  ingenious  joint,  pass  each  other  at  the  corners  and 
extend  into  the  outside  walls.  All  timber  used  was  yellow  pine  from  Miss- 
issippi, except  the  outside  planking.  The  working  chamber  and  outside 
walls  were  fastened  together  by  sixty  i  '^"  iron  rods  placed  perpendicu- 
larly to  the  sloping  timbers. 

The  courses  of  the  outside  and  also  of  the  inside  walls  were  bound 
together  by  drift   bolls  ^o'  by  }i'  square,  driven  into  holes  J4  of  an  inch 
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in  fli;iMK:tir,  3' ;i));irt.  'I  he  rooi  of  llic  chamber,  ^' ;ibov(:  the  cutting 
eel ^e,  was  built  of  two  cotirscs  of  1 2" X  12"  timbers,  laid  crosswise  of  the 
caiss(jn,  bolted  together  at  their  ends  by  i"  bolts,  and  supported  by  the 
sloping  walls.  The  outside  walls  were  braced  at  the  lx>ttom  in  the  work- 
ing chamber  by  four  horizontal  cross-timbers,  and  one  longitudinal  16"  X  16"; 
eight  posts  f2"X  12"  extended  frr»m  the  cross-braces  to  the  rf»of.  On  efich 
side  r>f  each  crr^ss-brace  was  a  2"  rod  tightened  by  nuts  on  the  outside. 
Above  the  rfK>f  the  walls  were  braced  by  alternate  crnirses  of  three  longi- 
tudinal and  nine  cross-ties  of  12"  X  12"  timbers  dovetailed  into  the  outside 
walls.  At  every  intersection  of  these  braces  with  the  outside  walls  an 
iron  rod,  2"  in  diameter,  passed  vertically  the  entire  height  of  the  caisson 
and  crib-work.  Similar  vertical  1  '/i"  rods  passed  through  the  timbers  where 
they  rested  on  one  another. 

'Ihe  crib-wfjrk  was  built  on  in  three  sections  of  12'  and  tc/  each.  At 
the  top  of  each  section  the  vertical  rods  had  a  washer  and  a  turnbuckle  to 
cfmnect  them  with  the  next  section  of  rcxl.  The  corners  of  the  caissf^ns 
were  rounded  off  to  a  radius  of  18",  and  iron  plates,  }i"  thick  and  30" 
wide,  sf)iked  on  with  loyi''  spikes. 

The  walls  of  the  working  chamber  were  caulked  and  treated  to  two 
coats  of  white  lead  to  prevent  leakage  of  air  and  aid  in  illuminating  the 
interior.  The  outside  walls  were  caulked  to  the  top  of  the  caisson  proper, 
r6',  or  higher,  to  keef)  the  space  above  the  roof  dry  while  putting  in  con- 
crete below  the  surface  of  the  water  surrounding  the  caiss<^»n. 

The  shoe  was  made  of  iron  plates  }i  of  an  inch  thick,  and  was  36" 
deep.  Twenty-four  inches  from  the  cutting  edge  was  an  iron  shelf  24" 
wide  supported  by  brackets  2'  apart.  From  this  shelf  the  timber  walls 
started.  The  shf>e  was  fastened  to  the  timber  by  two  rows  of  io"X^" 
spikes  at  the  outside,  and  ro"X^"  lag  screws,  spaced  18",  passing  up 
through  the  shelf  on  the  inside.  The  cutting  edge  was  strengthened  by 
a  5"Xi"  iron  Ixind. 

The  main  shafts  3',  and  the  supply  shaft  2' in  diameter,  were  built 
into  the  caissem  and  carried  up  through  the  concrete  and  masonry  until 
the  sinking  was  completed.  To  the  inside  of  the  main  shaft  an  iron 
ladder  was  bolted,  affording  means  of  ascending  from  and  descending 
into  the  chamber. 

The  air  lock  was  rnafle  of  ^"  iron  plates  and  was  placed  in  the  crib- 
work  8'  above  the  rrxjf  of  the  working  chamber.  It  was  f/  long,  f/  wide 
and  7' high,  with  circular  ends  having  a  radius  of  3'.  The  ends  were 
separated  from  the  centre  compartment  which  was  itself  divided  into  two 
spaces  3' s<iuare.  One  of  the  latter  had  a  circular  hole  leading  upward 
and  the  other  one  downward.  Each  end  was  connected  with  each  centre 
room  by  an  air-tight  door,  and  formed  a  lock  independent  of  the  other. 

One  air  pipe  4",  three  discharge  pipes  4",  and  one  water  pipe  5 "  in 
diameter  were  also  carried  up  through  the  timber,  concrete  and  ma- 
s<mry. 

The  caiss<^)ns  were  built  to  a  height  of  16'  on  the  Illinois  shore  abfjut 
three-fourths  of  a  mile  below  the  bridge  site,  this  being  the  nearest  avail- 
able, suitable  point,  and  towed  to  position  by  tugs.  While  being  built  the 
caissons   were  blocked  up  on  six  skids,  or  launching  ways,  I2"XI2"  tim- 
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bers,  which  were  nearly  horizontal  at  the  upper  end  and  gradually  increased 
in  slope  to  about  2)4  to  i. 

The  ways  extended  into  the  river  to  a  depth  of  7'  below  the  lowest 
stage  of  water  at  which  any  caisson  was  launched,  the  usual  depth  being 
much  greater  than  that.  On  shore  the  timbers  were  placed  on  blocks 
and  held  in  line  by  plank  driven  into  the  ground  each  side  of  them  at  the 
joints.  In  the  river  they  were  supported  by  two  pile  bents,  to  which  they 
were  fastened  by  drift  bolts. 

Considering  the  facts  that  so  many  caissons,  extending  over  such  a  long 
period  of  time,  were  to  be  there  launched,  and  that  the  ways  were  nowhere 
above  high  water,  which  softened  the  ground  at  times,  it  would  probably 
have  been  more  economical  to  have  put  the  ways  on  a  pile  foundation 
their  entire  length.  They  were  uneven  and  unstable  at  times,  and  there- 
fore caused  trouble. 

When  ready  for  launching  the  caissons  were  pushed  with  jacks  and 
held  straight  by  lines,  fastened  to  the  shore  side,  till  the  steeper  grade 
was  reached,  when  they  went  with  a  rush  and  a  plunge  into  the  river.  In 
some  caissons  a  false  bottom  was  placed  on  the  horizontal  braces  in  the 
working  chamber  and  braced  from  the  roof.  Thus  arranged  the  caisson 
drew  temporaril)'  several  feet  less  water  than  otherwise,  and  was  more 
easily  floated  off  the  ways.     This  was  necessary  only  during  low  water. 

The  majority  of  the  caissons  went  into  the  river  with  a  grand  plunge, 
but  several  stuck  on  the  ways,  owing  to  the  poor  condition  of  the  latter, 
and  had  to  be  pulled  off  by  tugs,  injuring  the  iron  shoe  in  one  or  two 
instances. 

A  clump  of  three  piles  was  driven  about  six  feet  from  each  corner  of 
the  permanent  position  of  the  caisson  in  the  river,  and  by  means  of  lines 
fastened  to  these  piles  the  position  of  the  caisson  could  be  controlled 
while  it  floated.  When,  on  account  of  the  concrete  filling,  the  caisson 
began  to  touch  sand  it  was  located  in  its  proper  place  by  the  ropes  and 
two  transits,  one  at  each  end  of  the  base  line.  As  soon  as  it  was  well  into 
the  sand  and  the  concrete  filling  several  feet  above  the  water,  sinking  was 
begun.  As  the  foundation  sank  crib-work  was  built  on  top,  and  concrete 
deposited  in  it  at  the  siime  time,  the  timber  being  kept  one  section  above 
the  concrete  to  enable  the  vertical  rods  to  be  connected  at  the  top  of  each 
section. 

The  sand  in  the  working  chamber  was  removed  by  the  use  of  Monson 
sand  pumps,  and  by  blowing  out  with  the  air  pressure.  The  action  of 
the  Monson  is  similar  to  that  of  the  Eads  sand  pump,  but  it  is  simpler  in 
design  and  more  efficient.  In  blowing  out  material  a  pile  is  heaj)cd  about 
the  lower  end  of  the  pipe  extending  into  the  caisson  having  a  valve  near 
its  lower  end.  When  this  valve  is  opened  the  pressure  of  air  forces  the 
sand  in  large  quantities  and  with  great  velocity  through  the  pipe;  or,  the 
pipe  may  be  extended  below  the  level  of  the  water  in  the  bottom  of  the 
chamber,  and  the  sand  being  stirred  up,  sand  and  water  force  out  together. 
When  the  sand  is  blown  out  dry  the  loss  of  air  is  always  considerable. 

At  pier  XI.  on  the  Illinois  shore,  the  bed  of  the  river  was  found  paved 
with  sunken  logs  which  had  to  be  cut  up  and  taken  out  through  the  lock. 
This  required  about  two  weeks.     Large  logs  were  encountered  in  several 
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other  cases.  One,  in  pier  IX.,  was  four  feet  in  diameter  and  extended 
the  entire  length  of  the  chamber.  It  was  an  oak  tree  in  sound  condition 
about  40  feet  beneath  the  bed  of  the  river. 

On  the  Kentucky  side  a  layer  of  very  hard  clay  from  i  to  3  feet  thick 
was  encountered  60  feet  below  low  water.  The  greater  part  of  this 
was  worked  up  into  balls  and  passed  out  through  the  wet  blow-out  pipe, 
and  some  of  the  hardest  was  "locked  out." 

This  work  was  necessarily  slow.  Such  material  was  not  expected,  and 
when  struck  a  clay  hoist  could  not  be  secured  in  time  to  be  of  advantage. 

The  maximum  sinkagein  24  hours  was  10.63'  at  pier  VIII.  The  usual 
progress  in  clean  sand  was  2'  to  4'  daily.  The  average  daily  progress  for 
the  time  during  which  air  pressure  was  kept  on  was  i.i'  at  pier  XL,  and 
slightly  over  2'  at  pier  II. 

The  maximum  depth  below  the  water  at  which  work  was  carried  on 
was  94.2'  at  pier  IV.  The  time  required  by  the  workmen  to  pass  through 
the  lock  was  never  over  five  minutes. 

The  caissons  were  located  by  transits  after  every  sinkage  of  8'  or  10'. 
They  were  easily  moved  in  position  by  lowering  the  side  opposite  to  the 
direction  in  which  it  was  desired  to  move  the  pier,  sinking  the  entire 
structure  in  this  unlevel  position,  when  it  would  slide  down  and  toward 
the  high  side,  and  then  releveling.  At  pier  II,  however,  some  difficulty 
was  experienced  in  doing  this.  The  pier  was  the  one  nearest  the  Ken- 
tucky shore.  So  much  excavated  material  was  deposited  on  the  land  side 
that  when  it  was  desired  to  bring  the  pier,  leaning  toward  the  river,  to  a 
vertical  position,  the  lateral  pressure  of  the  sand  prevented.  Material 
was  then  pumped  from  under  the  cutting  edge  along  the  shore  side  and 
thrown  into  the  river  on  the  opposite  side.  Blocks  and  tackle  were  at- 
tached to  a  line,  passed  around  the  pier  and  to  trees  or  "dead  men"  on 
shore  and  a  strain  taken  on  the  line  till  the  outward  thrust  was  counter- 
balanced. But  the  pier  was  then  one  foot  too  near  shore.  The  other 
caissons  were  settled  within  a  few  inches  of  the  desired  positions. 

High  water  delayed  the  sinking  in  many  instances  but  caused  the  most 
trouble  at  pier  IX.  When  the  cutting  edge  of  that  caisson  was  about  10' 
in  the  sand  the  river  rose  so  rapidly  that  the  contractors  were  unable  to 
keep  the  concrete  above  the  water  and  work  was  necessarily  suspended 
with  the  concrete  about  6'  from  the  top  of  the  crib  work.  The  shafts 
were  kept  above  the  water  and  a  j\  shaped  timber  guard  built  on  the  up- 
stream end  of  the  caisson  as  a  protection  against  drift.  The  river  quickly 
scoured  out  a  hole  to  the  cutting  edge  at  the  up-stream  end  and  as  there 
was  no  probability  of  finishing  the  concrete  that  season  it  was  decided  to 
sink  the  foundation  10'  more,  or  until  the  the  top  of  the  caisson  was  only 
12'  above  low  water,  to  secure  it  and  to  leave  it  till  the  following  summer. 
About  I, GOO  cubic  yards  of  rip-rap  and  sand  bags  were  deposited  in  the 
hole  scoured  out.  Thus  this  foundation  remained  from  January,  1888 
until  August  of  that  year,  out  of  sight  but  not  out  of  mind. 

In  order  to  finish  the  contract  within  the  allotted  time  two  outfits  of 
pressure  machinery  were  necessary.  One  was  placed  on  a  flat  bottomed 
barge  130'  X  24',  housed  over;  the  other  on  the  steamer  "Emma  C.  Elliott'' 
which  was  purchased  for  the  purpose.     The  former  plant  consisted  of: 
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Three  boilers,  60  h.  p.  each;  i  single  acting  Cameron  pump;  steam 
cyhnder  18" X24", water  cyUnder  i4"X42";  i  single  Delamater  air  com- 
pressor io"Xi2"X24";  I  duplex  Delamater  air  compressor  10" X  10" X 16"; 

1  duplex  Clayton  air  compressor  No.  3,  10"  X 10"  X 16";  2  air  receivers 
2'X8'  and  3'X5';  i  Barrow  steam  engine  to  run  dynamo;  i  incandescent 
light  dynamo. 

The  latter  outfit  comprised  the  following: 

Four  boilers  of  the  boat;  i  duplex  Delamater  pump,  18^"  X  10^"  X 14;" 

2  No.  4  duplex  Clayton  air  compressors;  2  Barrow  engines  to  run  dyna- 
mos; I  incandescent  light  dynamo;  i  arc  light  dynamo;  i  air  receiver 
3'4"Xio'. 

The  men  for  pressure  work  were  arranged  in  gangs  of  from  8  to  14 
men  depending  upon  the  character  of  the  material.  Sinking  was  always 
continued  night  and  day.  No  serious  accident  happened  in  connection 
with  the  caisson  work. 

When  pier  II  was  within  a  few  inches  of  the  required  depth  it  was 
necessary  to  blow  off  air  from  the  working  chamber  to  permit  the  caisson 
to  sink,  although  all  material  had  been  removed  from  under  the  cutting 
edge.  Therefore  the  frictional  resistance  on  the  sides  could  be  obtained 
from  the  following  data: 

Penetration  in  sand 86.42  feet. 

Immersion  itfwater  90.27    " 

Weight  of  caisson 887  tons. 

Weight  of  crib 3163    " 

Weight  of  masonry 2800    " 

Weight;of  sand  and  water    1806    " 

Total  weight 8656    " 

Indicated  air  pressure,  before  sinking 42.75     lbs. 

Calculated  "  "  "       39.117    "■ 

Indicated  air  pressure  lowered  to .36.00      " 

From  these  the  following  are  deduced: 

Air  pressure  42-75  39-' '7  36 

Reaction  due  to  air  pressure 4802  4394  4044 

Net  weight,  tons . .    3854  4262  4612 

Surface  in  contact,  square  feet. . . .  12910  12910  12910 

Net  weight  per  square  foot  exposed 

to  frictional  resistance,  lbs 597  660  715 

In  obtaining  the'above  weights  the  following  were  assumed  per  cubic 
toot:  Yellow  pine,  soaked,  50  pounds,  concrete  145,  masonry  150,  sand 
127,  water  62.4.  We  thus  see  that  the  net  weight  per  square  foot  exposed 
to  frictional  resistance  was  about  700  pounds.  Other  instances,  less  precise, 
gave  results  in  excess  of  this.  The  material  here  passed  through  was 
principally  clean  sand,  with  some  gravel,  and  thin  layers  of  sandy  loam. 
The  friction  was  on  36'  of  rough  masonry  as  well  as  the  50'  of  the  vertical 
caisson  walls. 

For  depths  less  than  75'  below  the  water  surface  no  danger  to  human 
life  need  exist  in  pneumatic  caissons.  For  depths  of  from  75'  to  100' 
there  is  possibility  of  loss  of  life,  but  this  is  reduced  to  a  minimum  if  the 
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proper  precautions  are  taken.  At  Cairo  five  deaths  were  due  to  the  effects 
of  the  compressed  air. 

In  sealing  the  first  caisson,  at  a  depth  of  77',  several  of  the  men  were 
temporarily  paralyzed,  and  two  lost  their  lives.  Afterward  a  different 
method  of  working  was  employed  with  better  success.  One  room  on  the 
pressure  boat  was  fitted  up  for  the  men,  with  a  stove  and  coffee  pot,  so 
that  every  one  could  have  a  cup  of  hot  coffee  on  coming  out  of  the  caisson. 
A  hot  bath  was  also  provided.  While  sealing  one  caisson  a  man  carried 
in  hot  coffee  a  few  minutes  before  the  gang  came  out.  No  serious  illness 
occurred  while  this  was  continued. 

But  the  easiest,  cheapest  and  most  efficient  prevention  of  caisson  dis- 
ease found,  was  to  cool  the  air  before  it  entered  the  caisson.  This  was 
done  bypassing  the  compressed  air  through  a  number  of  i-inch  pipes 
coiled  in  a  box  into  which  water  was  pumped  from  the  river  and  over- 
flowed constantly  through  a  pipe  near  the  top  of  the  cooler. 

The  air  passed  from  the  receiver  through  a  4-inch  pipe  connected  at 
the  cooler  by  a  T  with  16  inch  pipes  100'  long.  The  air  was  thus  reduced 
in  temperature  from  125"'  to  95°,  where  it  entered  the  caisson. 

The  heavy  air  pressure  affects  the  men  in  two  different  ways,  /.  e., 
with  what  is  commonly  termed  the  "bends,"  aiid  with  paralysis.  The 
former  is  very  painful,  but  not  dangerous.  It  consists  of  a  severe  aching 
of  the  limbs,  lasting  from  a  few  minutes  to  several  days.  While  it  lasts 
sleep  is  impossible.     Rubbing  the  limb  vigorously  affords  temporary  relief. 

Paralysis  is  not  so  painful  but  very  dangerous,  death  resulting  if  it 
reaches  the  internal  organs.  It  frequently  passes  off  in  a  few  minutes, 
and  in  other  cases  lasts  months  or  till  death  ensues. 

The  working  hours  of  pressure  men  at  divers  depths  were  as  follows: 


Depth  of  cutting 
edge  below  sur- 
face. 

No.  of  Shifts  of 

each  gang  per 

day. 

No.  of  hours  work- 
ed per  shift. 

No.  of  hours  rest 
between  shifts. 

0  to  50  feet 

50  to  60  feet 

60  to  70  feet 

or 

I 
I 
2 

I 

8 
8 

3 
6 

16 
16 

9 
18 

70  to  80  feet 

•-> 

2 

10 

over  80  feet 

n 

2 

10 

sealing 

^ 

2 

10 

or- 

2 

^% 

loX 

The  original  intention  was  to  sink  all  piers  to  75'  below  low  water,  but 
this  was  slightly  altered.  Pier  II.  was  sunk  66'  and  pier  III.  69'  below, 
the  river  bed  at  those  points  being  several  feet  above  the  lowest  stage  of 
the  river. 

The  concrete  was  mixed  on  a  barge  87' X 30',  anchored  alongside  of 
the  caisson,  hoisted  up  in  buckets  of  24  cubic  feet  capacity  and  dumped 
into  the  pockets  of  the  crib  work.  Two  buckets  and  fifty  men  were  em- 
ployed in  concreting.     Six  men  were  constantly  spreading  and  ramming 
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the  concrete.      About  2'  in  depth  was  put  in  a  pocket  each  move  of  the 
scow. 

The  mixing  was  done  as  follows:  The  sand  was  spread  out  on  deck, 
the  cement  put  on  top  of  it,  the  two  completely  turned  over  once  with 
shovels;  then  turned  over  on  the  broken  stone  spread  out  near  the  mixing 
machine.  The  whole  mass  was  then  thrown  of  shoved  into  the  hopper 
of  a  Cockburn  and  Barrow  concrete  mixer,  where  the  water  was  added. 
The  wa'ter  was  supplied  by  a  small  pipe  leading  from  a  tank  into  the 
mixer,  the  tlow  being  regulated  by  a  valve  to  suit  the  supply  of  dry  con- 
crete. 

The  mixing  machine  had  the  hopper  level  with  the  mixing  deck, 
stood  on  a  lower  deck,  and  deposited  the  concrete  in  buckets  standing  in 
the  hold  of  the  barge.  The  hoisting  engine  used  here  had  two  7"  X 12" 
cylinders. 

The  sealing  of  the  working  chamber,  or  the  tilling  of  it  with  con- 
crete, was  accomplished  by  means  of  a  hopper  bolted  to  the  top  of  the 
supply  shaft.  The  hopper  had  a  door  at  the  top  and  the  shaft  one  at 
the  bottom,  both  opening  inward.  These  formed  a  lock  operated  by 
valves,  on  the  sides  of  the  hopper,  turned  from  the  outside.  Usually  but 
one  bucket  of  concrete  was  taken  in  at  one  time,  as  it  was  liable  to  stick 
in  the  bottom  of  the  shaft  if  more  was  put  in.  All  shafts  were  left  in  the 
masonry,  except  the  main  shaft  above  one  section  above  the  lock.  The 
latter  was  enclosed  in  boxing  through  the  concrete  and  masonry  and 
easily  removed.     The  lock  was  necessarily  left  buried  in  the  concrete. 

The  shafts  were  left  empty  from  the  roof  of  the  working  chamber  to 
two  feet  below  low  water  and  the  concrete  started  from  the  latter  eleva- 
tion on  a  wooden  bulkhead,  or  the  shafts  were  tilled  with  sand  to  that 
point. 

In  the  concrete  from  the  roof  to  two  feet  above  and  for  a  depth  of  one 
foot  at  the  top  of  the  crib  work  Portland  cement,  Alsen  brand,  was  used. 
Between  these  layers  Louisville  cement  was  employed.  In  the  filling  of  the 
working  chamber  Portland  cement  was  used  in  the  lower  eighteen  inches 
of  concrete  and  in  the  6"  layer  of  mortar  rammed  under  the  projecting 
shell  of  the  steel  shoe,  crossbeams  and  roof.  The  mortar  was  placed  with 
unusual  care  and  force,  forming  a  smooth, solid-bearing  surface. 

The  Portland  cement  concrete  was  made  of  cement  one  part,  sand 
two,  broken  stone  two.  The  Louisville  concrete  consisted  of  cement  one 
part,  sand  two,  broken  stone  3%. 

The  cement  was  all  tested  before  being  used.  Ten  samples  were 
taken  from  each  carload  and  the  cement  accepted  or  rejected  by  car- 
loads. The  tests  were  made  on  a  Riehle  machine  in  accordance  with  the 
method  recommended  by  the  American  Society  of  Civil  Engineers  and 
with  great  care.  The  mortar  was  pressed  into  the  molds  with  the  fingers 
and  finished  off  with  a  pointing  trowel.  No  tamping  was  permitted.  The 
briquettes  were  allowed  to  set  24  hours  in  the  air  under  a  wet  cloth  and 
6  days  in  water.  Many  tests  were  also  made  to  ascertain  the  influence  of 
various  conditions  and  substances  on  the  strength  of  cement.  The  re- 
sults are  very  interesting  and  are  given  in  the  tables  at  the  end  of  this 
article. 
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The  sand  was  dredged  from  the  river  bed  near  the  bridge  site.  The 
stone  used  was  limestone  from  Ullin,  111.,  crushed  to  about  the  size  of 
walnuts. 

An  inspector  was  constantly  employed  overseeing  the  mixing,  dis- 
tribution and  ramming  of  the  concrete.  During  sealing  of  caissons  all  of 
the  engineers  took  turns  at  this  work. 

On  the  completion  of  the  work  it  was  found  that  the  volume  of  the 
Portland  concrete  was  9%  less  than  the  aggregate  volume  of  the  materials 
employed  in  its  formation  and  that  of  the  Louisville  concrete  32.5*',)  less 
than  the  corresponding  volume.  The  greatest  number  of  cubic  yards 
placed  in  10  hours  was  230. 

The  masonry  is  of  a  very  superior  character.  The  stone  was  obtained 
from  the  limestone  quarries  at  Bedford,  Ind.,  and  was  subjected  to  a  rigid 
inspection  before  being  laid.  This  oolitic  Hmestone  is  of  a  remarkably 
homogeneous  structure,  it  being  impossible  in  many  instances  to  dis- 
tinguish the  natural  bed  without  the  closest  examination.  The  specific 
gravity  varies  from  2.45  for  the  brown  to  2.52  and  2.53  for  the  white  and 
blue  varieties  respectively.  The  ratio  of  absorption  is  0.032  for  the  blue, 
0.039  for  the  brown  and  0.062  for  the  white. 

The  up-stream  nose  stone  was  granite  in  all  courses  between  high  and 
low  water.  The  courses  ranged  in  thickness  from  the  bottom  upward  as 
follows:  Five  courses  3',  twenty-five  2' 6",  six  2' 3",  sixteen  2', belting 
l'  9"  and  coping  2'  3". 

The  masonry  detail  plans  were  made  at  Cairo  and  the  size  of  each  face 
stone  of  each  course  so  fixed  as  to  break  joints  the  required  15  inches  or 
more.  These  plans  were  sent  to  the  quarry  and  each  stone  before  ship- 
ment was  there  marked  as  to  its  exact  position  in  the  pier. 

The  face  stone  was  laid  in  mortar  composed  of  Portland  cement  one 
part,  sand  two,  and  the  backing  in  mortar  of  Louisville  cement  one  part, 
sand  two  parts.  In  freezing  weather  salt  was  added  to  the  mortar  to  de- 
lay freezing  and  only  Portland  cement  was  then  used.  Tests  made  did 
not  warrant  the  use  of  Louisville  cement  at  such  a  temperature. 

The  face  stones  of  the  up-stream  starting  between  high  and  low 
water,  were  joined  to  the  course  below  by  dowels,  i>^"X  12",  extendmg  6" 
in  each  course.  The  face  stones  of  each  course  for  the  three  courses  im- 
mediately beneath  the  coping  were  bound  together  by  cramps  of  round 
iron,  ^"X2o",  with  claws  sunk  3"  into  the  top  beds. 

The  starling  coping  is  placed  at  high  water  mark  or  <^7>^'  above  the 
base  of  the  masonry.  All  headers  had  a  face  length  of  3',  or  a  trifle  more, 
and  a  breadth  of  4'  to  6';  the  stretchers  had  a  length  as  great  as  S'  and  a 
usual  breadth  of  3'. 

A  large  derrick  boat  was  built  by  the  contractor  especially  for  laying 
masonry  at  such  heights  as  102'  above  low  water.  The  boat  is  85'  X45'  by 
5'  deep.  The  derrick  mast  is  a  single  stick  71'  long,  18"  in  diameter  at 
the  butt.  It  stands  on  a  well-braced  framework  22^4'  above  the  deck. 
The  boom  is  12"  X  12"  by  90'  long  and  rests  in  a  seat  fastened  to  the  mast 
30'  above  the  deck.  The  mast  is  braced  by  three  stiff  guys  which  are 
connected  by  a  system  of  3"X  12"  plank. 

The  proportions  of  face  stone  and  backing  masonry  in  the  piers  was  a 
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surprise  to  many.  The  total  and  relative  amounts  for  the  different  sizes  of 
piers  were  as  follows: 


PIER. 

NO. 

CUBIC  YDS. 

MASONRY  IN 
PIER- 

PER   CENT. 
OF  TOTAL, 
FACE  STONE 

PER  CENT. 
BACKING. 

HEIGHT  OF 
MASONRY 
IN   FEET. 

AV.  AREA 
OF  PIER  IN 
SQUARE    FT. 

XII 

III 

X 

447.0 
2712.7 
3846.5 

83.0 
58.3 
53-0 

17  0 

41-7 
47.0 

142 
221 

127 

287 
605 
815 

The  ratio  of  the  perimeter  to  the  area  as  well  as  to  the  actual  volume 
of  the  course   are  evidently   factors  of  the    relative  proportions  of  face 
stone  and  backing  masonry  in  a  course  or  pier. 
The  materials  used  in  one  cubic  yard  of  masonry  were: 

1.  For  face  stone  masonry: 

Stone 0-975  cubic  yards. 

Portland  cement 0.030      "         " 

Sand 0.053      "         " 

Total 1 .058  cubic  yards. 

2.  For  backing  masonry: 

Stone 0.7 10  cubic  yards. 

Louisville  cement 0.096      "  " 

Sand .0.194      "  " 

Spalls 0.089      "  " 

Total 1 .089  cubic  yards. 

The  center  of  the  pier  was  located  by  transit  and  the  outline  of  the 
next  course  laid  out  every  four  or  five  courses. 

Rip-rap  was  placed  about  the  up-stream  ends  of  the  channel  piers. 

Piers  I,  XII  and  XIII  are  on  land  and  support  the  shore  ends  of  the 
249'  spans.  They  have  pile  foundations.  A  pit  was  excavated  about  12' 
deep  and  94  piles  were  driven  into  the  bottom  20'  to  25'.  These  were 
sawed  off  level  and  the  ground  removed  to  2'  below  their  tops.  A  bed  of 
concrete  18'  X38'  and  4'  thick  was  then  put  in  in  layers  of  6"  to  8"  and  well 
rammed  between  the  piles. 

The  piles  were  white  or  burr  oak  at  least  11"  in  diameter  at  the  small 
end,  the  majority  being  much  more  than  that.  Portland  cement  was 
used  in  the  concrete  in  the  same  proportions  as  elsewhere. 

A  record  was  kept  of  the  number  of  blows  expended  on  each  pile  and 
its  sinkage  for  every  10  blows. 

The  approach  spans  rest  on  steel  cylinders  filled  with  concrete.  Each 
pier  consists  of  two  cylinders,  8'  in  diameter,  placed  18'  center  to  center 
and  connected  by  a  cross-frame  of  rods  and  angles. 

The  cylinders  are  made  of  yi"  plates,  spliced  on  the  inside. 

For  the  foundations  of  each  cylinder  a  circular  pit  was  dug  8'  deep  and 
12  oak  piles  were  driven  in  it.  The  pits  were  then  filled  with  concrete  to 
the  proper  elevation  for  the  base  of  the  steel  cylinders,  the  cylinders 
placed  in  position,  concrete  rammed  about  them  in  the   pit,   forming  an 
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exterior  ring  6"  thick,  the  cylinders  filled  with  concrete  and  capped  with 
a  Yz"  steel  plate.  The  surface  of  the  concrete  was  leveled  off  y^  of  an  inch 
above  the  top  of  the  cylindrical  steel  shell. 

The  upper  two  feet  of  concrete  inside  and  that  of  the  exterior  ring  was 
made  of  Portland  cement  one  part,  sand  one  part,  into  which  stone  was 
rammed  after  the  mortar  was  in  place.  The  remainder  of  the  concrete 
was  made  up  of  Louisville  cement  with  the  usual  proportions. 

Anchor  bolts  5'  long  were  built  into  the  concrete  and  passed  through 
the  cap  and  bed  plates. 

The  accompanying  tables  are: 

1.  Weight  on  Foundations  of  Channel  Piers. 

2.  Weight  on  Foundations  of  River  Piers. 

3.  Weight  on  Concrete  Base  of  Foundation  Pier  XII. 

4.  Bill  of  Iron  and  Weight  for  One  Caisson. 

5.  Gauge  Readings  of  Ohio  River  at  Cairo,  111.,  1872-1888. 

6.  Effect  of  Freezing  on  Strength  of  Louisville  Cement  Mortars. 

7.  Effect  of  Salt  on  Strength  of  Cement  Mortars. 

8.  Effect  of  Fine  Grinding  on  Strength  of  Louisville  Cement  Mortars. 

9.  Effect  of  Setting  between  Porous  Beds  on  Louisville  Cement 
Mortars. 

10.  Tensile  Strength  of  Portland  Cement  Mortars  with  Varying  Pro- 
portions of  Limestone  Screenings. 

11.  Tensile  strength  of  Natural  Cement  Mortars. 

12.  Tensile  Strength  of  Portland  Cement  Mortars. 

13.  Quantities  of  Materials  used  in  Masonry. 

In  making  table  No.  i,  the  quantities  in  pier  IX  were  used;    in   table 
No.  2  the  quantities  in  pier  VI.     The  weights   on   foundations   given   in 
those  tables  are  in  excess  of  the  actual  as  the  sand  extends  from  10'  to  30' 
higher  than  the  level  there  assumed. 
The  drawings  given  are: 
I.  Elevation  and  Plan  of  Bridge. 
II.  Elevation  and  Plan  of  Caisson. 

III.  Sections  of  Sand  Pump  and  Air  Lock. 

IV.  Elevation  and  Plan  of  Piers  IX,  X,  XI. 

V.  "  "        "     ''      "     II,  III,  IV,  V,  VI,  VII,  VIII. 

VI.  "  "        "     "    Pier  XII. 

The  specifications  are  appended  as  being  valuable  for  reference. 
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Weight  on  Foundations  of  Channel  Piers. 

Tons.       Tons. 

330,990  feet  B.  M.  lumber  @  50  lbs.  per  cubic  foot. . , .  689.6 

Iron  137,000  lbs 68.5 

77,345  cubic  feet  concrete  @  145  lbs  per  cubic  foot. . .  5,607.5 

102,508  cubic  feet  masonry®  150  lbs  per  cubic  foot. .  7,688.1 

Superstructure,  one  5i8>^'  span 1,027.0 

523.5  lineal  feet  of  train  (gi  3,000  lbs.  per  foot 785.2      15,865.9 

Deduct : 
Sand  displaced  below  25'  below   low  water;  105,000 

cubic  feet  @  127  lbs.  per  cubic  foot 6,667.5 

Water  displaced  above  25'   below  low  water;    29,070 

cubic  feet  at  62.4  lbs.  per  cubic  foot 907.0  • 

Frictional  resistance  of  sand  on  side  of  caisson;  10,- 

000  square  feet  @  400  lbs.  per  square  foot 2,000.0       9,574-5 

Total  fatigue  weight  on  foundation 6,291.4 

Weight  per  square  foot  of  foundation   3.00 


TABLE  No.  2. 


Weight  on  Foundations  of  River  Piers. 

Tons. 

264,640'  B.  M.  lumber  @  50  lbs  per  cubic  foot 551-3 

Iron;  124,500  lbs.,  average  weight 62.2 

55,505  cubic  feet  concrete  @.  145  lbs.  per  cubic  foot. .  4,024.1 

77,884  cubic  feet  masonry  at  150  lbs.  per  cubic  foot.  5)^4i'3 

Superstructure, 400'  span  555-1 

405  lineal  feet  of  train  at  3,000  lbs.  per  foot 607.5 

Deduct: 
Sand  displaced  below  25'  below  low  water;  78,000  cu- 
bic feet  at  1 27  lbs.  per  cubic  foot 4,953.0 

Water  displaced   above  25'    below  low   water;  22,756 

cubic  feet  at  62.4  lbs.  per  foot  710.0 

Frictional  resistance  of  sand  on  sides  of   caisson;  8,600 

square  feet  at  400  lbs.  per   square  foot 1,720.0 

Total  fatigue  weight  on  foundation 

Weight  per  square  foot  of  foundation 


Tons. 


11,641.5 


4,258.5 
2.73 


TABLE  No.  3. 

Wp:ight  on  Concrete  Base  of  Foundation  Pier  12. 

Tons. 

12,072  cubic  feet  masonry  at  150  lbs.  per  foot 905-4 

Superstructure;  one  249'  span  and  connecting  stringers 234.6 

253'   train  at  3,000  lbs.  per  foot 379-5 

Total  weight  on  concrete   i>5'9-5 

Total  weight  per  square  foot 4.03 

Total  weight  per  square  inch 56.0 lbs 
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TABLE  NO.  4. 

Bill  of  Iron  and  Weight  for  One  Caisson. 
30' X  70' X  50'. 


DESCRIPTION. 


Cutting  edge 

Corner  plates  (lin.  ft.) 

Air  locks  (i  pair  doors  left  in)    . . 

Supply  locks 

Sections  of  main  shaft  below  lock 

"  "  "     above    " 

Supply  shaft,  bottom  sections    . . 
"  8' 10"  " 

"  4'  o"  " 

Rods     2"  Xi5'4",  2nuts 
"        2"  xii'8",  I     " 
«        2"   X  9'4",  I     " 
"        2"   X29'8",  2    " 


and  I    turnbuckle 
I        " 


1}^"  X14V,  2 

i>^- 

I 

I 

I 

I 

I 


X  9'4  ,2 

Xii'8",  I  "  I 

X  8'3",  I  " 

X  8'3",  2  " 

x6'io",  2  " 

X  5'6",  2  " 

"       'i"X4'4>-r',  I     " 
''        i"X2'4X",  I    " 

Washers  for  2"  rods,  12"     

"         "     \}4"  rods,  9"      

"         "     I "  rods 

"        "    i"  rods  countersunk 
Drift  bolts  ^"  X30" 

"  ^"X22" 

Boat  spikes  ^'' Xj" 

X"Xio" 

Lag  screws  ^"  X 10" 

Bolts    i"   Xi'6" 

"       3^"     X2'6" 

"     r'   X3'6"   

"     H"    Xo'3" 

Pipe  4"  ,  lin.  ft 

i(       r"  a 

3       >  


Total 


No.  of 

W'ght  of 

Pieces 

one  P'ce 

required 

lbs. 

26583 

I 

190 

42  7 

I 

7287 

1298 

I 

1462 

I 

1249 

I 

167 1 

8 

1220 

I 

671 

28 

187.6 

56 

141. 6 

28 

106  2 

8 

323.5 

8 

103.2 

19 

72.5 

54 

81.9 

27 

56.7 

20 

55.6 

20 

47.8 

20 

39-7 

16 

12.8 

80 

7.27 

156 

24.6 

255 

10.3 

96 

3-31 

96 

3.28 

3402 

6.25 

100 

4-73 

0.29 

0.69 

310 

0.85 

2 

5.25 

13 

4-23 

4 

5-75 

228 

1.06 

334 

10.5 

83 

14.9 

Total 

Weight. 

lbs. 

26583 
8108 
7287 

1462 
1249 
167 1 
9760 

671 
5253 
7930 
2973 
2S8S 

826 
1378 
4425 
1530 
1112 

955 
793 
205 
582 

3841 
2637 

318 

315 

21132 

474 
12229 

3173 

265 

10 

55 

23 

243 

3495 

1234 

136785 
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TABLE  No.  6. 

Effect  of  Freezing  on  Strength  of  Louisville  Cement  Mor- 
tar; Cairo  Bridge,  1887-1889. 


Cement, 


Falls  City  Mills. 


Fineness.  Proportions. 


CL"7D    Oh;;; 


01  flj^-t 


90.0    80.0 


.Tensile  strength  in.  lbs.  per  sq.  in.  at  age  o' 


Frozen.  28  Days.    3  Months.    6  Months. 


,c 

tn 

&i 

% 

a 

H 

r/j 

0 

0 

rt 

^ 

<u 

> 

< 

23 

0 

28  Days. 

^' 

• 

tu 

■<_> 

c 

^ 

V 

H 

r/l 

0 

0) 

be 

0 

cS 

Z 

> 

< 

10 

75.8 

3  M< 

snths. 

j= 

t/i 

M 

tn 

c 

1) 

h 

>>-< 

in 

0 

0 

bt 

ia! 

4. 

» 

> 

< 

10 

139-0 

138.4 


Note.— Fifty  briquettes  were  made  and  allowed  to  set  in  the  air  under  a  damp 
cloth  in  test-room  for  twenty-four  hours.  Twenty-five  were  then  placed  in  water 
till  broken  at  ages  given.  The  remaining  twenty-five  were  removed  from  test-room 
and  frozen  duiing  the  night  following:  then  placed  in  water  at  70°  Fah.  When 
thawed  eleven  were  broken;  four  broke  on  being  removed  from  the  pans  the  follow- 
ing night  to  refreeze.  After  second  freezing  and  thawing  the  remaining  ten  were 
ound  broken. 


TABLE  NO.  7. 

The  Effect  of  Salt  on  Strength  of  Cement  Mortars. 
Cairo  Bridge  1887-1889. 


Fineness. 

Prop 
byVo 

Drtion 

Weights 

Tensile  Strength  in  Pounds 

lume. 

Ounces. 

per  square  mch. 

6 

1 

^• 

CEMENT. 

> 

"cS 

"rt 

"rt 

rt 

mS 

73 

M 

Cfl 

73 

■^y^ 

£73 

^ 

^ 

^= 

in  0 

<ti  0 

E 

E 

C        a! 

6 

«" 
d 

0) 

1..00 

0) 

fe2 

U 

73 

U 

^ 

^ 

^ 

^ 

Portland: 

1 

Alsen  s 

?9-2 

87.0 

I 

2 

J 

S       I 

2>0.() 

212.8     223.1:    215.2     244. Q 

Louisville: 

1               1 

Falls  City  Mills 

92.4 

ti3.5 

I 

2 

4 

16       2j^ 

^75.5 

175.4    171. 7    145.9    >56-4 

I'.ach  result  is  the  mean  obtained  from  ten  briquettes  at  the  age  of  six  months. 
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PLATE  II. 
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PLATE  II.— Continued. 


Cross  Section      End  Elevation 


AT  Centre. 


Under  Planking. 
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Spccijicatioiis  for  Bridge  Across  the  Ohio  River  at  Cairo,  III. 

GENERAL   DESCRIPTION. 

The  bridge  will  consist  of  two  channel  spans,  seven  river  spans  and 
three  approach  spans.  There  will  be  ten  masonry  piers  in  the  river, 
founded  on  pneumatic  caissons,  these  ten  piers  supporting  the  nine  chan- 
nel and  river  spans;  and  three  smaller  piers  founded  on  piles,  supporting 
the  approach  spans. 

The  sub-structure  of  the  bridge  will  be  understood  to  include  these 
thirteen  piers,  both  masonry  and  foundations. 

The  superstructure  will  include  the  twelve  spans  above  named. 

Full  detailed  plans  of  both  sub-structure  and  superstructure  will  be 
furnished  by  the  engmeer  of  the  bridge. 

The  work  shall  be  built  in  all  respects  according  to  the  plans.  The 
contractors,  however,  will  be  expected  to  verify  the  correctness  of  the  plans 
and  will  be  required  to  make  any  changes  in  the  work  which  are  necessi- 
tated by  errors  in  these  plans  without  extra  charge,  where  such  errors 
can  be  discovered  by'inspection  of  the  plans. 

SUB-STRUCTURE. 

The  three  piers  next  to  the  Illinois  shore,  which  support  the  two 
main  channel  spans,  will  finish  12  feet  thick,  and  29  feet  long  between 
shoulders  and  41  feet  long  over  all  under  the  coping.  The  other  seven 
river  piers  will  measure  10  feet  thick  and  25  feet  long  between  shoulders 
and  35  feet  long  overall  under  the  coping. 

The  masonry  of  the  ten  channel  and  river  piers  shall  begin  25  feet 
below  low  water,  or  at  elevation  75  above  the  assumed  datum. 

The  masonry  of  the  shore  piers  shall  begin  10  feet  below  the  natural 
surface  of  the  ground. 

The  pneumatic  foundationsof  the  river  piers  shall  be  sunk  75  feet  be- 
low low  water  or  to  an  elevation  25  feet  above  datum,  unless  otherwise 
specially  directed. 

PNEUMATIC    FOUNDATIONS. 

The  pneumatic  caissons  for  the  three  channel  piers  will  be  30'  wide 
and  70'  long.     Those  of  the  seven  river  piers  26'  wide  and  60'  long. 

The  caissons  will  be  surmounted  by  a  timber  crib  work  which  shall 
make  the  total  height  from  cutting  edge  to  top  of  crib  work  50',  the  sides 
being  vertical  and  the  top  of  the  crib  finished  of  the  same  dimensions  as 
the  caisson. 

The  caissjnsand  crib  work  shall  be  built  of  thoroughly  sound  yellow 
pine  timber  or  such  other  timber  as  miy  be  approved  by  the  Engineer  of 
the  bridge,  and  shall  be  planked  on  the  outside  with  two  thicknesses  of  3" 
oak  plank,  the  inner  thickness  being  put  at  an  angle  of  45^.  The  timber 
work  shall  be  accurately  and  closely  framed,  the  timbers  being  sized  so  as 
to  secure  immediate  contact  throughout  and  the  inner  course  of  plank 
being  planed  to  uniform  thickness  so  as  to  secure  an  exact  fit  for  the  outer 
course. 

The  timbers  shall  be  bolted  together  with  long  rods  and  with  drift 
bolts  as  shown  on  the  plans. 
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The  cutting  edge  of  the  caissons  shall  be  of  iron  and  of  the  form 
shown  on  the  plan.  An  iron  working  shaft  shall  be  built  into  the  caisson 
and  crib  work  for  a  height  of  30  feet  above  the  roof  of  the  working  cham- 
ber which  distance  may  include  the  shell  of  the  air  lock. 

A  supply  shaft  24"  in  diameter  shall  also  be  built  into  the  caisson,  crib 
work  and  masonry.  One  4"  air  pipe,  one  5"  water  pipe  and  two  4"  dis- 
charge pipes  shall  also  be  built  into  the  caisson,  crib  work  and  masonry. 

The  space  above  the  working  chamber  and  within  the  outer  walls  of 
the  caisson  and  crib  work  shill  be  filled  with  concrete.  The  concrete 
within  2'  of  the  top  of  the  roof  of  the  working  chamber  shall  be  formed 
of  Portland  cement  and  sand,  three  parts  of  sand  to  one  part  of  cement, 
into  which  sound  stone  may  be  rammed  after  it  is  put  in  position.  The 
upper  one  foot  of  the  concrete  shall  be  formed  in  the  same  way.  The 
remainder  of  the  concrete  shall  be  made  of  Louisville  cement,  sand  and 
stone,  two  parts  of  sand  to  one  of  cement,  and  not  over  60  per  cent,  of 
the  whole  volume  in  broken  stone,  the  amount  of  cement  not  to  exceed 
two  barrels  per  cubic  yard. 

In  Portland  cement  the  sand  and  cement  shall  be  mixed  together  dry, 
then  run  through  a  satisfactory  machine  mixer.  The  mass  of  concrete 
shall  always  be  thoroughly  rammed  after  being  put  in  position.  The 
Louisville  cement  concrete  shall  be  worked  in  a  mixer  approved  by  the 
Engineer. 

The  caissons  shall  be  sunk  to  the  height  specified  above  and  shown  on 
plans,  unless  otherwise  specially  directed  by  the  Engineer,  and  shall 
not  vary  more  than  15"  from  correct  position.  The  sand  shall  be 
excavated  by  the  method  employed  at  the  Rulo  and  Omaha  bridges,  un- 
less some  other  plan  is  approved  specially,  when  the  required  depth  is 
obtained,  the  caissons  shall  be  filled  with  concrete,  the  lower  two  feet 
of  concrete,  reaching  to  the  shoulder  of  the  cutting  edge  and  to  the  cross- 
beams, shall  be  formed  of  Portland  cement  and  sand,  three  of  sand  to  one 
of  cement.  The  remainder  of  the  filling  may  be  of  Louisville  cement, 
sand  and  stone,  in  the  proportion  above  mentioned.  The  working  shaft 
and  supply  shaft  and  pipes  shall  not  be  filled  but  shall  be  closed  at  the 
ends  with  iron  or  wooden  bulkheads. 

PILE    FOUNDATIONS. 

The  piles  shall  be  arranged  according  to  detailed  plans  to  be  fur- 
nished by  the  engineer.  They  shall  be  straight  and  of  good,  sound,  white 
or  burr  oak  or  cypress  or  other  hard  wood  that  may  be  driven  to  refusal 
without  splitting:  they  shall  be  at  least  11"  in  diameter  at  the  small  end. 

They  shall  be  driven  in  a  pit  excavated  about  12'  deep  and  so  as  not 
to  go  more  than  one-half  inch  at  the  last  blow  of  a  hammer  weighing  3,000 
lbs.,  and  falling  25  feet.  They  shall  be  cut  off  level  and  finished  clear  of 
splinters. 

Concrete  made  of  Portland  cement  and  mixed  as  prescribed  elsewhere 
in  these  specifications,  shall  be  placed  between  the  piles  and  shall  be  well 
rammed  and  shall  extend  at  least  two  feet  below  the  heads  of  the  piles 
and  two  feet  above  them  and  shall  then  be  perfectly  leveled  off. 

On  this  concrete  foundation,  when  it  has  become   well   set,  shall  be 


222  ASSOCIATION   OF  ENGINEERING  SOCIETIES. 

built  masonry  piers  according  to  the  general  plans  now  furnished  and 
more  detailed  plans  to  be  furnished  by  the  Engineer  in  charge,  after  which 
the  pits  shall  be  retilled  with  earth  well  rammed. 

.AIASONRV. 

The  stone  must  be  strong,  compact  and  of  uniform  cjuality  and 
appearance  and  free  from  any  defect,  that  in  the  judgment  of  the  En- 
gineer may  impair  its  strength  or  durability. 

The  stone  from  the  quarries  in  Bedford,  Indiana,  will  be  acceptable 
stone  for  dimension  work.  The  Engineer  may  authorize  the  acceptance 
of  other  stone,  which,  in  his  judgment,  is  equal  in  quality  and  similar  in 
appearance  to  the  Bedford  stone.  The  corner  stone  in  each  course  of  the 
up-streim  nose  of  the  ten  river  piers  shall  be  of  granite. 

There  shall  be  no  courses  less  thin  lo"  in  thickness  and  no  course 
shall  be  thicker  than  the  one  immediately  beneath  it. 

The  joints  sh  ill  be  broken  at  least  15";  each  bed  of  every  stone  shall 
be  at  least  i  '2  times  the  thickness  of  the  course  in  both  directions  and 
there  shall  be  none  less  than  30",  and  no  stone  shall  have  an  overhanging 
top  bed. 

The  stretchers  shall  not  be  less  than  four  (4)  feet,  nor  more  than  seven 
(7)  feet  long.  Stretchers  of  the  same  width  shall  not  be  placed  together 
vertically. 

The  headeis  shall  be  from  five  (5)  to  six  (6)  feet  long;  every  second  or 
third  stone  in  each  course  must  be  a  header,  and  there  shall  be  at  least  five 
headers  in  each  course  between  the  shoulders.  They  must  hold  75  per 
cent,  size  from  face  to  back. 

The  joints  to  the  face  stones  shall  be  cut  12''  back  from  the  face.  The 
horizontal  joints  shall  average  %,"  and  shall  never  be  less  than  yi" . 

No  leveler  shall  be  put  under  a  stone  to  bring  it  up  to  the  proper  level. 

No  hammering  shall  be  allowed  after  the  course  is  set;  if  any  inequali- 
ties occur,  they  must  be  carefully  pointed  off. 

All  stones,  whether  face,  coping  or  backing,  shall  be  laid  with  the 
natural  bed  horizontal  and  in  full  flush  beds  of  mortar,  mixed  fresh  as 
rec[uired  for  work.  All  slone  must  be  carefully  cleaned  and  moistened 
before  being  laid,  and  no  mortar  shall  be  laid  on  any -stone  already  set, 
until  the  latter  has  been  thoroughly  cleaned  and  wet. 

Each  course  must  be  completed  and  the  mortar  in  the  vertical  joints 
well  rammed  before  the  next  one  is  begun. 

The  face  work  shall  be  in  Ashlar  (rock  face),  but  no  projection  greater 
than  3"  will  be  allowed,  nor  will  any  hollow  stone. 

The  up-stream  starlings  below  high  water,  shall  be  fine  pointed  to  Yi" . 

The  top  coping  and  the  coping  of  the  projecting  starlings  shall  be 
bush  hammered  throughout. 

The  top  coping  shall  have  a  wash  12"  wide  and  6"  high.  The  coping 
shall  be  made  according  to  special  plans,  so  as  to  give  proper  bearing  for 
the  bridge  seats. 

There  shall  be  a  draft  line  of  3"  on  the  corners  of  the  piers  and  along 
the  lower  edge  of  the  belting  course  under  the  coping. 

The   face  stones   of  every  course  of  the  up  stream  starlings  between 
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high  and  low  water  shall  be  doweled  into  those  of  the  course  below  with 
round  dowels  of  i>s  '  ii'on  extending  6"  into  each  course;  the  dowels 
shall  be  placed  froui  8"  to  12"  back  from  the  face,  and  6"  on  each  side  of 
every  joint.  The  stones  of  the  upper  course  shall  be  drilled  through  be- 
fore setting,  after  which  the  drill  holes  shall  be  extended  6"  into  the  lower 
course;  a  small  quantity  of  mortar  shall  then  be  put  into  the  hole;  the 
dowel  dropped  in  and  driven  home  and  the  hole  filled  with  mortar  and 
rammed.  The  three  courses  below  the  coping  shall  have  the  joints 
bonded  with  cramps  of  Vs"  round  iron,  20"  long  between  shoulders,  the 
ends  being  sunk  3"  into  each  stone. 

The  dimension  stone  shall  be  laid  in  Portland  cement  mortar  of  two 
parts  of  sand  and  one  part  of  cement.  The  backing  shall  be  laid  in 
mortar  of  American  cement  of  two  parts  of  sand  and  one  part  of  cement. 

The  Portland  cement  shall  be  an  imported  cement,  equal  in  quality 
to  O.  F.  Alsen  &  Sons  best  quality,  and  the  American  cement  shall  be 
equal  to  the  best  grades  of  Louisville  cement. 

When  masonry  is  laid  up  in  freezing  weather,  the  backing  shall  be 
laid  in  Portland  cement  three  parts  of  sand  and  one  part  of  cement,  and 
such  other  precautions  taken  against  freezing  as  the  Engineer  may  direct. 

The  joints  of  the  face  stones  shall  be  picked  out  and  pointed  in  mild 
water,  with  two  parts  of  sand  and  one  part  of  Portland  cement  which  shall 
be  driven  with  a  calking  iron. 


JAMES  S.  OVIATT. 


A  MEMOIR. 


By  John  Whitelaw,  Walter  P.  Rice  and  Samuel  J.  Baker — A 
Committee  of  the  Civil  Engineers'  Club  of  Cleveland. 


[Read  May  13,  1890.] 

James  S.  Oviatt,  a  member  and  past  officer  of  this  Club,  died  March 
13,  1890.  He  was  the  only  son  of  Schuyler  R.  Oviatt,  and  was  born  in 
Richfield,  Summit  county,  Ohio,  April  5,  1845.  He  entered  Western 
Reserve  College  in  1863  and  graduated  in  1867.  The  following  year  he 
was  principal  of  the  Kinsman,  Ohio,  Academy.  In  January,  1869,  he 
entered  the  office  of  the  City  Civil  Engineer  of  Cleveland  as  an  assistant, 
where  he  remained  until  the  time  of  his  death.  His  work  for  the  first 
few  years  in  the  office  was  upon  miscellaneous  city  improvements,  surveys, 
etc.,  andabout  the  year  1873,  he  was  assigned  to  the  sewerage  department, 
and  served  as  assistant  to  the  engineer  in  charge  of  the  same  until  1878, 
when  he  was  himself  placed  in  charge  of  the  department,  a  position  he 
continued  to  hold  up  to  the  time  of  his  death.  During  this  period  the 
planning  and  construction  of  all  city  sewers  were  practically  under  his 
direction,  though  subject  to  the  approval  of  the  City  Civil  Engineer,  and 
it  can  be  truly  said  that  his  work  has  been  characterized  by  sound  judg- 
ment, based  upon  a  thorough  knowledge  of  the  topography  and  sewerage 
needs  of  the  city.  His  knowledge  of  the  laws  bearing  upon  sewerage  was 
also  quite  extensive,  and  of  great  value  in  the  preparation  of  all  official 
papers  for  sewerage  and  assessment. 

His  death  occurred  quite  unexpectedly.  In  the  early  part  of  last  win- 
ter he  injured  his  knee  in  endeavoring  to  board  a  motor  street  car.  This 
injury  caused  a  lameness  which  confined  him  to  his  house,  where  he  also 
suffered  from  an  attack  of  la  grippe.  While  recovering  from  this  he 
received  a  severe  fall  in  his  house,  while  still  lame,  and  probably  from 
weakness  due  to  illness  and  the  shock  so  incurred,  he  was  seized  with  an 
affection  of  the  heart  from  which  he  died  quite  suddenly. 

Personally  Mr.  Oviatt  was  of  an  extremely  amiable  disposition,  and 
was  noted  for  his  good  nature  and  kindly  manners,  and  was  greatly  beloved 
by  his  intimate  friends.  In  his  official  position  he  was  ever  accommodat- 
ing and  pleasant  to  all  who  had  dealings  with  him.  By  his  death  the  city 
has  been  deprived  of  the  services  of  an  able,  upright,  and  obliging  em- 
ploye, and  this  tact  was  attested  by  appropriate  resolutions  of  respect 
adopted  by  a  meeting  of  all  the  city  officers  and  by  the  city  council. 

Mr.  Oviatt  was  one  of  the  founders  of  the  Civil  Engineers'  Club  of 
Cleveland  and  served  as  its  Treasurer  from  April  1881,  to  March,  1883,  and 
as  Corresponding  Secretary  from  March,  1886,  to  March,  1887. 

In  1876  he  was  married  to  Miss  Lucy  Lindsay  of  this  city,  who,  with 
two  daughters  aged  5  and  12  years,  survives  him. 
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ENGINEERS'   CLUB   OF    KANSAS  CITY. 


May  12,  iSq:.— A  regular  meeting  was  held  in  the  Club  Room  at  8  p.  m.,  F.  E« 
Sickels  in  the  chair,  K.  Allen,  Secretary.    There  were  present  eleven  members. 

Minutes  of  the  last  regular  meeting,  and  of  that  of  the  Executive  Committee 
were  read  and  approved. 

Mr.  .\.  J.  Mason  read,  for  the  Committee  on  Affiliation  of  Engineering  Societies 
abstracts  from  a  communication  from  Prof.  J.  B.  Johnson,  of  St.  Louis,  propos- 
ing a  federation  of  the  leading  Engineering  Societies  (including  the  "Association"). 
Mr.  Mason  also  presented  a  brief  verbal  report  for  the  Committee  on  Affiliation,  the 
sentiment  of  which  was  adverse  to  the  connection  of  the  local  societies  with  the 
American  Society. 

On  motion  of  K.  .^llen,  the  report  was  accepted  and  the  committee  requested  to 
continue. 

Ml.  Allen  thought  the  field  work  of  the  local  societies  was  quite  distinct  from 
that  of  the  American  Society,  and  that  joint  publications  would  be  unnecessarily 
expensive  and  cumbersome  for  many  members. 

Messrs.  Filley  and  Stone  were  opposed  to  the  proposed  "Federation"  having  a 
local  habitation,  while  Messrs.  Sickels  and  Mason  held  the  opposite  view,  and 
thought  that  by  selecting  the  city  of  Washington  especial  advantages  would  be 
attained  without  incurring  hostility. 

On  canvas  of  ballots  A.  Clifford  Thomas  was  declared  elected  as  member. 

The  Secretary  read  tor  the  author,  Robert  M.  Sheridan,  a  paper  on  "The  Evo- 
lution of  the  Elevator." 

Beginning  with  the  year  1*^55  the  paper  traced  die  growth  of  the  elevator  engine 
from  the  oscillating  cylinder  reversing  engines  .which  marked  the  first  step  in  the  de- 
velopment of  this  branch  of  engineering) ,  to  the  perfected  steam  worm-geared  pas- 
senger elevator  engine  in  use  at  the  present  time.  A  summary  of  the  various  steps  em- 
bracing the  changes  in  engines  of  this  class  was  presented.  The  vertical  cylinder  hy- 
draulic machine  was  described  and  contrasted  with  the  perfected  horizontal  cylinder 
elevatorand  its  improvements.  The  workings  and  advantages  of  the  lever  operating 
device  in  its  connection  with  the  auxiliary  valve,  together  with  the  pronounced  use- 
fulness of  the  independent  automatic  stop  valve  were  explained.  The  description 
of  the  principle  of  the  centrifugal  governor  attached  to  the  oar  as  a  safety  device  for 
arresting  the  car's  motion  was  given  and  accompanied  by  a  general  statement  con- 
cerning the  present  requisites  for  elevator  service,  covering  the  point  of  absolute  reg- 
ulation at  the  highest  speeds  by  the  use  of  the  improvements  mentioned.  The  travel 
of  the  tower  elevator  in  the  Chicago  .Auditorium  building,  passing  through  a  distance 
220  feet  at  a  speed  of  about  seven  miles  per  hour,  or6o)  feet  per  minute,  was  cited  as  of 
a  case  in  point  covering  the  various  demands  upon  elevator  service  at  the  present 
time.  The  future  of  the  work,  judging  by  the  past,  insures  the  elevator's  evolution 
along  the  lines  now  set,  keeping  pace  with  the  demand  for  buildings  that  tower 
nearer  the  sky  year  by  year. 

.Adjourned.  Kenneth  .Ai.len,  Secretary. 
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June  9,  1890.— A  regular  meeting  was  held  in  the  Club  Room  at  8  p.  M.,  Vice- 
President  Mason  in  the  chair,  Kenneth  Allen,  Secretary.  There  were  present  ten 
members  and  one  visitor. 

Minutes  of  the  last  regular  and  Executive  Committee  meetings  were  read  and 
approved. 

A  letter  from  the  President,  tendering  his  resignation  on  account  of  proposed 
absence,  was  read,  hut  it  was  voted,  on  a  motion'of  Mr.  Stone,  that  the  Secretary 
ask  him  to  remain  in  office  until  the  annual  election  of  officers. 

After  a  general  discussion  on  Gas  Engines,  it  was  voted,  on  motion  of  Mr.  Tal- 
mage,  that  the  chair  appoint  a  committee  to  make  all  necessary  arrangements  for 
the  annual  excursion.    Messrs.  Goldmark,  Taylor  and  Talmage  were  appointed. 

On  account  of  the  unavoidable  absence  of  Mr.  Gillham,  it  was  decided  to  invite 
him  to  present  his  talk  on  the  "City  of  Paris"  accident  at  a  special  meeting  to  be 
announced. 

Adjourned.  Kenneth  Allen,  Secretary. 


CIVIL    ENGINEERS'   CLUB    OF    CLEVELAND. 


Regul,\r  Meeting,  May  i;,  1893.— Meeting  called  to  order  at  S  p.  m..  Presi- 
dent William  H.  Searles  in  the  chair;  20  members  present.  Owing  to  the  absence  of 
the  Secretary,  reading  of  the  minutes  of  the  last  meeting  was  dispensed  with. 

The  Executive  Board  reported  favorably  upon  the  application  of  the  following 
gentlemen:  For  active  membership,  Edward  P.  Roberts,  William  H.  Dunn,  James 
C.  Hallsted,  John  H.  Hilton,  William  F.  Biggar,  and  for  Associate  membership- 
Joseph  Daniels,  Thomas  M.  Irvine,  and  William  L.  Otis. 

The  resignation  of  Mr.  C.  O.  Palmer,  as  Secretary  of  the  Club,  rendered  neces- 
sary by  his  business  arrangements,  was  read  and  accepted,  and  a  vote  of  thanks 
tendered  him  for  his  services.  The  President  announced  that  the  office  of  Secretary 
would  be  filled  by  election  at  the  next  meeting,  and  that  the  names  of  E.  H.  Jones 
and  A.  H.  Poiter  were  suggested  by  the  Executive  Board  for  that  purpose. 

On  motion  of  Mr.  Mordecai:  the  election  was  ordered  to  be  by  letter  ballot. 

A  memoir  of  the  late  James  S.  Oviatt,  was  read  by  Mr.  John  Whitelaw,  Chairman 
of  the  Committee  appointed  at  last  meeting,  and  was  ordered  spread  upon  the 
minutes  and  printed  in  the  Journal. 

The  financial  report  of  the  Banquet  Committee  was  read  by  Mr.  Mordecai,  show- 
ing a  Vjalance  of  accounts.  The  report  of  the  committee  on  affiliation  with  the 
American  Society  of  Civil  Engineers  was  presented  by  Mr.  Mordecai,  chairman, 
including  a  letter  from  Mr.  J.  F.  HoUoway.  Report  was  adopted  and  Committee  re- 
quested to  attend  the  conference  of  committees  in  New  York  in  June  next,  if  possible 
Mr.  Thompson  reported  that  he  had  procured  the  carved  stone  containing  the  name 
of  Charles  Latimei,  and  placed  it  in  the  Club  room,  and  now  presented  the  same  to 
the  Club.    A  vote  of  thanks  was  tendered  Mr.  Thompson  for  this  memento. 

A  letter  was  read  from  the  Superintendent  of  the  Smithsonian  Institution,  invit- 
ing exchange  of  publications.     Referred  to  the  Executive  Board. 

The  paper  of  the  evening,  entitled:  "Experience  in  the  Construction  of  Gas 
Holder-Tanks,"  was  read  by  Mr.  G.  A.  Hyde,  and  followed  by  a  general  discussion. 
The  paper  cited  the  difficulties  of  founding  large  tanks  on  a  hill  side  composed  of 
alternate  layers  of  quick-sand  and  clay;  one  of  the  early  tanks  has  shown  some  dis- 
turbance and  is  to  be  emptied  for  examination.  The  discussion  was  upon  the  soils 
in  and  about  Cleveland,  and  on  various  methods  adopted  in  laying  foundations. 

The  President  announced  that  at  the  June  meeting  Dr.  H.  Poole  would  pre- 
sent a  paper  entitled  "Ferroid, "  a  new  artificial  stone. 

.Adjourned.  S.  J.  B.vkek, 

Corresponding  Secretary. 
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Regular  Mkkting,  Tuesday,  June  10,  i8qo.— Meeting  called  to  order  at  8 
o'clock  p.  m.,  President  Searles  in  the  chair— twenty-eight  members  and  two  visitors 
present.  Minutes  of  the  previous  meetings  of  April  and  May  were  read  and 
approved. 

The  President  appointed  Messrs.  Osborn  and  Bowler  tellers  to  canvass  the  letter 
ballots  for  Secretary,  and  also  for  new  members. 

The  Executive  Board  reported  favorably  upon  the  application  of  James  Morris 
White  lor  active  membership. 

Mr.  Mordecai,  Chairman  of  the  Committee  on  Affiliation  with  the  American 
Society  of  Civil  Engineers,  reported  that  he  had  communicated  with  Mr.  Hollowayi 
and  requested  him  to  represent  the  Club  at  the  coming  conference  of  Engineering 
Societies  in  New  York. 

A  letter  was  read  from  Mr.  Warner,  Chairman  of  the  Committee  on  Rooms, 
stating  that  the  contemplated  arrangements  had  not  yet  been  effected. 

The  President  announced  the  receipt  of  several  books  and  pamphlets  from 
different  sources,  also  a  framed  lithograph  of  the  Lick  telescope,  from  the  firm  of 
\\'arner  &  Swasey. 

A  letter  was  read  from  the  Engineer's  Club  of  St  Louis,  accompanying  a  printed 
statement  of  the  views  of  that  Club  on  aftiliation  with  the  American  Society.  Refer- 
red to  the  Committee  on  Affiliation. 

A  letter  to  the  President  from  Dr.  R.  W.  Raymond,  Secretary  of  the  American 
Institute  of  Mining  Engineers,  requesting  him  to  represent  the  Club  at  the  Autumn 
Convention,  was  read,  and  some  announcements  were  made  regarding  the  expected 
visit  to  this  country  of  the  Iron  and  Steel  Institute  of  Great  Britain. 

On  motion  of  Mr.  C.  G.  Force,  the  Club  voted  to  hold  a  picnic  at  Rocky  River  in 
the  latter  part  of  July.  Prof.  Howe  moved  that  a  committee  of  five  on  picnic  be 
appointed  by  the  Chair.    Carried. 

The  Chair  appointed  as  follows:  C.  G.  Force,  Prof.  Chas.  S.  Howe,  G.  W. 
Vaughan,  Hiram  Kimball  and  George  E.  Hartnell. 

On  motion  of  Mr.  Force  the  committee  was  empowered  to  add  to  their  number, 
from  members  of  the  Club,  and  also  from  among  their  families. 

The  tellers  made  their  report,  which  was  read  and  resulted  in  the  election  of 
Albert  H.  Porter  as  Secretary.  The  following  gentlemen  were  elected  Associate 
members:  Joseph  Daniels,  Thomas  M.  Irvine  and  William  L.  Otis,  and  the  follow- 
ing gentlemen  were  elected  active  members;  Edward  P.  Roberts,  James  C.  Hallsted, 
William  H.  Dunn,  John  H.  Hilton,  and  William  F.  Biggar. 

The  Club  then  listened  to  a  paper  by  Dr.  Herman  Poole,  entitled:  "Ferroid— A 
New  Artificial  Stone,"  which  was  followed  by  discussion. 

Prof.  Chas.  S.  Howe  then  read  a  paper  on  the  Almucanter,  a  new  instrument 
for  field  astronomy,  greatly  simplifying  observations  and  calculations  for  time  and 
latitude,  and  resulting  in  a  degree  of  accuracy  scarcely  excelled  by  the  most  elabo- 
rate instruments  on  solid  foundations.  The  paper  was  illustrated  by  a  large  draw- 
ing of  the  instrument,  prepared  by  Prof.  Saunders,  member  of  the  Club.  After  an 
interesting  discussion  of  the  subject,  the  Club  adjourned.  S.  J.  Baker, 

Corresponding  Secretary. 


ENGINEERS'  CLUB  OF    ST.  LOUIS. 


327TH  MEETiNc;,  MAY  7,  iSgo.— The  meeting  was  called  to  order  at  8:15  r.  M.,  in 
the  rooms  of  the  Elks' Club,  President  Nipher  in  the  chair;  thirty-nine  members 
and  tour  visitors  present.  The  minutes  of  the  326th  meeting  were  read  and  approv- 
ed. The  executive  committee  reported  the  doings  of  its  coth  and  gist  meetings,  an- 
nouncing that  the  proposed  celebration  of  the  twenty-first  anniversary  would  be  held 
on  the  evening  of  the  lith  inst. 

Prof.  Arthur  T.  Woods,  of  Champaign,  111.,  then  addressed  the   club  on  "Com- 
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pound  Locomotives."  He  distiibuted  blue  prints  showing  characteristic  indicator 
cards,  and  also  a  tabulated  statement  of  dimensions  of  certain  standard  types  of 
compound  locomotives.  Of  500  now  in  operation,  but  a  small  number  were  in  use 
in  the  United  States.  The  number  was  rapidly  increasing.  He  devoted  some  time 
to  the  history  of  the  compound  locomotive,  explaining  the  advantages  of  multiple 
cylinder  engines,  and  the  characteristic  features  of  the  most  prominent  types.  The 
most  important  requisites  were  simplicity  and  large  power  available  for  starting. 
He  stated  that  the  economy  in  fuel  over  single  cylinder  engines  was  found  to  vary 
from  13  to  24  per  cent.,  and  that  the  average  of  a  large  number  of  tests  extending 
over  considerable  length  of  time,  showed  a  saving  of  18M  per  cent.  Another  im- 
portant advantage  was  that  it  was  not  necessary  to  force  the  boiler,  it  being  there- 
fore possible  to  secure  better  combustion.  It  was  necessary  that  the  locomotive  be 
designed  particularly  for  the  work  in  hand,  in  order  to  secure  the  best  results.  In 
the  writer's  opinion,  the  compound  locomotive  has  come  to  stay.  Messrs.  Bryan, 
Johnson  and  Nipher  took  part  in  the  discussion. 

Mr.  Otto  Schmitz  then  read  a  paper  on  "Granitoid  Curb  and  Gutter."  He  ex- 
plained the  conditions  of  service  and  gave  interesting  data  regarding  some  extensive 
work  of  this  kind  just  completed  in  this  city.  Particulars  were  given  of  the  compo- 
sition of  the  granitoid,  the  kind  of  cement  used,  tests  required,  etc.  A  cross  section 
of  the  pattern  used  was  shown  on  the  blackboard.  Results  of  tests  with  different 
kinds  ot  coloring  matter  and  with  different  proportions  of  cement  and  crushed 
graphite  were  also  given.  He  called  attention  to  the  fact  that  some  further  careful 
experimenting  was  necessary  in  order  to  be  sure  of  the  results.  Messrs.  Bruner, 
Johnson,  Blaisdell,  Clark,  Hovey  and  Pitzman  took  part  in  the  discussion. 

The  special  order  of  the  day  was  taken  up,  being  the  consideration  of  the 
report  ot  the  committee  on  affiliation  with  the  American  Society,  The  report  is  as 
follows: 

Your  special  committee  on  the  Affiliation  of  Engineering  Societies  considers  that 
subject  of  a  closer  affiliation  has  now  been  sufficiently  discussed  to  justify  us  in  the 
submitting,  for  your  consideration,  the  outlines  of  a  plan  which  seems  to  us  to 
approach  tlie  practicable. 

In  explanation  it  seems  necessary  to  say  that  your  committee  does  not  consider 
it  practicable  or  desirable  to  establish  an  organization  to  embrace  all  persons  who 
are  engaged  in  pursuits  related  to  engineering,  nor  such  as  pursue  scientific  research 
other  than  as  means  to  practical  ends.  We  further  think  that,  of  those  properly 
called  engineers,  a  more  or  less  complete  segregation,  according  to  special  or  local 
interests,  is  both  natural  and  proper. 

The  existing  national  societies  of  civil,  mining,  mechanical  and  electrical  engi- 
neers have  come  into  existence  because  their  promoters  felt  a  want  not  fully  met  by 
the  liberal  constitutional  provisions  of  the  first-named  society,  by  which  all  of  these 
several  classes  are  eligible  to  membership.  This  shows  that  persons  pursuing  like 
lines  of  work  desire  to  get  together  by  themselves,  at  least  occasionally.  The  local 
organizations  find  the  reason  for  their  existence  in  the  gain,  social  and  professional, 
which  comes  from  contact  between  persons  whose  pursuits  have  sometliing  in  com- 
mon, but  which  do  not  run  parallel.  No  proposition  which  looks  to  the  abandon- 
ment of  either  of  these  two  classes  of  organization,  or  which  will  hinder  their 
growth,  is  worthy  of  consideration.  The  question  is:  Can  they  be  brought  into  a 
closer  relationship  that  will  facilitate  objects  common  to  all  ? 

Your  committee  thinks  that  the  term  civil  engineer  is  one  which  embraces  all 
classes  of  engineers,  except  those  engaged  in  strictly  military  work.  The  American 
Society  of  Civil  Engineers,  which  is  the  oldest  of  its  class  in  this  country,  and  has 
retained  in  its  constitution  the  catholic  tradition  of  its  name,  is  the  best  nucleus  for  a 
general  organization.  This  Society  has  the  further  advantage  of  having  in  its  mem- 
bership already  representatives  of  all  classes  of  engineers.  We,  therefore,  in  out- 
lining a  plan  of  co-operation,  assume  the  American  Society  of  Civil  Engineeis  as  the 
centre. 

Probably  the  American  Institute  of  Mining  Engineers,  the  .\merican  Society  of 
Mechanical  Engineers,  and  the  American  Institute  of  Electrical  Engineers  will  pre- 
fer to  maintain  a  separate  position  as  now.  The  most  that  can  be  looked  for  is 
co-operation  in  the  matter  of  headquarters,  offices,  building,  library  and  publica- 
tions. 

Of  necessity  local  organizations  must  be  allowed  freedom  in  the  management  of 
their  own  affairs,  particularly  as  to  property  acquired,  du(!s  and  conditions  of  mem- 
bership. 

We  propose  as  an  outline  of  a  scheme: 

I.  To  confer  upon  any  V)ody  or  organization  of  engineers,  one-fifth  of  whose 
members  are  connected  with  the  American  Society  of  Civil  Engineers  (provided 
said  number  shall  not  be  less  than  ten),  the  privilege  of  pul)lishing  its  papers  with 
those  of  the  American  Society,  and  of  becoming,  in  a  certain  restricted  sense,  a 
branch  or  chapter  of  that  Society,  conditioned  only  upon  theadoption  of  constitutions 
and  by-laws  in  harmony_  with  those  of  the  American  Society  of  Civil  ICngineers,  and 
the  observance  of  certain  stipulations. 


PROCEEDINGS.  -,29 

2.  Such  bodies  to  be  independent  of  eacli  other,  being  represented  in  the  central 
society,  indirectly  only,  by  such  of  their  number  as  are  also  members  of  the  Ameri- 
can Society  of  Civil  Engineers.  They  shall  be  self-governing  in  all  matters  per- 
taining to  local  membership,  dues  and  expenditures  other  than  a  subscription  to  the 
publication  of  the  American  Society  of  Civil  Engineers,  at  rates  fixed  to  cover 
the  cost  of  publication  and  a  reasonable  proportion  of  general  expenses,  which  sub- 
scription shall  be  collecied  by  the  local  body  and  pa  d  into  the  American  Society 
treasury  annually  in  advance,  or  substantially  the  same  as  is  now  done  through  the 
Association  of  Engineering  Societies. 

3.  Professional  papers  submitted  to  the  branches,  and  other  suitable  matter, 
shall  be  published  by  the  American  Society,  under  the  same  rules  and  restrictions  as 
are  provided  for  like  matter  originating  in  the  American  Society. 

4.  As  the  presentation  of  papers  in  either  ot  the  affiiliated  clubs  would  be  a 
virtual  presentation  to  the  American  Society,  the  semi-monthly  meetings  of  the 
members  of  the  society  resident  in  New  York,  would  be  in  effect  meetings  of  a  local 
section  only,  with  no  greater  importance  than  is  given  them  by  the  number  and 
character  of  those  in  attendance.  It  would,  in  fact,  be  well  to  provide  that  the 
American  Society  as  such  should  hold  but  two  meetings  in  each  year,  one  of  them  to 
be  held  in  the  city  of  New  York  and  the  other  at  any  other  place  which  may  be 
selected.  At  these  meetings  all  business  affecting  the  general  interests  of  the  society 
should  be  transacted,  whilst  all  routine  business  should  be  conducted  by  an  enlarg- 
ed board  of  directors. 

To  make  more  definite  the  steps  to  be  taken  to  bring  about  the  proposed  union 
of  publications,  we  suggest  tlie  following  as  the  form  of  a  constitutional  provision 
to  be  adopted  by  the  American  Society: 

ARTICLE 


Any  professional  society  or  organization  of  engineers  now  or  hereafter  formed, 
may  become  associated  with  the  society  for  the  publication  of  professional  papers 
upon  the  following  terms  and  conditions: 

A.  Such  association  must  consist  of  not  less  than  twenty-five  persons  not  under 
twenty-five  years  of  age,  who  are  eligible  as  members,  associates  or  juniors  of  this 
society,  and  of  wliom  not  less  than  ten  shall  be,  or  become  members  or  associates 
thereof. 

B.  Such  association  must  have  completed  its  organization,  by  the  adoption  of 
a  name,  which  shall  not  contain  the  corporate  name  of  this  society;  by  the  adoption 
of  a  proper  constitution  and  by-laws ;  by  fixing  the  conditions  of  its  membership,  and 
by  electing  the  necessary  otificers. 

C.  Such  association,  being  thus  duly  organized,  shall  then  make  formal  ap- 
plication to  tills  society  for  admission  as  an  associated  club  or  branch  thereof,  en- 
closing with  its  application  a  list  of  its  members:  a  copy  of  its  constitution  and  by- 
laws; an  agreement  to  conform  to  the  conditions  imposed  by  the  constitution  and 
by-laws  of  this  society  upon  branches,  and  other  information  necessary  to  identify 
the  body  seeking  admission. 

D.  Applications  so  received  shall  be  submitted  to  a  letter  ballot  of  this  society, 
and  if  receiving  a  majority  of  votes  cast  shall  be  granted. 

E.  When  notified  by  the  secretary  that  the  application  has  been  granted,  the 
petitioning  body  must  formally  accept,  and  certify  such  acceptance  by  the  signature 
of  its  presiding  officer  and  secretary,  within  six  months  after  the  date  of  the  notice, 
otherwise  all  proceedings  shall  be  deemed  to  have  lapsed. 

F.  Every  organization  associated  with  this  society,  in  accordance  with  the  fore- 
going provisions,  must  have  continuously  in  its  membership  not  less  than  ten 
members  or  associates  of  this  society ;  nor  shall  the  number  of  such  members,  as- 
sociates and  juniors,  be  less  than  one-fifth  of  the  membership  of  the  branch  at  any 
time  after  one  year  subsequent  to  the  date  of  its  admission  as  a  branch;  it  must  be 
responsible  to  this  society  for  all  moneys  due  lor  subscriptions  for  the  publications 
of  the  society,  and  must  subscribe  for  at  least  one  copy  of  the  transactions  for  each 
of  its  members  who  is  not  also  a  member  of  this  society  in  some  class.  No  profes- 
sional papers  shall  be  published  under  the  name  of  a  branch,  except  through  the 
society. 

G.  Any  organization  having  associated  itself  with  the  society  under  the  pre- 
ceding provisions  may  withdraw  from  such  connections  by  discharging  its  obliga- 
tions in  full  and  giving  notice  to  the  secretary  of  this  society  of  its  purpose  to  with- 
draw: or  for  the'failure  of  the  associated  club  to  comply  with  its  obligations  to  this 
society,  its  connection  herewith  may  be  dissolved  by  the  hoard  of  direction  by  a 
two-thirds  vote,  provided  that  after  notice  from  the  board  of  direction  of  its  default 
the  said  club  shall  for  three  months  tail  to  remedy  its  default. 

RoBT.  Moore,  ) 

Robert  E.  McM.vtii,  V Committee. 
James  A.  .Seddon,        ) 
After  discussion  by  Messrs.  Ockerson,   Holman  and  Johnson,   it  was  on   vote 
ordered  that  the  recommendation  of  the  committee  be  adopted  as  the  sentiment  of 
the  ciub.    The  secretary  was  directed  to  inform  the  American  Society  and  local  so- 
cieties of  this  action. 

It  was  also  ordered  that  a  vote  of  thanks  be  extended  to  the  officers  of  the  .Mer- 
chants' Bridge  and  Terminal  Associations  for  courtesies  extended  on  the  occasion 
of  the  opening  of  the  bridge  on  the  3d  inst. 

Adjourned.  Wm.  H.  P,rv.\n,  Secretary. 
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32STH  MEETING,  MAY  12,  1890.—THE  TWENTY-FIRST  ANNIVERSARY  of  the  Incor- 
poration of  the  Club,  was  celebrated  by  an  informal  supper  at  the  Elks'  Club.  The 
members  sat  down  at  8:45  P-  rii-.  President  Nipher  in  the;chair,  and  the  following 
members  present;  Abend,  Arnold,  Baier,  Baker,  Barns,  L.  Bartlett,  Bascome, 
Beahan,  Belcher,  Bouton,  W .  H.  Bryan,  George  Burnet,  Chape,  Clark,  Crosby, 
Crow,  Farnham,  Gokstein,  Gould,  Groneman,  Hovey,  Hubbard,  J.  B.Johnson, 
Jone5,  Judson,  Long,  Love,  R.  E.  McMath,  R.  H.  McMath,  Macklind,  Meier,  Mel- 
cher,  Miiner,  R.  Moore,  Nipher,  Ockerson,  R.  Parker,  Pegram,  Pond,  Russell, 
Schaumleffel,  Sherman,  Tideman,  Vail,  Wheeler,  Winslow,  Wise,  Woodward. 

After  doing  justice  to  the  supper,  the  meeting  was  called  to  order  by  President 
Nipher,  and  the  followins  toasts  were  responded  to:  "  Our  Guests,"  Robert  Moore  : 
"  The  Day  we  Celebrate,"  C.  M.Wooduaid;  "  Our  Past  Presidents,"  R.  E.  McMath ; 
"Bohemia,"  J.  B.  Johnson:  "The  Engineer  at  Large,"  Willard  Beahan;  "Bed 
Rock,"  E.  D.  Meier. 

Professor  Johnson,  in  his  remarks,  called  the  Club's  attention  to  the  valuable  ser- 
vices rendered  the  Club  in  past  years  by  the  late  Prof  Chas.  A.  Smith,  for  many 
years  Secretary  of  the  Club.  He  stated  that  it  would  be  a  fitting  recognition  of  those 
services  to  raise  a  purse  for  the  Professor's  son,  who  was  just  entering  upon  a  course 
of  advanced  study,  and  hi  believed  that  such  a  testimonial  from  the  Club  would  bs 
appreciated.  The  subscription  paper  was  passed  around,  and  liberally  signed. 
After  a  most  pleasant  evening,  the  Club  adjourned  at  11:45  P-  "i- 

Wm.  H.  Bryan,  Secretary. 


;29TH  MEETING,  M AY  21 ,  iSgo.— The  club  was  called  to  order  at  8:23  P.  M.,  by 
Prof.  Nipher  in  the  rooms  of  the  Elks'  Club,  there  being  nineteen  members  and 
three  visitors  present.    The  minutes  of  the  327th  meeting  were   read  and  approved. 

An  application  for  membership  was  announced  from  Jas.  G.  Jennings,  assistant 
engineer  street  department,  city  of  St.  Louis,  endorsed  by  George  Burnet  and  Will- 
arJ  Beahan.    This  was  referred  to  the  executive  committee. 

Prof.  Johnson  announced  that  the  purse  to  be  presented  to  the  son  of  the  late 
Prof.  Smith— for  many  years  secretary  of  this  club— had  reached  nearly  .I270. 

The  paper  of  the  evening,  by  George  A.  Brown,  entitled  "The  Function  of  the 
Government  in  a  Plan  for  General  Irrigation,"  was  then  read  by  Prof  Johnson.  The 
paper  discussed  at  some  length  the  necessity  oi  providing  some  more  complete  and 
systematic  method  of  dealing  with  the  problem  of  the  artificial  distribvition  of 
water  for  purposes  of  irrigation,  this  problem  l<eing  one  of  great  importance,  es- 
pecially in  the  Western  States  and  Territories.  The  author  claimed  that  the  arid 
region  was  nearly  as  great  in  extent  as  the  remaining  portion  of  the  country,  and 
the  land  was  of  but  little  value  without  water  rights.  The  government  is  now  asked 
to  determine  the  amount  of  water  available  for  the  purpose  and  to  provide  laws  re- 
garding its  distribution  and  apportionment.  He  thought  the  government  should 
give  a  title  to  certain  water  privileges,  the  same  as  it  gives  to  land.  The  author  was 
connected  for  a  short  time  last  season  with  the  irrigation  survey  work  done  by  the 
government  in  Western  Nevada,  under  the  direction  of  Maj.  J.W.Powell.  Inci- 
dentally, the  writer  discussed  rain  fall  in  genL,ral,  and  as  affected  by  forests. 

Ml.  Nipher  called  attention  to  the  effect  which  general  irrigation  might  have  on 
the  distribution  of  rain.  It  is  claimed  that  the  rainfall  of  Kansas  is  increasing.  He 
regarded  this  question  us  an  open  one  as  yet.  The  early  rain  records  are  not  very 
reliable  and  comparisons  of  early  rainfall  records  with  tXose  now  made  are  to  be 
made  with  great  caution.  Public  opinion  in  such  matters  is  ol  even  less  value,  es- 
pecially when  there  are  real  estate  interests  involved. 

Formerly  it  was  thought  that  rainfall  was  greater  in  forest  regions  than  in  open 
plains.  Observations  in  some  European  regions,  ndtably  in  Bohemia,  were  relied 
upon  to  show  this.  This  idea  is  certainly  a  wrong  one.  In  order  to  examine  this  and 
other  collateral  matters  he  had  in  1880  designed  a  rain-gauge  having  around  it  a 
flaring  trumpet-shaped  shield,  with  the  mouth  upwards.  Suitable  precautions 
against  the  splashing  of  rain  from  the  shield  into  the  guage  were  arranged,  and  it 
was  found  that  a  snuge  protected  from  the  wind  in  this  manner,  gave  a  greater  rain- 
fall than  when  not  protected.    The  rainfiU  with  the  shielded  gauge  gave  the  same 
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results  as  a  gnuge  exposed  in  a  pit,  with  its  mouth  at  the  surface  of  the  ground. 
His  gauge  had  been  tested  by  Wild  in  St.  Petersburg  and  by  Boernstein  in  Berlin, 
and  their  reports,  after  several  years  of  test,  gave  the  same  result  as  was  reached  by 
Mr.  Nipher. 

The  reason  formerly  given  for  the  greater  lainfall  in  gauges  near  the  ground 
than  those  at  liigher  altitudes,  was  that  it  was  due  to  condensation  of  moisture 
around  the  tailing  drops.  This  as  well  as  the  observed  excess  of  rain  in  forests  is 
simply  due  to  the  effect  of  wind.  The  wind  sw'eeps  over  the  mouMi  of  the  gauge 
with  a  greater  velocity  than  it  would  have  at  that  point  if  the  obstacle  were  not 
there,  and  the  rain  drifts  to  the  leeward  of  the  gauge.  The  best  exposure  lor  a 
gauge  is  an  open  space  in  a  forest.  A  fence  of  pickets  was  placed  around  a  gauge 
at  St.  Petersburg  and  it  was  also  found  to  serve  the  purpose. 

Mr.  Nipher  stated  that  timber  land  in  Iowa  was  now  selling  for  about  half  what 
it  was  worth  twenty-five  years  ago.  This  is  due  in  part  to  the  barV)ed  wire  fence 
but  vast  regions  which  were  then  treeless  prairies  are  covered  with  groves  and  the 
stunted  shrubs  which  were  tlien  annually  visited  by  fire  have  grown  into  forests 
which  now  have  as  great  an  effect  upon  the  rainfall  as  they  ever  will  have.  There  is, 
however,  not  the  slightest  evidence  that  the  rainfall  ot  Iowa  is  increasing. 

Mr.  Robert  Moore  stated  that  such  investigations  as  he  had  been  able  to  make 
had  satisfied  him  that  the  popular  opinion  that  forests  increased  the  amount  of  rain 
fall  was  a  fallacy,  and  he  was  glad  to  see  the  matter  set  at  rest  authoritatively. 
Messrs.  Johnson,  Blaisdell  and  Curtis  also  took  part  in  the  discussion. 

Adjourned  Wm.  H.  Bryan, 

Secretary. 


330TH  Meeting,  June  j,  iSg-^.— The  Club  met  at  8:15  p.  m.  in  the  Elks'  Club 
rooms,  President  Nipher  in  the  chair;  thirty  members  and  three  visitors  present. 
The  minutes  of  the  72Qth  meeting  were  read  and  approved.  The  Executive  Com- 
mittee reported  the  doings  of  the  gad  and  q3d  meetings,  announcing  that  the  jour- 
nals of  all  delinquents  had  been  ordered  stopped,  and  that  the  names  of  W.  Adams, 
J.  W.  Cordes  and  R.  D.  O.  Johnson  had  been  dropped  from  the  rolls.  The  Execu- 
tive Committee  reported  the  approval  of  J.  G.  Jennings'  application  for-membership. 
He  was  balloted  for  and  elected. 

Col.  Meier,  president  of  the  committee  on  Eads'  monument,  announced  the 
formation  of  the  Eads' Monument  Association,  and  suggested  the  advisability  of 
members  of  the  Club  joining  the  Association.  He  stated  that  a  meeting  would  be 
held  at  the  Mercantile  Club  at  3  p.  m.  on  Saturday,  7th  inst.,  to  effect  a  permanent 
organization. 

Mr.  Russell,  chairman  of  the  committee  on  local  data,  tlien  presented  his  report. 
The  nature  of  the  matter  collected  was  explained,  and  the  ground  covered,  and  the 
names  of  the  contributors  were  given.  Some  informal  discussion  of  the  matter 
presented  took  place,  participated  in  by  Messrs.  Potter,  Meier,  Russell,  Bryan,  Sed- 
don,  Nipher,  Crosby  and  Farnham. 

On  motion  of  Prof.  Potter  it  was  ordered  that  the  committee  be  continued  with 
authority  to  employ  expert  assistants,  if  necessary,  to  edit  the  report,  and  to  secure 
for  the  Club  estimates  on  the  cost  of  publication,  the  treasurer  to  be  made  a  mem- 
ber of  this  committee  when  matters  of  expense  were  under  consideration. 

Prof.  Nipher  called  attention  to  the  fact  that  rainfall  in  the  State  of  Missouri  was 
almost  exactly  equivalent  to  the  river  discharge  at  St.  Louis. 

It  was  on  motion  ordered  that  an  extra  meeting  be  held  on  June  18. 

Adjourned.  Wm.  H.  Bkvan,  Secretary. 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


REPORT   OF   THE   COMMITTEE  ON    WEIGHTS   AND   MEASURES. 

To  the  Boston  Society  of  Civil  E>/£^i>ieers: 

Your  Committee  on  Weights  and  Measures  respectfully  presents  its  annual  re- 
port as  follows: 
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The  question  of  weights  and  measures  in  this  country  remains  substantially  the 
same  as  it  was  a  year  ago. 

The  Metric  system  is  increasingly  used  in  technical  literature,  and  its  terms  are 
frequently  seen  in  the  nevvspapers. 

A  little  book  entitled,  "The  Essentials  of  the  Metric  System,"  was  recently  pub- 
lished in  this  city  and  will  tend  to  make  the  methods  of  that  system  more  familiar. 
It  is  a  brief  treatise  on  decimal  arithmetic. 

The  United  States  Coas*  raid  Geodetic  Survey  has  recently  published  some  val- 
uable conversion  tables,  including  linear,  square  and  cubic  measures  and  contain- 
ing such  units  as  the  chain,  square  mile,  fathom,  nautical  mile,  British  gallon, 
bushel,  etc.  They  are  accompanied  witli  foot  notes  which  give  additional  iniorma- 
tion  concerning  standards  of  measurement  and  the  legal  status  of  metric  measure- 
ments in  the  United  States. 

The  International  American  Conference  has  adopted  the  following  recommen- 
dation of  its  Committee  on  Weights  and  Measures: 

"The  advantages  which  the  metrico-decimal  system  offers  are  so  evident,  and 
as  it  has  been  already  adopted  by  so  considerable  a  number  of  nations,  your  com- 
mittee recommend  : 

That  the  International  American  Conference  recommends  the  adoption  of  the 
metrical  decimal  system  to  the  nations  here  represented,  which  have  not  already  ac- 
cepted it. " 

The  most  important  occurrence  during  the  year  concerning  the  metric  system 
has  been  the  reception  and  acceptance  by  the  President  of  the  United  States  of  the 
national  prototypes,  the  meter  and  kilogram  allotted  to  this  country.  These  proto- 
types were  made  at  Paris  by  the  International  Bureau  of  Weights  and  Measures. 
Your  Committee  on  the  Metric  System  described  the  work  of  this  bureau  at  con- 
siderable length  in  its  report  of  March  21,  1883.  Dr.  B.  A.  Gould,  in  a  valuable  paper 
read  before  the  Society  at  its  annual  dinner  last  week,  gave  a  description  of  the 
prototypes  and  some  of  the  results  attained  during  the  process  of  testing  them. 
Your  Committee  hopes  that  this  interesting  and  valuable  paper  may  be  printed  by 
the  Society  in  the  same  numljer  of  the  Journal  that  will  contain  this  report.* 

Your  Committee  is  informed  that  during  the  past  year  the  use  of  the  metric 
system  has  become  obligatory  in  Sweden. 

The  notation  of  time  according  to  the  twenty-four  hour  system  continues  to  be 
agitated  among  railroad  officials  and  others  and  there  is  reason  to  believe  that  it 
will  soon  be  generally  adopted  in  railroad  time-tables.  The  recent  report  of  the 
Committee  of  the  American  Society  of  Civil  Engineers  gives  interesting  statistics 
concerning  its  progress.  For  the  Committee, 

Ch.vrles  H.  S\v.\n, 

Chairman. 

Boston,  March  ig,  1890. 


M.\Y2i,  180. — A  regular  meeting  was  held  at  the  .American  House,  Boston,  at 
20  o'clock.  President  Herschel  in  the  chair.  Forty-si.x  members  and  fifteen  visitors 
present. 

The  record  of  the  last  meeting  was  read  and  approved. 

Messrs.  Geo.  F.  Chace,  Thomas  M.  Drown  and  William  T.  Sedgwick  were 
elected  members  of  the  Society. 

The  President  announced  the  membership  of  the  Committee  on  E.xcursions 
which  had  been  selected  by  the  Board  of  Government,  as  follows:  G.  A.  Kimball, 
Fred.  Brooks,  J.  A.  Gould,  Jr.,  Charles  Mills  and  F.  O.  Whitney. 

The  consideration  of  the  following  report,  presented  at  the  last  meeting  and 
assigned  to  this,  was  then  taken  up. 

REPORT  or  THE  COM.MITTEE  TO  CONFER  WITH  THE  ,\.MERIC.\N  SOCIETY  OF 

civu.  engineers'  committee. 

To  the  Boston  Society  of  Civil  Etig'ineers: 

From  Mr.  Wm.  P.  Shinn,  the  chairman  of  the  .\merican  Society  of  Civil  Engi- 

*Dr.  Gould's  paper  is  printed  on  page  283  of  this  number. 
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neers"  Committee  on  Revision  of  Constitution  and  By-laws,  a  circular  letter,  dated 
March  26,  has  been  received,  which  requests  the  Boston  Society's  Committee  ot 
Conference  to  present  in  writing  any  suggestions  for  the  establishment  of  close  re- 
lations between  the  societies,  and  states  that  the  American  Society  of  Civil  Engi- 
iieers'Committee  is  to  meet  June  4,  at  New  York,  where  it  will  be  pleased  to  receive 
the  Boston  Society  of  Civil  Engineers  Committee.  Accompanying  the  letter  are 
various  typical  propositions  which  have  been  received  by  the  American  Society  of 
Civil  Engineers'  Committee,  and  are  designated  as  "A,"  "B,"  "C,"  "D,"  and  "E." 
"E"  is  a  carefully  drawn  statement  of  the  difficulties  in  the  way  of  a  union  of  so- 
cieties; the  other  four  are  plans  for  the  establishment,  by  the  American  Society  of 
Civil  Engineers,  of  local  branches  which  are  forbidden  to  act  in  the  name  of  the 
American  Society  of  Civil  Engineers.  "A,"  "B,"  and  'C"  require  branch  organ- 
izations to  be  consistent  with  the  American  Societyof  Civil  Engineers'  Constitution; 
and  "A"  and  "B"  expressly  forbid  branches  to  act  ofticially  on  public  questions  with- 
out the  previous  approval  of  the  American  Society  of  Civil  Engineers.  "A"  and  "B" 
allow  branches  to  elect  to  membership  of  a  subordinate  grade  in  the  American  So- 
ciety of  Civil  Engineers,  but  "B"  makes  approval  by  the  American  Society  of  Civil 
Engineers  a  requisite;  "C"  limits  membership  to  the  various  grades  of  members  of 
the  American  Society  of  Civil  Engineers.  By  "A,"  all  properly  is  to  be  held  in  the 
name  of  the  American  Society  of  Civil  Engineers,  but  may  be  in  trust  for  a  branch; 
and  it  is  suggested  that  any  e.\isting  local  society  wishing  to  become  a  branch  be  first 
dissolved;  by  "B"  and  "C,"  propeity  may  be  held  in  the  name  of  a  branch;  and  by 
"B  "  an  existing  local  society  luay  become  a  branch  in  the  same  manner  as  a  new 
organization.  Copies  of  plan  "D"  have  been  made  for  distribution,  by  the  courtesy 
of  Prof.  Porter.  A  draft  of  a  letter  which  we  have  prepared  to  send  (if  sufficiently 
encouraged  by  tlie  action  of  the  Boston  Society  of  Civil  Engineers),  as  a  reply  to 
Mr.  Shinn,  chairman  of  American  Society  of  Civil  Engineers'  Committee,  is  at- 
tached hereto,  and  forms  a  part  of  this  report. 

Respectfully  stibmitted, 

Fred.  Brooks. 
DwiGHT  Porter, 
Sidney  Smith, 
Committee  Boston  Soc.  C.  E. 
Boston,  April  16,  18  0. 


DRAFT  OF  PROPOSED  LETTER. 

Boston  Society  of  Civil  Engineers, 

Boston,  April       1S90. 
Wm.  p.  Shinn,  Esq., 

Chairman  Committee  on  Revision  of  Constitution  and  By-Laws, 
American  Society  of  Civil  Engineers, 

127  East  Twenty-third  St.,  New  York,  N.  Y. ; 

Dear  Sir,—\rv  reply  to  your  esteemed  favor  of  March  26,  we,  a  committee  of  the 
Boston  Society  of  Civil  Engineers,  have  to  confirm  what  we  wrote  you  nth  October 
last.  We  may  add,  in  reference  to  the  plans  which  you  are  so  good  as  to  send  us, 
that  plan  "D"  is  the  one  that  seems  to  us  best  adapted  to  meet  the  views  of  the 
Boston  Society  of  Civil  Engineers.  The  leading  objects  which  we  hope  to  attain  by 
the  establishment  of  relations  between  societies  are,  to  afford  opportunities  for  the 
members  of  different  societies  to  discuss  each  others'  papers  and  projects,  attend 
each  others'  meetings  and  excursions,  and  have  access  to  each  others'  rooms  and 
libraries,  with  equitable  adjustment,  of  course,  of  expenses.  Plan  "D"  explicitly 
states  its  purpose  to  be  to  promote  the  presentation  and  discussion  of  papers,  and 
by  consequence,  social  and  professional  intercourse.  If  the  American  Societyof 
Civil  Engineers  and  the  local  societies  with  which  the  Boston  Society  of  Civil  En- 
gineers is  now  associated  in  the  Association  of  Engineering  Societies  shall  unite  in 
favoring  plan  "D,"  with  perhaps  some  little  modification  of  its  details,  we  have  no 
doubt  that  the  Boston  Society  of  Civil  Engineers  will  gladly  cast  in  its  lot  with  the 
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rest.  That  is  to  say,  we  think  the  American  Society  of  Civil  Engineers  might  decide 
that  tlie  Boston  Society  of  Civil  Engineers,  with  its  own  name,  charter,  constitution, 
by-laws,  library,  money  in  treasury,  etc.,  was  acceptaVjle  as  a  branch,  and  was  to  be 
included  in  the  system  of  exchanges  provided  for  in  plan  "D,"  so  long  as  the  two 
societies  sliould  see  fit  mutually  to  continue  the  relation. 

We  notice  that  plans  "A,"  "'B,"  and  "C"  provide  somewhat  similarly  to  plan 
"D"for  the  transmission  of  papers  and  discussions,  but  go  further,  and  add  various 
provisions  for  organic  connection  to  be  made  bv  changes  of  constitution  of  the 
societies.  After  the  exchange  of  papers  contemplated  by  plan  "D"  shall  have  led 
to  better  acquaintance,  and  have  augmented  the  feeling  of  relationship  between  the 
members  of  the  American  Society  of  Civil  Engineers  and  the  Boston  Society  of 
Civil  Engineers,  perhaps  some  organic  union  will  naturally  be  effected.  Whether 
such  organic  relations  should  now  be  entered  into  between  the  American  Society  of 
Civil  Engineers  and  other  societies,  while  the  Boston  Society  of  Civil  Engineers  re- 
mains connected  only  by  plan  "D,"  or  some  equivalent,  we  do  not  feel  called  upon 
to  discuss. 

We  hope  that  before  June  you  may  be  so  kind  as  to  inform  us  of  the  general 
tenor  of  your  committee's  own  views,  and,  perhaps,  also  tell  us  something:  of  the 
opinions  controlling  our  sister  local  societies. 

Cordially  yours, 


I.  Brandies  of  the  American  Society  of  Civil  Engineers  may  be  authorized  by 
the  Board  of  Direction  at  points  where  in  its  judgment  the  membership  is  sutficient- 
ly  large  to  warrant  a  local  organization. 

II.  The  sole  object  of  authorizing  the  establishment  of  such  branches,  so  far  as 
the  American  Society  of  Civil  Engineers  is  concerned  or  involved,  is  to  encourage 
and  to  facilitate  the  presentation  and  discussion  of  papers,  with  the  consequent  pro- 
motion of  social  and  professional  intercourse  among  neighboring  members  and 
others  enjoying  a  community  of  interests  with  them. 

III.  Branches  may  make  their  own  rules  and  regulations  regarding  organiza- 
tion, membership,  and  proceedings,  but  the  name  of  the  society  shall  be  used  only 
as  authorized  by  its  Constitution  and  By-laws.  ^Membership  in  a  branch  does  not 
of  itself  constitute  membership  of  any  class  of  the  American  Society  of  Civil  Engi- 
neers. 

IV.  Advance  copies  of  papers  presented  to  the  society  shall  be  sent  to  each 
branch  for  discussion,  and  each  branch  shall  send  an  advance  copy  of  every  paper 
presented  to  or  read  before  it  to  the  Secretary  of  the  Society  for  presentation  to  the 
society,  and  for  distribution  to  other  branches.  Copies  of  all  discussions  shall  also 
be  forwarded  to  the  Secretary.  .Such  papers  and  discussions  shall  be  considered  as 
though  had  Ijefore  the  society. 

V.  Branches  shall  be  supplied  with  any  number  of  copies  of  papers  and  their 
discussion,  upon  the  same  conditions  they  are  now  furnished  to  members  of  the 
society.  Sliould  any  branch  desire  to  be  supplied  wifli  complete  copies  of  the 
Transactions,  the  Board  of  Direction  is  autiiorized  to  fix  an  equitable  rate  of  sub- 
scription for  the  same 

VI.  An  existing  local  engineering  society  may  become  a  branch  of  the 
American  Society  of  Civil  Engineers,  provided  it  come  within  the  conditions  of 
Section  i  of  this  Article. 

\TI.  The  Board  of  Direction  is  authorized  to  formulate  from  time  to  time  the 
necessary  rules  for  carrying  into  effect  the  provisions  of  this  Article. 

VIII.  The  Board  of  Direction  may  at  any  time  by  a  two-thirds  vote  of  all  its 
members  dissolve  any  branch,  so  far  as  its  relations  with  the  society  are  concerned. 
No  such  vote,  however,  shall  be  valid,  unless  it  include  a  majority  vote  of  all  the  non- 
resident memtiers  ot  the  Board. 

Aftei  a  general  discussion  of  the  report  and  proposed  letter,  it  was  voted:  That 
the  Committee  be  requested  to  write  Mr.  Sliinn  in  substance  as  proposed  in  the 
dratt  subiuitiecl,  omitting  the  last  sentence. 
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Prof.  C.  F.  .Allen  then  read,  at  the  request  of  its  author,  a  paper  entitled  ■Im- 
proved Railroad  Terminal  Facilities  in  Providence"  by  S.  L.  Minot.  The  paper 
was  discussed  by  Mr.  E.  P.  Dawley,  Chief  Engineer,  N.  Y.,  P.  &  B.  K.  R.,  who  was 
associated  with  with  Mr.  Minot  in  designing  the  improvements. 

Mr.  L.  B.  Bidwell  read  a  paper  describing  the  .Asylum  .Street  Improvements  at 
Hartford,  Conn. 

The  papers  were  discussed  by  Messis.  Allen,  Kimball,  Locke,  Oliver,  Parker  and 
Sampson. 

Adjourned.  S.  E.  Ti.nkh.v.m,  Secretary. 


WESTERN  SOCIETY  OF  ENGINEERS. 


May  7,  iSgo.— The  26gth  regular  meeting  of  the  Society  was  held  at  its  rooms 
Wednesday  evening,  May  7  i  g  ■,  at  8  o'clock  p.  M.,  President  L.  E.  Cooley  in  the 
chair,  and  some  seventy-five  members  and  visitors  present. 

The  minutes  of  preceding  meeting  were  disposed  of  and  the  report  of  Direc- 
tors'meeting  was  read  by  the  Secretary.  Nothing  of  importance  outside  of  the 
election  of  members  and  the  consideration  of  applications  for  membership  was  on 
record. 

The  following  new  members  were  elected:  Messrs.  Dwight  H.  Perkins,  Geo. 
F.  Wightman,  Edward  W.  Dewey,  John  M.  Ewen,  Ralph  M.  Shankland,  Walker 
Miller,  Frank  G.  Ewald,  Charles  Hansel. 

The  following  applications  for  membership  were  recorded:  Messrs.  Frank  F. 
Heck,  John  Henry  Spengler,  Samuel  V.  Ryland,  James  J.  Reynolds,  Henry  Fur- 
long Baldwin,  Emil  Gerber,  Fred  T.  Rolph,  Chas.  J.  Peters,  Edward  Shelah,  H.  S. 
Houck. 

The  communication  from  the  American  Society  of  Civil  Engineeis,  asking  for 
an  expression  of  views  relative  to  an  affiliation  with  local  Societies,  was  submitted 
to  the  Society. 

Mr.  C.  L.  Strobel  suggested  the  appointment  of  a  committee  to  report  an  ex- 
pression ol  views  to  be  sent  to  the  committee  of  the  American  Society.  He  moved 
that  a  committee  of  five  be  appointed.  It  was  understood  that  this  would  not  com- 
mit the  Society  without  further  action  on  its  part. 

The  motion  was  seconded  and  carried.  The  President  later  appointed  the  fol- 
lowing: Messrs.  Benezette  Williams,  H.  B.  Herr,  O.  Chanute,  A.  F.  Nagle,  Geo. 
S.  Morison. 

The  President  then  introduced  the  subject  ot  the  evening's  discussion  :  "  The 
Chicago  Railway  Problem."  The  committee  appointed  at  the  previous  meet- 
ing had  submitted  majority  and  minority  reports  which  were  read  by  the  Sec- 
retary. 

The  Secretary  read  communications  from  Mr.  A.  Onderdonk,  Mr.  E.  T. 
Teffery,  Mr.  J.  D.  Springer,  Mr.  Stuyvesant  Fish,  Mr.  H.  H.  Porter  and  Mr.  E.  St. 
John. 

Mr.  Ossian  Guthrie  then  presented  a  paper  describing  the  growth  of  Chicago 
from  its  early  days.    See  page  273. 

The  President  then  called  upon  Mr.  C-  J.  Roney,  who  had  spent  much  time  in 
compiling  statistics  of  the  amount  of  work  done,  and  money  expended  by  the  city- 
and  railroad  companies  on  the  viaduct  system.  Mr.  Roney  will  present  the  matter, 
in  available  shape  at  a  later  date. 

Ml.  A.  F.  Robinson  then  presented  a  paper  on  the  Cost  of  I'"our  Track  Steel  Via. 
ducts  with  Brick  Piers,  and  Four  Track  Brick  Viaducts.  {This  paper  will  be  found 
on  page  276.) 

The  President  then  called  uj^on  Mr.  R.  P.  Morgan.  Mr.  Morgan  read  a  paper  in 
which  he  gave  his  views  on  the  conditions  governing  the  question,  and  made  com- 
parisons with  New  York  City.     See  page  .80. 

Mr.  Geo.  S.  Mouison  said:  I  do  not  know  that  I  have  anything  to  say 
except  what  is  outlined  in  the  minority  report.  That  report  was  intended  to 
outline    the    features    of   a    scheme    which    it    was  thougb.t    would    prove    a    solu- 
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tion  —  recognizing  the  fact  that  that  outline  was  subject  to  a  great  many  criti- 
cisms, and  before  any  such  scheme  was  adopted,  a  great  many  details  would  have 
to  be  worked  out,  and  a  great  many  changes  made.  The  fundamental  prin- 
ciple, it  seemed  te  me,  —  and  Mr.  Strobel  concurred  with  me,  —  was  that  we 
must  get  rid  of  all  dangerous  crossings,  both  streets  and  railroads,  streets 
with  railroads,  and  railroads  with  railroads:  that  that  must  be  done  in  whatever 
method  would  disturb  existing  interests  the  least:  and,  as  Mr.  Morgan  has  just 
stated,  here  in  this  central  and  valuable  district  of  the  city  —  one  half  belongs 
to  railroad  and  transportation  interests,  and  is  used  by  railroads  and  transporta- 
tion interests.  The  first  feature  must  be  not  to  disturb  those  interests  in  that 
locality  to  any  greater  extent  than  is  absolutely  necessary.  The  lines  must  be 
arranged  so  that  street  crossings  will  be  avoided,  but  at  the  same  time  existing  inter- 
ests protected.  The  basis  which  seemed  likely  to  do  that  was  to  make  the  railroads 
that  pass  in  one  direction,  pass  under  the  railroads  that  pass  in  the  other  direction, 
and  apparently  it  was  easier  to  put  the  railroads  that  ran  east  and  west  under 
those  running  north  and  south  than  the  opposite,  especially  as  several  of  the  streets 
which  cross  the  east  and  west  railroads  have  been  viaducted,  at  very  large  expense 
That  was  the  general  outline  which  occurred  to  us,  and  as  I  have  stated,  it  is  an  out- 
line, and  not  a  perfected  scheme.  There  are  a  great  many  details  to  be  worked  out, 
and  we  did  not  attempt  to  go  into  detail  of  construction  at  all.  Mr.  Robinson  has 
two  plans— one  entirely  masonry  construction,  the  other  partially  masonry  and 
partially  iron.  It  is  a  gratifying  thing  to  see  that  the  brick  construction  proved 
cheaper.  On  the  other  hand  there  are  some  very  serious  objections  to  using  arch 
construction  with  the  class  of  foundations  used  in  Chicago,  and  I  cannot  help  think- 
ing that  a  construction  almost  entirely  metallic  would  be  the  form  of  construction 
which  would  be,  in  many  places,  desirable.  But  it  seems  to  me  that  the  details 
of  construction  do  not  come  up  as  a  preliminary.  The  first  thing  to  determine  is 
whether  some  general  plan  can  be  formed,  can  be  arrived  at,  which,  without  dis- 
turbing existing  interests  too  much,  will  avoid  existing  dangers.  Then  let  the  details 
follow. 

Mr.  John  F.  Wallack.— In  a  line  with  what  Mr.  Morgan  has  said,  and  as  Mr. 
Morison  has  mentioned,  it  seems  to  me  that  the  only  practical  line  of  investigation 
would  be  this.  Owing  to  the  amount  of  capital  now  invested  in  the  present  arrange- 
ments inside  of  the  business  limits,  it  seems  that  it  will  be  almost  impossible  to 
radically  disturb  anything  north  of  Twenty- .-econd  street,  south  of  Kinzie  street 
and  east  of  Western  avenue.  After  the  Lake  Shore  tracks  cross  the  line  at  Six- 
teenth street,  however,  it  would  be  practicable  to  v  levate  those  tracks  to  the  limits 
of  the  city,  and  after  the  Santa  Fe  and  Alton  leave  the  Western  Indiana  tracks  at 
Twentieth  street,  it  would  be  possible  to  elevate  those  tracks,  but  it  seems  almos 
impossible  to  undertake  any  change  in  existing  tracks  inside  of  those  limits  without 
an  enormous  outlay  of  money,  and  without  such  a  radical  change  that  it  would 
cause  a  complete  change  in  the  way  the  industries  are  at  present  carried  on  in  the 
heart  of  the  city.  It  might  be  possible,  in  a  few  years,  to  have  an  elevated  system 
that  would  provide  for  rapid  transit  outside  of  the  heavy  business  district  at  an  ex- 
pense that  would  be  inside  of  the  limits  ol  the  various  railways.  Of  course  that 
would  be  based  on  the  idea  that  the  City  would  meet  the  railroads,  and  the  expense 
would  not  fall  entirely  on  the  railroads.  In  regard  to  the  eliminating  of  crossings 
inside  of  the  business  district,  that  is  practically  an  impossibility,  and  right  here  you 
will  see  a  blue  print  that  shows  the  different  ownership  of  the  different  tracks,  at  the 
intersection  of  Sixteenth  street  and  Clark,  there  are  four  or  five  different  systems  ot 
road  that  cross  each  other  at  that  point,  and  it  is  one  of  the  places  where  it  would 
be  impossible  to  attempt  to  disentangle  the  lines.  At  such  places  as  that  the  only 
solution  oi  the  question  is  the  design  and  operation  of  improved  interlocking  sys- 
tems, and  to  give  tlie  Society  an  idea  of  what  a  system  of  that  kind  would  cost,  I 
would  say  that  the  interlocking  plant  would  cost  from  :r65,ooo  to  170,000.  The 
boundaries  of  that  district  are  now  so  narrow,  that  if  the  tracks  were  elevated,  the 
grade  railroad  crossings  and  also  the  street  crossings  were  eliminated  outside  of  it, 
it  would  go  a  long  way  towards  the  solution  af  the  question. 

Mk.  Noukse.— I  do  not  believe  I  could  give  anything  valuable,  but  I  have 
ahvays,  up  to  recent  years,  had  an  idea  that  by  placing  the  passenger  tracks  as  a 
second  story  to  the  present  surface  tracks,  leaving  them  as  they  are,  and  keeping 
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the  elevated  tracks  strictly  for  passenger  service,  and  such  movements  of  the  cars 
as  had  to  be  done  in  the  daytime— moving  the  freight  cars  on  the  present  circuits 
only  at  night.  Then  such  tracks  as  must  necessarily  cross  each  other,  could  be  pro- 
tected by  the  interlocking  systems.  Also  by  using  the  belt  systems,  and  interchange 
of  cars  wholly  outside  of  the  City,  or  in  the  sparsely  settled  portions  of  the  City. 

Mr.  W.  R.  Northway.— There  is  this  one  point  I  have  thought  of  that  Mr. 
Robinson  brought  up  in  his  estimate  here  to-night.  Speaking  of  the  rental  of  space 
under  tracks,— a  great  many  of  these  tracks  do  not  face  any  street  whatever.  They 
go  through  the  middle  of  the  block.  It  would  require,  in  order  to  make  those 
spaces  valuable,  that  an  alley  should  be  opened,  or  else  a  portion  of  that  space 
should  be  made  an  alley,  to  make  the  space  valuable,  so  that  the  percentage  you 
speak  of  would  be,  to  a  certain  extent,  decreased.  This  matter  of  using  space  under 
the  tracks  I  thought  of  myself.    The  point  had  come  up  to  me  before. 

Mr.  Robinson.  The  matter  of  not  having  any  connection  with  the  room  between 
streets  was  considered.  It  was  expected  to  connect  the  series  of  rooms  by  arch- 
ways through  the  piers.  A  narrow  gauge  track  could  be  laid  through  these  rooms,  and 
connection  could  be  made  in  that  way  from  street  to  street.  There  would  of  course 
be  room  enough  left  on  the  one  side  or  the  other  to  allow  light  to  come  through,  so 
there  would  be  no  trouble  from  that  cause.  I  would  say  that  in  Berlin  they  have 
built  four  track  elevated  road.  It  is  a  sort  of  a  belt  line,  and  through  the  thickly 
settled  portions  of  the  city  the  room  or  space  under  the  arches  is  used  for  stores, 
and  it  brings  in  quite  a  good  per  cent,  on  the  cost  of  the  system.  I  can  not  say  how 
much;  but  it  is  quite  an  item  in  the  returns  of  the  investment,  and  they  find  no 
difficulty  in  renting  these  same  rooms.  There  is  no  trouble  from  noise;  no  special 
trouble,  and  of  course  they  have  to  leave  on  one  side  or  the  other  an  alley  way  for 
entrance  and  exit,  or  else  connect  the  rooms  in  the  manner  I  spoke  of. 

Presidknt.— There  is  one  thought  in  connection  with  this  matter  which  was 
brought  up  by  Mr.  Morgan,  which  I  think  we  are  all  too  prone  to  lose  sight  of, 
and  that  is  the  relation  which  our  river  bears  to  the  commerce  of  this  City 
in  distributing  heavy  products— coal,  lumber,  and  things  of  that  kind. 
My  thought  has  been  specially  directed  to  it  in  the  past  few  days,  in  connection  with 
the  Drainage  and  Water-way  question,  or  the  Water-way  relations  of  the  Drainage 
question,  which  we  have  with  the  State,  and  to  a  certain  extent,  the  United  States, 
necessarily  impressed  upon  us  by  State  law,  and  I  was  astonished  beyond  measure 
to  find  the  extent  of  property  in  this  City  which  you  might  call  marine  property 
which  is  directly  dependent  upon  the  river  for  its  life  and  use.  I  find  that  our  harbor, 
what  we  are  pleased  to  call  our  river,  in  the  heart  of  the  City  aggregates  over 
4co  acres  of  actual  water  surface,  and  the  extent  and  lineal  length  of  river  and  slips 
which  are  dredged  and  actually  docked,  is  something  over  2o><  miles.  The  actuaj 
dock  frontage,  which  is  used  for  purposes  of  transportation  and  commerce,  is  some- 
thing like  37  miles  all  told,  and  the  actual  number  of  acres  of  property,  which 
is  marine  property,  about  1,243  acres;  so  we  have  here,  in  the  heart  ot  the  City, 
nearly  three  square  miles  of  property  which  is  either  river  or  dependent  upon 
the  river,  and  valued  at  not  less  than  $ioo,coo,o:o.  In  some  statistics  which  Mr. 
Corthell  made  for  the  World's  Fair  Direction  he  stated  that  the  number  of 
tons  which  came  to  Chicago  and  were  forwarded,  was  43,0:0,000  per  annum. 
In  a  computation  which  I  have  made  up,  the  marine  commerce  here,  in  ad. 
dition  to  that,  including  the  Illinois  and  Michigan  Canal,  was  something  like  ii,- 
530,000  tons  per  annum,  something  over  one-fourth  of  the  railway  movement  at 
this  point,  or  about  20  per  cent,  of  the  total.  I  find,  on  making  comparisons  with 
other  cities,  that  our  marine  tonnage  is  very  nearly  equal  to  the  entire  movement  at 
St.  Louis— railway  and  everything  else  combined,  and  that  the  total  movement  at 
Chicago  is  about  four  times  the  total  movement  at  St.  Louis.  There  are  a  good 
many  other  things  of  this  kind  which  are  very  interesting.  Our  people  have  been 
in  the  habit  of  considering  relief  which  we  would  get  in  the  heart  of  the  City,  from 
one  main  annoyance— by  closing  the  bridges,  etc.,  which  in  a  sense  is  as  serious  as  the 
railroad  question.  They  have  looked  to  the  Calumet  Region,  and  to  an  outer  harbor 
to  bring  us  relief,  but  commerce  exists  where  people  exist,  and  where  people 
exist  commerce  is  always  conducted  under  certain  difficulties,  and  the  result  of  it 
is  that  we  cannot  get  rid  of  our  marine  nuisance,  or  very  likely  of  our  railway  nuis- 
ance, unless  we  move  to  some  other  locality  and  wait  for  the  commerce  to  come  to 
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us  again.  It  has  been  represenied  to  us  that  there  are  great  facilities  for  com- 
merce within  tenor  fifteen  miles  of  this  City.  There  are  certainly  great  facilities, 
but  very  httle  commerce.  It  does  not  seem  to  have  occurred  to  the  people  who 
have  advocated  moving  the  commerce  to  that  point,  that  if  the  commerce  were 
moved,  the  people  would  move,  and  the  nuisance  would  also  go  there. 

I  have  no  special  thought  to  express  in  the  matter,  further  than  to  say  that  in  re- 
gard to  projects  for  the  improvement  of  our  marine  facilities,  such  as  the  Lake 
Front  scheme,  that  we  have  this  to  contemplate.  A  vessel  like  the  Susquehanna 
goes  up  the  Chicago  river  and  stops  the  traffic  of  this  city  for  three  minutes.  It  is  a 
question  whether  that  is  a  more  serious  matter  than  it  is  to  have  1,500  teams  hauhng 
her  cargo  and  distributing  it  around  this  city;  and  it  is  a  question  about  the 
railway  as  to  whether  it  is  a  more  serious  matter  to  have  the  railway  running 
through  and  about  our  population,  carrying  in  large  lots,  to  the  actual  cen- 
tres of  industry,  or  to  have  teams  going  about  doing  the  same  thing  on  a  far  greater 
number.  The  question  is  so  broad  that  it  is  a  pretty  difficult  one  to  handle.  I  was  in 
hopes  that  the  city  had  made  a  very  large  appropriation  by  which  several  members 
of  the  Western  Society  of  Engineers  could  be  employed  for  a  considerable  time 
in  solving  this  qitestion  on  a  broad  scale,  but  I  learn  that  no  move  has  been  made  in 
this  direction.  How  we  are  going  to  get  at  it  I  do  not  know.  What  to  do  further  in 
the  matter  in  this  Society  I  do  not  know,  and  that  is  the  reason  I  took  the  floor,  to  vir- 
tually ask  that  question,  and  not  to  preface  it  by  a  long  seiies  of  remarks,  which  are 
not  exactly  relevant  to  it.  What  shall  we  do  with  this  question  in  this  Society?  All 
of  the  points  aie  pretty  w  ell  suggested.  It  is  largely  a  matter  of  detailed  considera. 
tion  in  each  case,  and  as  a  whole,  by  men  who  will  give  their  time  to  it  from  now  on, 
to  solve  this  question,  and  bring  out  its  multiform  relations.  Individuals  of  this  So- 
ciety can  not  be  expected  to  do  it,  and  we  have  covered  the  general  question.  What 
farther  can  we  do  by  discussing  it?  We  can  appoint  committees,  we  can  urge 
action,  and  that  is  what  we  want  light  upon  this  evening.  What  shall  we  do  with 
this  subject?  We  have  it  here  and  want  to  take  care  of  it  and  dispose  of  it.  It  we 
are  going  to  discuss  the  thing  further  in  detail,  with  a  view  to  getting  at  some  recom- 
mendation, or  some  suggestion  as  to  the  result  of  our  discussion,  then  it  is  evident 
that  we  can  not  finish  this  to-night.  Whatis  the  further  suggestion  in  the  matter?  Has 
the  committee  anything  further  to  offer  as  to  what  we  shall  do  with  this  question? 
*"  ^Mk.  Morgan.— It  seems  to  be  the  opinion  of  all  that  the  subject  is  one  of  great 
importance, fand  that  there  are  other  subjects  of  great  importance  also  pending 
pertaining  to  the  growth  of  Chicago,  and  as  a  member  of  this  Society  I  should  take 
great  pride  in  having  the  Society  formulate  those  great  things  instead  of  allowing 
them  to  drift  along,  and,  perhaps,  become  the  victims  of  the  public,  instead  of  being 
acted  upon  intelligently  through  a  society  having  the  purpose  that  this  one  has.  I 
feel  that  I  ought  not  to  say  too  much  to-night,  but  I  certainly  would  be  disappointed 
if  lthe|Society  in  any  way  seemed  to  allow  these  great  questions  to  drift  along.  The 
purpose;  of  the  Society  is  to 'guide  and  give  intelligence  on  all  these  things.  Of 
course,  on  details  of  construction,  engineers  would  then  be  employed,  and  I  trust 
they  would  be  liberally  compensated,  but  this  is  a  labor  of  love,  and  love  of  the  pro- 
fession, and  it  seems  to  me  that  we  ought  to  stick  to  it  in  some  form,  and  do  some- 
thing that  would  be  a  credit  to  the  Society. 

President.— It  is  certain  that  this  question,  and  the  other  questions  which  are 
related  to  it,  the  two  or  three  questions  which  have  been  suggested  this  evening, 
are  all  cousins.  You  can  hardly  treat  one  of  them  without  treating  the  family. 
They  are  subjects]  which  can  well  occupy  the  Society  for  several  meetings.  No 
question  about  that,  and  I  would  like  to  see  the  Society  continue  in  their  discussion. 
There  is  a  great  deal  of  matter  presented  this  evening  which  ought  to  be  put  into 
print,  so  that  every  member  of  the  Society  can  have  access  to  it,  and  can  get  a  new- 
point  of  departure  for  further  thought  and  further  discussion,  and 
as  nothing  has  been  determined  as  to  the  course  wliich  we  should  adopt  after  this 
evening,  Ijwas  in  hopes  the  Society^would  express  itself  in  regard  to  what  we  should 
do  further  in  the  premises.  If  the  matter  is  to  be  printed  and  continued,  all  well 
and  good. 

Mr.  Wallace.— The  railroads  and  the  city  will  not  call  on  us  for  assistance  un- 
less they  know  that  we  are  \\illing  to  assist  them,  and  vhilc  it  may  not  do  the  rail, 
roads  any  good,  it  will  do  ourselves  good  to  stir  these  matters  up,  and  ventilate  them, 
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and  I  know  of  no  body  of  men  who  are  better  capable  of  attracting  public  opinion 
to  a  matter  of  this  kind  than  the  Western  Society  of  Engineers.  If  we  aie  going  to 
be  a  power  in  the  comunity  I  think  it  is  time  we  should  take  such  steps  as  to  attract 
attention  to  ourselves  and  to  the  profession.  This  question  is  very  pertinent,  and 
one  which  we  should  consider  and  bring  before  the  public,  and  I  think  we  have  made 
a  very  good  commencement  at  it,  and  do  not  think  we  ought  to  let  go  of  it.  In 
fact,  I  do  not  think  we  can  let  go  of  it  very  gracefully.  I  move  that  the  question  be 
continued  for  discussion  next  meeting,  and  that  the  matter  that  has  been  presented 
to  the  Society  be  printed  and  distributed  among  the  members.  Motion  seconded 
and  carried. 

Mr.  Stuyvesant  Fish,  Prof.  H.  B.  Herr,  Mr.  W.  R.  Northway  and  Mr.  Chas. 
Macdonald,  then  made  brief  replies  to  questions  put  to  them. 

Prof.  H.  B.  Herr  coincided  in  the  view  that  the  discussion  should  be  continued. 

After  some  discussion  the  Reports  of  the  Committee  were  accepted  and  the  Com- 
mittee discharged. 

Mr.  Max  E.  Schmidt  offered  a  resolution  in  reference  to  calling  upon  the  mem- 
bers ot  the  Western  Society  of  Engineers,  to  subscribe  toward  assisting  the  Engi- 
neer's Club  of  St.  Louis  in  errecting  a  monument  to  the  late  Capt.  Jas.  B.  Eads. 
Accompanying  the  resolution  a  letter  of  eulogy  was  read  from  Col.  Meier,  of  St. 
Louis. 

The  following  is  the  resolution  : 

Whereas,  The  Engineer's  Club  of  St.  Louis  has  inaugurated  a  movement  to 
erect  a  monument  to  the  late  James  B.  Eads,  whose  eminence  as  a  civil  engineer 
has  made  him  worthy  to  be  thus  honored. 

Resolved,  That  this  Society  indorses  this  movement  of  the  Engineer's  Club  of 
St.  Louis  and  desires  to  co-operate  therein. 

Resolved,  That  a  copy  of  this  resolution  be  sent  to  every  member  and  junior  of 
this  Society,  and  that  the  Secretary  be  authorized  to  receive  contributions  toward 
the  monument  fund. 

The  President  regretted  the  absence  of  Mr.  Corthell  who  was  so  intimately  as- 
sociated with  Capt.  Eads. 

The  motion  was  unanimously  carried. 

Adjourned. 

John  W.  Weston,  Secretary. 


Editors  reprinting'  articles  from  this  journal  are 
requested  to  credit  both  the  Journal  and  the 
Society  before  which  such  articles  were  read. 
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THE   PARIS   EXPOSITION   OF    1889. 


By  O.  Chanute,  Member  Western  Society  of  Engineers 


[Read  February  5,  1890.] 

The  great  and  successful  exhibition  which  lately  closed  in  Paris,  was 
largely  the  work  of  Engineers.  In  its  design,  its  construction  and  its  man- 
agement, they  bore  a  conspicuous  and  leading  part,  and  it  will  therefore 
be  interesting  to  you  to  attempt  a  brief  sketch  as  to  what  was  done,  in  an 
engineering  way,  to  make  it  so  attractive,  together  with  some  hints  as  to 
the  applicability  of  these  methods  to  a  similar  undertaking  in  this 
country. 

With  this  in  view  I  shall  divide  my  remarks  under  three  heads,  ist, 
the  general  management;  2d,  the  character  of  the  buildings,  and  3d,  the 
arrangement  of  the  exhibits. 

THE    GENERAL  ARRANGEMENT. 

On  the  3d,  of  May  1886;  a  year  and  a  half  after  the  Exposition  had 
been  decreed,  and  three  years  before  the  date  set  for  the  opening,  the 
French  Minister  of  Commerce  issued  a  circular  inviting  French  Engi- 
neers and  Architects  to  submit  competitive  plans  for  the  general  arrange- 
ment of  the  Exposition  buildings  and  grounds,  upon  certain  lands  which 
were  designated;  and  under  certain  conditions  which  were  laid  down. 

Only  18  days  were  allowed  for  the  preparation  of  these  designs,  but  in 
point  of  fact  quite  a  number  of  Engineers  and  Architects  had  been  think- 
ing of,  and  discussing  the  subject  for  years,  and  at  the  time  set,  no  less 
than  107  designs  were  presented. 

Of  these,  18  were  selected  by  a  special  committee  as  the  most  mer- 
itorious, and  to  them  were  awarded  prizes,  which  we  should  consider  quite 
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inadequate  in  this  country.  The  first  twelve  received  prizes  varying 
from  $800  to  $200,  and  the  remaining  six  received  honorable  mention. 
It  should,  in  fairness,  be  stated  however,  that  the  hope  for  money  prizes 
was  not  the  sole  incentive  in  this  competition.  Not  only  was  there  the 
distinction  to  be  gained  by  the  selection  of  a  design  as  among  the  best, 
and  the  probable  future  engagement  to  carry  it  out,  as  in  fact  occurred 
in  most  cases,  bnt  there  was  also  the  hope  of  a  decoration  in  the  "Legion 
of  Honor"  which  is  so  eagerly  sought  for,  and  so  highly  prized  in  France. 
The  best  Engineering  and  Architectural  talent  of  the  country,  as  well 
as  the  best  efforts  of  the  designers,  were  enlisted  in  the  enterprise  from 
the  start,  and  all  those  who  have  seen  the  results  agree  that  they  were  ex- 
ceedingly good.  The  Exposition  was  the  most  brilliant  and  beautiful  which 
has  ever  been  held,  and  all  things  considered  it  was  carried  out  at  a  won- 
derfully small  cost. 

I  am  decidedly  of  the  opinion  that  alike  course  could  profitably  be  fol- 
lowed in  this  country  for  the  proposed  exposition  of  1892,  for  in  no  other 
way  can  so  many  valuable  suggestions  be  elicited,  and  so  much  talent  en- 
listed in  making  a  success  of  the  engineering  of  the  enterprise. 

The  1 8  designs  which  received  prizes,  became  the  property  of  the  State. 
From  them  the  final  plans  were  prepared  by  the  Engineers  selected  by  the 
Administration,  aided  by  some  of  the  competing  Architects. 

These  final  plans  were  eclectic;  that  is  they  were  based  upon  the 
selection  of  various  features  which  were  thought  to  be  most  meritorious 
in  the  various  designs  presented.  It  is  worthy  of  note  that  the  result  was, 
it  is  conceded,  an  improvement  upon  any  one  of  the  original  designs.  I 
have  obtained,  and  now  place  on  file  in  the  library  of  this  Society,  the 
first  eleven  designs  which  received  prizes,  and  I  believe  that  an  examina- 
tion will  convince  such  of  you  who  may  wish  to  compare  them,  that  no 
one  of  them  would  have  been  quite  as  effective  and  attractive  as  the  plans 
finally  adopted. 

The  one  feature  in  these  plans  which  has  been  thought  most  deserv- 
ing of  praise,  is  the  wide  central  garden  on  the  Champ  de  Mars;  it  was 
about  1,400'  long  and  700'  wide,  and  thus  admitted  of  making  the 
principal  architectural  display  on  the  inside,  instead  of  the  outside  of  the 
Exposition,  as  well  asof  concentrating  therein  the  most  brilliant  and  at- 
tractive of  the  illuminations  and  displays.  1  will  presently  attempt  to 
describe  this  portion  of  the  Exhibition  to  you. 

All  experts  agree  that  the  Paris  Exposition  of  1889,  was  far  more  gay 
and  brilliant  than  any  which  had  preceded  it.  The  Exposition  of  1867, 
and  especially  that  of  1878,  had  been  criticized,  as  being  weans&me  to 
visitors,  and  less  bright  and  amusing  than  they  ought  to  be,  and  this  mis- 
take was  certainly  not  committed  in  1889. 

In  1867  the  main  buildings  were  arranged  on  the  plan  of  an  immense 
ellipse.  This  was  divided  into  a  series  of  concentric  halls,  connected  by 
radial  passages.  Each  hall  contained  one  group  of  exhibits,  space  being 
assigned  radially  to  the  nations  adjoining  each  other.  This  arrangement 
was  based  upon  the  theory  that  visitors  might  thus  compare,  either  the 
similar  products  of  all  countries  by  following  one  of  these  elliptical  halls, 
or  see  all  the  products  of  one  single  country  by  following   its    radial   pas- 
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sages.  This  ingenious  idea  met  with  universal  approval  when  first  it  was 
suggested,  but  it  was  not  found  to  work  well  in  practice,  because  the  na- 
tions did  not  furnish  like  proportions  to  the  various  groups. 

The  same  idea  was  taken  up  again  in  1878,  but  was  then  carried  out 
somewhat  differently.  The  buildings  were  made  rectangular  in  plan  and 
the  exhibits  arranged  on  the  principle  which  the  French  Engineers  des- 
ignate as  that  of  the  "Table  of  Pythagoras. ' 

But  there  again  the  result  was  not  satisfactory.  Some  nations  chiefly 
sent  raw  materials,  and  these,  to  be  sure,  fairly  represented  their  industry, 
but  they  unduly  crowded  the  space  allowed  for  such  products,  while  the 
same  nations  sent  little  or  no  manufactured  goods,  and  the  space  assigned 
to  these  proved  much  too  large.  Thus  the  exhibits  and  the  countries  in- 
terfered with  each  other,  and  serious  difficulties  occured  which  marred 
the  general  effect. 

In  1889,  it  was  decided  to  sacrifice  theory  to  practice,  to  make  above 
all  a  display  pleasing  to  the  eye,  even  if  visitors  with  scientific  inclina- 
tions were  hampered  in  making  comparisons.  The  result  of  this  decis- 
ion as  viewed  from  the  outside  and  inside  of  the  buildmgs,  was  positively 
marvelous,  it  was  a  fairy  scene  in  the  open  air,  and  it  will  be  very  difficult 
to  surpass,  or  even  to  equal  it. 

It  is  impracticable  to  convey  in  words  the  impressions  which  were  left 
on  the  eys  of  the  visitors,  yet  with  the  aid  of  a  few  cheap  colored  prints 
which  I  brought  back  from  Paris,  and  have  presented  to  the  Society,  I 
will  endeavor  to  give  you  a  rough  idea  of  the  general  arrangement. 

The  first  of  these  prints  is  a  general  bird's  eye  view  taken  from  the 
hill  near  the  Trocadero,  and  showing  chiefly  the  buildings  on  the  Champs 
de  Mars,  and  those  along  the  Quai  d'Orsay;  the  portion  on  the  Esplanade 
of  the  Invalides  being  two  far  in  the  background  to  give  even  an  idea  of 
its  architectural  appearance. 

The  next,  which  is  also  a  bird's  eye  view,  supposed  to  be  taken  from 
the  side  of  the  Champs  de  Mars,  gives  a  fairly  correct  idea  of  the  general 
arrangement  of  the  buildings,  on  this,  the  principal  ground  of  the  Expo- 
sition, which  is  approximately  1,500'  wide  and3,70o'  long. 

The  third  is  a  view  of  the  Eiffel  tower,  as  seen  by  day,  from   the  banks 
of  the  Seine  on  the  Trocadero  grounds. 

The  central  garden  stretches  out  lengthways  behind  the  tower  and  is 
is  terminated  by  the  Grand  Dome  of  the  central  Transept,  while  beyond 
rises  the  roof  of  Machinery  Hall.  On  the  right,  the  Liberal  Arts  building, 
and  on  the  left  the  Fine  Arts  buildings  are  indicated  by  their  domes,  while 
the  various  edifices  shown  between  them  and  the  Tower,  are  a  foreshorten- 
ing of  the  Pavilions  of  the  several  nations. 

The  fourth  is  an  outside  view  of  the  Central  Dome,  which  faces  the 
Eiffel  tower,  at  the  other  end  of  the  Central  Garden. 

This  dome  was  generally  acknowledged  to  be  the  most  beautiful  Archi- 
tectural object  about  the  Exposition.  It  is  98' in  diameter,  and  rises  to 
a  height  of  200';  the  framing  being  wholly  constructed  of  wrought  iron. 
It  is,  as  will  be  perceived,  elaborately  and  artistically  ornamented,  this 
feature  also  extending  to  the  interior,  which  is  almost  as  beautiful  as  the 
exterior  here  shown.  (Lithograph  shown). 
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The  fifth  is  an  interior  view  of  the  dome  surmounting  the  Fine  Arts 
Palace.  This  is  too'  in  diameter  and  197'  high,  and  yet  it  produces  far 
less  effect,  both  on  the  outside  and  on  the  inside,  than  the  dome  over  the 
Central  Transept  previously  described.  Most  casual  observers  would 
get  the  impression  that  the  Central  Dome  was  the  largest,  as  well  as  the 
most  beautiful  of  the  three;  for  both  the  Fine  Arts  and  Liberal  Arts 
buildings  are  similar  in  construction. 

Beautiful  as  these  buildings  were  by  day,  the  scene  became  still  more 
fairy  like  at  night,  when  a  flood  of  electric  light  was  poured  over  the 
grounds,  and  the  outlines  of  the  buildings  were  brought  out  by  rows  of 
gas  jets,  or  by  the  powerful  beams  from  the  top  of  the  Eiffel  tower. 

On  festal  occasions,  still  other  and  more  dazzling  effects  were  produced 
with  colored  fires,  and  the  sixth  print  represents  fairly  what  was  called 
"the  conflagration  of  the  Eiffel  Tower."  While  this,  together  with  the 
next  picture  indicates  what  masters  the  French  are,  in  the  art  of  illum- 
ination. 

The  seventh  shows  approximately  the  effect  of  the  luminous  fountains, 
which  were  located  in  the  central  garden,  between  the  Eiffel  tower  and 
the  Central  Dome.  By  means  of  mirrors  or  reflectors  placed  in  crypts 
beneath  the  fountains,  powerful  beams  of  electric  lights  were  projected 
centrally  into  the  water  jets,  passing  on  their  way  thiough  colored  glasses, 
which  were  constantly  changed  at  the  will  of  the  hidden  operator,  so  that 
the  48  water  effects  rising  into  the  air  were  constantly  changing  in  hue. 

The  eighth  and  last  picture  gives  a  glimpse  of  one  of  the  many  outside 
attractions,  in  the  reproduction  of  an  old  street  from  Cairo.  It  was  said 
to  be  very  accurate,  the  houses  having  been  exactly  copied,  and  the  wood- 
work and  balconies  having  been  procured  in  Egypt  during  the  tearing 
down  some  old  houses.  The  shops  were  occupied  by  native  workmen, 
plying  their  trades,  or  selling  curiosities  from  their  country,  and  in  two  so 
called  concerts,  bands  of  Egyptian  and  Morocco  performers  gave  speci- 
mens of  the  voluptuous  dancing  of  their  country.  This  was  the  most 
popular  of  the  outside  attractions  within  the  Exposition  grounds,  but  there 
were  many  others.  Among  them  may  be  mentioned  three  theatres,  of  the 
variety  order,  two  panoramas,  a  terrestrial  globe  40'  in  diameter,  six  or 
eight  other  exhibitions  of  dancers,  the  most  admired  of  which  was  that 
of  the  Javanese  girls,  and  fifteen  or  twenty  concerts  charging  popular 
prices  and  drawing  large  audiences.  These  with  the  Indian,  Chinese  and 
South  American  pavilions,  erected  on  the  Champs  de  Mars,  added  much 
to  the  picturesque  effect,  by  contrast  with  the  great  masses  of  the  main 
buildings,  and  showed  how  much  more  attractive  an  Exposition  can  be 
made  by  scattering  some  of  its  features  into  isolated  buildings  than  by 
concentrating  all  under  a  few  great  roofs. 

Along  the  Quai  d'Orsay  the  buildings  were  mainly  for  utility  and 
chiefly  contained  food  products.  This  was  an  instructive  but  a  wearisome 
portion  to  go  over. 

The  Esplanade  of  the  Invalides  (outside  of  some  large  buildings  erected 
for  the  war  department)  was  chiefly  given  over  to  an  exhibit  of  native  life 
in  the  French  colonies,  dependencies,  and  in  some  of  the  far  eastern 
nations.     For  this  purpose  dwellings,  bazars,  and  temples  were  erected  in 
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exact  counterpart  with  those  of  the  country  illustrated,  and  they  were 
inhabited  by  groups  of  natives,  clothed  in  their  ordinary  costumes,  plying 
their  ordinary  avocations,  or  going  through  their  religious  ceremonies. 

This  presented  an  exotic,  rude  and  odd  appearance  which  attracted 
great  and  curious  crowds.  It  is  clearly  a  feature  to  be  repeated  in  future 
expositions,  in  order  to  show  the  people  of  one  country  the  manner  and 
appearance  of  those  of  other  countries,  and  a  "street  of  the  nations"  dis- 
playing their  foreign  architecture  and  modes  of  life,  must  always  prove  a 
powerful  attraction. 

But  it  is  time  to  resume  the  account  which  I  began  to  give  you  of  the 
engineering  of  the  exposition. 

About  two  months  after  the  awarding  of  premiums  for  the  general 
designs  July  28,  1886,  the  working  organization  of  the  exposition  was  pro- 
mulgated. It  consisted  of  a  "  general  commissioner"  who  was  the  Minister 
of  Commerce,  and  of  three  "director  generals"  who  reported  to  him.  The 
first  was  in  charge  of  the  works  of  construction,  the  second  in  charge  of 
operation,  and  the  third  in  charge  of  finances. 

The  Director  General  of  Works  was  M.  Alphand,  whom  doubtless, 
many  of  you  know  by  reputation,  as  one  of  the  leading  engineers  of  France, 
and  who  has  been  for  very  many  years  the  Chief  Engineer  of  the  City  of 
Paris.  He  was  placed  in  charge  of  all  works  of  construction,  as  well  as 
the  subsequent  removal  of  the  buildings,  and  acted  also  as  organizer  of 
public  festivals,  as  well  as  chief  of  the  medical  service. 

He  organized  the  various  engineering  and  architectural  bureaus  in 
August,  1886;  called  around  him  a  large  and  able  staff,  and  vigorously  set 
to  work. 

His  plan  was  to  take  hold  of  the  easiest  things  first,  in  order  to  get  them 
done  and  out  of  the  way.  Thus,  although  it  took  about  one  year  to  perfect 
the  final  plans,  the  foundations  for  the  Miscellaneous  Industries  sheds 
were  begun  in  March,  1887  (seven  months),  while  other  buildings  were 
still  being  planned.  The  results  of  this  planning  can  best  be  shown  by 
describing  to  you  the  main  buildings. 

THE  MAIN  BUILDINGS. 

It  has  been  well  said  that  the  Paris  Exposition  was  more  remarkable 
for  the  general  effect  of  its  buildings  than  for  that  of  their  contents.  The 
latter  to  be  sure,  were  arranged  with  exquisite  taste,  and  comprised  exhib- 
its of  all  industries,  and  of  almost  all  the  productions  of  nature  and  of 
man,  but  they  presented  nothing  strikingly  novel— nothing  which  had  not 
been  seen  before,  while  the  buildings  themselves  marked  a  great  advance 
in  construction,  and  perhaps  the  evolution  of  what  may  prove  to  be  a  new 
style  of  architecture. 

Iron  construction  has  hitherto  been  treated  by  engineers  and  archi- 
tects, either  in  an  imitative  or  in  a  purely  utilitarian  way.  Either  the  front 
of  iron  buildings  was  moulded  to  resemble  stone,  and  the  character  of  the 
material  used  carefully  concealed,  or  else  it  was  shown  (as  in  the  interior 
of  railway  buildings),  by  great  trusses  which,  although  scientificially  cor- 
rect, produced  in  perspective  a  painful  impression  on  the  eye,  through  the 
cob-web  intermingling  of  their  many  lines.     These  defects  in  design  have 
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been  recognized  for  several  years,  but  yet  only  few  and  tentative  efforts  were 
made  to  give  artistic  eftect  to  such  constructions,  while  boldly  leaving 
apparent  the  material  of  which  they  are  composed. 

One  such  effort,  and  as  1  think,  a  successful  one,  will  occur  to  you  in 
the  passenger  station  of  the  Pennsylvania  railroad  at  Philadelphia,  while 
the  French  have  made  a  good  many  more,  notably  in  some  of  the  con- 
structions for  the  exposition  for  1878.  For  that  of  1889  they  boldly 
decided  that  all  the  main  buildings  should  be  of  iron,  and  some  ol  their 
ablest  architects  devoted  their  best  talent  to  making  them  things  of 
beauty. 

This  was  accomplished  by  very  simple  means.  In  the  first  place  no 
attempt  was  made  to  disguise  the  material  which  was  employed;  where  a 
support  was  needed,  an  ordinary  latticed  post  was  placed,  composed  of 
plate,  channel,  and  angle  iron.  When  it  formed  part  of  the  outside  of  the 
building,  the  inside  of  that  post  was  tilled  in  with  brick  work,  or  with 
slabs  of  terra-cotta,  which  were  thus  set  back  of  the  latticed  bars  and 
angles,  and  which  by  their  soft  yellows  or  browns  presented  a  pleasing 
contrast  to  the  pale  blue  with  which  the  iron  work  was  painted.  The 
wall  pannels between  these  posts  were  built  of  brick,  plain  or  enameled  in 
bright  colors,  and  ornamental  medallions  and  escutcheons  were  inserted 
wherever  decorative  effect  was  desired. 

Inside  of  the  buildings,  what  we  term  here  as  the  "  French  truss,"  was 
on  this  occasion  discarded,  and  the  spaces  were  spanned  by  riveted  lattice 
girders,  to  which  an  artistic  effect  was  generally  given  by  curving  the 
lower  member  at  the  springing  from  the  post.  In  some  cases  both  posts 
and  roof  were  composed  of  two  continuous  curved  lattice  girders,  spring- 
ing from  the  ground,  and  resting  against  each  other  at  the  apex  of  the 
roof.  This  was  notably  the  casein  the  grand  Machinery  Hall,  1,378'  long 
and  47S/4'  wide,  with  a  clear  span  of  364'  between  the  centres  of  the 
semi-cylindrical  bearings  at  the  floor  line.  I  need  not  tell  you  that  this 
is  the  widest  span  of  roof  ever  erected,  and  that  this  noble  building  was 
well  worthy  of  the  grand  prize  which  it  received,  as  the  most  novel  and 
remarkable  object  in  the  exposition. 

Curiously  enough  this  great  roof  was  not  shown  in  the  original  plan  of 
its  author  which  received  one  of  the  prizes.  It  had  long  been  on  the 
mind  of  its  architect,  M.  Dutert,  whose  official  title,  by  the  way,  was  that 
of  engineer,  but  he  judged  that  its  boldness  would  cause  his  plan  to  be 
thrown  out  altogether  as  visionary.  He  therefore  simply  indicated  the  gen- 
eral outlines  of  Machinery  Hall,  within  which  were  rows  of  dots  which 
might  be  imagined  to  be  intermediate  posts,  and  after  his  design  had  been 
accepted,  he  sprung  the  great  roof  on  the  administration.  At  first  the 
management  was  appalled,  but  when  calculations  of  strains  showed  that 
the  thing  was  feasible,  the  desire  to  perform  a  great  feat  overcame  the 
objections  as  to  expense,  and  the  work  was  decided  upon.  You  will  find 
the  details  of  this  great  roof  and  the  method  by  which  it  was  raised 
as  well  as  those  of  the  other  buildings,  in  the  number  of  London  Engi- 
ruering  of  the  3d  of  May,  1889.  The  foundations  were  begun  July  5,  1887 ^ 
the  erection  of  the  iron  work  began  in  April,  1888,  and  was  completed 
October  I,  1888.     The  cost  of  this  building,  as  will  hereafter  be  shown, 
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was  about  $2.18  per  square  foot  of  space  covered,  which,  while  surprisingly 
small,  and  less  than  an  ordinary  wooden  cottage  in  this  city,  was  yet 
about  two  and  a  half  times  that  of  the  next  portion  of  the  main  buildings, 
which  is  known  as  the  Miscellaneous  Industries  group. 

This  group  was  designed  and  built  by  M.  Bouvard,  an  architect  and 
engineer,  and  comprises  the  most  beautiful  architectural  object  about  the 
Exposition,  in  the  central  dome,  which  has  been  shown  to  you,  as  well  as 
a  very  brilliant  effect  along  the  three  sides  which  front  on  the  central 
garden. 

This  group,  as  you  will  perceive  from  the  picture  (No.  2) ,  consists  of  a 
series  of  iron  sheds  of  about  82'  span,  which,  with  the  central  main  tran- 
sept that  terminates  in  the  grand  dome,  cover  a  block  of  about  1,378'  by 
685'.  Beyond  this  begins  the  central  garden,  flanked  on  either  side  with 
further  series  of  iron  sheds  pertaining  to  the  Miscellaneous  Industries 
group,  the  whole  cost  of  which  was  only  84  cents  per  square  foot.  The 
foundations  for  the  sheds  were  begun  in  March,  1887.  Their  erection  was 
begun  the  following  May,  and  was  completed  in  October,  1887,  while  on 
the  central  dome  the  foundations  were  begun  in  March,  1888;  erection 
commenced  June  i,  and  was  finished  October  15,  1888. 

The  next  division  or  group  of  the  main  buildings  was  designed  and 
built  by  M.  Formige  as  architect  and  engineer.  It  consists  of  the  Fine 
Arts  palace  on  one  side  of  the  garden  and  the  Liberal  Arts  palace  on  the 
other,  each  being  flanked  by  the  transepts  connecting  them  with  the 
Miscellaneous  Industries  group.  The  cost  was  $3.09  per  square  foot,  the 
buildings,  however,  being  practically  two  stoi'ies  in  height.  The  founda- 
tions of  these  buildings  were  begun  in  March,  1887,  the  erection  com- 
menced in  April,  1888,  and  was  completed  in  November,  1888. 

The  following  shows  the  dimensions  and  cost,  so  far  as  now  known,  of 
these  three  groups  of  the  main  buildings: 

Aggregate  Cost  per 

Building.  Length.  Width.  Sq.  ft.       Sq.  ft.        Est.  Cost.        Sq.  ft. 

Machinery  Hall 1,378  ft.  475/^  ft.  655,239       655,239         #1,4:6,208  $2.18 

Miscel.  Industries...     1,378  685  943,930 

Miscel.  Industries...       440  330  145,200(1,234,330  1,027,295  0.S4 

Miscel.  Industries...       440  330  145,200  S 

Fine  Arts 738         275  202,950! 

Liberal  Arts 738         275  202,950}      ^^^  ^^^^^^^^  3_„^ 

Transept   Rapp 384         105  40,3201 

Transept  Desai.x 384         105  40,320  J 

Just  beyond  the  limits  of  this  group  of  buildings  there  stands  that 
most  complete  triumph  of  iron  architecture,  the  Eiffel  tower,  with  its 
graceful  lines  stretching  1,000  feet  into  the  air.  It  is  now  so  well  known 
and  has  been  so  much  written  about,  that  I  shall  not  waste  your  time  by 
describing  it,  but  the  curious  among  you  may  read  with  a  smile  the  vigor- 
ous disparagement  which  was  being  printed  concerning  it,  only  three  years 
ago,  in  the  accounts  of  the  competition  in  designs  which  I  have  presented 
to  the  Society. 

The  weight  as  you  know  is  7,300  tons,  and  the  latest  statement  of  the 
cost  which  I  have  seen  is  as  follows: 


348  ASSOCIATION  OF  ENGINEERING  SOCIETIES. 

Excavations  and  masonry $    1 18485 

Metallic  construction 1,079,662 

Wood  work 38,752 

Roofing,  lead  and  zinc  work 47>336 

Flooring I5)7i8 

Joiner  work' 6,869 

Glazing 36,449 

Ornamenting 51,228 

Painting 31,710 

Sundry  contingencies 38,045 

Office  expenses 38,564 

Total $  1 ,502,818 

which  is  understood  to  have  been   almost  wholly  recouped  by  the  fees 
collected  from  visitors  during  the  exposition. 

One  great  difficulty  which  faces  any  future  exposition  will  be  to  find 
some  equally  popular  attraction,  without  copying  M.  Eiffel. 

Now,  the  question  naturally  arises  how  you  can  best  avail  of  the  foreign 
experience,  if  called  upon  to  carry  out  similar  works  in  this  country.  I 
will  give  you  such  hints  as  have  occurred  to  me,  and  you  will  take  them 
for  what  they  are  worth. 

In  the  first  place,  it  should  be  understood  that  the  exposition  manage 
ment  furnished,  inside  of  the  buildings,  only  the  walls  and  roof.  The 
floor  consisted  of  the  bare  ground,  and  had  to  be  covered  by  the  exhibitors 
themselves,  as  will  be  more  fully  explained  hereafter.  This  feature  may 
well  obtain  in  future  exhibitions.  In  the  next  place,  architectural  display 
may  be  confined  to  a  few  principal  features,  if  the  location  selected 
admits  of  it.  There  should  of  course  be  some  handsome  facades  or  domes 
to  arrest  and  please  the  eye,  but  the  remainder  will  in  any  event  be 
ranges  of  low  sheds,  and  it  is  both  difficult  and  costly  to  produce  much 
effect  with  these.  These  ranges  of  sheds  are  chiefly  seen  from  the  inside 
but  experience  proves  that  inside  of  the  buildings  the  public  is  chiefly 
concerned  with  the  exhibits,  and  pays  but  little  attention  to  the  archi- 
tecture. 

I  think  myself  that  the  Machinery  Hall  in  Paris  would  have  been 
nearly  as  effective  inside  if  it  had  consisted  of  a  series  of  sheds  instead  o 
one  great  roof.  In  point  of  fact  there  were  inside  of  it  four  rows  of  col- 
umns carrying  the  shafting  and  traveling  bridges,  which  produced  much  of 
the  interior  effect  of  intermediate  columns.  The  cost  of  that  building  might 
have  been  cut  down  one  half  without  detriment  to  the  exposition  as  a 
whole. 

The  Fine  and  Liberal  Art  Palaces  were  very  beautiful,  but  here  again 
money  might  have  been  saved  by  making  shorter  spans  than  those  of  the 
central  roofs  of  168  feet;  this,  especially  in  view  of  the  fact  that  the  inte- 
rior of  these  buildings  was  cut  up  into  smaller  rooms  in  order  to  separate 
the  pictures  or   the  various  divisions  of  the  liberal  arts. 

My  own  judgment,  therefore,  is  that  good  architectural  effects  can  be 
produced,  and  a  future  exhibition  housed  at  less  cost  than  was  that  at 
Paris.     Except  the  picture  galleries,  which  ought  to  be  in  thoroughly 
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fire  proof  buildings,  I  should  estimate  that  the  exhibits  ought  to  be  housed 
at  a  cost  of  about  $1.25  per  square  foot,  or  say  $55,000  to  $60,000  per 
acre. 

One  very  important  problem  is  going  to  be  how  to  dispose  of  the  second 
hand  material  after  the  close  of  the  exposition.  Some  of  you  know  what 
the  experience  was  at  the  Centennial  at  Philadelphia.  The  F'rench, 
taught  by  the  sore  experience  of  1878,  after  which  the  old  materials  were 
sacrificed,  have  solved  the  difficulty  this  time  by  deciding  to  retain  perma- 
nently the  Machinery  Hall,  the  main  transept  and  central  dome,  as  well 
as  the  Fine  Arts  and  Liberal  Arts  buildings,  but  it  is  not  on  every  loca- 
tion that  this  course  can  be  resorted  to.  The  principal  difficulty  arises 
from  the  fact  that  when  the  buildings  are  torn  down,  the  market  is  glutted 
with  materials  for  which  there  is  only  a  limited  demand.  This  suggests 
that  instead  of  making  plans  to  employ  the  usual  forms  of  iron  posts  and 
iron  trusses,  the  designs  might  be  made  to  employ  forms  of  the  material  in 
common  use,  and  for  which  there  is  a  constant  and  large  demand,  so  that 
they  may  be  obtained  quickly  and  be  readily  resold.  Thus  the  posts  might 
be  of  cast-iron  water  pipes,  or  of  standard  forms  of  rails,  clamped  instead 
of  riveted  together,  and  I  may  say  here,  that  some  of  the  pipe  manufact- 
urers of  France  exhibited  very  beautiful  effects  obtained  in  that  way. 
Some  of  the  shorter  trusses  may  similarly  be  composed  in  part  of  rails  or 
gas  and  wrought  iron  pipes,  the  whole  may  be  made  glorious  with  paint, 
and  when  the  exposition  is  over,  the  various  parts  may  be  unscrewed, 
taken  apart  and  thrown  into  the  market. 

If  some  such  method  be  adopted,  there  is  yet  time  enough  to  open  an 
exposition  on  the  first  of  May,  1892.  There  is  none  to  waste,  but  in  the 
intervening  time  it  is  possible  to  advertise  for  plans,  to  perfect  and  to  work 
them  out,  to  contract  for  and  obtain  the  materials,  to  erect  the  buildings 
and  to  arrange  the  exhibits. 

THE  ARRANGEMENTS  OF  EXHIBITS. 

One  remarkable  feature  in  the  management  of  the  Exposition  was  the 
way  in  which  the  services  of  large  numbers  of  citizens  were  enlisted  with- 
out other  reward  than  public  approbation,  and  possibly  the  hope  of  a 
decoration. 

Several  thousand  persons  did  gratuitous  work  of  this  kind. 

First,  there  were  the  "departmental  committees"  aggregating  some  4,- 
300  members,  whose  business  it  was  to  seek  throughout  France  whatever 
was  best  worth  exhibiting,  to  persuade  possible  exhibitors  to  undertake  the 
expense,  to  distribute  circulars  and  applications  for  space,  and  to  have  the 
latter  forwarded  to  headquarters.  These  were  the  providers ;  they  scoured 
the  country  for  exhibits. 

Second,  there  were  the  eighty-four  "Committees  of  Admission"  (one  for 
each  class)  with  some  1,700  members.  Their  business  was  to  canvass  care- 
fully the  applications,  to  reject  all  that  did  not  propose  creditable  exhibits, 
and  to  examine  applications  for  space,  so  as  to  procure  the  finest  display. 
These^were  the  auditors  or  comptrollers  who  culled  the  best^that  was 
offered. 

Next  there  were  the  "Committees  of  Installation"  who  were  largely  com- 
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posed  of  the  same  persons  who  had  previously  acted  on  the  committees  of 
admission,  and  who  aggregated  about  1,300  in  number.  Their  duty  was 
to  allot  among  accepted  exhibitors  the  space  apportioned  to  each  class  and 
to  supervise  the  arrangement  of  the  exhibits.  All  these  committees  served 
without  pay. 

As  has  already  been  stated  the  management  of  the  Exposition  only 
furnished  the  roof  and  sides  of  the  building.  The  portals,  the  floors,  the 
interior  decorations,  the  screens  and  the  show  cases,  were  at  the  charge  of 
the  exhibitors,  as  well  as  the  cost  of  arranging  and  displaying  the  goods. 
The  supervision  of  all  this  rested  with  the  "Committees  of  Installation,"  one 
for  each  class.  They  engaged,  subject  to  the  approval  of  the  manage- 
ment, the  necessary  architects  and  engineers  (chiefly  engineers,  I  may 
say) ,  and  these  prepared  the  designs  and  plans  of  installation  in  consultation 
with  both  the  exhibitors  and  the  general  administration. 

Then  estimates  of  the  cost  were  m.ade,  and  care  was  taken  to  make 
these  more  than  ample,  as  previous  experience  had  shown  that  it  was 
easier  to  collect  one  dollar  in  advance  of  the  opening  than  one  cent  for 
deficiencies  afterwards.  Next  the  estimated  expense  was  assessed  pro 
rata,  and  collected  from  the  exhibitors,  and  the  work  was  done  with  the 
funds  so  obtained,  under  the  charge  of  the  architect  or  engineer  approved 
for  each  class. 

These  Committees  of  Installation  were  expected  to  organize  and  to 
begin  their  work,  not  later  than  the  15th  of  February,  1888.  So  carefully 
and  prudently  did  they  manage,  that  in  the  final  outcome  there  remained 
some  surplus  funds  in  almost  every  class,  and  these  it  was  proposed  to 
return  pro  rata  to  the  various  exhibitors,  after  the  final  settlements  of  the 
accounts. 

This  method,  it  will  be  perceived,  ensured  unity  of  action  and  econ- 
omy, besides  securing  experience  and  taste  in  the  arrangement  of  the 
display. 

The  results  were  surprisingly  good,  and  foreigners,  Americans  especi- 
ally, were  delighted  with  the  effects  produced.  The  most  common  and 
inelegant  articles,  which  in  an  Anglo-Saxon  Exposition  would  probably 
have  been  piled  up  in  heaps,  were  arranged  by  the  French  taste  into 
beautiful  groupings,  and  the  artistic  sentiment  and  training  of  the  Latin 
races  were  everywhere  apparent.  Thus,  to  take  a  few  instances  at  random, 
some  wine  growers,  instead  of  exhibiting  their  bottled  goods  on  shelves,  as 
would  seem  right  and  proper,  arranged  them  in  triumphal  arches  across 
the  passageways.  A  manufacturer  of  picks  and  shovels  arranged  them 
in  a  trophy,  like  pieces  of  old  armor.  A  maker  of  tubes  built  elegant 
fluted  columns  of  them,  while  with  the  finer  goods  which  lend  themselves 
to  decoration,  the  effect  was  simply  dazzling. 

In  this  respect  there  was  a  great  contrast  at  Paris  between  the  French, 
Belgian  and  Italian  sections,  and  those  of  English  speaking  countries,  and 
it  is  believed  that  it  will  be  very  difficult  in  this  country  to  produce  as 
brilliant  effects,  because  ot  the  lack  of  that  artistic  instinct  which  is  alone 
conferred  by  the  training  of  several  generations. 

If  it  be  desired  to  produce  similar  effects  in  this  country;  to  repeat 
here  what  so  greatly  delighted  foreign  visitors  in   Paris,  and  to  reveal  to 
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the  masses  of  our  own  people  what  can  be  done  for  the  pleasure  of  the 
eye,  I  verily  believe  that  it  will  be  advisable  to  bring  over  some  French 
architects  to  supervise  the  arrangement  of  our  exhibits. 

The  rest  of  the  planning  and  work  we  can  do  ourselves.  We  can  do  it 
too  within  the  time  at  command,  and  I  shall  be  well  pleased  if  anything 
which  I  have  said  to-night  proves  to  be  of  assistance  to  such  of  you  as 
may  be  entrusted  with  the  work. 


EXPERIENCE   IN    THE   CONSTRUCTION    OF    GAS-HOLDER 

TANKS. 


By  G.  a.  Hyde,  Member  Engineers'  Club  of  Cleveland. 


[Read  June  10,  1890.J 

Every  engineer  in  the  practice  of  his  profession,  encounters  conditions 
which  he  must  consider  and  adjust,  according  to  his  personal  knowledge 
and  ability,  without  an  experience  in  a  similar  case  or  without  advice  or 
council  of  others. 

The  experience  of  one  engineer  may  to  a  considerable  extent  be  the 
duplicate  of  many  others,  and  yet,  the  relating  of  ones  experience  may 
possibly  inure  to  the  benefit  of  others  or  at  least  may  invite  criticism  or 
discussion  and  call  out  the  best  thought  and  experience  of  many. 

We  are  associated  together  for  mutual  improvement  and  exchange  of 
thought  and  ideas  and  I  shall  venture  to  offer  for  your  consideration  a 
short  description  of  "my  experience  in  the  construction  of  gas-holder 
tanks." 

In  the  year  1867,  it  became  necessary  to  construct  a  gas-holder  tank 
for  the  Cleveland  Gas-Light  and  Coke  Company,  at  the  N.  E.  corner  of 
Main  and  Spring  streets.  The  particular  or  unusual  conditions  were,  a 
location  in  a  side  hill  with  a  bank  50'  high  above  the  level  assumed  for  the 
top  of  the  tank. 

Previous  to  that  time  1  had  had  neither  practice  nor  information  to  aid 
in  determining  the  better  method  of  procedure,  but  it  was  very  apparent 
that  unusual  precautions  must  be  taken  to  insure  the  safe  and  successful 
construction  of  the  tank  without  making  an  unnecessary  amount  of  grad- 
ing outside  of  the  tank  walls. 

Havmg  determined  the  surface  grade  line,  the  excavation  was  made 
on  that  level  to  cover  a  space  15'  outside  of  the  proposed  tank  wall. 

The  excavation  for  the  wall  was  made  in  a  circular  trench  in  a  man- 
ner similar  to  the  present  common  method  of  excavating  for  the  construc- 
tion of  sewers,  the  lines  of  the  circles  being  in  straight  segments  of  about 
16'  in  length,  with  a  space  of  10'  between  the  outer  and  inner  circles. 
The   two   lines  of  sheet   piling   were   kept  apart  by  strong  stringers  and 
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braces   to   insure  against   the  possibility  of  the  sHding  in  of  the  adjacent 
high  bank. 

The  sheet  piUngs  were  14'  long  and  the  excavation  for  the  complete 
circle  was  first  made  to  that  depth.  Then  an  offset  of  one  foot  was  made 
inward  from  each  of  the  circles  of  sheet  piling  and  the  sheet  piling  set 
and  excavation  carried  on  to  the  farther  depth  of  18'  or  4'  below  the 
bottom  of  the  second  course  of  sheeting  which  were  also  14'  long.  No 
sheeting  was  required  for  the  remaining  4',  as  the  earth  was  of  hard  blue 
clay  and  would  stand  long  enough  to  allow  the  placing  of  the  footing  and 
building  of  the  wall  to  that  height. 

As  the  construction  of  the  wall  progressed,  refilling  of  earth  was 
made  on  each  side  of  it,  and  the  sheet  piling  withdrawn  as  fast  as  safety 
to  the  wall  would  permit.  When  the  wall  had  reached  a  point  about  3' 
below  the  ground,  line  work  on  it  was  suspended  and  the  wall  was  covered 
with  earth  to  the  surface  of  the  ground  and  allowed  to  remain  as  a  pro- 
tection from  frost  through  the  winter  and  permitting  the  cement  to 
harden  before  the  excavation  was  made  from  the  inside  of  the  tank.  This 
excavation  was  commenced  in  the  spring  and  all  the  earth  removed  ex- 
cept a  mound,  a  frustrum  of  a  cone  15'  in  height  and  90'  in  diameter  at 
the  base,  and  48'  at  the  top. 

The  whole  surface  of  the  bottom  and  the  cone  was  covered  with  a 
layer  of  cement  concrete  6"  in  thickness. 

The  dimensions  of  the  tank  are  as  follows. 

Inside  diameter 103   feet. 

Inside    depth 30 >^  feet. 

Thickness  of  wall 36  inches. 

At  ■  10  points  there  were  pilasters  or  buttresses  4>4'  square  joined  to 
and  made  part  of  the  tank  wall  to  support  the  same  number  of  columns 
to  guide  the  rise  and  fall  of  the  gas-holder. 

The  footing  or  foundation  course  was  made  of  cement  concrete  5'  wide 
and  i'  thick. 

In  three  similar  tanks  constructed  subsequent  to  the  aforementioned 
the  footings  were  of  stone,  6'  wide,  and  10"  thick,  bedded  and  jointed  in 
cement  mortar.  The  walls  are  36"  thick  the  entire  height,  and  the  whole 
enclosed  in  a  house  64'  high  resting  on  the  tank  wall.  Twenty  pilasters  4' 
square  were  built  into  the  tank  walls,  to  support  the  pilasters  of  the  house 
on  which  were  secured  the  guide  rails  for  the  holder. 

In  1872  I  was  called  to  construct  a  gas-holder  tank  for  the  Titusville 
Gas  Co..  at  Titusville,  Pa.,  under  the  particular  and  unusual  condition  of 
superabundance  of  water  in  the  earth.  The  location  was  a  level  piece  of 
ground  in  the  valley  adjacent  to  a  creek  and  the  excavation  coarse 
gravel  and  small  boulders.  The  excavation  was  made  12'  below  surface 
of  ground,  6'  of  which  was  below  the  bed  of  the  creek.  To  make  the  ex- 
cavation and  construct  the  tank  wall  it  was  necessary  to  raise  8,000  to  10,- 
000  barrels  of  water  per  day.  The  method  of  procedure  to  accomplish 
that  end  was  as  follows: — A  well  was  sunk  outside  of  the  space  to  be  occu- 
pied by  the  tank  and  to  a  depth  sufficient  to  drain  the  earth  below 
the  required  depth  of  the  tank  wall.  After  the  excavation  had  been 
made  to  grade   of  the  bottom    of  the   footing  a   ditch  was  dug  outside 
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of  the  line  of  footing  deep  enough  to  receive  a  hne  of  sewer 
pipe  ranging  in  size  from  lo"  to  4"  in  diameter,  running  both  ways 
from  the  well  to  the  opposite  side  of  the  tank.  The  joints  were  left  open 
to  permit  the  free  access  of  the  water  from  the  gravel.  Then  followed 
the  laying  of  the  footing  and  the  building  of  the  tank  wall,  during  which 
time  the  pump  was  kept  in  constant  operation. 

A  10''  iron  pipe  was  laid  under  the  footing  at  a  point  opposite  the  well 
through  which  to  convey  the  water  collected  on  the  inside  of  the  tank 
wall. 

Another  row  of  sewer  pipes  ranging  in  diameter  from  10"  to  4",  was 
laid  along  below  and  near  the  inner  line  of  the  footing  and  connected  to 
the  iron  pipe  leading  to  the  well.  From  a  few  points  inside  of  the  tank 
where  abundant  springs  appeared,  a  line  of  4"  sewer  pipe  was  laid  to 
the  larger  sewer  pipe,  by  which  means  all  water  appearing  was  safely  and 
surely  conveyed  to  the  pump  well. 

The  whole  surface  of  the  bottom  of  the  tank  was  then  covered  with 
cement  concrete  to  the  depth  of  8",  but  leaving  a  vent  hole  10"  in  diame- 
ter at  the  junction  of  the  sewer  pipes  and  the  iron  pipe  to  permit  the 
inflow  of  water  into  the  tank  in  the  event  of  the  stopping  of  the  pumps, 
and  the  outflow  of  the  water  from  the  well. 

When  the  concrete  was  completed  and  properly  set  the  holder  was 
built  and  then  a  plate  was  secured  to  the  vent  hole  and  covered  with 
cement  mortar.  The  water  from  the  pump  was  then  turned  into  the  tank 
until  filled  to  the  top,  completed  the  undertaking. 


ADDRESS    OF  W.  R.  WARNER,  PRESIDENT    OF   THE  CIVIL 
ENGINEERS'  CLUB  OF  CLEVELAND,  AT  THE  AN- 
NUAL BANQUET,  MARCH  27,  1890. 


Gentlemen  of  the  Civil  Engineers'  Club  of  Cleveland: 

The  present  occasion  marks  the  tenth  anniversary  of  the  organization 
of  this  Club.  These  have  been  ten  years  of  wonderful  development  in  the 
science  of  engineering,  and  the  members  of  this  Club  have  done  their 
share  in  solving  the  problems  presented. 

Our  membership  is  made  up  of  Civil  Engineers  in  the  broadest  usage 
of  that  term — engineers  in  civil  life,  in  distinction  from  military  engineers 
or  engineers  in  Government  military  service.  So  we  have  Railroad  Engi- 
neers, Topographical  Engineers,  Bridge  Engineers,  Mining  Engineers, 
Hydraulic  Engineers,  Mechanical  Engineers,  Electrical  Engineers,  Archi- 
tects, Scientific  Investigators,  Chemists,  Astronomers,  and  Professors  in 
our  Colleges. 

Our  first  President,  Colonel  Paine,  was  chosen  to  the  high  position  of 
Chief  Engineer  of  the  West  Shore  Railroad,  and  on  its  completion  took 
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the  position  of  Vice-President  of  the  Philadelphia  Company  at  Pitts- 
burgh, which  office  he  now  holds. 

Colonel  Wilson,  our  second  President,  was  called  to  Washington  as 
Superintendent  of  Public  Buildings  and  Grounds,  where,  by  his  native 
civil  courtesy,  he  also  engineered  the  social  events  of  the  White  House 
during  the  Cleveland  Administration.  At  the  beginning  of  the  present 
administration  at  Washington,  Colcnel  Wilson  was  appointed  Superin- 
tendent of  the  West  Point  Military  Academy,  which  position  he  now 
holds. 

Another  ex- President  of  our  Club,  Mr.  J.  F.  Holloway,  was  called  to  a 
larger  field,  in  the  metropolis  of  our  country,  where  he  is  Consulting 
Engineer  of  the  largest  hydraulic  works  in  the  world.  Two  of  our  mem- 
bers, Prof.  A.  A.  Michelson,  and  Prof.  E.  W.  Morley,  have,  by  their  keen 
analysis,  reached  out  and  grasped  the  Sun,  and  measured  the  velocity  of 
light,  and  determined  the  distance  of  our  earth  from  that  luminary. 
They  take  the  same  ray  of  light  after  its  journey  of  over  92,000,000  miles 
from  the  sun  to  the  earth,  and  accurately  divide  it  into  wave  lengths,  50,- 
000  of  which  are  required  to  make  a  single  inch.  We  are  thus  given  an 
exact  standard  of  linear  measure,  which  need  not  be  preserved  in  the 
archives  of  the  nation,  for  nature's  laws  preserve  it  for  us,  and  it  cannot 
be  destroyed  by  fire  or  war. 

Another  of  our  members,  studying  from  his  little  observatory  on  Case 
Avenue,  by  his  far  reaching  mathematics,  traces  back  the  paths  of  the 
planets  for  many  thousands  of  years,  proving  ancient  history  true; 
and  demonstrating  the  facts  of  the  earliest  ancient  eclipses,  which  occur- 
red more  than  three  thousand  years  ago,  thus  bringing  order  out  of  chaos 
regarding  the  Moon's  motions,  and  solving  problems  which  have  vexed 
astronomers  ever  since  astronomy  became  an  exact  science. 

The  Central  Viaduct  in  this  city  was  designed  and  built  by  members 
of  this  Club.  It  is  4,000'  long  and  100'  high,  costing,  including  right  of 
way,  $875,000,  making  it  the  most  economical  structure  of  its  kind  in  the 
world. 

Time  will  fail  me  to  make  further  mention  of  the  important  engineer- 
ing works  being  developed  by  our  own  members,  but  the  work  of  the 
profession  during  the  few  years  past  surprises  us,  and  leads  us  to  wonder 
what  worlds  are  left  for  engineers  to  conquer. 

The  East  River  Bridge  with  its  beautiful  catenary  curves  and  fault- 
less symmetry,  is  still  the  monarch  of  its  class,  while  for  grandeur  and 
boldness  in  design  and  construction,  the  cantilever  bridge  near  Edinbor- 
ough,  better  known  as  the  Forth  Bridge,  surpasses  all  others.  Its  three 
spans  of  over  one-third  of  a  mile  each,  were  built  without  staging,  or  any 
outside  support,  by  extending  beam  after  beam  and  section  after  section 
out  over  the  water  at  a  height  of  three  hundred  feet,  until  they  met  and 
were  joined  in  the  centre.  Our  President-elect  gave  us  at  the  Septem- 
ber meeting  an  interesting  description  of  this  great  work. 

The  year  has  witnessed  the  completion  of  an  engineering  work  of  the 
greatest  popular  interest,  the  Eiffel  Tower  at  Paris,  but  its  altitude  of 
nearly  1,000  feet,  will  probably  soon  be  surpassed  by  one  in  London,  and 
possibly  by  a  similar  structure  in  our  western  metropolis. 
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The  Digging  Engineer  has  work  in  hand  no  less  important  than  the 
Building  Engineer,  for  no  sooner  was  the  Suez  Canal  a  success,  than  others 
of  equal  importance  and  greater  difficulty  were  planned.  The  Panama 
Canal  has  received  a  clreck  in  its  progress,  and  some  of  its  problems  seem 
well  nigh  insurmountable,  but  its  neighbor  the  Nicaragua  Canal  promises 
early  completion,  as  also  does  the  Manchester  Ship  Canal. 

In  boring  tunnels  the  engineer  has  achieved  some  of  his  most  marked 
successes.  The  Hoosac  Tunnel,  four  miles  long,  completed  twenty  years 
ago,  was  the  wonder  of  its  time,  but  the  experience  there  gained  has  been 
followed  up  until  the  Engineer  has  pierced  the  Alps,  joining  France  and 
Italy  by  the  Mt.  Cenis  Tunnel,  seven  miles  long,  and  connecting  Italy 
and  Switzerland  by  the  St.  Gothard  Tunnel,  nine  miles  long. 

Our  country  will  soon  be  connected  with  the  Queen's  Dominion  by  a 
tunnel  at  Sarnia,  and  the  North  River  Tunnel  promises  in  the  near  future 
to  join  New^  York  and  Jersey  City. 

Engineers  have  already  prepared  feasible  plans  for  a  tunnel  under  the 
English  Channel,  and  also  a  cantilever  bridge  across  it.  The  great  prob- 
lems which  at  present  prevent  the  joining  of  England  and  France  by  one  of 
these  engineering  ties  are  purely  political,  and  it  is  hoped  that  the  Court  of 
Public  Opinion  will  soon  demand  their  solution,  at  which  time  the  Engi- 
neer will  take  up  the  work  and  quickly  complete  it. 

The  improvements  in  transportation  have  brought  our  western  pro- 
ducts to  the  eastern  states  more  cheaply  than  they  can  be  raised  in  New 
England,  and  as  a  result  the  New  England  farms  are  being  left  to  be 
covered  again  with  forests,  and  the  industries  of  that  section  of  the  coun- 
try are  completely  changed  from  agricultural  to  manufacturing.  Mr. 
Leland's  calculations  prove  that  a  piece  of  coal  i}("  square  w-eighing  \% 
ounces  will  transport  one  ton  of  merchandise  one  mile.  Our  steamships 
of  thirty  years  ago  consumed  14,000  pounds  of  coal  for  each  ton  of  freight 
transported  across  the  ocean,  while  our  modern  racing  steamers  with 
their  triple  expansion  engines  consume  only  330  pounds  of  coal  per  ton  of 
cargo,  and  our  most  economical  freight  steamers  carry  a  ton  of  freight  a 
distance  of  two  miles  by  the  consumption  of  a  lump  of  coal  weighing  one 
ounce  and  will  carry  a  ton  across  the  ocean  by  consuming  100  pounds  of 
coal. 

Ours  truly,  is  an  Engineering  Age  and  all  natural  forces  are  brought 
into  subjection  to  man's  will.  Nature's  laboratory  has  for  geologic  ages 
been  at  work  for  the  age  in  which  we  live,  and  now  she  opens  her  treas- 
ures, and  the  world  is  supplied  with  coal  and  oil  and  gas.  Ever  since 
Franklin  drew  lightning  from  the  clouds  keen  minds  have  been  at  work  to 
harness  the  mysterious  force  and  make  it  do  man's  bidding;  but  only 
within  the  memory  of  those  present  has  it  surrendered  to  man's  rule  and 
become  his  willing  servant.  He  has  taught  it  to  do  his  writing,  and  his 
talking  across  continents  and  seas,  and  it  has  beaten  Ariel's  record  by 
"putting  a  girdle  round  the  earth"  in  less  than  "  forty  minutes."  He  has 
taught  it  to  illuminate  to  almost  solar  brilliancy,  his  streets,  his  halls,  and 
his  homes;  to  furnish  power  for  his  mills,  and  his  railroads;  to  smelt  and 
weld  his  most  refractory  metals;  and  become  his  general  business  and 
household  servant. 
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In  the  Science  of  Engineering  we  have  the  greatest  encouragement 
for  the  most  earnest  work,  and  we  have  every  reason  to  believe  that 
victories  equally  important  will  be  won  by  the  energetic  thinking  investi- 
gating members  of  our  profession. 

The  work  of  the  Civil  Engineers'  Club  of  Cleveland  brings  us  together 
for  mutual  interchange  of  thought  and  we  all  can  grow  richer  and 
stronger  by  it. 

In  beginning  the  second  decade  ot  our  club  life  and  work  let  us  be 
encouraged  by  past  victories  and  press  forward  to  greater  ones  in  the 
future. 


THE  FILTRATION  OF  NATURAL  WATERS. 


By  Thomas  M.  Drown,  Member  Boston  Society  Civil  Engineers. 


[Read  January  15,  1890.] 

In  the  study  of  the  subject  of  filtration  of  water  for  drinking  purposes 
we  shall  arrive  at  no  clear  and  valuable  ideas  unless  we  distinguish  sharply 
between  mechanical  filtration,  which  deals  only  with  the  interception  and 
retention  in  the  filter  of  the  solid  particles  suspended  in  the  water,  and 

filtration  combined   with  the   oxidation   of  organic    matter, that   in 

solution,  as  well  as  that  in  suspension  in  the  water.  This  latter  pro- 
cess  the  purification  of   the   water  by   the    oxidation   of  its    organic 

contents — can  be  accomplished  onlylbyzw/^rw/V/tv;/ filtration,  the  former — 
the  mere  removal  of  the  solid  particles  in  the  water — may  be  accom- 
plished by  tw///««£?«j'  filtration,  as  practiced  in  many  large  cities  in  Europe. 

When  we  speak  of  the  purification  of  wafer  by  filtration,  we  mean  in  a 
general  way,  that  a  water  is  thereby  rendered  fit  to  drink  which  was  unfit 
or  unattractive  before  it  was  filtered.  The  change  effected  by  filtration 
may  be  simply  the  removal  of  vegetable  or  earthy  matters,  whereby  the 
water  is  made  more  palatable  and  more  attractive  in  appearance,  or  it  may 
be  more  radical  in  converting  water  which  was  positively  harmful  into  a 
good  drinking  water.  Widely  different  in  action  as  are  the  two  sys- 
tems of  filtration,  the  mtermittent  'and  the  continuous,  yet  it  is  possi- 
ble by  both  systems  to  improve  the  quality  of  a  bad  water. 

In  the  system  of  continuous  filtration,  in  which  there  is  little  or  no 
change  made  in  the  dissolved  organic  matter,  it  might  at  first  thought 
seem  as  if  there  could  be  only  imperfect  purification;  but  it  must  be  borne 
in  mind  that  it  is  possible  in  this  system  to  remove  in  great  part  even 
those  very  minute  organisms,  the  bacteria. 

The  germ  theory  of  disease  furnishes  us  with  the  simplest  explanation 
of  the  way  in  which  water  does  harm,  and  if  we  can,  by  simple  mechani- 
cal filtration,  remove  the  harmful  germs  from  the  water,  we  have  effected 
a  true  and  efficient  purification  of  that  water,  whatever  may  be  its  chem- 
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ical  composition.  Let  us  push  this  idea  ahttle  further.  If  we  take  as  the 
basis  of  our  theory  of  harmfullness  of  water  that  disease  is  caused  by  it  only 
when  micro-organisms  are  present  in  it,  then,  if  we  could  by  the  contin- 
uous filtration  of  sewage  remove  absolutely  all  the  germs  which  it  contained 
leaving  unchanged  its  other  characters — appearance,  taste,  odor  &c. — 
this  sewage  would  be  perfectly  safe  to  drink.  To  put  the  matter  in  another 
form,  a  sterilized  water  or  sewage  has  no  possibilities  of  producing  disease 
except  so  far  as  as  it  may  contain  saline  or  other  substances  which  may 
produce  derangements  of  the  system  in  the  same  way  as  would  a  drug — a 
dose  of  salts  or  of  senna.  It  is  foreign  to  my  present  purpose  to  consider 
whether  our  knowledge  at  present  justifies  this  position,  but  it  is  important 
to  bear  it  in  mind  in  judging  of  the  efficiency  of  filtration. 

When  water  is  said  to  be  well,  or  moderately  well,  or  completely  puri- 
fied by  filtfation  we  cannot  know  what  is  meant  unless  we  know  what 
is  the  standard  of  purity  implied.  Is  it  simply  the  removal  of  color,  odor 
and  suspended  matter;  is  it  chemical  purity,  meaning  thereby  the  absence 
ot  unoxidized  organic  matter;  or  is  it  bacterial  purity,  or  freedom  from 
germs?  Again,  what  shall  we  say  of  water  of  high  chemical  purity,  with 
high  bacterial  contents:  or  what  of  a  water  with  few  or  no  bacteria  which 
contains  considerable  organic  matter  capable  of  undergoing  change? 

Intermittent  filtration  is  capable  of  giving  water  free  from  organic 
matter  and  free  from  germs;  continuous  filtration,  if  conducted  very  slowly, 
is  capable  of  giving  water  free  from  bacteria,  without  odor  and  color,  but 
which  may  contain  much  dissolved  organic  matter.  Intermittent  filtration 
effects  the  oxidation  of  the  organic  matter  in  solution  as  well  as  that  in  sus- 
pension; continuous  fiiltration  has  little  or  no  effect  on  the  organic  matter 
in  solution. 

After  laying  such  stress  on  the  removal  from  water  of  bacteria,  it  sounds 
like  a  paradox  to  say  that  purification  both  by  intermittent  and  contm- 
uous  filtration  depends  on  the  presence  in  the  filter  of  bacteria  in  enormous 
number,  and  that  without  them  the  purification  would  in  both  cases  be 
impossible. 

The  idea  is  not  a  new  one  that  the  bacteria  of  decomposition  are 
benign  and  useful  organisims  which  break  up  organic  matter,  rearrange  its 
atoms  and  convert  it  into  mineral  matter  so  that  it  may  again  serve  as 
food  for  plants.  If  we  keep  away  the  bacteria  from  a  mass  of  dead  or- 
ganic matter  it  undergoes  no  change  whatever.  All  processes  of  decay  of 
organic  matter  are  absolutely  dependent  on  the  presence  of  these 
micro-organisms,  which,  so  far  as  we  know,  have  no  other  than  a  bene- 
ficent role  to  play  in  nature.  I  say  this  is  now  a  matter  of  common  knowl- 
edge and  one  is  therefore  not  unprepared  to  hear,  that  in  the  purification  of 
water  by  intermittent  filtration  the  ground  or  sand  upon  which  the  water 
is  poured  is  full  of  bacteria,  in  fact,  that  it  is  the  design  of  the 
process  to  cultivate  them  and  have  as  many  of  the  micro-organisms  in  a 
cubic  inch  of  ground  as  possible. 

If  one  pours  over  a  column  of  clean,  bright,  sand,  free  from  bacteria, 
impure  water,  as  sewage,  it  will  flow  out  about  as  bad  as  it  entered  the  sand. 
But  if  it  is  poured  over  a  column  of  sand  in  which  septic  bacteria  have 
been  cultivated,  so  that  the  sand  may  be  said  to  be  fairly  reeking  with 
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bacteria  by  the  million,  the  water  may  flow  out  as  pure  (organically)  as 
spring  water.  But  even  in  continuous  filtration,  where  there  is  little  or  no 
oxidation  going  on  the  bacteria  are,  according  to  Piefke,  (the  engineer  of 
the  Berlin  water  works,)  the  efficient  agents  in  removing  the  suspended 
matters,  including  the  micro-organisms  in  the  waterT  To  this  subject  we 
will  return  later;  let  us  first  briefly  study  the  nature  of  oxidizing  or  in. 
termittent  filtration  on  the  typical  polluted  water,  namely  sewage. 

Sewage  is  a  substance  which  contains  all  of  its  nitrogen  in  the  unoxi- 
dized  form.  Its  principal  ingredient  is  free  ammonia;  it  also  contains  con- 
siderable, (but  a  much  less  amount,  usually,)  organic  nitrogen,  or  albumi- 
noid ammonia,  but  of  nitrous  or  nitric  acid  it  contains  none.  When  sew- 
age is  exposed  to  the  air  in  mass,  oxidation  goes  on  very  slowly,  because 
it  can  only  get  air  from  its  surface;  when  it  flows  out  into  streams,  the 
oxygen  dissolved  in  the  water  of  the  streams  quickly  oxidizes  the 
ammonia,  and  we  find  in  the  water  a  short  distance  below  the  entrance 
of  the  sewage,  nitrites  and  nitrates  abundantly.  When  the  sewage  is  ex- 
posed to  the  air  in  very  thin  layers,  as  when  a  porous  material  like  sand  is 
moistened  with  it,  oxidation  goes  on  with  great  rapidity.  It  was  until  re- 
cently considered  that  this  oxidation  was  a  direct  chemical  combination 
of  the  elements  of  the  organic  matter  with  the  oxygen  of  the  air,  or  the 
oxygen  dissolved  in  the  water,  but  we  now  know  that  nitrogen  is  not  oxi- 
dized by  the  direct  contact  of  decomposing  nitrogenous  matters  with  air, 
unless  bacteria  are  present,  and  the  inference  seems  a  fair  one  that  the 
greater  the  number  of  bacteria  the  moi-e  rapid  the  process  of  oxidation. 
Sewage  itself  usually  contains  hundreds  of  thousands  of  bacteria  to  the 
cubic  centimeter  which  are  dormant  until  air  gets  access  to  it.  If  sewage 
is  preserved  out  of  contact  of  air,  the  bacteria  of  decomposition  will  in 
time  all  die. 

The  experiments  of  the  Massachusetts  State  Board  of  Health  on  the 
purification  of  sewage  by  intermittent  filtration  which  have  been  carried 
on  at  Lawrence  for  the  past  two  years,  under  the  direction  of  Mr.  Hiram  F. 
Mills,  the  engineer  member  of  the  Board,  have  added  largely  to  our 
knowledge  of  the  conditions  governing  the  purification  of  nitrogenous  or- 
ganic matter.  Here  are  large  tanks,  7200  of  an  acre  in  surface,  filled  with  dif- 
ferent materials — coarse  sand,  fine  sand,  river  silt,  muck,  garden  soil,  clay, 
&c.  to  the  depth  of  five  feet,  on  which  is  poured  from  day  to  day,  sewage 
in  known  amount  and  of  known  composition.  The  effluent  water  from 
this  sewage  filtration  is  collected,  measured  and  analysed  and  the  precise 
amount  of  purification  determined.  The  result  of  two  years  work  at  this 
station  will  shortly  be  published  in  the  Report  of  the  Board  now  in  press. 
I  will  at  present  give  one  or  two  of  the  facts  that  have  been  there  de- 
veloped. The  purification  of  the  sewage  means  the  complete  oxidation 
of  all  its  organic  ingredients  both  in  solution  and  in  suspension,  the  carbon 
to  carbonic  acid,  the  hydrogen  to  water  and  the  nitrogen  to  nitric  acid. 
The  filtering  materials  best  adapted  to  the  purpose  are  those  which  are 
fine  enough  to  retain  considerable  sewage  in  their  pores  and  also  plenty  of 
air  at  the  same  time. 

The  body  of  porous  material  is,  when  in  good  working  order,  a  very 
delicate  machine.     It  must  be  coaxed  up  to  its  highest  efficiency  by  grad- 
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ually  increasing  the  amount  of  sewage.  This  means,  in  all  probability 
that  we  must  develop  in  the  pores  of  the  sand  an  immense  number  of 
bacteria  to  be  constantly  on  hand  in  the  different  layers  to  attend  to  the 
sewage  as  it  reaches  them.  During  the  first  winter  there  was  no  nitrifi- 
cation in  these  tanks  and  consequently  no  perfect  purification,  but  on 
the  advent  of  spring,  when  the  temperature  of  the  effluent  water  reached 
39°  F.  nitrification  began  and  has  continued  ever  since,  the  cold  weather 
of  the  second  winter  failing  to  stop  it. 

The  tank  which  has  given  the  best  results,  that  is,  a  good  purification 
of  the  largest  quantity  of  sewage  for  a  long  period  is  filled  with  coarse 
mortar  sand,  most  of  the  grains  of  which  average  about  0.06  inch  in  dia- 
meter. This  has  given  an  efiiuent  day  after  day  organically  as  pure  as 
many  drinking  waters,  when  receiving  sewage  at  the  rate  of  nearly  60,000 
gallons  per  acre  per  day. 

One  would  naturally  ask  why  is  not  this  the  ideal  system  of  purifica- 
tion of  all  surface  waters,  even  those  that  are  not  polluted  by  drainage  of 
any  kind  but  which  contain  much  vegetable  suspended  matter,  and  have, 
in  consequence,  sometimes,  a  bad  odor;  or  waters  which  are  unattractive 
in  appearance  by  reason  of  dissolved  coloring  matter? 

One  of  the  tanks  of  the  Lawrence  Experiment  Station,  has  filtered 
Merrimack  water  intermittently  for  more  than  two  years  at  the  rate  of 
300,000  gallons  per  acre  per  day.  The  filtering  material  consists  of  3'  8" 
of  coarse  and  fine  sand  and  fine  gravel;  10"  of  yellow  sandy  loam,  and  6" 
of  brown  soil  in  the  same  position  as  found  on  the  river  bank.  During 
the  day  the  surface  of  the  sand  is  generally  covered  with  a  few  inches  of 
water,  but  at  night  and  on  Sunday  air  gets  access  to  the  sand.  The  fol- 
lowing figures  give  the  composition  of  the  filtered  water  during  last 
December,  compared  with  the  Merrimack  water  applied: 

MERRIMACK  FILTERED 

RIVER   WATER.  WATER. 

Parts  per  100,000.  Parts  per  100,000. 

Turbidity very  slight.  none. 

Sediment very  slight.  none. 

Color 0.35  0.0 

Odor faintly  vegetable.        none. 

Total  solids 4.2.  3.5. 

Loss  on  igni  tion  1.6  0.9 

Free  Ammonia 001 5  .0005 

Albuminoid  Ammonia 0127  .0059 

Chlorine 18  .18 

Nitrogen  as  Nitrates 0124  .0191 

Nitrogen  as  Nitrites none  none. 

The  water  is  free  from  microscopic  organisms,  and  the  bacteria 
rarely  exceed  10  or  20  per  cubic  centimeter,  while  the  water  applied  has 
generally  a  few  hundred.  During  the  two  years  that  this  tank  has  been  in 
operation   the  surface  has  not  been  cleaned  or   disturbed  in  any  way. 
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The  slow  rate  ot  filtration  (being  only  about  one-half  an  inch  an  hour 
per  square  foot- of  surface)  is  due  to  the  considerable  amount  of  very  fine 
material  contained  in  the  soil  and  loam. 

But  one  must  bear  in  mind,  in  connection  with  the  rate  of  filtra- 
tion, that  the  thoroughness  of  the  purification,  meaning  thereby  the  oxid- 
ation of  the  organic  matter,  is  much  greater  in  intermittent  than  in  con- 
tinuous filtration. 

This  system  of  intermittent  filtration  for  natural  waters  has  never,  I 
beliere,  been  carried  out  on  the  large  scale,  although  the  possibility  of 
its  being  practicable  in  some  localities  has  been  discussed.  It  is  the 
system  that  nature  suggests,  for  it  is  intermittent  filtration  which  supplies 
the  springs  which  furnish  the  ideally  pure  and  perfect  drinking  water. 
In  the  report  of  the  Massachusetts  State  Board  of  Health  to  the  Spring- 
field Water  Board  with  regard  to  the  puiification  of  the  water  of  its  Lud- 
low reservoir,  which  contains  an  immense  growth  of  blue-green  algae,  Mr. 
Stearns,  the  chief  engineer  of  the  Board,  suggested  that  surveys  be  made 
to  discover,  if  possible,  suitable  ground,  conveniently  situated,  on  which 
to  pour  intermittently  the  water  of  the  reservoir  and  to  collect  it  again  at 
lower  levels  in  wells  and  springs.  It  is  probable  that  continuous  filtration 
would  be  inapplicable  to  water  of  this  kind,  for  the  jelly-like  masses  which 
are  secreted  by  these  algae  would  probably  close  the  pores  of  the  filter  in  a 
very  short  time.  With  intermittent  filtration  the  deposit  of  organic 
matter  in  the  pores  of  the  sand  would  dry  out  or  become  oxidized  when 
the  ground  was  more  or  less  dry. 

It  has  been  to  many  a  difficult  matter  to  explain  how  filters  working 
continuously,  and  constantly  covered  with  water  could  intercept  objects 
so  much  smaller  than  the  spaces  between  the  particles  of  sand.  It  was  easy 
to  imagine  that  some  of  the  minute  suspended  particles  might  be  caught 
between  the  particles  of  sand,  but  that  practically  all  the  suspended  matter, 
even  the  minute  bacteria,  could  be  removed  in  a  good-working  filter, 
seemed  to  indicate  that  the  efficient  working  of  a  filter  depended  on  the 
fact  that  it  became  nearly  clogged  on  the  surface  by  the  algae  and  other 
matter  which  held  back  even  the  smallest  objects.  But  if  this  were  the 
case  it  would  save  time  to  use  a  finer  sand  at  the  outset  which  experiment 
shows  will  not  accomplish  the  purpose. 

Piefke  has  given  us  the  clearest  conception  of  the  action  of  sand  filters 
in  removing  the  suspended  matters  including  bacteria  fiom  surface  waters. 
The  chemical  effect  is  very  slight,  as  might  be  supposed  when  one  reflects 
that  the  duration  of  the  passage  of  the  water  through  the  sand  seldom,  if 
ever,  exceeds  five  and  one-half  hours,  and,  since  the  filter  is  kept  constant- 
ly covered,  there  is  no  oxygen  present  but  that  dissolved  in  the  water. 
But  the  mechanical  effect  in  removing  suspended  matter — mineral  and 
organic — is  very  great.  The  Spree  water,  which  forms  part  of  the  supply 
of  Berlin,  contains  as  high  as  100,000  bacteria  per  cubic  centimeter  at  times, 
and  the  number  in  the  filtered  water  rarely  exceeds  100,  that  is,  the  re- 
duction of  bacteria  may  reach  99.9  per  cent.  The  thickness  of  the  sand 
layer  is  generally  from  2'  to  3'  and  this  rests  on  a  layer  of  coarser  gravel, 
which  is  without  any  effect  on  the  filtration.  The  size  of  the  sand  is  sel- 
dom finer  than  one-fiftieth  of  an  inch,  which  leaves  channels  between  the 


THE    FILTRATION    OF    NATURAL    WATERS.  -61 

grains  that  500  micro-organisms  could  pass  abreast.  Smaller  still  are  the 
particles  of  clay  which  give  a  milkiness  to  water,  and  yet  when  one  of 
these  sand  filters  is  workmg  well,  both  clay  and  bacteria  are  held  back  in 
the  sand. 

It  takes  a  new  filter  about  two  weeks  to  get  to  its  maximum  efficiency 
and  if  the  sand  be  first  carefully  cleaned  and  sterilized  by  heat,  then  it 
takes  much  longer,  many  weeks,  before  the  filter  works  well. 

On  examining  with  the  microscope  the  surfaces  of  the  particles  of 
sand  when  the  filter  is  in  perfect  working  order,  they  are  found  to  be 
coated  with  a  greasy,  slimy  substance  which  is  a  mass  of  bacteria  jelly. 
Piefke  found  in  a  kilogram  of  sand  taken  from  the  surface  of  a  filter  5,600,- 
000,000  bacteria;  just  below  the  surface  734,000,000  and  at  the  depth  of  a 
foot  92,000,000.  These  numbers  he  says  are  far  below  the  truth,  because 
of  the  difficulty  of  cleaning  the  particles  of  sand  thoroughly.  It  is  to  this 
coating  of  bacteria  jelly  that  Piefke  attributes  the  efficiency  of  these  filters, 
and  until  the  jelly  forms  in  sufficient  amount  to  completely  envelope  each 
particle  of  sand,  the  filters  work  imperfectly.  This  then  is  his  explana- 
tion of  the  fact  that  minute  micro-organisms  and  particles  of  clay  of  in- 
finitely smaller  size  than  the  channels  in  the  sand  are  stopped  in  their 
passage  through  it — they  are  simply  caught  in  this  slimy  coating  and  can- 
not get  further. 

A  filter  of  this  kind  is,  like  that  used  in  intermittent  filtration,  a  very 
delicate  instrument  and  it  is  very  easy  to  disarrange  it.  Disturbance  of 
the  sand  or  suddenly  increasing  the  pressure  of  the  water  may  have,  as  a 
consequence,  a  rush  of  bacteria  into  the  filtered  water.  Quite  regular 
working  is  an  essential  condition  of  success.  The  rate  of  filtration  is  on 
an  average  only  four  inches  vertically  an  hour,  so  that  in  the  passage  of  the 
water  through  the  sand,  one-third  of  which  is  interstitial  space,  its  rate  is 
three  times  as  great,  or  twelve  inches  an  hour,  and  the  sand  layer  being  two 
feet  thick,  the  water  is  in  contact  with  the  sand  only  two  hours.  In  very 
turbid  waters  or  waters  very  high  in  bacteria  the  filtration  is  often  decreased 
to  one-half  this  rate  or  even  less,  and  in  comparatively  clear  water,  with  low 
bacteria,  the  rate  may  be  doubled.  The  working  of  the  filters  in  Berlin 
is  governed  entirely  by  the  number  of  the  bacteria  in  the  filtered  water, 
this  being  the  simplest  way  of  judging  of  the  efficiency  of  their  working. 
One  hundred  bacteria  per  cubic  centimeter  in  the  filtered  water  is  consid- 
ered a  good  result  on  the  Spree  water,  which  contains  always  many  thou- 
sands. To  give  practically  sterile  water"  would  require  a  diminished  rate 
say  to  one  vertical  inch  an  hour,  which  would  be  impracticable  without 
enlarging  the  filtering  plant. 

The  surface  waters  used  to  supply  London  from  the  Thames  or  the  Lee 
are  filtered  by  the  method  of  continuous  filtration,  a  surface  of  one  hun- 
dred acres  being  required  for  the  purpose.  The  thickness  of  sand 
differs  with  the  different  companies  supplying  the  city  with  water, 
from  two  feet  at  the  East  London  and  Grand  Junction  Companies  to 
four  and  a  half  feet  at  the  Chelsea  Company,  and  the  rate  of  filtration 
per  hour  in  imperial  gallons  per  square  foot  of  filtering  surface  is  two 
and  one-sixth  with  the  Lambeth  Co.,  to  one  and  one-half  gallons  with  the 
Southwark  &  Vauxhall  Co.     Two   and   one-half  gallons,   or   five  vertical 
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inches  an  hour  (which  is  seldom  attained)  is  considered  the  maximum 
consistent  with  good  clarification.  Complete  analyses  are  made  of  the 
water  supplied  to  the  metropolis  by  the  different  companies.  Some  of  the 
determinations,  as  for  instance  color,  and  the  amount  of  permanganate  to 
oxidize  the  organic  matter,  are  made  daily,  other  chemical  determinations 
are  made  weekly.  The  monthly  determinations  made  by  Dr.  Percy  F. 
Frankland,  of  the  bacteria  in  the  waters  of  the  difterent  companies  have 
been  suspended  since  December,  1888.  The  average  reduction  of  the 
number  of  micro-organisms  present  in  the  waters  of  the  Thames  and 
Lee,  was  in  1887,  97.6  per  cent,  in  the  case  of  the  Thames  and  93.9  in  the 
case  of  the  Lee.  "If"  says  the  report  on  the  metropolitan  supply  for  De- 
cember, 1888,  "these  figures  could  be  accepted  as  at  all  representing  the 
degree  of  security  given  to  consumers  of  the  waters  of  those  rivers  by 
preliminary  filtration  it  is  evident  that  the  views  on  this  subject  acquired 
by  a  consideration  merely  of  the  results  of  comparative  chemical  analysis 
of  filtered  and  unfiltered  waters  would  have  to  be  considerably  modified 
and  the  character  of  the  water  supply  would  be  correspondingly  raised  in 
public  estimation.  Further,  if  the  results  obtained  from  month  to  month 
could  be  relied  on  as  an  index  to  the  effect  of  filtration  in  eliminating 
objectionable  matters  from  the  water,  the  bacteriological  method  would 
seem  to  afford  a  delicate  and  easily  applied  test  of  the  working  efficiency 
of  the  filter." 

The  average  numbers  of  bacteria  in  the  water  of  the  Thames  is  gen- 
erally less  than  in  the  Spree  at  Berlin;  thus  during  the  year  ending  De- 
cember, 1887  the  highest  number  in  November  was  81,000,  and  the  lowest 
in  June  was  2,200,  the  average  for  the  year  being  21,492. 

The  only  filtering  plant  in  this  country,  that  I  know  of,  which  at  all 
compares  with  the  plants  in  Europe  is  that  at  Poughkeepsie  where  the 
Hudson  River  water  is  converted  into  good  clear  water,  though  not  abso- 
lutely free  from  color.  Mr.  Fowler  the  Superintendent  of  the  works 
writes  me  with  regard  to  the  details  of  the  filtration,  "Our  usual  rate  of 
filtration  is  about  six  inches  per  hour,  vertically,  and  this  we  regard  as  the 
maximum  of  efficiency,  although  we  can  sometimes  do  good  work,  so  far 
as  clarifying  is  concerned,  at  double  that  rate,  and  at  other  times  are  un- 
able to  do  good  work  at  one  half  that  rate,  although  the  latter  condition 
is  exceptional.  Very  much  depends  upon  the  condition  of  the  water  in 
the  river.  The  depth  of  water  on  the  sand  varies  from  one  to  three  or 
four  feet  and  the  diffetence  of  level  between  the  surface  of  the- water  on 
the  beds  and  that  in  the  intermediate  basins  is  usually  two  to  four  or  five 
feet." 

The  rapid  filtration  of  water  through  coarse  gravel  is  not  unfrequently 
carried  out  at  water  works  to  remove  the  larger  particles  floating  in 
the  water.  When  a  filter  of  this  kind  is  cleaned  it  is  surprising  to  see  the 
amount  of  fine  dirt  of  all  kinds  that  has  been  intercepted  by  the  coarse 
material.  Filters  of  this  character  do  not  pretend  to  purify  the  water  in 
the  sense  of  removing  bacteria  or  in  oxidizing  the  organic  matter,  but 
they  are  useful  just  to  the  extent  to  which  they  clarify  the  water  and 
thereby  improve  its  appearance. 

The   American   system   of  filtering  large  quantities  of  water  may  be 
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said  to  be  the  mechanical  filters  working  under  pressure.  These  filters 
are  composed  of  four  or  five  feet  of  moderately  fine  sand  (some  have  also 
a  mixture  of  coke)  enclosed  generally  in  boiler-iron  cases.  They  work 
with  tremendous  rapidity  sometimes  over  a  hundred  vertical  feet  an  hour, 
but  forty  feet  is  said  by  some  to  be  the  highest  rate  consistent  with  good 
filtration.  In  this  system  alum  is  generally  added  to  the  water  as  a 
coagulent.  Its  effect  in  very  small  amount  is  quite  remarkable — say  a 
grain  to  a  gallon  or  even  less — in  retaining  the  solid  matters  of  the  water 
in  the  sand  of  the  filter.  The  alum  is  decomposed  by  the  carbonates  in 
the-water  and  hydrate  of  alumina  is  precipitated.  This  is  a  gelatinous 
and  slimy  substance  and  immediately  surrounds  the  algae,  clay  and  any- 
thing else  that  may  be  suspended  in  the  water,  and  the  sand  retains  this 
coagulated  mass.  Alumina  has  also  the  effect  of  taking  the  color  out  ot 
water,  so  that  clear,  colorless  water  may  be  obtained  by  this  process  from 
swampy  waters  full  of  growing  algc-e,  with  almost  incredible  rapidity. 

Thes2  filters  are  in  very  general  use  in  paper  mills  and  other  industrial 
works  where  a  clear  colorless  water  is  needed,  and  where  a  colored  turbid 
river  water  is  the  only  natural  supply  available.  They  have  also  been  in- 
troduced into  some  cities  of  considerable  size  as,  for  instance.  Long  Branch, 
Chattanooga  and  Atlanta  and  they  are  said  to  give  water  that  is  satisfac- 
tory to  those  who  use  it.  The  objection  to  the  system  is  the  use  of  alum. 
If  all  the  alum  used  were  decomposed  in  the  few  seconds  that  it  takes  the 
water  to  pass  through  the  filter,  so  that  no  undecomposed  alum  passed  into 
the  filtered  water,  there  might  be  no  objection  to  its  use,  but  this  is  not 
always  the  case.  The  amount  of  alum  used  is  ordinarily  small  and  it  is 
claimed  that  if  it  even  all  went  into  the  filtered  water  it  would  not  injure 
it  for  drinking.  This  may  be  so  but  the  prejudice  that  exists  against 
drinking  water  which  has  been  treated  with  "chemicals"  is  so  strong  that 
it  is  not  likely  that  any  system  using  a  coagulent  in  a  soluble  form  will 
find  general  acceptance.  Under  some  conditions  when  the  water  has  high 
color  with  much  suspended  matter  the  alum  has  to  be  increased  largely  to 
give  good  results.  I  have  known  as  high  as  seventeen  grains  to  the  gallon 
to  be  used  with  a  very  bad  swampy  water. 

In  this  connection  should  be  mentioned  the  spongy  iron  filter  of  Bis- 
chof  which  gives  most  excellent  results  both  in  taking  out  suspended 
matters  from  the  water,  including  the  bacteria,  and  also  decreases  the 
hardness  of  the  water.  This  filter  has  been  used  on  the  small  scale  in 
houses,  and  also  on  the  large  scale  in  Antwerp  to  decolorize  and  otherwise 
purify  the  water  of  that  city.  The  filter  is  composed  of  finely  divided 
metallic  iron  made  by  reducing  iron  ore  by  means  of  carbon  at  a  tempera- 
ture below  fusion.  Its  action  was  not  understood  for  a  long  time,  and  the 
mystery  that  surrounded  it  was  an  additional  recommendation  tor  it.  The 
rationale  of  its  working  seems  to  be  this,  namely,  that  the  iron  being  in  a 
very  finely  divided  state  is  dissolved  to  a  slight  extent  by  the  combined 
action  of  the  oxygen  and  carbonic  acid  in  the  water,  and  the  ferrous  car- 
bonate thus  produced  is  further  oxidized,  forming  hydrate  of  iron,  and 
then  this  acts  as  a  coagulent  just  as  the  alumina  hydrate  does.  The 
system  was  said  to  be  too  expensive  on  a  large  scale,  and  it  has  now  been 
replaced  at  Antwerp  by  the  Anderson  process  in  which  the  dark  water,  is 
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made  to  pass  through  a  long  revolving  iron  cylinder  in  which  there  is  a 
large  quantity  of  fragments  of  cast  iron.  These  fragments  of  iron  in  their 
friction  one  on  the  other  are  abraded,  minute  particles  are  broken  off 
which  are  dissolved  in  the  way  above  described.  The  water  coming  from 
the  revolving  cylinder  is  exposed  to  the  air,  the  iron  oxidizes  and  pre- 
cipitates, combines  with  the  coloring  matter  in  the  water,  encloses  the 
solid  particles,  and  is  then  filtered  out  through  sand.  The  process  is  said 
to  work  satisfactorily  and  give  clear  colorless  water.  There  is  no  objec- 
tion to  this  U5e  of  iron  as  a  coagulent  provided  that  it  is  all  oxidized  and 
precipitated,  and  none  is  carried  in  solution  into  the  filtered  water;  but 
this  takes  time. 

Both  alum  and  iron  salts  have  a  tendency  to  sterilize  water.  Their 
action  may  be  both  direct  by  killing  the  bacteria,  and  indirect  by  re- 
moving them  with  the  precipitated  alumina  or  iron  hydrate.  If  a  drop  of 
a  solution  of  alum,  or  of  iron  chloride  be  added  to  a  gallon  of  turbid 
water,  it  will  become  perfectly  clear  in  the  course  of  a  few  hours,  the  alum- 
ina, or  iron  hydrate,  which  is  formed  in  the  water,  settling  to  the  bottom 
and  carrying  all  the  suspended  matters  with  them.  It  has  been  proposed 
to  clarify  Misssssippi  water  by  adding  a  very  small  quantity  of  an  iron  so- 
lution to  the  water  in  the  settling  basins. 

I  have  laid  some  weight  on  the  desirability  of  following  nature's  pro- 
cesses in  the  purification  of  impure  waters.  Neither  the  American  sys- 
tem with  its  mighty  rush  of  waters  or  the  European  system  with  its  calm, 
steady  and  deliberate  flow  finds  any  analogy  in  nature.  In  the  rapid-work- 
ing mechanical  filters  a  coagulent  is  used  to  grasp  and  hold  the  suspended 
matter;  in  the  continuously  working  filter  beds  the  bacteria  are  put  to  a 
novel  use  in  retaining  the  solid  matter  on  the  sticky  surtace  of  the  sand. 

Nature  uses  these  methods  also,  she  removes  color  by  means  of  clay  in  the 
soil  and  intercepts  mechanically  in  the  bacteria-laden  soil  all  the  solid 
matter  in  the  water,  but  she  goes  further  than  this  and,  giving  the  bacteria 
full  play,  breaks  up  the  organic  compounds  and  leaves  no  trace  of  their 
existence  behind.  To  do  this  time  is  needed.  "The  bacteria  of  nitrifi- 
cation," as  Dr.  Smart  has  well  said,  in  referring  to  the  systems  of  rapid 
filtration,  "  cannot  be  harnessed  to  the  work  of  artificial  filtration." 

The  rate  at  which  nature  works  may  be  expressed  in  the  amount  of 
rain-fall.  If  we  take  the  rain-fall  at  fifty  inches  and  assume  that  even  half  of 
this  sinks  into  the  ground  (a  very  high  estimate)  we  have  twenty-five 
inches  yearly  on  a  square  foot  of  surface.  The  amount  of  water  which 
goes  through  the  Berlin  filters,  at  a  rate  of  four  inches  an  hour,  is  more 
than  1,250  times  this  amount.  If  we  wish  to  imitate  the  process  by  which 
nature  makes  its  springs  we  must  pour  the  water  from  river  or  lake  which 
we  wish  to  filter  intermittingly  on  the  surface  of  ground  which  is  favor- 
able for  this  purpose  The  favorable  conditions  are  these,  the  ground 
must  be  sufficiently  porous  to  allow  the  ready  flow  of  water  through  it, 
and  it  must  have  such  relations  to  the  strata  below  as  will  enable  us  to  col- 
lect the  water  at  some  lower  level.  It  would  not  profit  us  much  to  pour 
the  water  on  to  a  gravel  bed  if  we  could  not  find  it  again  after  it  had  been 
filtered.  If  the  natural  conditions  for  this  purpose  are  not  favorable 
drains   would   have   to   be  put  in  at  suitable  depths  to  collect  the  filtered 
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water.  Water  purified  in  this  way  would  in  no  wise  differ  from  natural 
spring  water,  provided  that  the  amount  of  water  applied  did  not  exceed 
the  capacity  of  the  filtering  area. 

The  question  of  the  maintenance  of  the  purity  of  the  water  supplies 
of  large  cities,  which  are  dependent  upon  surface  waters,  is  daily  becom- 
ing more  urgent  in  this  country  as  the  population  becomes  more  dense  on 
the  collecting  areas,  and  the  protection  of  streams  against  pollution  be- 
comes more  and  more  difficult.  The  radical  remedy  in  such  cases  is  to 
take  water  from  another  and,  usually,  more  distant  region,  which,  it  is 
probable,  will  never  become  thickly  settled.  But  in  filtration,  both  in- 
termittent and  continuous,  when  intelligently  conducted,  we  have  a  sub- 
stitute which  can  give  as  clear,  colorless,  and,  we  have  good  reason  also  to 
suppose,  safe  drinking  water. 


DISCUSSION. 


President  FitzGerald: — I  suppose  it  is  hardly  necessary  for  me  to 
add  a  word  to  what  has  been  said.  I  only  give  expression  to  the  views 
of  every  member  when  I  say,  we  are  extremely  fortunate  as  a  society  in 
having  heard  this  paper  at  this  time,  as  it  represents  the  most  advanced 
views  on  filtration  in  this  country  and  a  very  excellent  summary  of  what 
has  taken  place  on  the  other  side  of  the  water.  We  certainly  owe  a  great 
deal  to  Prof.  Drown  for  having  taken  the  pains  to  give  us  the  benefit  of 
his  experience.  The  subject  is  now  before  you  for  discussion,  and  I 
suppose  the  Professor  will  be  glad  to  answer  any  questions. 

I  will  say  that  if  there  are  any  gentlemen  present  who  are  not  members 
of  the  Society,  we  shall  be  glad  to  hear  from  them.  Dr.  Abbott  of  the 
State  Board  of  Health  is  here.     I  hope  he  will  enter  into  the  discussion. 

Dr.  S.W.  Abbott:  Prof.  Drown  has  gone  over  the  subject  so  thor- 
oughly I  do  not  think  anything  could  be  added  to  it.  The  question, /^«- 
larly  speaking,  of  the  impurity  of  water,  differs  very  much  from  that  in 
which  a  scientific  man  would  view  it,  for  the  people  look  on  impure  water 
as  necessarily  harmful.  The  Melrose,  Springfield,  Brockton  and  other 
waters  maybe  offensive  to'smell  and  taste,  and  yet  it  has  not  been  deter- 
mined that  any  disease  has  followed  such  tastes  and  odors. 

This  whole  subject,  of  course,  has  a  very  important  bearing  upon  the 
medical  side  of  the  question;  that  is,  the  relation  of  filtration  of  water  to 
the  prevention  of  disease,  and  it  undoubtedly  has  a  direct  effect  in  that 
way.  We  believe  now  that  the  effect  is  the  removal  of  the  bacteria.  The 
more  we  find  out  in  regard  to  them,  the  more  we  discover  they  are  associ- 
ated with  infectious  diseases,  namely:  those  diseases  which  are  prevent- 
able, or  communicable. 

The  more  we  have  of  such  intelligent  papers  as  we  have  heard  read 
to-night,  the  more  superstitious  and  fallacious  notions  will  be  corrected 
and  the  people  will  be  put  in  possession  of  the  means  of  prevention  of  the 
causes  of  the  pollution  of  water. 
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Prof.  William  Watson:  It  was  my  fortune  last  summer  to  see  a 
number  of  experiments  with  filters,  and  although  I  had  very  little  time, 
it  being  just  when  I  was  going  away,  yet  the  experiments  which  were 
performed  by  a  person  who  was  using  charcoal,  seemed  to  be  very  extra- 
ordinary. I  had  just  come  from  Pasteur's  laboratory  where  I  saw  a  num- 
ber of  filters  that  have  been  described,  and  was  rather  curious  to  know 
how  they  worked.  I  went  into  the  laboratory  of  a  very  celebrated  manu- 
facturer of  filters.  Mr.  Maignen,  who  assured  me  that  his  filters  were 
capable  of  not  onl)-  purifying  ordinary  water,  but  of  actually  separating 
from  it  metallic  salts  in  solution.  For  instance,  he  said,  "  I  now  take  a 
solution  of  sulphate  of  iron  and  will  show  you  (testing  a  portion  of  it  with 
yellow  cyanide  of  potassium,  and  showing  the  intense  Prussian  blue  pre- 
cipitate), that  in  passing  it  through  this  charcoal  filter,  the  sulphate  of 
iron  has  been  entirely  removed."  And  he  made  this  experiment,  passing 
the  solution  of  sulphate  of  iron  through  the  filter,  and  testing  the  effluent 
with  yellow  cyanide  of  potassium,  and  to  my  great  surprise,  it  showed  no 
trace  of  the  salt.  He  made  a  similar  experiment  with  acetate  of  lead  in 
solution,  which  gave  a  copious  black  precipitate  with  sulphydrate  of 
ammonia,  but  no  precipitate  after  solution,  and  he  did  it  with  a  number 
and  stated  that  his  process  was  capable  of  very  great  extension.  I  would 
like  to  ask  Prof.  Drown  whether,  in  his  opinion,  any  such  separation  can 
take  place  with  simply  a  metallic  salt  in  solution? 

Prof.  Drown. — A  solution  of  sulphate  of  iron  or  copperas  added  in 
small  amount  to  water  oxidizes  almost  immediately,  and  a  rusty  pre- 
cipitate settles  after  a  time.  If  the  solution  is  added  to  the  water  just  be- 
fore filtration  this  oxide  of  iron  will  be  filtered  out,  whether  the  filtering 
material  is  composed  of  charcoal,  sand  or  other  material.  I  do  not  know 
what  is  the  character  of  the  filter  Prof.  Watson  refers  to,  but  it  is  not 
necessary  to  suppose  from  his  description  that  the  material  of  the  filter 
possesses  any  oxidizing  action. 

President  FitzGerald. — The  subject  of  filtration  is  one  that 
some  of  our  large  cities  have  been  devoting  attention  to,  and  I  think  they 
will  give  more  and  more  attention  to  it  year  by  year.  It  strikes  me,  from 
studies  that  I  have  made  of  the  subject  for  the  last  eight  or  ten  years, 
that  it  is  destined  to  be  one  of  the  most  important  things  in  connection 
with  the  development  of  water  works  in  this  country.  I  think  that  per- 
haps we  have  been  as  engineers  rather  too  mych  hurried  in  furnishing 
water  to  cities  and  towns  without  having  had  the  time,  which  will 
come  as  the  country  gets  older,  to  look  into  the  question  of  quality. 
It  has  only  been  within  the  last  few  years  that  engineers  on  waterworks 
have  devoted  very  much  thought  in  this  country  to  the  subject  of  quality. 
This  paper  by  Prof.  Drown  is  almost  the  only  paper  we  have  heard  re- 
cently on  the  subject.  Fourteen  or  fifteen  years  ago  Mr.  Kirkwood 
made  a  trip  abroad  in  the  interests  of  the  city  of  St.  Louis  and  published 
a  very  valuable  volume,  on  the  filtration  of  water  in  Europe,  but  from  that 
time  to  this  there  has  not  been  much  done.  These  experiments  at 
Lawrence,  however,  from  what  1  have  seen  of  them,  are  going  to  throw  a 
flood  of  light  on  the  subject.  About  a  year  ago  I  made  a  series  of  ex- 
periments for  the  city   of   Boston   with   a    view    of  removing   the   micro- 
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organisms,  except  the  bacteria,  without  going  into  an  expensive  plant, 
and  1  found,  in  passing  water  through  one-half  inch  of  sand  with 
very  small  heads  that  about  eighty  per  cent  of  the  organisms 
could  be  removed.  Of  course,  it  would  have  no  effect  on  such  small 
organisms  as  the  bacteria.  This,  however,  is  hardly  filtration.  It  seems 
to  me  that  our  large  cities  are  destined  to  take  up  the  subject  in  a  more 
serious  way  before  long.  I  do  not  know  why  the  citizens  of  a  city  may  not 
well  demand  that  water  shall  be  free  from  all  kinds  of  life.  Although  this 
life  may  not  be  necessarily  deleterious,  yet  it  is  certainly  disagreeable  to 
say  the  least  for  instance  to  feel  that  you  cannot  go  to  the  faucet  in  the 
dark  to  draw  water  without  the  liability  of  getting  almost  any  kind  of 
life  in  the  water.  I  know  that  engineers  generally  have  rather  laughed 
at  the  esthetical  view  of  the  question,  but  I  think  a  more  careful 
consideration  of  the  subject  will  be  given  in  the  future.  Certainly 
if  water  can  be  freed  from  deleterious  matter,  free  ammonia,  and 
matter  in  a  state  of  decay  before  delivery  to  a  city,  changed  chemically, 
all  ammonia  carried  down  to  the  nitrates,  why,  of  coure,that  is  a  welcome 
door  of  relief.  Can  Prof.  Drown  give  us  the  quantities  dealt  with  at 
Berlin — the  daily  consumption? 

Prof.  Drown. — I  cannot  give  them  accurately  from  memory.  The 
publications  of  Piefke  contain  much  that  is  interesting  on  the  subject  of 
the  Berlin  water  supply.     His  works  on  filtration  are: 

Mittheilungen  ueber  natuerliche  und  kuenstliche  Sandfiltration.  pp. 
75,  Berlin,  1881. 

Die  Boden  Filtration  pp.  51,  Berlin,  1883. 

Die  Principien  der  Reinwasser  Gewinnungvermittelest  Filtration,  pp. 
50,  Berlin,  1887. 

Aphorismen  ueber  Wasserversorgung  von  higienisch — technischen 
Standpunkte  aus  bearbeitet — Zeitschrift  fuer  Hygiene.  1889,  Vol.  7,  p. 
115. 

With  C.  Frankel — Ueber  die  Wirksamkeit  der  Sandfiltration  zur 
Befreiung  des  Trinkwassers  von  etwaigen  Infectionskeimen  Zeitschrift 
fuer  Hygiene,  1890.     I. 

Mr.  Sidney  Smith. — In  going  through  Old  Mexico,  from  Vera 
Cruz  to  the  City  of  Mexico,  and  thence  to  Manzanillo,  I  noticed  almost 
everywhere  in  the  better  class  of  houses  the  filters  made  of  volcanic  stone. 
They  are  of  various  shapes,  but  usually  in  the  form  of  a  thick  jar  perched 
on  a  frame  five  or  six  feet  high,  and  kept  moist  with  water  always.  Un- 
derneath them,  generally  near  the  floor,  is  a  porous  jar  of  earthen  ware 
which  receives,  drop  by  drop,  the  water  from  the  filter  above.  Now,  I  do 
not  know,  in  fact  never  questioned,  what  the  process  was,  how  the  water 
was  improved,  as  our  friend  from  New  Mexico  says.  There  was  less  water 
used  in  Mexico  than  in  some  other  places,  the  custom  being  to  mix  the 
claret  wine  with  water,  half  and  half. 

The  President. — Does  not  evaporation  take  place  from  the  lower  jar? 

Mr.    Smith. — Yes,  sir;    I    have   seen   that   tested.     The  evaporation 

lowers  the  temperature  of  the  water  from  four  to  eight  degrees  below  that 

of  the  surrounding  atmosphere,  and  the  water  from  those  jars  is   very 

palatable  to  drink. 
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Pres.  FitzGerald.— I  think,  Mr.  Watson,  the  French  have  been 
very  active  in  developing  different  kinds  of  filters  for  different  purposes. 
For  instance,  the  soldiers  carry  little  portable  filters  whenever  sent  to 
Africa,  so  that  whenever  they  stoop  down  to  drink  out  of  a  pool,  they  put 
that  into  their  mouths.  Is  that  not  one  of  the  Maignen  devices?  They 
certainly  recognize  the  value  there  of  filtration  for  ordinary  uses. 

Prof.  Watson. — The  English  soldiers  are  also  provided  with  a  sort 
of  portable  charcoal  filter  which  they  carry  round  on  all  their  campaigns. 

Pres.  FitzGerald.— I  think  it  is  a  French  filter. 


THE   CHICAGO    RAILWAY    PROBLEM,    ESPECIALLY    IN 

RELATION   TO   TERMINALS,   RAPID   TRANSIT 

AND   THE   AVOIDING   OF   ACCIDENTS 

AT   STREET   CROSSINGS. 


II. 


By  Max  E.  Schmidt,  Member  Western  Society  of  Engineers. 


[Read  June  4,  iSyo.J 

I  have  hardly  resided  long  enough  in  this  city  to  claim  the  privilege  of 
your  attention  in  this  important  discussion.  It  often  occurs  however  that 
local  prejudices  complicate  a  problem  and  prevent  those  most  familiar 
with  the  same  from  forming  an  unbiassed  opinion,  which  is  essential  for 
its  solution. 

In  this  connection,  I  feel  justified  in  saying  that  no  person  can  live  here 
six  months  and  remain  in  ignorance,  ist.:  of  the  encroachments  of  the  rail- 
ways upon  the  city's  territory;  2nd:  of  the  defects  of  the  terminal  facilities, 
and  3rd:  of  the  inadequate  arrangements  for  rapid  transit,  provided  for  the 
population  of  this  great  city. 

One  glance  at  the  city  map  reveals  the  seriousness  of  the  situation, 
and  the  urgency  ol  the  demand  for  a  speedy  remed>-.  Indeed,  it  seems 
impossible  to  conceive  that  Chicago  can  keep  up  that  phenomenal  growth 
in  wealth,  area  and  population,  which  has  distinguished  it  in  the  past 
without  a  radical  change  in  the  railway  arrangements,  as  they  exist  to- 
day. 

I  believe  it  has  once  been  said  of  this  city,  that  the  river,  the  bridges 
and  the  railroads  would  in  time  become  so  unbearable,  that  the  people 
would  rise  under  a  common  impulse,  to  fill  up  the  rivci,  spike  down  the 
bridges,  and  transfer  the  railways  to  the  place  occupied  by  the  river. 

While  the  first  part  of  this  prediction  has  evidently  been  realized  al- 
ready, the  remedy  proposed  is,  of  course,  visionary.  Each  problem  is 
receiving  separate  and  careful  attention  and,  while  the  drainage  act    will 
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deal  with  the  river,  and  tunnels  are  taking  the  place  of  bridges,  the  rail- 
way problem,  which  has  been  before  you  at  several  meetings,  and  of  which 
lengthy  discussions  have  appeared  in  the  public  press,  is  still  imperfect 
and  practically  without  a  solution,  even  on  paper. 

In  reference  to  this  problem,  while  the  opinions,  which  we  have  heard, 
have  generally  been  expressed  against  a  radical  change,  the  suggestion 
has  also  been  made  to  propose  a  remedy  that  would  be  sweeping  and 
complete,  and  then  try  to  approach  the  same  as  close  as  possible. 

It  is  in  line  with  this  suggestion  that  I  shall  lay  before  you  not  a  plan, 
nor  a  scheme,  but  simply  an  idea,  or  a  suggestion  of  what  a  plan  might 
be  if  the  problem  was  to  be  eradicated  forever.  I  refer  to  nothing  less 
than  to  the  possibility  of  uniting  all  the  railways,  entering  Chicago,  at  a 
point  five  or  six  miles  west  from  here,  and  provide  one  wide  entrance,  for 
the  construction  of  an  embankment,  on  which  all  the  railways  may  come 
in,  side  by  side,  on  parallel  tracks^  and  discharge  in  one  commodious 
Union  Depot. 

Considering  the  geographical  position  of  Chicago,  whose  entire  east  side 
fronts  toward  the  lake,  from  which  direction  railways  cannot  approach, 
such  an  arrangement  would  certainly  be  most  desirable,  provided  it  could 
be  accomplished. 

The  map  will  illustrate  the  plan. 

The  deflection  of  the  tracks  toward  the  west  begins,  in  the  southern 
division,  at  Calumet  and,  in  the  northern  division,  at  Evanston.  All 
roads  are  one  by  one  gathered  up,  in  such  a  manner  that  the  growing  line 
follows  more  or  less  closely  the  present  Belt  Line  Railway.  That  is  to  say, 
each  railway,  as  it  approaches  the  Belt  Line,  in  place  of  crossing  the 
same,  makes  a  turn  and  occupies  the  outside  of  the  tracks  already  in 
place.  When  the  stem  is  reached,  all  tracks  turn  back  east  to  occupy 
the  avenue  that  has  been  provided  for  their  common  entrance  into  the 
city. 

This  would  bring  into  existence  one  broad  and  many  tracked  belt  rail- 
way on  which  the  Pittsburgh  and  Fort  Wayne  in  the  southern  division, 
and  the  North  Western  in  the  northern  division,  would  occupy  the  inside 
tracks.  Every  railway  would  remain  independent,  but  have  direct  track 
communications  with  its  neighbors.  There  would  be  practically  no  grade 
crossings  within  the  city  limits,  no  delays,  no  gates  and  no  accidents. 
All  freight,  not  destined  for  the  city  proper,  would  be  shifted  at  the  Chi- 
cago Union  Transfer  Yards,  while  for  the  handling  of  Chicago  freight 
track  space  and  sheds  could  be  provided  on  wings  of  the  elevated  em- 
bankment, near  the  terminus. 

The  route  of  the  central  stem,  on  the  map,  is  simply  chosen  as  an 
example.  It  follows  the  right-of-way  of  the  Burlington,  under  the  belief 
that  it  would  be  impossible  to  go  by  that  route,  which  is  wide  already 
and  admits  of  much  widening  on  both  sides.  In  practice  the  central 
stem  would  necessarily  follow  a  line,  where  the  right-of-way  could  be 
obtained  at  the  lowest  price,  and  where  the  location  would  disturb  exist- 
ing conditions  least. 

The  embankment  should  be  so  constructed  that  the  railway  problem 
would  thereby  be  disposed  of  forever.      For  that  reason,  the  first  three  or 
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four  miles,  west  of  the  terminus,  should  be  composed  of  a  solid  earth  em- 
bankment, raised  to  an  elevation  of  at  least  fifteen  feet  above  street  grade, 
and  held  in  place  by  two  strong  masonry  retaining  walls.  All  streets, 
running  parallel  with  the  embankment,  as  far  as  covered  by  the  same, 
should  be  closed,  while  communication,  between  streets  running  trans- 
vesrely,  should  be  kept  open  by  means  of  masonry  archways,  lighted  by 
electricity.  Beyond  the  three  or  four  mile  lines,  or  wherever  property  ceases 
to  be  very  valuable,  retaining  walls  could  be  dispensed  with  and  the  em- 
bankment constructed  with  ordinary  side  slopes.  At  the  same  time,  its 
elevation  could  be  decreased  to  nine  feet  above  the  street  grade,  and 
the  archways,  extending  tsansversely  through  the  same,  could  be  de- 
pressed sufficiently  to  make  up  the  difference.  This  elevation  should  be 
retained  until  the  embankment  leaves  the  city  limits. 

The  magnitude  and  absolutness  of  the  change  outlined,  affecting,  as  it 
would,  all  existing  conditions,  not  only  where  the  new  line  would  be 
traced,  but  in  every  quarter  of  the  city,  where  old  tracks  would  be  vacated 
precludes  the  possibility  of  rendering  an  estimate  of  its  cost,  at  this  stage. 
Moreover,  to  render  an  estimate  would  not  be  in  conformity  with  the 
statement,  that  this  is  a  suggestion  only,  and  not  a  plan  upon  which  esti- 
mates might  be  based.  But  a  brief  analysis  of  the  proposition  may  be 
given,  as  it  will  reveal  at  once  its  chances,  if  any,  of  ever  becoming  real- 
ized, in  whole  or  in  part,  and  in  this  shape,    or  any  modification  thereof. 

Referring  first  to  the  items  of  grading,  bridging  and  masonry,  it  is,  of 
course,  much  cheaper  to  place,  say  seventy  tracks  on  one  embankment, 
than  to  place  each  one  on  a  separate  one.  In  this  particular  case,  Mr. 
Robinson  estimates  the  cost  of  four  track  viaducts  at  $1,106,000  for  metal, 
and  at  $706,000  for  masonry  viaducts,  per  mile  respectively.  At  this  rate 
one  mile  of  seventy  tracks,  placed  on  viaducts  of  four  traccapacity  each, 
would  cost  $19,355,000  and  $12,355,000  respectively.  To  place  the  same 
number  of  seventy  tracks  side  by  side  on  one  common  embankment,  one 
thousand  feet  wide,  and  of  the  class  I  have  described,  would  cost  only 
about  $3,300,000  per  mile,  or  slightly  more  than  one  fourth  of  the  small- 
est of  Mr.  Robinson's  estimates.  In  this  sum  earth  is  estimated  at  fifty 
cents  and  retaining  wall  masonry  at  six  dollars  per  cubic  yard,  and  no  al- 
lowance has  been  made  for  debris  from  houses  to  be  removed,  which 
would  necessarily  assist  in  reducing  the  cube  of  the  fill. 

Referring  to  the  suggestion  of  raising  or  depressing  separately  all  the 
tracks  within  the  populous  parts  of  the  city,  little  has  been  said  how  this 
is  to  be  done,  without  obstructing  the  enormous  daily  traffic  of  each  road 
thus  treated.  How  far  this  could  be  overcome  by  the  construction  of  tem- 
porary tracks,  or  by  shifting  the  railways  amongst  themselves,  during  con- 
struction, or  by  mechanical  means,  at  an  outlay  of  money,  remains  to  be 
seen,  but  to  disturb  the  surface  level  of  any  railway,  especially  to  the  ex- 
tent as  proposed  here,  and  when  that  railway  is  doing  the  business  of  a 
Chicago  railway,  is  a  serious  problem  under  the  best  of  circumstances. 
Hence  a  plan  that  would  be  free  from  this  objection,  and  permit  the  rail- 
ways the  undisputed  use  of  their  right-of-way,  during  the  process  of  rais- 
ing or  depressing  the  tracks,  would  seem  very  desirable,  and  it  may  be  said 
that  under  the  proposition  of  uniting  the  tracks,  as  outlined  in  this  paper, 
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the  existing  railway  traffic  would  not  be  molested;  for  the  railways  would 
simply  not  occupy  the  new  tracks  until  after  they  are  completed.  Only  in 
case  of  one  railway  consenting  to  give  up  its  right-of-way  for  the  purpose 
of  enlarging  the  same,  to  conform  to  the  requirements  of  this  proposition, 
a  temporary  entrance  into  the  city,  by  one  of  the  other  routes,  would  be  re- 
quired for  that  railway.  But  the  vacated  tracks  would  be  of  great  assist- 
ance during  construction. 

Violent  changes  of  existing  conditions  are,  however,  as  a  rule  regarded 
as  unsafe  and  impracticable  and,  no  doubt,  the  same  rule  for  many  rea- 
sons, local  and  general,  would  apply  strongly  here.  The  chief  argument 
against  the  change,  in  this  case,  would  be  the  immense  value  of  the  prop- 
erty, which  the  railways  have  acquired  within  the  city  limits,  and  the  pre- 
tended uselessness  of  this  property  for  any  but  railway  purposes;  also,  be- 
cause of  the  many  industries,  which  are  now  dependent  for  track  room  in 
the  very  heart  of  the  city,  and  which  would  be  cut  off  from  their  base  of 
supplies  if  the  railways  were  withdrawn. 

To  meet  the  first  of  these  objections  properly,  would  require  the  labor- 
ious task  of  ascertaining  the  value  of  the  entire  present  railway  property, 
within  the  city  limits,  and  compare  it  with  that  which  the  transferred 
tracks  would  jointly  represent,  after  removal.  The  present  value  is  placed 
all  the  way  from  sixty  to  two  hundred  million  dollars,  distributed  over 
twenty-nine  different  railway  lines,  which  enter  Chicago  on  sixteen  dis- 
tinct right-of-ways,  covering  many  square  miles  of  the  most  valuable  city 
property.  All  this  property  would  become  vacant  were  the  railways  to 
be  transferred,  but  its  character  would  seem  to  indicate  at  once  its  useful- 
ness for  purposes  of  suburban  rapid  transit,  by  cable  or  elevated  roads, 
and  greatly  facilitate  the  acquirement  of  the  right-of-way  for  these  pur- 
poses. A  large  part  of  the  vacated  property  would  be  disposed  of  in  this 
manner,  while  the  rest  would  become  available  for  streets  and  building 
lots. 

As  regards  the  industries  no  thoughtful  person  will  dispute  the  superior 
part  which  they  play  in  the  Chicago  railway  problem.  Each  railway 
penetrates  with  a  net  work  of  yard  and  spur  tracks  into  the  various  in- 
dustrial quarters  of  the  city  and  depends  upon  them  for  traffic,  as  the 
tree  does  for  nourishment  upon  its  roots.  The  industries  look  therefore 
upon  their  present  locations  as  fixtures  and,  with  the  power,  incident  to 
the  large  investments  represented,  are  solid  against  any  attempts  to  dis- 
turb them  and  interfere  with  their  present  track  facilities.  This  point 
was  illustrated,  I  am  informed,  when  some  time  ago  the  desire  of  a  rail- 
way line  to  elevate  its  tracks  at  a  complicated  crossing  in  this  city,  was 
frustrated  through  the  pressure  brought  to  bear  against  the  measure  b) 
the  industries  near  by.  What  their  resistance  will  be  to  any  plan,  which 
has  in  view  the  raising  of  the  tracks  in  a  body  or  their  removal  to  another 
part  of  the  city  may  therefore  easily  be  surmised. 

The  problem  is  thus  brought  to  the  very  door  of  the  industries,  with 
the  absolute  certainty  that  it  must  grow  vastly  more  complicated  in  the 
future,  if  the  preponderance  of  the  industries  is  conceded  and  their  dis- 
turbance considered  altogether  impracticable.  If  such  a  measure  as  was 
outlined  in  this  paper,  would  be  adopted  the  natural  course  of  events 
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would  lead  the  industries  to  follow  the  railways  to  where  tracks  could  be 
provided  for  them  and,  the  difference  between  central  and  suburban 
property  would  go  a  long  way  toward  paying  for  the  expense  of  their 
removal.  For  the  city,  their  disappearance  would  not  necessarily  be  a  loss, 
if  for  no  other  reason,  but  that  their  departure  would  result  in  the  rernoval 
of  at  least  one  of  the  causes  that  combine  to  make  this  city  one  of  the 
smokiest  and  dirtiest  in  the  country. 

In  conclusion  it  should  be  stated  that  the  idea  suggested  here  admits 
clearly  of  modifications.  Thus,  in  place  of  conducting  all  the  railways 
into  one  artery,  for  their  joint  entrance  into  the  city,  it  may  be  that 
existing  interests  would  be  served  better  by  dividing  them  into  groups, 
one  southern,  one  western,  and  one  northern  group,  and  carry  each  one 
into  the  city  on  separate  embankments,  for  which  routes  might  be  selected 
that  would  touch  most  ot  the  existing  industries  and  elevators,  providing 
them  with  tracks  from  short  inclines,  leading  down  from  the  embank- 
ments. Or,  it  might  be  suggested  to  carry  the  central  stem  out  to  a  point 
three  or  four  miles  beyond  the  city  limits,  and  let  the  union  of  tracks  take 
place  there,  which  would  make  the  line  straighter,  grading  less  expensive 
and  remove  more  crossings. 

What  the  people  want  is  a  remedy  that  will,  if  possible,  free  them 
from  this  railway  problem  forever.  If  a  radical  change,  which  alone 
would  accomplish  this  end,  is  impracticable,  then  we  must  look  for  a  com- 
promise, that  will  be  perfect  and  adequate,  and,  at  the  same  time,  satis- 
factory to  the  interests  at  stake.  No  better  plan  to  bring  about  such  a 
compromise,  can  be  suggested  than  to  submit  all  plans  and  propositions 
to  a  board  ot  experts,  convened  upon  the  request  of  parties  interested, 
and  on  which  these  parties  themselves  are  represented.  With  such  a 
board,  properly  authorized  to  collect  what  we  need  most,  data  and  infor- 
tnatton,  we  may  rest  assured  that  the  problem  will  be  sifted  to  the  bottom 
and  a  final  plan  prepared  that  stands  a  good  chance  of  being  adopted. 

I  understand  that  there  is  a  hope  of  having  such  a  board  appointed  at 
an  early  day. 
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PROCEEDINGS. 


ENGINEERS'  CLUB   OF   KANSAS  CITY. 


Juke  20,  1890.— An  excursion  was  taken  to  Merriam  Park  by  a  special  train,  over 
the  K.  C,  F.  S.  &  M.  Railroad,  leaving  at  12  o'clock,  eighteen  members  and 
twenty  visitors  being  present.  After  the  inspection  of  some  bridge  abutment  ma- 
sonry on  the  line  of  the  road  near  Rosedale,  and  partaking  of  an  out  door  lunch  at 
the  park,  Mr.  Gillham  read  a:paper  on"'High  Speeds  and  Defective  Detailsin  Marine 
Engines,"  referring  especially  to  the  accident  to  the  steamer  "City  of  Paris.  " 

Contrary  to  the  originally  accepted  opinion,  Mr.  Gillham  thought  the  immediate 
cause  of  the  accident  was  due  to  the  insufficient  strength  in  the  connection  between 
the  piston  and  the  piston  rod,  considering  the  high  speed  and  immense  weight  of 
parts;  that  with  greater  coning  to  the  piston,  the  use  of  governors  acting  simulta- 
neously on  each  of  the  three  cylinders,  by  the  constant  presence  of  the  engineer  at 
the  throttle,  by  greater  efficiency  in  the  training  and  discipline  of  the  crew  and  by 
being  content  with  a  more  moderate  speed  of  the  vessel,  the  accident,  if  not  pre- 
vented, would  not  have  been  of  so  serious  nature. 

After  a  discussion  iby  Messrs.  Gunn,  Goldmark,  Talmage,  Mason,  Breithaupt 
and  Knight,  the  President  accepted  with  thanks  the  Club's  request  that  he  should 
retain  his  office  until  the  ne.xt  regular  election. 

The  party  returned  at  about  5  o'clock  after  a  most  enjoyable  e.xcursion. 

Kenneth  Allen,  Secretary. 


CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


July  S,  1889— The  regular  meeting  was  opened  at  8:11;  p.  m.  President  Searles 
in  the  chair.  In  the  absence  of  the  secretary,  Mr.  C.  O.  Palmer  was  appointed  Sec- 
retary, pro  tem.  Present,  eighteen  members  and  three  visitors.  The  minutes  of  the 
June  meeting  were  read,  and,  after  correction,  approved.  The  Secretary,  having 
arrived,  took  his  seat,  and  reheved  Mr.  Palmer. 

The  name  of  Mr.  James  Morris  Wright  was  presented  for  ballot,  for  active  mem- 
bership. Mr.  Mordecai  and  Mr.  Palmer  were  appointed  tellers,  and  on  their  re- 
port Mr.  Wright  was  declared  elected. 

The  Executive  Board  reported  the  purchase  of  a  Secretary's  desk,  which  was 
ong  needed,  and  it  is  now  in  the  Club  room. 

Mr.  Gobeille  reported  for  the  Committee  on  Picnic,  giving  some  particulars 
which  will  be  more  fully  stated  in  a  circular. 

Mr.  Mordecai  then  reported  for  the  Committee  on  Affilation  that  he  had  heard 
from  Mr.  Holloway,  who  had  attended  the  meeting  appointed  in  New  York  for  con- 
ference, and  that  the  attendance  was  very  small,  and  nothing  was  accomplished  at 
that  time. 

The  President  read  a  letter  from  Mr.  Kirchhoff,  Jr.,  Secretary  of  the  American 
Reception  Committee,  stating  that  owing  to  a  change  in  the  program,  the  party  of 
Foreign  Iron  Masters  and  Engineers  would  not  visit  Cleveland;  however,  some  in- 
dividual members  may  be  able  to  do  so. 

Mr.  Gobeille  mentioned  the  receipt  of  a  letter  from  Gen.  Wilson,  Superin- 
tendent of  West  Point,  N.  Y.,  e.xpressing  the  writer's  continued  interest  in  the 
Club. 

The  Amendments  to  the  Constitution  of  the  Association  of  Engineering  Societies, 
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proposed  by  the  Board  of  Managers  and  published  in  the  December  number  of  the 
Journal,  were  presented  for  consideration.  On  motion  of  Mr.  Barber,  seconded  by 
Mr.  Gobeille,  the  first  and  second  amendments  were  separately  discussed,  and 
finally  adopted. 

The  paper  of  the  evening  on  "Methods  of  Wall  Decoration"  was  read  by  Mr.  C. 
O.  Arey.  Alter  noting  the  objections  to  oil  colors  and  kalsomining  process,  he 
narrated  his  experience  with  other  methods.  The  encaustic  process  as  practiced  by 
the  ancient  Greeks  was  found  too  expensive.  The  fresco  practiced  by  the  early 
Renaissance  was  found  satisfactory  with  the  exception  that  the  work  washable  to  be 
injured  or  broken,  after  completion,  by  the  finishing  carpenters.  He  then  tried 
many  experiments  to  find  a  method  similar  to  this  fresco,  which  could  be  applied  on 
a  dry  wall;  this  was  accomplished  by  a  chemical  union  of  alum  and  lime,  providing 
only  mineral  colors  were  used.  This  method  allows  one  to  apply  on  the  wall  a  per- 
manent finish  unaffected  by  water  at  a  very  moderate  expense.  The  paper  was  then 
discussed  by  Messrs.  Barber,  Herman,  Richardson,  Porter  and  others. 

(Adjourned.) 

After  adjournment  many  members  of  the  Club  visited  the  fallen  electric-light 
mast  which  was  wrecked  by  the  storm  a  few  hours  pievious. 

A.  H.  Porter,  Secretary. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 

SjIST  meeting,  JUNE  i8, 1'-'qo.  The  Club  met  atSii,  p.  m.,  in  the  rooms  oi  the 
Elks'  Club,  Vice-President  Burnet  in  the  chair;  seventeen  members  and  three 
visitors  present.  The  minutes  of  the  330th  ineeting  were  read  and  approved.  The 
Executive  Committee  reported  the  doings  of  its  Q4th  meeting. 

An  application  for  membership  was  announced  from  Richard  Klemm,  Park 
Commissioner,  city  of  St.  Louis,  endorsed  by  M.  L.  Holman  and  Geo.  Burnet. 

The  Secretary  then  read  a  communication  from  the  Chairman  of  the  Board  of 
Managers  of  the  Association  of  Engineering  Societies,  calling  attention  to  certain 
amendments  to  the  Articles  of  Association,  which  had  been  adopted  by  the  board, 
and  were  now  being  submitted  to  the  societies  for  ratification.  These  amendments 
may  be  found  on  page  589  of  the  Journal  for  December,  i88q.  On  motion  of  Mr. 
Seddon,  it  was  ordered  that  a  special  committee  of  three  be  appointed  to  consider 
this  matter  and  report  at  the  next  meeting.  Messrs.  J.  A.  Seddon,  B.  L.  Crosby  and 
W.  H.  Bryan  were  appointed  such  committee. 

The  Secretary  then  read  Prof.  Chas  C.  Brown's  paper  on  "River  Pollution  in 
the  United  States."  The  author  divided  the  treatment  of  his  subject  into  three  heads: 
First,  streams  used  for  water  supply  only:  second,  streams  used  for  draining  pur- 
poses only:  third,  streams  used  for  both  water  supply  and  drainage.  The  paper 
was  confined  principally  to  the  consideration  of  the  latter  class,  it  being  the  most 
important.  The  author  gave  abstracts  of  the  work  done  in  different  states  hereto- 
fore, in  the  direction  of  investigating  the  pollution  of  streams,  accompanying 
his  remarks  by  tables,  showing  the  results  of  chemical  analyses  of  a  large  number  of 
different  waters.  The  author  stated  that  he  would  be  glad  to  receive  further  data  and 
asked  for  criticism  and  discussion  of  the  subject.  After  brief  discussion  by  Messrs. 
Beahan,  Seddon  and  Holman  the  meeting  adjourned. 

Wm.  H.Bryan,  Secretary. 


MONTANA  SOCIETY  OF  CIVIL  ENGINEERS. 


April,  ig,  i8qo.— The  regular  monthly  meeting  was  held  at  the  office  oi  the  Chief 
Engineer,  Montana  Central  Railway,  President  E.  H.  Beckler  in  the  chair.  There 
were  twelve  members  and  two  visitors  present. 

The  minutes  of  the  last  regular  meeting  were  read  and  approved. 

Under  the  head  of  balloting  for  members  Messrs.  Danse  and  Pearis  were  ap- 
pointed by  the  chair  as  tellers. 

Mr.  Samuel  D.  Bridge  was  declared  elected  to  membership. 
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Under  reports  of  committees  Mr.  Haven,  chairman  of  the  Committee  on  Affilia- 
tion with  the  American  Society  of  Civil  Engineers,  requested  that  the  Secretary- 
read  printed  plans  A,  B,  C,  D,  and  E,  furnished  in  pamphlet  form  by  Mr.  Wm.  P. 
Shinn,  Chairman  American  Society  Civil  Engineers'  Committee.  After  reading 
plans  A  and  B,  Mr.  Herron  moved  that  the  plans  be  referred  back  to  the  Committee 
on  Affiliation,  with  the  request  that  after  a  consideration  of  the  various  plans  the 
committee  advise  in  favor  of  one  or  other  of  the  same.  Mr.  Haven  stated  that  the  time 
was  too  short  to  allow  any  delay,  as  the  meeting  at  which  the  matter  was  to  be 
decided  was  to  be  held  the  first  week  in  June.  Mr.  Herron  withdrew  his  motion, 
and  the  Secretary  proceeded  to  read  plans  C,  D,  and  E.  The  various  plans  were 
then  discussed  by  members. 

Mr.  Keerl  expressed  himself  in  favor  of  affiliation.  Mr.  Kelley  moved  the 
matter  be  referred  back  to  the  committee  with  instruction  to  pay  particular  atten- 
tion to  plans  C  and  D.  Seconded.  Mr.  Danse  moved  as  an  amendment  that  the 
committee  be  authorized  to  act  finally  for  the  Society  without  limit  to  any  plan. 
Seconded.  After  discussion,  and  by  consent  of  second,  Mr.  Danse  withdrew  his 
amendment.  Mr.  Foss  moved  as  an  amendment  that  the  committee  be  instructed 
to  report  at  a  special  meeting  two  weeks  from  to-night.  Amendment  seconded  and 
accepted.    Motion  as  amended  carried. 

It  was  requested  by  Mr.  Haven  that  the  Secretary  state  the  object  in  notifying 
members  of  the  time  of  special  meeting. 

Mr.  Sizer  reported  for  the  committee  on  report  to  Hon.  T.  H.  Carter,  M.  C, 
and  submitted  a  letter  from  Mr.  Carter's  secretary  acknowledging  receipt  of  his 
communication.  Mr.  Sizer  stated  that  he  would  furnish  the  Secretary  a  copy  of  the 
communication  mentioned  in  Mr.  Carter's  letter. 

Under. the  head  of  unfinished  business,  the  amendment  to  the  By-laws,  Sec.  3, 
Art.  IV.,  was,  on  a  count  of  votes,  declared  carried,  there  being  fifteen  votes  in  the 
affirmative  and  four  in  the  negative. 

The  President  appointed  as  a  committee  on  Topics,  Mr.  Sizer,  Mr.  Danse,  and 
Mr.  Foss. 

Mr.  Herron  moved  that  the  vote  on  election  of  members,  and  on  the  amend- 
ment to  By-laws,  as  announced  in  these  minutes,  be  stricken  out  as  unconstitutional 
under  Sec.  4,  of  Art.  VI.    Seconded  and  carried. 

Mr.  Herron  moved  that  the  Secretary  be  instructed  to  send  out  new  letter  bal- 
lots, both  for  candidates  for  election  and  also  for  the  amendment  to  the  By-laws,  and 
that  the  members  be  notified  of  the  reason  for  a  reballoting.  Seconded  and 
carried. 

Mr.  Foss  called  for  the  reading  of  the  list  of  delinquent  members.  After  the 
reading,  Mr.  Keerl  moved  delinquent  members  to  the  extent  of  six  months  be 
notified  finally,  and  warned  that  further  delinquencies  on  their  part  would  subject 
them  to  the  penalty  of  being  dropped  trom  membership  in  the  Society,  and  that  their 
attention  be  called  to  Sec.  7  of  Art.  V.,  of  the  By-laws.    Seconded  and  carried. 

Under  the  head  of  unfinished  business  Mr.  Haven  gave  notice  that  at  the  next 
meeting  he  would  introduce  an  amendment  to  the  constitution,  authorizing  the 
appointment  of  a  Committee  on  Membership. 

Adjourned.  Charles  G.  Griffith,  Secretary. 


May  3,  1890.— A  special  meeting  was  held  at  the  office  of  President  E.  H.  Beck- 
ler.  Second  Vice-President  John  Herron  in  the'chair,  with  five  members  present. 

Mr.  Keerl  was  elected  secretary  pro  tem.  The  chair  stated  the  call  for  the 
meeting  and  Mr.  Haven  submitted  the  report  of  the  Committee  onAffi  liation  with  the 
American  Society  of  Civil  Engineers,  which  was  read,  discussed  and  adopted. 

Adjourned.  J-  S.  Keerl,  Sec'y  Pro  Tem. 


May  17,  1S90.— The  regular  monthly  meeting  was  held  at  the  office  of  President 
E.  H.  Beckler,  at  9  p.  m.,  Second  Vice-President  John  Herron  in  the  chair,  with 
seven  members  piesent. 
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Owing  to  the  absence  of  the  Secretary  the  reading  of  the  minutes  was  dispensed 
with.  Mr.  Haven  offered  a  resolution,  pursuant  to  the  notice  given  at  the  previous 
regular  meeting  as  follows:  Amendment  to  Sec.  3,  Art.  IV.  of  By-laws.  Strike  out 
the  whole  section  and  substitute  the  following: 

"  All  applications  for  membership  must  be  presented  at  a  regular  meeting  of  the 
Society  and  be  read,  and  then  referred  to  the  Board  of  Trustees,  who  shall  investi- 
gate the  qualifications  of  the  applicant  and  report  thereon  to  the  Society  at  the 
next  regular  meeting,  at  which  time  they  shall  be  again  read,  together  with  the  report 
of  the  Trustees,  and  if  by  a  vote  of  the  meeting  the  applications  are  received,  they 
shall  be  submitted  to  a  letter  ballot  of  the  whole  Society,  but  the  ballots  for  each 
candidate  must  be  on  a  separate  piece  of  paper,  negative  ballots  will  reject." 

Explaining  that  the  blank  in  the  final  sentence  was  to  be  filled  out  in  such 
manner  as  would  be  dictated  by  the  result  oi  the  vote  on  the  amendment  pending, 
and  the  sense  of  the  meeting.    Seconded  by  Mr.  Foss. 

The  chair  ruled  discussion  was  out  of  order  before  next  regular  meeting,  at 
which  time  it  should  be  considered. 

Adjourned  to  31  inst.  L.  O.  Danse,  Sec'y  Pro  Tem. 


May  31,  1890.— An  adjourned  meeting  was  held  at  8:30  p.  m.,  at  the  office  of  Mr.  E. 
H.  Beckler,  Chief  Engineer  Montana  Central  Railway.  In  the  absence  of  the 
President,  Col.  W.  W.  de  Lacy  occupied  the  chair.  There  were  present  twelve 
members. 

The  minutes  of  the  three  previous  meetings  were  read  and  approved. 
Samuel  D.  Bridge  was  declared  elected  a  member  of  the  Society. 
The  Secretary  was  directed  to  send  to  Mr.Wm.  P.  Shinn,  Chairman  At S.  of  C.  E. 
a  copy  of  the  report  made  by  the  Committee  on  Affiliation  with  the  A.  S.  of  C.  E. 

The  vote  upon  the  following  amendment  to  the  By-laws  was  canvassed  and  the 
amendment  declared  adopted:  That  Sec.  III.  of  Art.  IV.  be  amended  by  striking 
out  in  said  section  after  the  word  "ballot,"  in  the  fourth  line,  the  words  "An  affir- 
mative vote  of  three-fourths  of  the  votes  cast  shall  be  necessary  for  election,"  and 
inserting  in  lieu  thereof  the  words  "Five  negative  votes  shall  debar  the  candidate 
from  admission." 

The  Secretary  called  attention  to  his  resignation  tendered  at  the  regular  meet- 
ing of  the  17th  inst.  He  stated  that  the  step  became  necessary,  due  to  his  frequent 
absence  from  Helena,  preventing  him  from  giving  proper  attention  to  the  work. 
Mr.  Danse  moved  the  resignation  be  accepted.  Carried.  Mr.  Kelly  moved  the 
thanks  of  the  Society  be  tendered  the  retiring  Secretary  for  his  services.  Carried 
unanimously. 

Mr.  Keerl  moved  that  a  committee  of  three  be  appointed  to  select  a  suitable 
member  as  a  candidate  for  Secretary,  and  that  a  temporary  Secretary  be  appointed 
to  fill  the  office  until  such  selection  is  made.    Carried. 

Mr.  Griffith  nominated  Mr.  Kelly  as  temporary  secretary.  Mr.  Kelly  nominated 
Mr.  Keerl.  After  an  endeavor  made  by  both  gentlemen  to  decline,  the  chair 
appointed  Mr.  Keerl  as  temporary  secretary.  The  chair  appointed  as  the  commit- 
tee to  select  a  candidate,  Messrs.  Haven,  Hovey,  and  Danse.  A  motion  prevailed 
that  by  reason  of  being  a  member  of  such  committee  should  be  no  bar  to  his  selec- 
tion as  a  candidate  for  Secretary. 

Mr.  Keerl  moved  that  the  Secretary  be  instructed  to  secure  for  the  Society's 
Library  all  the  back  volumes  of  the  Proceedings  of  the  American  Institute  of  Min- 
ing Engineers,  and  that  he  communicate  relative  thereto  at  his  earliest  convenience, 
with  the  Secretary  of  said  Institute.    Carried. 

Mr.  Keerl  moved  that  the  Secretary  be  directed  to  communicate  with  the  Sec- 
retary of  the  American  Society  of  Civil  Engineers  relative  to  securing  for  the  So- 
ciety's Library,  all  the  back  volumes  of  the  proceedings  of  said  Society— except 
those  now  owned  by  the  Montana  Society.    Carried. 

By  motion  of  Mr.  Haven,  the  proposed  amendment  to  Section  III.  Article  IV, 
offered  at  the  monthly  meeting  of  the  17th  inst.,  was  read.  Mr.  Keliy  offered  as  a 
substitute  for  the  amendment  that  the  President  appoint  a  committee  of  three  to 
revise  the  Constitution  and  By-laws.    Carried. 
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E.   Ingersoll  was  retid.    The  Secretary  moved  th 
>rment  of  dues,  if  any,  as  required  by  the  By-law- 
Adjourned.  Charles  G.  Griffith,  Secretary. 


The  resignation  of  Mr.  G.  E.  Ingersoll  was  read.  The  Secretary  moved  the 
resignation  be  accepted  on  payment  of  dues,  if  any,  as  required  by  the  By-laws. 
Carried. 


WESTERN    SOCIETY    OF    ENGINEERS. 


June  4TH,  1890.— The  270th  regular  meeting  of  the  Society  was  held  at  its  rooms 
Wednesday  evening,  June  4,  1890.,  at  S  o'clock  p.  m..  President  L.  E.  Cooley  in  the 
chair  and  some  fifty  members  present. 

The  minutes  of  the  preceding  meeting  were  passed  and  the  Secretary  gave  a  re- 
port of  the  meeting  of  the  Board  of  Directors.  The  following  members  were  elec- 
ted: Messrs.  Frank  F.  Heck,  John  Henry  Spengler,  Samuel  V.  Ryland,  James  J. 
Reynolds,  Henry  F.  Baldwin,  Emil  Gerber,  Fred.  T.  Rolph,  Charles  J.  Peters,  Ed- 
ward Shelah,  H.  S.  Houck. 

The  following  applications  were  filed:  Rudolphus  B.  Bourland,  C.  F.  Theodor 
Kandeler,  Edward  L.  Abbott,  Charles  Levings.  Mr.  H.  B.  Alexander,  of  Geneva, 
111.,  renewed  his  membership. 

The  following  report  of  the  special  committee  appointed  to  consider  the  com- 
munication from  the  American  Society  of  Civil  Engineers,  on  the  subject  of  Affilia- 
tion of  Engineering  Societies,  was  then  presented  to  the  Society. 

Chicago,  May  29,  1890. 
W.  P.  Shinn,  Esq.,  ^      ^ 

Chairman  Com.  on  Revision  of  Constitution  and  By-laws,  American 
Society  of  Civil  Engineers. 

Dear  Sir: 

The  Committee  appointed  by  the  Western  Society  of  Engineers,  to  confer  with 
your  Committee  with  a  view  to  determining  whether  a  satisfactory  basis  can  be 
established  for  an  affiliation  with  the  American  Society  of  Civil  Engineers,  begs  to 
submit  the  following  views,  in  accordance  with  your  request,  as  contained  in  your 
circular  of  March  26,  1^90. 

Engineers  are  generally  agreed  that  it  is  most  desirable  that  there  should  be  a 
close  union  and  co-operation  between  all  the  members  of  the  profession  in  this 
country,  as  well  as  of  the  individual  engineering  societies.  In  no  other  way  can 
concert  of  action  be  so  well  obtained  to  elevate  the  acquirements  and  position  of 
Engineers.  The  main  difficulty  in  the  way  hitherto,  has  been  the  lack  of  some  ade- 
quate plan  of  bringing  about  that  union  which  gives  strength. 

In  this  respect  the  five  suggestions  appended  to  your  circular  seemed  to  us 
scarcely  complete  enough  to  be  discussed  individually,  but  they  may  be  divided  into 
two  classes: 

1.  Affiliation  plans.  A,  B  and  C. 

2.  Federative  plan,  D. 

The  preterence  of  our  Committee  is  for  some  form  of  organization  which  will 
afford  the  advantages  both  of  affiliation  and  federation  and  which  will  build  up  one 
strong  homogeneous  society,  open  to  all  the  members  of  the  profession,  under  their 
appropriate  grades,  provided  that  this  can  be  organized  so  as  to  recognize  in  some 
way  all  the  existing  local  societies  and  their  membership,  and  preserve  the  autono- 
my of  the  societies,  and  foster  the  local  meetings  which  have  been  found  so  valuable 
as  to  lead  to  the  increasing  organization  of  Engineers'  clubs,  even  where  the  mem- 
bers were  already  connected  with  the  Am.  Soc.  of  C.  E. 

We  believe  therefore  that  any  affiliation  plan  must  in  the  main  provide  features 
embodied  in  the  accompanying  "Suggestions  for  a  General  Organization  of  Engin- 
eers."   For  the  American  Society  to  accomplish  this  it  would  be  necessary: 

1.  To  continue  the  present  members  of  the  local  societies  in  connection  with 
the  reorganization,  under  appropriate  grades. 

2.  Local  meetings  and  self-government  of  each  branch  so  far  as  this  casts  no 
responsibility  upon  the  general  organization. 

3.  Representation  of  each  branch  in  the  general  Board  of  Direction. 

4.  That  the  Board  of  Direction  shall  be  representative  of  the  several  units  com- 
posing the  organization. 

Should  these  features  be  deemed  objectionable  there  will  remain  the  alternative 
of  some  loose  federation  for  the  reading,  discussion  and  printing  of  papers,  such  as 
that  outlined  in  plan  D,  but  even  this  will  need  elaboration  and  eventual  discussion 
in  some  joint  committee  meeting  of  all  the  societies  interested. 

Respectfully  submitted, 
Signed,  Benezette  Willi.^ms, 

A.  Gottlieb, 

O.  Chanute,  per  L.  E.  Cooley, 
H.  B.  Herr, 
A.  F.  Nagle. 

Committee. 
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SUGGESTIONS  FOR  A  GENERAL  ORGANIZATION   OF    ENGINEERS. 

A.  The  ultimate  purposes  on  which  Engineering  Associations  should  be  founded 
seem  to  be. 

1.  Social  fellowship,  e.xchange  of  professional  e.xperience  and  the  fostering  of 
brotherly  relations  by  union  in  a  common  body  of  all  members  of  the  engineering 
profession,  and  those  entrusted  with  the  management  of  carrying  out  of  engineering 
enterprises. 

2.  The  preparation  and  publication  of  original  engineering  experiences  and 
special  investigations  of  technical  interest,  and  of  "contributions  to  kno  wledge"  on 
subjects  recognized  as  importat,  but  for  which  the  demand  is  too  limited  to  justify 
cost  of  commercial  publication,  and  to  embrace  all  current  literature  by  abstract  or 
index  in  one  publication. 

3.  To  encourage  and  secure  through  individual,  corporate  and  governmental 
agencies,  the  systematic  valuation  of  all  the  "forces  and  materials  of  nature"  with 
which  problems  of  engineering  are  concerned. 

4.  To  influence  and  direct  public  legislative  opinions  in  matters  of  policy  con- 
cerning those  public  works  in  which  the  engineer  is  better  fitted  to  give  advice  than 
any  other  class  of  citizen. 

A  place  of  resort  for  engineers  in  every  centre  of  population  where  they  may 
meet  each  other,  discuss  current  topics  and  entertain  those  in  related  fields  is  recog- 
nized as  of  prime  importance. 

At  meetings  of  local  bodies,  technical  contributions  are  important,  but  if  worthy 
furnish  little  material  for  discussion.  They  are  matters  of  individual  reading  and 
criticism  and  careful  thought.  Discussion  of  such  contributions  in  public  assem- 
blage does  not  enlist  interest  01  secure  attendance. 

Experience  shows  that  the  profession  is  interested  in  the  settlement  of  contro- 
versial questions  which  present  true  issues,  and  in  matters  of  public  policy  related 
to  public  works. 

There  are  also  broad  ciuestions  of  general  concern,  and  a  large  field  of  common 
purpose,  which  concerns  the  profession  as  a  whole:  but  the  nature  of  these  more 
general  questions  does  not  call  for  frequent  meetings,  nor  are  frequent  meetings 
practicable  for  a  national  organization.  The  detailed  formation  of  opinion  is  best 
accomplislied  through  smaller  bodies  than  such  an  organization. 

The  general  organization  should  in  no  way  be  restrictive,  but  may  be  suggestive 
to  the  local  organizations,  as  the  initiation  oi  action  important  to  the  profession,  and 
the  carrying  out  of  the  same  must  be  mainly  discretionary  with  the  local  bodies 
leaving  to  the  central  body  largely  the  coordination  of  effort. 

B.  The  following  general  plan  therefore  follows: 

1.  An  organization  of  all  branches  of  the  profession  in  one  association,  the  gen- 
eral membership  to  be  attached  to  local  bodies  when  within  certain  distances  of  such 
bodies,  the  local  bodies  to  have  other  membership  purely  local  or  that  have  all  priv- 
ileges with  the  right  to  vote  restricted  to  the  local  organization. 

2.  Each  local  body  shall  be  organized  under  tho  same  constitutional  form,  but 
may  have  by-laws  to  meet  local  needs,  provided  they  do  not  conflict  with  the  general 
by-laws  of  the  association. 

3.  The  general  governing  body  shall  be  drawn  from  the  general  membership, 
but  shall  in  part  be  elected  by  ana  he  representative  of  the  several  local  bodies  com- 
posing the  organization. 

4.  Governing  body  shall  work  strictly  within  the  lines  of  its  constitutional  au- 
thority, and  may  pass  by-laws  for  general  purposes,  but  all  amendments  to  constitu- 
tion, or  grants  of  authority  must  be  ratified  by  tiie  local  bodies. 

5.  General  meetings  of  governing  body  and  of  the  general  membership  may  be 
held  annually  or  semi-annually. 

C.  As  a  first  step  to  biing  about  a  federation  which  shall  grow  into  a  constitu- 
tional union,  it  is  suggested: 

That  each  society  appoint  delegates,  one  for  each  fifty  'members,  to  attend  a 
convention:  to  draft  provisional  articles  of  federation:  and  that  such  provisional 
articles  of  federation  be  submitted  to  each  society  represented  for  ratification;  and 
that  upon  the  ratification  by  two-thirds  of  the  societies  participating,  the  federation 
shall  enter  upon  its  existence. 

It  may  be  observed  that  grave  doubts  are  entertained  as  to  the  possibility  of 
founding'an  organization  patterned  after  those  existing  abroad,  not  only  from  the 
vast  extent  of  this  country  and  the  diversified  interests  of  various  sections,  but  also 
on  account  of  the  political  and  social  ideas,  characteristic  of  the  American  people. 
Any  general  organization  for  the  United  States  must  respect  the  political  habits  and 
tendencies  of  the  people  and  follow  the  logical  growth  of  American  institu- 
tions. 

It  was  moved  and  seconded  that  the  report  be  printed  and  laid  on  the  table  for 
future  consideration. 

Mr.  Chanute  then  gave  some  details  of  the  proposed  entertainment  to  the  Iron 
and  Steel  Institute  of  Great  Britan,  the  visiting  members  of  which  would  reach  Chi- 
cago, October  13.  It  was  moved  to  appoint  a  committee,— this  was  put  to  a  vote  and 
carried. 

The  President  appointed  Mr.  Chanute  chairman,  and  asked  him  to  suggest  to 
the  chair,  at  his  leisure,  other  members  of  the  committee. 

The  discussion  of  the  Railway  Problem  being  in  order,  the  president  called  upon 
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Mr.  T.  T.  Johnson,  who  displayed  a  diagram  showing  the  growth  and  disposition 
of  population  of  Chicago.    He  gave  the  following  description: 

The  tact  has  been  recognized  that  in  correcting  evils  of  the  existing  railway 
locations  in  the  city,  it  will  be  useful  to  so  dispose  matters  as  to  avoid  them  in  the 
future.  It  maybe  of  interest  to  have,  if  it  is  possible,  some  idea  of  what  the  future 
may  bring  forth.  To  this  end  I  have  resurrected  a  diagram  which  grew  out  of  a 
general  study  of  Chicago's  growth.  Another,  which  has  been  published  several 
times,  relates  to  the  rate  of  growth  of  population,  and  compares  the  industrial  cen- 
tre—not the  political  city,  called  Chicago— with  other  industrial  centres-  It  leads  to 
the  inference  that  the  population  will  be  2,500,000  between  fifteen  and  twenty  years 
from  the  present  time,  provided  the  precedent  in  urban  growth  elsewhere  be  fol- 
lowed here. 

Assuming  that  the  population  be  sooner  01  later  2,500,000,  then  the  diagram  may 
be  described  as  being  an  attempt  to  show  how  it  will  be  distributed  on  the  area  it 
occupies.  The  diagram  is,  of  course,  mainly  speculative,  though  based  on  some 
facts,  and  on  inferences,  many  of  which  are  very  logical.  Among  other  things  used 
as  guides  were  the  distributions  of  populations  on  the  area  in  question  for  the  years 
1S84  and  18S6,  reinforced  since  by  the  distribution  made  under  the  direction  of  the 
president  for  1888,  which  I  believe  has  been  viewed  by  the  Society.  Also  the  known 
facts  as  to  the  number  of  persons  of  differing  stations  in  life,  who  will  live  on  an 
acre  or  a  square  mile.  Nevertheless,  there  are  many  other  things  which  governed 
in  this  attempt  at  future  distribution  of  population,  which  is  purely  speculative,  and 
on  which  no  two  persons  would  be  likely  to  arrive  at  the  same  conclusion.  Be  all 
that  as  ii  may,  it  is  probable  that  any  one  making  such  a  diagram  would  have  the 
population  of  urban  nature  extending  over  fully  as  large  an  area  as  the  diagram 
presented  contemplates.  In  other  words,  the  evils  of  street  and  railway  crossings 
will  be  practically  continuous  for  from  fifteen  to  twenty  miles  from  the  city  centre, 
because  population  of  an  urban  nature  will  extend  to  about  those  distances. 

It  is  true  that  many  of  these  crossings  may  be  such  as  to  require,  individually, 
but  little  attention.  For  instance,  the  many  may  be  such  as  are  met  with  by  rail- 
ways passing  through  towns  of  smaller  population.  However,  when  taken  collec- 
tively, and  considered  as  being  continuously  met  through  such  long  distances,  and 
being  complicated  by  more  or  less  continuous  systems  of  side  tracks  and  various 
commercial  facilities,  is  it  not  to  be  concluded  that,  with  the  existing  method  of  rail-" 
way  location  all  the  crossings  will  be  desirable  subjects  for  correction? 

Something  like  twenty  lines  of  railroad  now  enter  the  city — say  twenty — and  con- 
cede that  no  new  lines  will  be  constructed.  The  city  limits  of  the  future  will  there- 
fore contain  between  300  and  400  miles  of  main  line— essentially  all  independent  and 
double,  triple  or  lour  tracked.  Surely  they  will,  taken  in  the  aggregate,  be  equiva- 
lent to  400  miles  of  independent  double  track.  If  55^0,000  per  mile  be  the  cost  of  ele- 
vating the  tracks  the  expenditure  will  foot  up  ?2oo,o  0,000.  Everything  in  the  shape 
of  yards,  tracks,  and  other  commercial  arrangements  will  still  be  on  the  surface, 
and  crossing  streets  at  grade.  And  the  railroads  will  still  be  crossing  at  grade. 
And  furthermore,  this  state  of  affairs  probably  less  than  twenty  years  in  the  future — 
a  rather  short  time  when  the  magnitude  of  any  remedial  undertaking  is  consideied. 
Do  not  these  thoughts,  speculative  as  they  are,  suggest  that  something  more  radi- 
cal than  this  mere  elevation  or  depression  of  tracks  will  be  a  necessity  of  the  com- 
paratively near  future?  Could  not  the  city  terminals  pass  from  individual  control 
into  one  terminal  concern  which  could  rearrange  existing  roadways,  abolishing  many 
railway  grade  crossings,  which  are  really  of  no  importance  to  commerce  or  travel, 
and  diminishing  the  number  of  main  lines  in  the  city  limits." 

Mr.  Max  E.  Schmidt  then  followed  with  a  paper  on  the  "Chicago  Railway 
Problem.".    See  page  368. 

Mr.  Corthell  in  reply  said:  This  subject  of  Mr.  Schmidt  is  too  extensive  for  a 
discussion  to-night.  It  is  so  radical  that  it  starts  in  with  a  confiscation  of  railway 
property,  and  a  rearrangement  that  it  will  take  a  good  while  to  accomplish,  and  be- 
fore it  is  undertaken,  we  certainly  ought  to  have  a  good  deal  of  time  to  think  of  and 
discuss  it.  The  lailways  themselves  will  be  very  much  interested  in  it,  and  the  city 
itself  should  have  a  voice  in  the  matter,  and  the  whole  subject  should  be  thoroughly 
discussed  and  studied.     For  one,  I  think  we  have  not  the  facts  at  hand  in  order  to 
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make  a  thorough  study  with  a  reasonable  hope  of  accomplishment.  It  is  hardly 
proper,  or  best  for  us,  and  it  would  be  a  waste  of  time  to  go  on  with  a  discussion!  of 
this  subject  when  we  have  not  at  hand  the  facts  which  underlie  it.  Now,  this  is  a 
very  important  subject.  We  acknowledge  that.  The  railway  people  acknowledge 
it  as  well  as  we.  The  tracks  must  go  up  ar  down,  and  there  must  be  some  rearrange- 
ment of  them  in  order  not  to  interfere  so  much  as  they  do  with  the  ordinary  business 
of  this  city;  the  social  interests  of  the  city:  the  getting  back  and  forth  from  one  poini 
to  another  without  danger  to  life  and  limb.  The  question  is,  how  to  do  it.  I  do  not 
think  we  are  ready  to  solve  that  question  to-night,  and  with  this  thought  upper- 
most in  my  mind,  I  have  prepared  a  resolution  for  this  meeting  looking  to  the  ob- 
taining of  the  facts.  We,  who  have  given  the  subject  any  attention,  and  those  of 
us  who  are  railway  engineers,  certainly  know  that  the  railroads  and  industries,  and 
the  wharves,  and  the  lumber  yards,  and  the  elevators,  and  the  ordinary  warehouses 
of  this  city;  not  only  the  wholesale  warehouses,  but  the  small  warehouses  and  the 
little  shops,  the  box  factory,  and  some  little  coal  yard,  that  they  are  all  interlocked, 
and  how  to  pull  them  apart  without  destroying  the  life  of  this  city,  is  a  very  serious 
problem,  and  without  going  into  any  further  discussion  of  the  subject,  I  offer  this 
resolution  Mr.  President: 

Resolved,  that  a  committee  be  appointed  to  consider  and  report  upon  the 
railway  problem  of  Chicago  in  relation  to  terminals,  rapid  transit,  marme  commerce 
and  related  interests,  under  innstructions  as  follows: 

The  Committee  to  be  composed  of  seven  to  make  a  final  report  when  the  work 
entrusted  to  them  is  completed.    The  outline  of  the  work  to  be  as  follows: 

I  St.  Preparation  of  a  general  map  of  the  city  of  Chicago,  and  the  adjacent 
territory  involved  in  the  consideration,  showing  each  terminal  to  the  limits  deter- 
mined, the  map  also  to  show  the  river,  slips,  docks  and  cable  and  horse  car  hnes 

2nd.  Detailed  maps  showing  each  railroad  within  the  above  limits,  including 
tracks  in  passenger  stations,  transfer  yards,  team  track  yards,  lumberyards,  freight 
houses,  elevators,  industries  and  docks,  and  connecting  tracks  with  other  railraods, 
also  on  these  detailed  maps  the  principal  streets  and  cable  and  horse  car  hnes, 
the  river  and  slips,  also  bridges  both  railroad  and  street;  the  maps  to  be  made  on 
mounted  paper  and  arranged  as  a  set. 

3RD.   STATEMENT. 

{a)  Number  of  freight  cars  and  tons  of  freight  received  and  forwarded  in  1889  by 
each  railroad.  .        ,.  r      .  <- 

(d)  Number  of  freight  cars  moved  on  connectmg  hnes  as,  for  mstance,  St 
Charles  Air  Line:  also  over  nests  of  crossings  as,  for  instance,  at  i6th,  street,  Stew- 
art Avenue  and  the  intersection  of  i6th,  stieet  and  Canal  street. 

((■)  Number  of  freight  cars  into  industries,  elevators,  lumber  yards  and  to 
steamers  and  sailing  vessels.  ,  ,     .         ^  fi  ^ 

[ifj  Number  of  passenger  cars  and  pasengers  brought  m  and  sent  out  by  each 
railroad  and  the  same  of  suburban  business. 

(<•)  Total  length  of  main  tracks  within  designated  limits  of  each  railroad,  length 
of  tracks  in  passenger  stations  and  in  approaches  to  them.  The  same  of  transfer 
yards  local  freight  houses,  lumber  yards,  docks  and  elevators. 

(/)    The  entire  area  in  the  above  limits  occupied  by  the  railroads  by  tracks 

(£■)  Estimated  value  of  land  occupied  by  the  railroads,  by  lumber  yards,  by 
docks,  by  elevators,  etc.,  the  value  of  buildings  upon  such  lands,  the  value  of  tracks 
and  appurtenances,  draw  bridges,  etc.,  with  the  total  of  the  value  of  the  entire 
railroad  property  inside  of  the  said  limits  and  the  value  in  detail  and  in  total  within 
the  following  limits:  west  of  Western  Avenue,  41st  street.  Lake  Front  and  Fullerton 

(A)  Detailed  statements  of  methods  of  handhng  business  of  all  kinds  between 
railroads,  industries,  elevators,  lumber  yards,  teams,  boats,  etc.  The  statement  to 
be  tabulated,  analyzed,  grouped  and  shown  graphically  when  practicable. 

An  estimate  to  be  made  of  the  cost  of  doing  the  work  outUned  above,  three-quarters 
of  the  amount  to  be  proportioned  out  among  the  railroad  companies  who  have 
terminals  in  this  city,  the  remainder  to  be  obtained  from  the  the  city  or  other  mter- 
ested  parties.  The  committee  to  employ  what  assistants  are  required  to  do  the 
work  entrusted  to  them,  but  the  expense  not  to  exceed  the  amount  of  the  contri- 

The  report  of  the  committee  to  be  printed  and  presented  as  Boon  as  practicable 
in  the  coming  Fall.  Accurate  accounts  to  be  kept  of  all  expenditures  and  a  state- 
ment of  the  same  to  be  rendered  when  the  report  is  presented. 

A  spirited  discussion  followed  the  reading  of  the  resolution,  principally  on  the 
instructions  appended  to  the  resolution,  participated  in  by  Messrs.  Artingstall, 
Corthell,  Chanute,  Gen.  FitzSimons,  Randolph  and  Wallace,  After  several 
amendments  had  been  proposed  and  rejected,  the  original  resolution  without  the 
instructions  was  voted  upon  and  carried. 
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The  president  appointed  Mr.  Richard  P.  Morgan  chairman  of  the  Committee, 
and  requested  time  to  properly  fill  in  the  balance  of  the  committee. 

Mr.  Corthell  in  presenting  a  resolution  on  an  Internatignal  Engineering  Con- 
gress for  1893  said: 

Some,  and  perhaps  all  of  you,  know  that  during  the  campaign  for  the  World's 
Fair,  there  was  a  committee  of  civil  and  mechanical  engineers  appointed  to  further 
the  interests  of  Chicago  in  reference  to  the  World's  Fair,  and  a  circular  was  sent 
out  over  my  signature  at  that  time,  October  7th.  i88g 

This  circular  was  sent  out  to  the  membership  of  all  our  Societies— mechanical, 
civil,  electrical  engineers,  and  to  our  local  Societies  as  far  as  the  Secretary  could  ob- 
tain the  addresses,  and  we  received  a  great  many  encouraging  responses;— not  only  in 
reference  to  the  suitability  of  Chicago  as  a  site  fot  the  Fair,  but  also  in  reference  to 
holding  here  at  that  time  an  International  Engineering  Congress.  I  would  like  to 
preface  this  resolution  which  I  have  with  a  few  remarks,  and  the  gravity  of  the  sit- 
uation is  such  upon  me  that  1  hardly  know  how  to  explain  my  ideas. 

This  is  the  first  time  that  I  know  of  in  the  history  of  engineering— or  the  history 
of  the  world,  that  there  has  been  a  proposition  to  have  an  International  Congress  of 
Engineers.  The  medical  men  who  have  carried  their  profession  along  for  ages, 
and  are  perhaps  as  old  as  the  world  ilself,  have  their  International  Congress  every 
three  years,  and  their  National  Congress.  Scientific  bodies  are  united  in  a  Con- 
gress every  year.  The  British  Association  for  the  Advancement  of  Science, — The 
American  Association,— where  great  bodies  of  Scientific  men  get  together,  and 
divide  themselves  into  different  sections,  and  discuss  those  subjects  which  they  are 
particularly  interested  in  with  great  profit  and  interest  to  themselves.  And  yet, — 
engineering  is  almost  as  old  as  the  medical  profession.  You  remember  what  Mr. 
Whitehouse  told  us, — I  think  he  must  have  told  it  here,  for  I  have  heard  him  tell  it 
many  times, — about  the  young  man  who  had  the  coat  of  many  colors,— and  who 
was  thrown  into  a  pit,'and  pulled  out  and  taken  down  into  Egypt,— and  became  a 
a  civil  engineer.  His  name  was  Joseph,  and  he  designed  and  built  one  of  the  most 
remarkable  works  of  engineering  that  the  world  has  ever  seen,— works  that  gave 
Egypt  her  prestige  in  the  world  for  centuries,  and  gave  her  the  ability  to  maintain 
her  position  in  the  arts  and  sciences,  and  in  education,  and  enlightenment  and  civili- 
zation. When  the  works  of  the  Civil  Engineer,— by  the  carelessness  of  those 
that  followed  him,— became  ruined,— and  that  great  reservoir  was  broken  down,— 
Lake  Mosri  dried  up,  and  the  glory  of  Egypt  was  departed.  Now,  it  is  only 
within  the  last  century  that  there  has  been  really  an  engineering  profession.  (See 
Samuel  Smiles  Lives  of  the  Engineers).  Most  of  them  have  gone  to-day.  A  few 
only  remain.  They  had  no  opportunity  to  obtain  an  education  in  engineering  such 
as  is  given  the  boy  to-day.  They  were  apprentices,  and  down  to  within  ten  or 
fifteen  years,  that  was  the  way  engineers  were  brought  up.  In  England,  where  there 
are  so  many  lemarkable  men,  remarkable  all  over  the  world  in  building  harbors, 
railroads,  irrigating  works,  etc.,  they  were  apprentices.  It  was  simply  a  trade.  We 
have  emerged  from  that,  and  now,  a  young  man,  to  attain  success  in  engineering, 
has  to  be  a  college  educated  man.  He  has  to  know  all  about  it.  He  has  to  have 
a  higher  education.  He  has  to  have  a  technical  education,— and  we  take  those 
young  men  right  into  our  offices,  without  any  apprenticeship,  and  they  walk  right  up, 
and  get  beside  us  in  a  very  few  years —just  by  having  the  discipline  and  education 
that  is  given  in  the  splendid  engineering  colleges  and  schools  we  have  all  over  the 
United  States.  Robert  Stephenson  was  an  accident,— you  might  say,— and  yet,  the 
world  owes  him  immensely  for  what  he  achieved  as  a  mechanical  and  civil  engi- 
neer. 

Now,  we  have  come  to  a  point  it  seems  to  me— members  of  this  Society,  and  all 
the  Societies  in  the  United  States,  if  I  could  speak  to  all— when  it  is  proper  that  we 
should  celebrate  our  emergence  from  this  lower  plane  of  a  trade  into  a  profession, 
by  holding  here  in  1803  an  International  Congress  of  Engineers,  to  which  we  can 
invite  engineers  of  all  branches— Civil,  Mining,  Mechanical,  Electrical.  Irrigating, 
and  Army  and  Naval  Engineering.  Let  us  have  our  sections,  as  the  American  and 
Scientific  Associations  have  their  sections.  Let  us  discuss  those  subjects  that  we 
are  interested  in  particularly,  each  one  of  us,  and  we  will  get  good  from  it,  not  only 
n  the  way  of  obtaining  information  from  our  brother  engineers,  but  also  in  mixing 
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socially  as  well  as  professionally  with  our  brothers  across  the  water.  They  know  a 
great  deal  over  there.  I  have  a  great  admiration  foi  an  English  engineer.  I  met 
one  the  other  day  who  was  engaged  with  me  in  a  certain  work,  and  I  traveled  with 
him.  You  know  when  you  travel  with  a  man  on  a  railroad  train,  you  find  out  a 
great  deal  about  him.  That  man  was  a  son  of  Sir  John  Coode;  himself  a  man  nearly 
as  old  as  I,  and  a  man  of  immense  experience  all  over  the  world,  in  opening  the 
mouths  of  rivers,  building  jetties,  and  docks,  and  doing  that  sort  of  work. 

Now,  we  get  together  these  men  and  discuss  the  subjects  that  we  are  interested 
in.  Without  wearying  you  any  further,  I  will  make  the  following  motion.  If  we  do 
not  undertake  this  work  quite  soon,  I  am  very  sure  from  intimations  we  have  had, 
and  from  the  general  inclination  of  our  Eastern  brethren,  that  they  will  inaugurate 
the  same  thing,  and  it  seems  to  me  that  the  Western  Society  of  Engineers  should  do 
this  work.  We  are  here  on  the  ground.  We  should  entertain  the  delegates  from 
other  countries,  and  from  our  own  country,  for  that  matter,  and  should  act  as  man- 
agers of  this  Congress  as  far  as  the  arranging  for  it  is  concerned,  and  some  action, 
whether  this  that  I  have  outlined  or  not,  ought  to  be  taken  if  we  are  going  to  do  any- 
thing about  it.    The  following  is  the  motion: 

A  committee  of  five  to  be  appointed  on  an  International  Engineering  Congress  to 
he  held  in  Chicago  in  1893,  and  to  report  at  a  special  meeting  two  weeks  from  to- 
night. 

This  committee  to  be  instructed  to  organize  a  general  committee,  and  to  be  em- 
powered to  take  all  necessary  steps  which,  in  its  judgment,  are  necessary  foi  the 
early  organization  of  such  a  comnjittee. 

The  instructions  to  the  preliminary  committee  to  be  as  follows,  as  to  the  organi- 
zation of  the  general  committee: 

Composition  of  the  general  committee  to  be  five  members  of  the  Western  So- 
ciety of  Engineers— the  preliminary  committee  appointed  under  the  motion  to  be 
these  five  members.  Three  members  to  be  appointed  by  each  national  society  of 
Civil,  Mechanical,  Mining  and  Electrical  Engineers:  One  member  to  be  appointed 
by  each  local  society  of  recognized  standing  in  the  United  States.  One  member 
from  important  sections  of  the  country  where  no  engineering  society  exists;  these 
last  appointments  to  be  made  by  the  preliminary  committee.  The  Chief  of  Engi- 
neers of  the  U.  S.  .A.rmy  to  appoint  one  Army  Engineer  and  one  Naval  Engineer  to 
be  appointed;  each  member  of  the  general  committee  to  have  an  alternate. 

The  general  committee  to  organize  as  soon  as  possible  after  it  is  instituted;  its 
Chairman  to  appoint  an  executive  committee  of  thirteen,  five  of  whom  and  the 
Chairman,  must  be  members  of  the  Western  Society.  The  executive  committee  to 
request  all  foreign  societies  of  engineers  to  send  delegates  to  the  Congress,  and  the 
preliminary  committee  to  issue  an  address  and  distribute  in  the  United  States  and 
foreign  countries,  outlining  the  general  purpose  and  scope  of  the  Congress. 

The  instructions  appended  to  the  motion  were  again  a  bone  of  contention. 

It  was  finally  voted  that  a  committee  of  five  be  appointed  on  an  International 
Engineering  Congress  to  be  held  in  Chicago,  1893,  and  to  report  at  a  meeting  to  be 
held  two  week  fiom  to-night.  Mr.  Corthell  was  appointed  chairman  of  the  com- 
mittee. 

A  resolution  was  passed  at  the  last  meeting  of  the  society  indorsing  the  action  of 
the  Civil  Engineer's  Club  of  St.  Louis,  in  reference  to  erecting  a  statue  of  the  late 
Capt.  Jas.  B.  Eads.  Mr.  Corthell,  who  was  not  present  at  that  meeting  was  de- 
sirous of  emphasizing  the  resolution,  and  upon  being  called  said: 

It  is  work  of  love,  respect  and  admiration  for  me  to  speak  of  a  man  with  whom  I 
was  associated  from  1874  until  his  death,  in  1887;  most  of  the  time  very  intimately  in 
his  engineering  works,  and  associated  with  him  personally  as  a  friend.  I  knew  him 
as  well  as  any  engineer  knew  him.  I  knew  him  better  than  many  of  his  intimate 
friends,  because  I  was  with  him  months  at  a  time,  when  there  was  struggle  to  obtain 
the  right  to  do  the  engineering  work,  and  then  struggling  on  the  work  itself,  and  in 
order  that  the  life  of  so  busy  a  man  might  be  stated  in  a  few  moments  to  you,  I  have 
condensed  it  into  a  few  pages. 

Mr.  Corthell  then  delivered  a  most  eloquent  eulogium,  which  will  be  printed  in 
an  early  issue  of  the  Journal. 

He  alterwards  explained  the  status  of  the  matter  as  communicated  to  him  from 
St.  Louis,  and  suggested,  without  offering  any  new  resolution,  that  the  matter  of 
subscriptions  be  left  for  the  present,  and  that  such  members  of  the  society  as  would 
wish  to  enroll  themselves  as  members  of  the  Association  give  their  names  to  the  Sec- 
retary to  be  forwarded  by  him  to  St.  Louis.  It  would  appear  that  a  general  subscrip- 
tion would  be  preferable  to  a  few  large  ones,   so  makingthe  matter  more  national. 

The  meeting  adjourned  to  meet  again  in  September— after  the  special  meeting. 

John  W.  Weston,  Secretary. 
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Special  Meeting— International  Congress.  271ST  Meeting,  Junk  i8th, 
iSqo.  The  special  meeting  of  the  Society  was  called  10  order  at  8  p.  m.  by  President 
L.  E.  Cooley,  with  some  35  members  present.  The  president  briefly  explained  the 
object  of  the  call  and  requested  the  secretary  to  read  the  minutes  of  the  last  meeting 
referring  to  same. 

The  secretary  then  read,  for  the  chairman,  the  report  of  the  committee  on  An 
International  Engineering  Congress,  as  follows: 

Chicago,  June,  18,  1890. 
To  the  Pre  sident  of  the  Wei^teiTi  Society  of  Erigijieern. 

Mr.  President:  The  Committee  of  the  proposed  International  Engineering 
Congress,  to  be  held  in  this  city  in  1893,  during  the  World's  Columbia  Exposition, 
presents  the  following  report: 

We  are  decidedly  of  the  opinion  that  such  a  Congress  should  be  convened.  It 
is  eminently  fitting  that  Engineers,  representing  the  various  branches  of  Engineer- 
i  ng, should  be  called  together  from  all  parts  of  the  civilized  world  on  the  occasion 
of  the  celebration  of  the  400th  anniversary  of  the  discovery  of  this  continent:  to  not 
only  consider  the  many  great  works  which  our  profession  has  performed  for  the  use 
and  convenience  of  man,  but  to  learn  from  each  other  much  that  will  be  of  mutual 
benefit;  to  obtain  a  concensus  of  opinion  on  many  important  principles  and  projects 
now  in  process  of  development;  and,  finally,  to  hold  that  extended  social  inter- 
course enjoyed  by  engineers  only  on  such  rare  occasions.  While  these  reasons  re- 
fer largely  to  the  advantages  of  such  a  Congress  from  an  international  point  of 
view,  we  are  deeply  sensible  of  the  necessity  and  importance  of  bringing  together 
the  various  but  almost  distinct  branches  of  engineering  of  our  own  country,  in 
order  that  we  may  come,  for  the  time  at  least,  into  more  cordial  sympathy  and  learn 
from  each  other  much  of  importance  in  those  branches  in  which  each  is  expert. 

The  scope  of  the  Congress  should  be  broad,  including  all  branches  of  Civil 
Engineering,  in  its  divisions  into  Civil  (distinctly  so  known).  Mechanical,  Mining 
and  Electrical  Engineering,  also  Military  and  Naval  Engineering. 

Engineering  Societies  in  other  countries  should  be  asked  to  send  delegates  to 
the  Congress,  and  Governments  themselves  should  alsoberequested  to  send  repre- 
sentatives. 

We  recommend: 

ist.  That  this  Society  initiate  the  peliminaries  ior  the  Congress  by  requesting 
each  of  tlie  National  Societies — the  American  Society  of  Civil  Engineers,  the 
American  Society  of  Mechanical  Engineers,  the  American  Institute  of  Mining  En- 
gineers, the  American  Institute  of  Electrical  Engineers,  and  Canadian  Society  ot 
Civil  Engineers — to  appoint  a  committee  of  not  more  than  five  members  (two  at 
least,  of  which  shall  be  residents  of  Chicago,  or  vicinity),  to  meet  in  this  city  on 
Oct.  I,  of  this  year  with  a  committee  of  seven  of  this  Society,  for  the  purpose  of 
formulatiiTg  the  plans  for  the  Congress. 

2nd.  That  all  local  engineering  Societies  ot  the  United  States  and  Canada,  of 
recognized  standing,  be  requested  to  send  to  this  meeting,  committees  of  not  more 
than  three  delegates,  and  that  the  committee  ot  tliis  Society  be  authorized  to  ap- 
point, as  delegates  to  this  meeting,  one  or  more  engineers  from  those  sections 
of  the  country  that  have  no  engineering  organizations. 

3d.  That  the  committee  of  this  Society  be  instructed  to  confer  at  once  with  the 
proper  committee  of  the  Exposition,  with  the  view  of  arranging  for  the  Congress  to 
be  held  under  the  auspices  of  the  Exposition,  and  under  its  general  management. 

4th.  That  the  correspondence  be  conducted  in  the  name  of  this  Society  and  by 
its  Secretary,  who  shall  represent  this  Society  during  all  of  the  proceedings,  and 
who  shall  also  act  as  Secretary  for  the  Committee  to  be  appointed  as  herem  pro- 
vided, rn!     i 

In  conclusion:  the  necessity  and  duty  rests  upon  this  Society  to  perform  in  a 
large  measure  the  laborious  work  required  to  convene  and  organize  the  Congress. 
While  the  work  may  be  in  immediate  charge  of  a  committee,  every  member  of  the 
Society  should  be  ready  at  all  times  to  assist  in  any  way  that  lies  in  his  power. 

We  strongly  recomend  immediate  action  by  this  Society,  and  the  appointment 
at  this  nieeting  of  a  committee  of  seven,  which  shall  be  instructed  to  prepare  and 
send  out,  without  delay,  a  circular  letter  to  the  national  and  local  Societies  of  the 
United  States  and  the  Dominion  of  Canada. 

Respectfully  submitted  by  your  commiitee. 

E.  L.  Corthell, 
O.  Chanute, 
D.  J.  Whittemore, 
Benezette  Williams, 
Chas.  Fitzsimons. 

The  above  report  is  given  as  slightly  amended  by  motion  and  vote. 

Prof.  H.  B.  Herr  spoke  at  length  on  the  magnitude  of  the  undertaking  and  the 
difficulties  and  differences  which  might  be  encountered  in  bringing  the  other  national 
Societies  into  line,  but  expressed  himself  in  favor  of  the  project. 

In  reply  to  a  remark  by  Prof.  Herr  relative  to  the  congress  being  held  under  the 
auspices  of  the  Exposition: 
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Mr,  CORTHELL  said:  Mr.  Chanute  and  Mr.  Whittemore  have  both  had  expe- 
rience in  this  matter,  and  know  all  about  it.  There  were  forty-six  congresses  helcf  at 
the  Paris  Exposition,  and  all  under  the  auspices  of  the  exposition  in  order  that  there 
mtght  be  no  clashing,  and  that  these  congresses  might  come  at  suitable  times  and 
not  all  together,  and  might  be  in  their  action  and  management  harmonious,  and 
they  were  really  under  its  auspices.  Both  these  gentlemen  insisted  upon  it  that  we 
should  at  once  see  the  proper  committee  of  the  exposition  and  not  proceed  in  a 
public  maner,  or  take  any  steps  towards  the  convening  of  this  congress  until  we  had 
had  a  conference  with  them  in  the  matter,  and  it  is  understood  that  we  wish  to  have 
the  Congress  under  its  auspices,  and  look  to  them  for  their  suggestions  and  advice 
largely  in  convening  and  managing  it. 

The  question  was  put  and  the  report  was  unanimously  adopted  as  the  sense  ot 
the  Society  as  amended. 

The  president  then,  by  motion  of  Prof.  Herr,  appointed  Robert  Forsyth  and  C. 
L.  Strobel  to  complete  the  committee. 

After  adjournment  Mr.  Corthell  said:  The  Society  has  adjourned  and  I 
would  like  to  bring  up  a  matter  informally,  and  I  would  like  to  do  it  now,  if  the  gen- 
tlemen will  wait  a  minute.  I  received  a  letter  to-day  in  reference  to  the  Eads  monu- 
ment matter,  which  was  up  at  our  last  meeting,  and  it  was  a  little  doubtful  then  as  to 
what  steps  had  been  taken,  and  what  the  arrangements  were,  and  how  far  the  thing 
had  gone.  Mr.  Meier,  who  is  one  of  the  executive  committee  writes  this  letter  bear- 
ing on  the  subject:  Our  plans  in  outhne  are  about  this:  The  Executive  Committee 
is  to  go  over  the  ground  carefully  during  the  summer  months,  select  one  or  two 
proper  sites.  Bridge  Square  would  be  the  best,  but  over  that  hangs  a  franchise  for 
an  elevated  road  which  will  probably  never  be  built,  but  which  would  be  in  the  way 
of  building  a  monument  where  it  might,  later  on,  be  obscured  by  such  a  structure. 
Of  course  the  site  will  influence  the  character  of  the  design,  and  must  be  considered 
by  the  artists. 

Our  next  move  will  be  to  properly  prepare  subscription  books  during  the 
summer  months,  and  not  commence  an  active  campaign  until  September,  since 
many  of  our  wealthiest  citizens  who  may  be  expected  to  contribute  largely  are  away 
at  the  watering  places,  or  in  Europe  during  the  hot  weather.  I  feel  that  the  matter 
is  of  such  general  interest,  and  is  so  well  received  that  we  shall  have  no  difficulty  in 
raising  the  required  amount.    This  we  place  at  from  :f]5,o  o  to  $iS,ooo. 

Two  general  ideas  regarding  the  style  of  the  monument  have  been  suggested. 
One  is  the  statue  of  Eads  in  heroic  size,  placed  on  a  suitable  architectural  base. 
The  sides  of  this  base  might  contain  bas-reliefs  showing  portrait  figures  of  Eads 
and  some  of  his  co-adjutants  in  his  great  work— the  gun-boats,  the  bridge,  the  jetties 
and  probably  the  inter-oceanic  railway.  Another  idea  of  the  pediment  might  be  a 
drinking  fountain  running  from  one  face  ireely,  leaving  the  bas-relief  on  the  other 
three  faces,  and  above  the  fountain  an  allegorical  figure  of  the  great  river,  with  the 
motto,  "Through  his  efforts  I  flow  freely  to  the  sea.'  Another  idea  would  be  simply 
a  collossal  bust  of  Eads,  set  on  a  pyramid  of  rough  boulders  which  might  be  con- 
tributed by  various  foreign  and  American  societies.  This  idea  has  for  it  the  fact  that 
it  is  always  difficult  for  an  artist  to  make  much  of  our  modern  garb  in  a  statue,  and 
Eads  in  a  Roman  toga  would  look  absurd.  My  idea  is  that  Eads  was  a  strictly  prac- 
■  tical,  energetic,  modern  man.  It  would  be  difficult  to  find  a  finer  product  or  blossom 
of  the  civilization  of  our  country,  and  everything  about  his  monument  should  em- 
phasize this  fact.  He  can  be  planted  firmly  on  the  nineteenth  century,  and  needs 
to  borrow  nothing  from  past  traditions. 

So  far,  we  have  as  the  beginning  of  our  funds,  the  proceeds  from  the  concert  by 
the  Liedeikranz,  and  a  voluntary  contribution  gathered  by  three  little  school  boys  in 
Miss  Dozier's  private  school  here.  We  shall  probably  do  nothing  in  the  way  of 
an  active  canvass  for  subscriptions  before  September,  and  would  be  very  glad  to 
get  any  suggestions  that  may  occur  to  you." 

I  think  they  would  be  very  glad  to  obtain  the  names  of  those  who  wouldjike  to 
be  members  of  the  Association,  and  any  who  feel  inclined  to  become  such,  without 
any  obligation  to  contribute,  can  give  their  names  to  the  Secretary,  as  was  arranged 
at  the  other  meeting.  It  would  be  gratifying  to  our  St.  Louis  brethern  to  know  that 
we  are  taking  some  interest  in  the  matter. 

John  W.  Weston,  Secretary. 
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FERROID,  A  NEW    ARTIFICIAL   STONE. 


By  Herman  Poole,  Member  of  the  Civil  Engineers  Club  of 

Cleveland. 


[Read  June  loth,  1890.] 

Ferroid,  as  its  name  suggests,  is  like  iron — in  color,  expansion  and 
many  other  properties,  and  contains  proportions  of  that  metal  varying 
from  25  to  33  per  cent.  It  is  a  compound,  partly  chemical  and  partly  me- 
chanical, of  the  elements  iron,  sulphur  and  silicon,  with  more  or  less 
foreign  matters;  and  from  the  union  of  these  elements  a  material  is  ob- 
tained having  some  properties  of  each  of  its  constituents,  besides  others 
possessed  by  neither. 

It  is  mainly  a  super-saturated  solution  of  iron  in  the  sulphur,  with  the 
silica  acting  as  a  binder  and  hardener.  The  form  of  the  crystals  is  entirely 
different  from  that  of  sulphur  or  iron  in  any  of  their  states,  and  the  melt- 
ing point  is  midway  between  that  of  its  constituents. 

Before  mentioning  any  of  the  uses  it  may  be  well  to  give  a  succinct 
account  of  some  of  its  physical  and  chemical  properties,  as  by  so  doing  a 
fuller  comprehension  of  such  uses  and  applications  will  be  possible. 

COLOR. — The  usual  color  is  that  of  a  dark  slate.  This  color  is  lighter 
on  a  fractured  or  coarsely  tooled  surface  and  much  darker  on  a  polished 
or  varnished  one.  It  then  approaches  black  or  plumbago  color.  Being  thus 
ol  a  dark  color  naturally,  attempts  to  make  light  tints  are  futile,  but 
many  colors  of  a  medium  tint  are  possible,  besides  the  darker  ones.  The 
pigments  used  must  be  of  a  kind  not  affected  by  the  action  of  sulphur; 
of  such  nature  are  the  earthy  pigments  which  work  well,  although  being 
of  weak  tinctorial  power  large  proportions  are  needed. 

Imitations  of  the  color  of  various  kinds  of  brick  and  sandstone  have 
been  successfully  made,  also  the  various  mauves,  dark  drabs,  slates,  dark 
greens,   etc.      These  tints  and  the  natural  one  being  of  the  neutral  kind 
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harmonize  well  in  combinations  and  can  be  used  to  produce  very  pleasing 
effects. 

HARDNESS. — The  hardness  is  comparable  with  stone  and  brick,  and  is 
about  that  of  ordinary  bluestone.  It  is  quite  tough  for  the  class  of  ma- 
terial, being  capable  of  working  under  hammer  and  chisel,  drill,  or  even 
being  turned  in  the  lathe  or  planed  with  a  planer.  It  is  thus  much 
tougher  than  ordinary  cements  and  most  artificial  stones.  The  colder  it 
is  the  tougher  in  working. 

SURFACE. — The  surface  is  smooth  or  rough  as  desired,  depending  on 
the  proportions  of  the  materials  used  and  much  more  on  the  surface  of  the 
mould  in  which  it  is  cast  and  the  character  of  the  finish  imparted  to  it. 
Any  of  the  different  styles  of  finish  may  be  given  it  which  are  applied  to 
cut  stone,  even  to  a  polish  as  smooth  as  glass;  in  fact  the  polish  of  plate 
glass  may  be  easily  transferred  to  it  and  on  microscopical  examination 
all  the  fine  scratches  are  shown  reproduced  on  the  ferroid. 

ELASTICITY. — The  elasticity  is  slight  but  measurable,  the  elonga- 
tion under  tensile  strain  very  low.  Resistance  to  tensile  strains  is  quite 
high  for  the  class  of  material;  strains  of  from  750  to  i  ,200  pounds  per 
square  inch  having  been  resisted  in  test  pieces  of  one  inch  sections.  It 
compares  very  favorably  in  this  respect  with  the  natural  and  artificial 
stones  as  well  as  the  cements.  It  possesses  the  advantage  of  uniformity 
in  composition  and  hence  it  is  possible  to  have  large  quantities  with  the 
same  strength. 

COMPRESSIBILITY. — The  compressibility  is  very  slight  but  resistance 
to  compression  is  high,  being  from  9,000  to  12,000  pounds  per  square  inch  in 
test  pieces  3"  square;  in  one  instance  i5,ooopoundsper  inch  was  sustained, 
without  crushing.  This  enables  it  to  hold  successfuly  as  large  weights  as 
can  be  applied  to  any  of  the  stones  used  in  building  and  places  it  far  be- 
yond the  strength  of  the  common  cements  in  use  as  few  of  them  ever 
equal  the  strength  of  the  stones  they  are  used  to  bind. 

It  shows  no  tendency  to  bend  under  pressure  and  breaks  with  a  col- 
umnar fracture. 

Adhesion. — It  is  very  adhesive  to  anything  that  presents  points  of 
contact  and  to  many  substances  which  are  nearly  smooth.  It  will  adhere 
to  glass  and  glazed  surfaces  while  hot.  The  force  of  adhesion  to  brick, 
stone,  wood  or  iron  is  that  of  several  hundred  pounds  to  the  inch;  to  cast 
iron  the  strongest  of  any. 

This  adhesion  to  cast  iron  is  shown  in  the  case  of  a  conical  cast  iron 
plug  being  cemented  with  ferroid  in  a  ring  of  cast  iron.  The  thickness  of 
the  cement  varied  from  one-half  to  one  inch  and  the  diameter  of  the 
plug  was  six  inches.  A  force  of  150,000  pounds  was  applied  without  start- 
ing it  or  even  showing  any  signs  of  compression. 

This  adhesion  is  manifested  also  under  transverse  or  shearing  strains  in 
brick  and  stone  joints.  In  the  case  where  ferroid  was  used  as  a  cement  for 
pavement  blocks  one  of  the  stones  was  broken  by  a  sledge-hammer  in 
futile  attempts  to  drive  it  through. 

In  another  instance,  thirty-two  ordinary  bricks  were  cemented  together 
side  by  side  and  supporting  the  two  end  bricks  on  props,  a  weight  of  150 
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pounds  was  held  up  at  the  middle.  The  whole  was  then  supported  wliilc 
the  end  brick  was  cemented  to  a  wall,  and  on  taking  away  the  supports  the 
Hne  not  only  remained  unbroken,  but  the  deviation  from  perpendicular 
to  the  wall  was  hardly  appreciable. 

Although  ordinary  liquids  have  no  adhesion  to  a  smooth  ferroid  sur- 
face, viscid,  oily  substances  adhere  well  and  can  be  spread  smoothly. 
The  surface  thus  becomes  available  for  many  applications  needing  oil 
paints,  in  fact,  it  forms  one  of  the  best  surfaces  for  oil  painting,  and  many 
times  has  been  used  for  such  purposes — a  fine,  smooth  painting  being  the 
result.  In  many  of  the  uses  in  a  large  scale  this  property  becomes  con- 
venient as  lettering  or  painting  of  more  or  less  of  the  surface  is  often 
desirable,  in  some  cases  indispensable. 

Porosity. — Having  a  solid,  uniform,  homogeneous  texture,  water  or 
other  liquids,  and  even  air  or  gases  have  no  passage  into  or  through  it. 
The  thickness  of  one-sixteenth  of  an  inch  has  repelled  a  pressure  of 
twenty  pounds  of  water.  A  polished  surface  presents  a  firm  front  like 
polished  steel  to  all  attempts  of  lic[uid  penetration,  and  one  on  which  they 
get  no  hold,  and  through  which  a  pressure  of  300  pounds  to  the  inch  has 
been  unable  to  force  them.  This  applies  to  steam  pressure  as  well  as. 
air  pressure  ;  a  force  of  80  pounds  steam  with  its  accompanying  tempera- 
ture having  been  successfully  sustained. 

Weight.— The  specific  gravity  is  about  2.6,  being  thus  one-fourth' as 
heavy  as  lead  or  one-third  as  heavy  as  iron.    Ordinary  sandstone  will  float 
on  melted  ferroid,  although  it  becomes  nearly  submerged  when  all  the  air. 
is  expelled  from  its  pores.     The  weight  varies  a  little  with  change  of  com-  - 
position,  but  it  is  safe  to  estimate  i  cubic  foot  as  170  pounds;  i  cubic  inch  • 
as  0.1  pounds;   i  flour  barrel,  full,  as  600  pounds. 

Action  of  HEAT.-^-It  is  a  very  poor  conductor  of  heat.     The  thick- 
ness of  764  inch  being  sufficient  to  protect  the  hand  from  danger  of  burning; 
from   the   melted   ferroid,  or   even   from   a  temperature  of  400°.     This 
property  is  also  shown  in  the  use  of  the  material  in   taking  casts  from  the 
moulds. 

It  melts  at  about  300°,  and  melts  very  slowly  at  first,  requiring  a  low 
fire.  This  is  owing  to  its  low  conducting  power.  When  melting,  it  is 
necessary  to  keep  it  well  stirred,  especially  at  first,  later  on  an  occasional 
stir  will  suffice.  At  the  first  application  of  heat  no  softening  occurs  until 
the  melting  point  is  reached.  Then  it  melts  to  a  thin  liquid— nearly  as 
thin  as  water  and  remains  so  if  the  heat  is  not  increased.  On  increasing 
the  heat  a  gradual  thickening  is  noticed,  until  finally  it  becomes  as  thick 
as  mortar,  or  even  thicker,  and  can  be  stirred  only  with  difficulty.  If. 
now,  it  be  allowed  to  cool,  a  gradual  thinning  occurs  until  the  former 
watery  consistence  is  attained;  this  it  keeps  until  solidification. 

While  solidfying,  the  whole  mass  becomes  a  conglomeration  of  feathery 
leaf-like  crystals  intricately  woven  together.  This  crystal  structure  is 
entirely  different  from  the  sulphur  crystal,  and  undoubtedly  is  the  cause 
of  the  high  tensile  strength.  On  cooling,  a  gradual  contraction  takes 
place,  as  with  cast  iron,  until  the  whole  mass  is  nearly  solid.  Then  a 
slight  expansion  occurs,  followed  by  a  small  contraction  as  it  gets  cold. 
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The  expansion  seems  to  be  occasioned  by  the  whole  mass  assuming  the 
crystalline  form,  and  the  subsequent  contraction  is  that  due  to  the  general 
law  of  expansion  and  contraction.  The  contraction  after  setting  is  about 
that  of  cast  iron,  slightly  less. 

Action  of  Electricity. — Being  a  non-conductor  of  heat,  it  would 
be  supposed  to  act  in  a  like  manner  towards  electricity,  and  such  is  found 
to  be  the  case.  Tests  made  with  bars  of  ferroid  14"  long,  ij^"  wide  and 
}("  thick  showed  a  resistance  of  00  ,  cc  and  125,000,000  ohms.  This  test 
was  made  after  the  bars  had  been  soaked  in  water  for  36  hours.  These 
tests  place  it  in  the  front  rank  among  insulators  along  with  vulcanite 
shellac,  etc.,  in  fact,  places  it  ahead  of  them. 

Action  of  Air,  Etc. — Gases  having  no  apparent  adhesion  to  ferroid 
surface  if  smooth,  have  no  action  on  it  and  pieces  exposed  to  the  action 
of  the  weather  for  several  years  have  shown  no  diminution  of  polish. 
The  effect  of  ordinary  climatic  changes  is  not  to  disintegrate  it,  as  for  this 
it  is  necessary  for  moisture  and  its  winter  form  of  frost  to  penetrate  the 
mass.  This  it  cannot  do,  and  consequently  has  no  effect  beyond  a  blur- 
ring of  the  polish,  which  is  readily  removed  with  wiping.  Rain  striking 
it  glances  off  as  from  an  oiled  surface.  Usually,  the  capillary  attraction 
of  water  in  a  vessel  of  ferroid  is  exerted  in  the  negative  direction,  as  with 
mercury  in  glass,  the  meniscus  being  reversed. 

Mixtures. — Ferroid  can  be  mixed  with  almost  anything  which  is  dry. 
Any  of  the  earthy  materials,  sand,  gravel,  rubble,  clay,  lime,  brick-dust, 
dried  earth,  etc.,  work  in  well.  Some  of  them  seem  to  have  no  effect  on 
the  strength,  unless  used  in  very  large  proportions.  It  is  capable  of  unit- 
ing very  large  proportions  of  sand  or  gravel  without  sensible  diminution 
of  strength.     The  earthy  or  fine  materials  weaken  it  more. 

Asphalt,  tar,  sulphur  and  like  materials  can  be  incorporated  with  it, 
some  needing  more  care  than  others.  The  resulting  mixture  is  between 
the  elements  in  properties,  and  some  of  these  mixtures  are  very  valuable. 
With  tallow  and  fatty  matter  no  mixture  can  be  had. 

Applications. — As  may  be  readily  supposed  from  the  above  recital 
of  the  properties  of  ferroid,  the  applications  are  numerous  and  valuable. 
A  few  only  will  be  mentioned. 

First.  Let  us  consider  it  as  a  fnatcrial  capabk  of  melting,  and  Jicncc  of 
being  cast  in  a  niotdd.  This  is  possible  with  almost  any  kind  of  a  mould  ; 
moulds  of  glue,  plaster,  wood,  stone  and  metal  having  been  used.  Moulds 
of  sand  may  be  used,  but  it  is  not  ordinarily  desirable,  as  the  surface  is  very 
rough,  and  owing  to  the  tenacity  with  which  the  sand  is  held,  it  is  very 
destructive  to  tools  used  in  dressing. 

Ferroid  is  probably  the  only  hard  substance  which  can  be  melted  and 
poured  into  a  glue  mould  without  spoiling  it.  This  has  been  done 
repeatedly  and  with  complicated  forms.  The  action  is  peculiar.  Of  course 
the  glue  melts  with  the  heat  of  the  ferroid;  but  before  this  occurs  a  thin 
skin  of  solidified  ferroid  has  been  formed  on  the  surface  of  tne  mould, 
which,  by  its  strength,  prevents  the  liquid  mass  from  breaking  through, 
and  by  its  low  conduction  prevents  the  glue  from  melting  quickly.  The 
glue  is  hence  held  in  place  and  melts  very  slowly,  and  by  the  time  the 
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glue  is  melted  soft,  the  ferroid  is  set  and  hard  enough  to  bear  its  whole 
weight  and  keep  the  glue  in  place.  On  cooling,  the  glue  re-casts  itself 
on  the  ferroid,  and  when  quite  cold  it  maybe  stripped  off  as  good  as  new. 

With  plaster  moulds  and  also  with  wooden  ones  care  must  be  taken  to 
avoid  air  bubbles,  or  blow  holes  as  these  become  magnified  in  the  cast 
owing  to  the  expansion  of  the  air  under  heat.  This  does  not  apply  so 
forcibly  to  metal  moulds,  as  they  are  generally  comparatively  smooth. 

With  all  moulds,  except  those  which  are  highly  polished,  the  use  of 
some  greasy  or  waxy  material  is  necessary,  owing  to  the  strong  adhesive- 
ness. Paraffin  wax  or  heavy  lubricating  oil  seems  to  answer  the  purpose 
best.  Only  enough  need  be  used  to  prevent  contact,  as  more  would  blurr 
the  impression.  In  some  cases  plumbago  or  facing  may  be  used  either 
alone  or  supplementary  to  the  wax  or  oil.  Even  with  highly  polished 
surfaces  it  is  well  to  have  a  very  thin  film  of  oil,  which  is  best  obtained 
by  lightly  wiping  over  with  an  imperfectly  oiled  rag. 

In  making  hollow  casts  some  provision  must  be  made  to  remove  the 
core  from  contact  with  the  solid  ferroid  before  the  contraction  sets  in.  In 
conical  or  conoid  moulds  this  is  easily  effected  by  withdrawing  the  core 
slightly — an  inch  or  so  being  sufficient.  With  other  forms  collapsible 
cores  must  be  used. 

When  making  casts  it  is  usually  advisable  to  heat  the  mass  above  the 
melting  point,  with  brisk  stirring.  Then  remove  the  vessel  and  let  it 
gradually  cool  down  till  of  the  proper  consistence  for  pouring. 

It  must  be  remembered  that  whatever  form  is  made  it  can  be  used 
over  again  and  again,  as  remelting  does  not  deteriorate  but  rather 
improves  it.    All  broken  pieces  are  as  good  for  remelting  as  new  material. 

Among  small  objects  maybe  mentioned  the  numerous  statuettes,  vases, 
medallions,  picture  frames,  etc.,  to  be  found  in  our  drawing  rooms,  and 
insulators  for  telegraphic  or  other  electric  wires.  These  latter  may  be 
cast  smooth  or  with  thread,  either  inside  or  outside,  or  both,  and  being 
hard  cool,  not  acted  on  by  the  elements  or  chemicals,  and  of  high  resis- 
tance, may  be  used  to  advantage  in  all  places  where  an  opaque  insulator 
is  admissable.  One  was  tested  in  the  office  of  the  Western  Union  Tele- 
graph Company,  at  New  York  City,  by  being  placed  in  water,  the  inside 
being  dry.  A  force  of  10,000,000  ohms  was  needed  to  pass  the  current 
through  the  sides  which  were  yi"  thick  in  thinnest  part. 

Mugs,  Pitchers,  Cocks,  Tubes,  etc.,  which  are  in  constant  use  in 
chemical  works,  may  be  made  of  ferroid  and  do  good  service.  Battery 
Tops  for  closed  cells  and  the  numerous  other  places  where  vulcanite  or 
its  equivalents  are  used  can  be  supplied  with  ferroid  at  a  decided  reduction 
in  cost,  but  no  reduction  in  insulation. 

Among  larger  castings  may  be  mentioned  pipes  for  sewage  or  other 
purposes.  It  is  eminently  adapted  for  this  use,  requiring  no  skilled  labor 
at  the  ordinarily  difficult  pieces  and  being  capable  of  ornamentation  in 
any  way  desired  at  no  extra  trouble  in  casting.  As  soon  as  the  form  is 
out  of  the  mould  it  is  ready  for  shipping  and  no  delay  in  preparing, 
drying  and  firing  is  needed.  The  pipes  are  not  porous  and  may  be  had 
polished   if    needed.      They  have   no  honeycomb  structure   and   small 
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bubbles  due  to  defective  moulds  never  extend  into  the  body  of  the  pipe. 
They  can  be  cast  in  the  ordinary  or  special  shapes  readily,  and  are  always 
of  uniform  strength. 

Chimney  Tops  have  been  used  in  several  instances  and  cost  much 
less  than  any  made  from  stone.  They  answer  well  and  are  very  durable. 
The  temperature  at  the  top  of  an  ordinary  house  chimney  never  reaches 
anything  like  the  melting  point  of  the  ferroid.  They  may  be  made  of 
very  artistic  forms  as  readily  as  of  simple  ones. 

For  black-boards  a  very  decided  advantage  over  slate  is  obtained  in 
price.  They  always  have  grit  enough  and  do  not  get  gummy.  They  can 
be  put  up  much  thinner  than  slate  ones.  They  wear  as  long  as  the 
school-house. 

Billiard  Table  Tops  are  cast  with  smooth  top  and  bottom,  and 
require  no  polishing.  They  resist  the  usage  well  and  cost  much  less  than 
slate. 

Sanitary  Appliances. — Such  as  water  closets,  urinals,  basins,  bath 
tubs  and  the  like  have  been  made  and  possess  many  advantages.  They 
are  clean,  almost  self  purifying.  They  are  not  porous  and  furnish  no 
foothold  for  disease  germs.     They  are  cheap. 

Vats  and  Tubs — Can  be  used  for  any  purpose,  water,  chemicals  or 
electro-plating.  They  may  be  made  with  or  without  holes  or  taps  and 
can  be   changed  as  desired,  holes  being  easily  stopped  up  or  drilled  out. 

Architectural  forms. — Caps,  cornices,  sills,  keystones,  corners, 
bricks,  whole  arches  in  fact,  or  columns  maybe  made,  either  in  moulds,  or 
in  sitit  if  needed. 

Many  other  forms  cOuld  be  mentioned  but  will  readily  suggest  them- 
selves to  a  practical  man. 

Core  makers,  having  intricate  cores  to  make,  have  occasionally  availed 
themselves  of  ferroid  by  making  a  model  of  the  core  in  wax,  wood  or 
plaster  and  pouring  ferroid  over  it.  A  mould  is  thus  made  which  will  out- 
last many  of  the  ordinary  wooden  ones. 

Occasionally  blow-holes  or  sand-holes  are  found  in  cast  iron  and  in 
some  instances  to  save  breaking  the  casting  these  holes  were  filled  with 
ferroid.  In  one  instance,  in  a  trip  hammer  block  after  being  painted 
over,  it  not  only  did  not  show  but  six  months  wear  did  not  loosen  it. 

Second.  Having  considered  the  applications  depending  on  its  melting 
Jet  us  noiu  consider  some  which  come  from  its  adhesive  properties  m  addition. 

In  this  connection  attention  is  at  once  drawn  to  its  immense  advan- 
tages as  a  building  material  for  concrete,  etc,  any  kind  of  stone,  any 
kind  of  gravel  may  be  used  and  it  will  unite  them  so  firmly  that  in 
many  instances  the  stones  themselves  will  break  before  leaving  the 
cement.  Of  course  any  application  of  concrete  of  any  other  kind  can 
be  filled  by  this  with  the  proviso  that  the  materials  used  and  the  surfaces 
applied  be  dry  at  the  time  of  the  applications,  once  thoroughly  united 
no  water  or  moisture  will  ever  get  in  and  hence  no  crumbling  from  such 
cause. 

A  very  large  amount  of  filling  in  the  shape  of  sand  or  broken  stone 
and   gravel    mav  be   used   without  weakening  the  mass,  as  it  seems  that 
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only  fei-roid  enough  to  unite  the  stones  firmly  together  is  needed,  no 
especially  large  body  of  cement  being  required. 

Any  desired  form  may  be  given  the  concrete  by  means  of  suitable 
moulds  and  it  may  be  moulded  into  blocks  or  used  as  a  continuous  mass 
/';/  sitti. 

Culverts  and  Bridge  Foundations. — May  be  cited  among  the 
numerous  applications  of  this  concrete  and  the  surface  imparted  to  them 
may  be  rendered  perfectly  smooth  thus  lessening  the  friction  of  the  water 
and  in  the  case  of  culverts  enabling  a  small  cross  section  to  be  used. 
They  are  as  strong  and  durable  as  stone  and  have  no  attraction  for  moss 
germs  or  other  vegetable  growths,  which  have  a  tendency  to  choke  up  the 
openings. 

Another  form  of  concrete  is  that  used  in  making  floors  for  stables, 
breweries,  chemical  works  or  other  places  requiring  a  strong,  hard, 
durable,  impervious  floor,  not  affected  by  heat  or  cold,  rain  or  shine, 
steam,  moisture  or  ordinary  chemicals. 

The  same  or  analogous  composition  used  for  floors  may  be  used  as  a 
facing  for  walls;  there  are  many  cases  where  a  wall  has  been  laid  with  or- 
dinary mortar  or  cement  and  the  water  on  the  outside  persists  in  going 
in  or  the  inside  persists  in  going  out  through  the  wall.  An  application  of 
ferroid  made  plastic  with  a  large  quantity  of  sand  will  remedy  this.  If 
the  surface  of  the  wall  can  be  made  dry  or  approximately  so  the  ferroid 
will  stick  to  it,  and  once  on  no  further  trouble  will  be  had  from  water  on 
■either  side.  In  this  way  leaky  cisterns,  vats,  chimneys  and  other  brick 
work  may  be  rendered  tight.  It  will  stick  to  wood  but  not  as  firmly  as  to 
brick  or  sandstone. 

As  a  simple  cement,  it  has  been  applied  to  joints  of  sewer  pipe  and 
some  kinds  of  water  pipe  with  success.  In  one  instance,  a  line  of  water 
pipe  had  300  pounds  of  water  turned  on  in  fifteen  minutes  from  the  time 
of  pouring  the  joints  and  no  leak  discovered,  of  course  with  ordinary  kind 
of  ferroid  no  caulked  joints  can  be  made.  With  iron  pipe  uniform  suc- 
cess has  not  been  attained,  but  this  will  probably  be  had  with  a  better 
understanding  of  the  material,  and  how  to  use  it. 

It  has  been  used  as  cement  for  bricks  in  many  places.  Its  strong  ad- 
hesion to  this  class  of  material  was  shown  above.  The  outside  course 
of  ordinary  chimneys  has  been  laid  with  it  and  in  case  that  portion 
projecting  above  the  roof  very  good  results  have  been  attained,  especially 
in  locations  where  strong  winds  tend  to  overturn  them. 

Allied  to  this  class  of  structures  may  be  mentioned  towers  of  brick 
erected  for  chemical  purposes,  for  which  it  is  well  adapted  by  its  strength, 
absence  of  pores  and  resistance  to  chemical  action. 

Underground  cisterns,  vats,  cellar  walls,  and  the  like,  when  laid  with 
it  have  the  advantage  of  its  strength  and  eminently  its  non-absorbing 
properties. 

Several  thousand  yards  of  stone  pavements  have  been  laid  using 
ferroid  as  a  cementing  material,  and  after  several  years  use  but  slight 
wear  can  be  noticed.  Its  high  mleting  point  added  to  its  not  softening 
under  that  temperature  gives  it  a  very  decided  advantage  over  other  sub- 
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Stances  used   for   such    purposes.      It  does  not  get  brittle  by  cold.     It  is 
non-absorbent,  germ-destroying,  clean  and  durable. 

It  requires  a  force  of  400  pounds  to  the  inch  of  surface  contact  to 
shear  a  stone  out  of  its  bed  and  in  many  cases  efforts  to  drive  one  out 
with  a  sledge  hammei  have  resulted  in  fracturing  the  stone,  but  not 
starting  it.  As  it  wears  a  little  faster  than  the  stone  a  good  foothold  is 
always  possible  for  the  horses. 


RESULTS    OF   TESTS   MADE. 

The  majority  of  these  tests  were  made  at  the  testing  department  of 
Fairbanks  &  Co.,  New  York  City.  Some  of  the  others  were  made  with 
Riehle  &  Co.'s  machines. 

LBS. 
NO.  COMPOSITION.  KIND.  PER  INCH 

1 .  Ferroid Compression  9073 

2.  I  Ferroid,   3  Sand "  11303 

3.  I  Ferroid,  3  Sand,  6    Stone  Chips  "  (sideways.)  3756 

4.  Ferroid Iron  Ring  compression,  15000 

5.  Ferroid Tensile,  750-  105a 

6.  I  Ferroid,  3    Sand "  850 

7.  1  Ferroid,  i  Asbestos "  1050 

8.  Ferroid Transverse,  1322 

9.  Ferroid Adhesion  to  iron,  526 

10.  Ferroid "  stone,  431 

1 1 .  Ferroid "  brick,  420 

12.  Ferroid Pressure  (steam),  75 

13.  Exposed  to  action  of  gas  in  main.  No  action  on  the  Ferroid. 

14.  Boiled  in  dilute  sulphuric  acid.    No  action. 

15.  Boiled  in  Muriatic  acid.     No  action. 

16.  Boiled — mixture  of  soap-suds,  nitre  and  soda.     No  action. 

17.  Electrical  resistance 125.000,000  Ohms 


COMPOUND   LOCOMOTIVES. 


By  Arthur  T.  Woods,  Member  Engineers  Club  of  St.  Louis. 


[Read  May  7th,  1890.] 
While  the  compound  locomotive  is  not  a  new  invention,  it  is  only  with- 
in a  year  that  any  genuine  interest  in  the  subject  has  been  developed  in 
railroad  circles  in  the  United  States.  The  American  Master  Mechanics' 
Association  at  their  meeting  last  June,  regarded  the  subject  of  compound 
locomotives  as  sufficiendy  important  to  be  made  one  of  the  leading 
subjects  for  investigation  and  report.  The  railroad  technical  journals 
have  been  for  several  months  devoting  a  large  part  of  their  space  to  the 
illustration  and  discussion  of  the  various  types.  And  while  there  are  at 
present  but  two  compound  locomotives  in  actual  service  in  this  country,  so 
far  as  known  to  the  writer,  one  on  the  Michigan  Central  Railroad  and  the 
other  on  the  Baltimore  and  Ohio,  it  is  known  that  a  number  of  railroad 
companies  and  locomotive  works  are  building  compound  locomotives  or 
aie  preparing  designs.  So  it  will^be  seen  that  we  are  at  the  present  time 
in  a  state  of  agitation  and  experiment. 

In  some  countries,  however,  the  compound  locomotive  may  be  said  to 
have  passed  beyond  the  experimental  stage  and  to  be  an  assured  fact. 
There  are  approximately  175  compound  locomotives  at  work  in  Great 
Britain,  160  in  Germany,  45  in  Russia,  100  in  South  America  and  smaller 
numbers  in  France,  Italy,  and  India.  In  all,  about  5oo.have  been  re- 
ported in  papers  before  Engineering  Societies  and  by  the  technical  jour- 
nals, and  as  some  of  these  reports  are  .over  a  year  old,  it  is  probable  that 
this  figure  is  below  the  number  actually  in  use. 

Evidently  the  compound  locomotive  is  considered  to  be  a  success  by 
many  engineers,  but  it  is  also  true  that  among  railroad  men  there  are 
many  who  regard  it  with  suspicion,  to  say  the  least,  while  some  have  no 
use  for  it.  The  reason  for  this  opposition,  or  antagonism  as  it  really  is  in 
some  cases,  is  not  apparent  on  the  surface.  If  the  proposition  to  use  com- 
pound locomotives  were  mentioned  to  an  engineer,  who  is  not  a  railroad 
man,  but  who  is  familiar  with  recent  progress  in  marine  and  stationary 
engines,  it  is  probable  that  it  would  seem  a  very  simple  question  to  him 
and  he  might  wonder  that  compound  locomotives  had  not  been  used  be- 
fore. In  marine  work  we  find  triple  or  quadruple  expansion  engines 
almost  without  exception,  and  the  compound  engine,  which  not  many 
years  ago  was  investigated  by  a  Board  of  Naval  Engineers  to  decide 
whether  or  not  it  could  be  advantageously  substituted  for  simple  engines 
in  naval  ships,  has  been  relegated  to  steam  launches.  But  the  locomo- 
tive uses  just  about  as  much  steam  per  horse-power  as  it  did  30  years 
ago. 

Not  that  it  has  not  been  improved  during  that  time,  for  great  advances 
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have  been  made  in  locomotive  engineering.  But  the  improvements  have 
been  principally  in  the  boiler  and  in  various  attachments.  The  steam 
pressure  is  higher,  the  locomotive  is  heavier,  the  cylinders  are  larger,  but 
it  is  still  a  simple  engine  with  a  slide  valve,  and  therefore  compared  with 
compound  engines  is  uneconomical. 

The  compound  locomotives  of  to  day  may  be  said  to  be  the  direct 
successors  of  three  small  two-cylinder  compound  locomotives  which  were 
built  in  1876 for  the  Bayonne  and  Biarritz  Railroad  from  the  designsof  Mr. 
Anatole  Mallet,  of  Paris.  These  locomotives  were  successful  from  the 
first  and  were  soon  followed  by  others  for  the  same  road.  In  1878,  Mr.  F. 
W.  Webb  converted  an  old  locomotive  into  a  compound  on  Mr.  Mallet's 
system,  and  the  satisfactory  results  obtained  with  this  engine  led  to  the 
now  well-known  Webb  three-cylinder  compound.  The  first  of  these  was 
built  in  1882  and  there  are  now  about  95  locomotives  of  this  type  in  use, 
principally  on  the  London  and  Northwestern  Railway  of  which  Mr. 
Webb  is  Chief  Mechanical  Engineer.  In  1880,  Mr.  A.  von  Borries  de- 
signed a  two-cylinder  compound  locomotive  for  the  Hanover  Railroad, 
(Germany)  which  was  followed  by  others,  and  in  1885  Mr.  T.  W.  Wors- 
dell  then  of  the  Great  Eastern  Railway,  (England)  brought  out  a  design 
similar  to  that  of  Mr.  von  Borries.  Other  engineers  have  doYie  much  to 
develop  the  compound  locomotive,  but  Messrs.  Mallet,  von  Borries, 
Webb  and  Worsdell  are  to  be  especially  credited  for  having  established 
the  types  or  systems  which  are  now  generally  known  by  their  names.  As 
illustrative  of  the  way  in  which  a  new  idea  gains  ground,  it  may  be  noted 
that  in  1886,  ten  years  after  Mr.  Mallet's  first  compound  locomotives, 
there  were  but  60  compound  locomotives  in  existence,  while  to-day  there 
are  not  less  than  500. 

The  majority  of  these  locomotives  have  two  cylinders,  but  locomotives 
with  three  and  four  cylinders  are  in  use.  and  the  two,  three  or  four  cylin- 
ders have  been  arranged  by  the  designers  in  about  as  many  ways  as 
is  possible.  The  two-cylinder  engines  may  be  divided  into  two  general 
classes  which  are  known  as  the  Mallet  and  the  Worsdell-von  Borries 
"systems".  In  both  of  these,  the  cylinders  are  placed  as  it  is  customary 
for  simple  locomotives,  either  outside  connected  as  all  American  loco- 
motives now  are,  or  inside  connected  following  the  custom  of  a  number 
of  European  railroads.  The  only  difference  from  the  simple  locomotive 
in  appearance  is  that  one  cylinder  is  larger  than  the  other,  and  this  ap- 
parent difference  is  frequently  lessened  by  building  out  the  lagging  of  the 
high-pressure  cylinder  until  it  is  over-all  the  same  size  as  the  low-pressure. 
The  exhaust  steam  from  the  high-pressure  cylinder  passes  to  the  low- 
pressure  cylinder  through  an  arched  copper  pipe  which  thus  forms  the 
receiver  and  which  is  placed  in  the  smoke-box.  The  cranks  are  of  course 
at  right  angles,  and  this  form  of  compound  locomotive  is  therefore 
simply  a  compound  receiver  engine.  Mr.  Mallet's  idea  has  been  from 
the  first  that  the  locomotive  should  be  so  arranged  that  it  can  be  worked 
as  either  a  compound  or  as  a  simple  engine  at  the  will  of  the  engine  run- 
ner. To  accomplish  this,  valves  are  inserted  in  the  high-pressure  steam 
pipe  and  in  the  receiver  pipe  by  means  of  which  live  steam  from  the  boil- 
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er  can  be  admitted  to  the  low-pressure  cylinder,  while  at  the  same  time 
the  exhaust  from  the  high-pressure  cylinder  passes  directly  to  the  exhaust 
nozzle.  The  pressure  of  the  steam  which  is  admitted  to  the  low-pressure 
cylinder  is  reduced  by  means  of  a  pressure  reducing  valve  or  simply  by 
wire-drawing,  to  about  one-half  of  the  boiler  pressure  so  that  each  cylin- 
der does  approximately  one-half  of  the  total  work.  With  this  combination 
of  valves  the  locomotive  may  be  operated  as  a  simple  engine  as  long  as 
may  be  desired. 

Mr.  von  Borries  and  Mr.  Worsdell  wished  to  avoid  the  complication 
which  is  unavoidable  in  Mr.  Mallet's  system,  and  also  to  make  compound 
working  compulsory  upon  the  engine  runner  in  order  that  the  economi- 
cal advantages  of  the  compound  engine  might  be  insured.  To  accom- 
plish this,  and  at  the  same  time  to  utilize  the  full  power  of  the  low-pres- 
sure cylinder  in  starting,  an  intercepting  or  non-return  valve  is  placed 
somewhere  in  the  receiver  pipe,  but  no  separate  exhaust  is  provided  for 
the  high-pressure  cylinder.  The  action  of  this  valve  is  such  that  the  loco- 
motive practically  starts  as  a  simple  engine  but  soon  begins  automatically 
to  work  as  compound. 

Mr.  Lindner  has  adopted  a  still  more  simple  device  for  two-cylinder 
compound  locomotives  in  Saxony,  which  consists  essentially  of  a  small 
pipe  and  cock  for  admitting  boiler  steam  to  the  receiver,  without  the  ad- 
dition of  an  intercepting  valve  or  other  complication.  With  this  arrange- 
ment, the  locomotive  is  practically  always  worked  as  a  compound,  as  even 
in  starting  this  receiver  pressure  is  back  pressure  on  the  high-pressure 
piston  as  well  as  forward  pressure  on  the  low-pressure  piston. 

The  Webb  compound  locomotive  has  three  cylinders,  two  high-pres- 
sure which  are  connected  to  one  driving  axle,  and  one  low-pressure  which 
is  connected  to  a  second  driving  axle.  The  most  noticeable  peculiarity  of 
the  system  is  the  absence  of  connecting  rods.  Another  form  of  three- 
cylinder  compound  locomotive  is  that  built  by  the  Northern  Railway  of 
France,  which  has  one  high-pressure  and  two  low-pressure  cylinders.  All 
three  cylinders  are  connected  to  the  same  driving  axle  and  all  three 
driving  axles  are  coupled. 

Other  French  railroads  have  recently  built  experimental  four-cylinder 
locomotives,  several  of  which  have  two  inside  connected  high-pressure 
cylinders  and  two  outside  connected  low-pressure  cylinders.  The  com- 
plication of  such  an  arrangement  is  necessarily  very  great  compared  with 
ordinary  locomotives.  In  another  form  of  four-cylinder  compound  there 
are  two  cylinders  on  a  side  arranged  tandem,  the  losv-pressure  cylinder 
being  in  front.  The  high  and  low-pressure  pistons  are  connected  to  one 
crosshead  and  the  steam  distribution  for  both  cylinders  is  controlled  by 
one  slide 'valve.  The  Baldwin  compound  for  the  Baltimore  and  Ohio 
Railway  also  has  four  cylinders,  two  on  each  side.  The  high-pressure  is 
directly  above  the  low-pressure,  both  pistons  are  connected  to  the  same 
'crosshead,  and  one  piston  valve  governs  the  steam  distribution  in  both 
cylinders.  Mr.  Mallet  has  designed  a  form  of  four-cylinder  compound 
which  resembles  the  the  Fairlie  locomotive.  The  two  high-pressure  cylin- 
ders are  attached  to  the  rear  part  of  the  main  frames  and  are   connected 


COMPOUND  LOCOMOTIVES 

2ffJ 

to  one  set  of  driving  wheels  and  the  two  low-pressure  cylinders  arc 
mounted  on  a  bogie  with  a  second  set  of  driving  wheels.  Small  locomo- 
tives of  this  type  were  used  at  the  Paris  Exposition,  and  one  of  the 
heaviest  locomotives  in  the  world,  for  the  St.  Gothard  Railway,  is  built 
on  the  same  plan. 

Before  discussing  some  of  the  special  advantages  and  disadvantao-es  of 
these  different  designs,  I  would  call  attention  to  some  of  the ''more 
marked  differences  between  the  requirements  which  must  be  fulfilled  bv 
locomotives  and  by  engines  for  other  classes  of  work.  A  marine  en^^ine 
for  example,  is  expected  to  develop  its  full  power,  or  very  near  it  the 
greater  part  of  the  time.  The  engine  is  designed  to  develop  a  certain 
horse  power  at  a  certain  speed  and  with  a  certain  degree  of  expansion 
and  it  is  not  expected  to  work  for  any  great  length  of  time  under  very 
different  conditions.  The  locomotive,  on  the  contrary,  is  required  to 
work  under  continually  varying  conditions,  on  a  level  and  on  o^rades  in 
good  weather  and  bad,  and  with  considerable  variations  in  the  weight  of 
the  train.  To  accomplish  this,  it  must  be  capable  of  doing  satisfactory 
work  with  widely  different  rates  of  expansion,  must  do  its  ordinary  work 
with  economy,  and  must  have  considerable  reserve  power.  Then  the 
question  of  starting  is  comparatively  of  small  moment  in  marine  eno-ines. 
But  the  locomotive  must  be  able  to  develop  its  full  tractive  power  in 
starting  and  it  must  not  be  possible  to  stop  it  in  such  a  position  that  it 
cannot  start  itself  promptly. 

In  marine  engineering,  considerable  complication  is  admissible  if  a 
saving  in  fuel  is  thereby  secured,  but  in  the  locomotive  simplicity  is  es- 
sential as  the  mechanism  cannot  be  carefully  watched  while  the  enoine 
is  in  motion.  The  question  of  the  total  weight  and  the  distribution  of  the 
weights  is  important  in  both  marine  and  locomotive  work  although  in 
quite  different  ways.  There  are  of  course  many  other  items  to  be  con- 
sidered, as  there  are  in  all  problems  in  steam  engine  design,  but  enough 
have  been  mentioned  to  show  how  widely  the  requirements  of  locomotives 
differ  from  those  of  marine  engines,  and  the  same  will  hold  to  a  great 
extent  in  comparisons  with  the  various  classes  of  stationary  engines.  In 
view  of  these  considerations,  it  is  not  to  be  wondered  at  that  the  railway 
master  mechanic  looks  with  distrust  on  all  such  complications  as  cut-off 
valves,  starting  valves,  intercepting  valves,  etc.,  or  that  he  continues  to 
use  a  simple  shifting  link  motion  on  account  of  its  simplicity  while  gen- 
erally admitting  its  imperfections. 

We  will  now  examine  the  different  forms  of  compound  locomotive 
more  in  detail  to  see  how  nearly  they  can  be  made  to  fulfil  the  require- 
ments above  outlined.  The  two-cylinder  form  [is  the  simplest  and 
the  cheapest  and  involves  less  change  from  the  common  forms  of  simple 
locomotives  than  any  of  the  others.  It  will  therefore  be  naturally 
adopted  for  new  engines  in  all  cases  in  which  its  use  is  practicable,  and 
also  when  simple  locomotives  are  to  be  converted  into  compound. 

The  steam  pressures  which  are  generally  used  for  two-cylinder  com- 
pound locomotives  range  from  i6o  to  i8o  pounds  per  square  inch,  although 
pressures  as  low  as  120  pounds  have  been  used  with  good  results  and  most 
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of  the  Russian  compounds,  which  were  converted  from  simple  locomo- 
tives, are  working  with  a  pressure  of  135  pounds.  Probably  the  majority 
of  simple  locomotives  which  have  been  built  in  thiscountry  during  the  last 
two  years  were  designed  to  carry  pressures  of  160  pounds  or  over,  but 
such  high  pressures  are  of  very  recent  introduction  and  140  pounds  would 
be  nearer  a  general  average  for  locomotives  now  in  use.  So  that  the  intro- 
duction of  compound  locomotives  is  usually  coupled  with  an  increase  of 
boiler  pressure. 

With  the  increased  pressure  it  will  generally  be  found  that  the  di- 
ameter of  the  high-pressure  cylinder  is  a  little  greater,  perhaps  an  inch 
or  so,  than  that  of  the  cylinders  of  simple  locomotives  having  the  same 
general  dimensions  and  for  the  same  class  of  work.  The  low-pressure 
cylinder  is  made  from  1.9  to  2.4  times  as  large  as  the  high  pressure,  the 
smaller  ratio  being  used  for  large  engines  and  the  larger  ratio  for  small 
engines  having  cylinders  say  16^  and  25^  inches  in  diameter.  The 
most  widely  used  ratio  is  about  2.1,  18  and  26  inches  being  common  di- 
ameters. This  ratio  of  cylinder  volumes  may  seem  small  for  an  engine 
which  is  to  use  steam  of  180  pounds  pressure,  when  we  consider  that  steam 
of  that  pressure  can  properly  be  expanded  to  over  ten  times  its  initial 
volume,  but  the  limiting  conditions  in  locomotives  forbid  the  use  of  larger 
ratios.  One  difficulty  is  that  a  large  cylinder  is  apt  to  be  troublesome  in 
various  ways.  If  the  engine  is  outside  connected,  the  weight  of  the  large 
cylinder  and  its  piston  and  valve,  tend  to  make  the  engine  one-sided  and 
hard  to  balance.  It  involves  long  crank  pins,  and  may  make  the  engine 
wider  across  the  cylinders  than  the  clearance  width  of  the  road  allows,  or 
if  set  in  more  toward  the  centre  line,  the  frames  and  trucks  must  be 
remodeled,  and  the  heavy  piston  still  remains.  The  last  mentioned  diffi- 
culty has  been,  to  a  certain  extent,  overcome  by  the  use  of  cast  steel 
pistons.  If  the  engine  is  inside  connected,  there  is  the  difficulty  of  get- 
ting the  cylinders  between  the  frames.  Then  it  is  necessary  to  allow  for 
a  considerable  reduction  in  the  initial  pressure  in  the  high-pressure  cyliii- 
der  at  early  cut-offs  and  high  speeds,  and  the  terminal  pressure  in  the  low- 
pressure  cylinder  must  be  kept  above  the  atmospheric  pressure  on  account 
of  the  blast.  In  this  connection  in  may  be  noted  that,  although  the  ex- 
haust in  the  two-cylinder  compound  occurs  but  one -half  as  often  as  in  the 
ordinary  locomotive,  that  is  but  twice  instead  of  four  times  per  revolu- 
tion, there  is  no  difficulty  in  keeping  up  steam.  With  the  same  boiler  and 
grate  surface  as  for  an  ordinary  locomotive  of  equal  weight,  the  boiler  is 
not  required  to  furnish  as  much  steam,  and  it  is  therefore  not  necessary  to 
urge  the  fires  to  the  same  extent.  It  is  claimed  that  there  is,  therefore, 
more  perfect  combustion,  greater  evaporation,  and  less  wear  and  tear  on 
the  flues  and  sheets. 

It  is,  of  course,  very  desirable  that  the  valve  gear  should  be  as  simple 
as  possible,  and  therefore  such  gears  as  the  Stephenson  shifting  link  are 
preferred,  and  it  is  further  desirable  that  the  valve  gear  of  both  cylinders 
should  be  controlled  by  means  of  one  reversing  lever.  But  if  the  points 
of  cut-off  are  the  same  in  both  cylinders,  the  division  of  the  work  be- 
tween    the     two    will    not  be  equal    at    different    points    of    cut-off,. 


COMPOUND  LOCOMOTIVES.  -gg 

with  ratios  of  the  cyUndcr  volumes  as  small  as  2.1.  To  equalize 
the  work  with  such  cylinder  ratios  it  is  necessary  to  adjust  the  valve  "-ear 
so  that  the  cut-off  is  always  earlier  in  the  high-pressure  cylinder  than  it  is 
in  the  low-pressure.  For  locomotives  which  are  to  work  generally  in  the 
forward  gear,  this  is  readily  accomplished  with  sufficient  accuracy,  by 
making  the  hanger  of  the  high-pressure  link  about  'Ao  shorter  than  that  of 
the  low-pressure  link,  so  that  for  any  position  of  the  reversing  lever  in 
forward  gear,  the  high-pressure  link  block  is  nearer  the  mid  position  than 
the  low-pressure  block,  and  the  high-pressure  cut-off  is,  therefore,  the 
earlier  of  the  two.  In  backward  gear  the  relative  positions  are,  of  course 
reversed,  and  this  method  is,  therefore,  not  applicable  to  locomotives 
which  are  required  to  do  much  of  their  work  in  the  backward  gear.  It  is 
possible  to  obtain  similar  effects,  within  a  limited  range,  by  a  combina- 
tion of  adjustments  in  the  link  motion,  such  as  reducing  the  steam  lap  of 
the  low-pressure  valve  and  the  angular  advance  of  the  eccentrics. 

Another  difficulty  which  requires  careful  study  is  the  compression  in 
both  the  high  and  low-pressure  cylinders.  With  the  shifting  link  motion,, 
as  applied  to  locomotives,  every  function  of  the  valve  is  accomplished 
earlier  as  the  link  is  moved  toward  mid  gear.  The  cut-off,  exhaust  open- 
ing or  release,  and  exhaust  closure  or  compression  are  all  earlier,  and 
there  is  greater  lead.  The  chief  difficulty  is  with  the  early  exhaust 
closure.  Without  going  into  details,  this  will  be  evident  when  we  con- 
sider that  in  the  simple  engine  the  back  pressure  line  is  from  2  to  5 
pounds  above  the  atmosphere,  and  if  the  initial  pressure  is  160  pounds 
gauge,  It  is  possible  to  compress  the  steam  to  about  Vq  of  the  volume  which 
it  occupies  when  the  exhaust  closes  before  the  initial  pressure  is  reached. 
In  a  compound  engine  we  may  have  the  same  initial  pressure  in  the  high- 
pressure  cylinder,  and  the  same  back  pressure  in  the  low-pressure  cylin- 
der. But  the  range  of  compression  is  now  divided  between  two  cylinders. 
The  absolute  pressure  in  the  receiver  may  vary  from  55  to  95  pounds, 
or  say  an  average  of  75  pounds,  and  this  is,  of  course,  the  initial  pressure 
for  the  low-pressure  cylinder,  and  the  back-pressure  for  the  high-pressure 
cylinder.  As  it  is  never  desirable  to  compfess  to  a  higher  pressure  than  the 
initial  pressure,  it  will  be  seen  that  with  the  pressures  mentioned,  the 
range  within  which  the  compression  must  be  kept  is  from  75  to  175 
pounds  in  the  high-pressure  cylinder,  and  from  18  to  75  pounds  in  the  low- 
pressure  cylinder.  To  avoid  exceeding  these  limits  with  the  shifting  link 
motion,  it  is  necessary  to  increase  the  clearance  space  or  to  cut  out  the 
inside  of  the  valve,  or  both.  The  high  pressure  distribution  is  the  more 
troublesome,  and  it  is  usual  to  find  as  much  as  7i6  of  an  inch  inside  clear- 
ance on  the  valve  with  a  clearance  volume  in  the  cylinder  and  ports  of 
from  8  to  10  per  cent,  of  the  piston  displacement.  Inside  clearance  of 
course  involves  a  very  early  exhaust  opening,  but  as  the  steam  is  exhausted 
into  a  closed  receiver,  against  a  considerable  pressure,  the  loss  from  this 
source  is  not  great.  The  low-pressure  distribution  is  more  easily  managed, 
although  inside  clearance  is  not  uncommon. 

The  question  of  back-pressure  and  compression  is  still  further  complica- 
ted by  the  excessive  wiredrawing  and  resistance  of  the  ports  at  high  speeds. 
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The  efifects  of  these  factors  are  shown  by  the  indicator  cards  numbered 
I,  2,  3  and  4.  These"are  from  the  same  engine  and  were  taken  at  the 
speeds  noted.  Card  No.  i  apparently  agrees  very  well  with  the  theoret- 
ical diagram.  The  portion  a,  b,  of  the  high-pressure  diagram  should 
be  very  nearly  horizontal,  theoretically,  and  it  will  be  seen  that  it 
is  approximately  so  injcard  No.  i.  Diagrams  2,  3,  and  4  were  taken  at 
increasing  speeds  with  the  same  cut-off  and  it  will  be  noted  that  the  whole 
back-pressure  line  of  the  high-pressure  diagram  assumes  a  continuous 
slope,  which  is  stilljmorejmarked  in  diagram  5  at  higher  speed  and  later 
cut-ofif.  The  apparent  explanation  of  this  is  that  at  high  speed  the  steam 
cannot  get  out  of  the  high-pressure  cylinder  fast  enough  to  prevent  some 
increase  of  pressure,  or  compression,  in  front  of  the  high-pressure  piston, 
before  the  exhaust  closes.  Diagrams  6  and  7  are  from  the  Michigan  Cen- 
tral compound.  As  originally  built  the  high-pressure  valve  wasline-and- 
line  inside  and  the  low  pressure  valve  had  >^-inch  inside  lap.  The  lead  in 
both  cylinders  was  y^a  inch,  and  the  clearance  spaces  were  8^  per  cent,  in 
the  high-pressure  cylinder,  and  4  per  cent,  in  the  low-pressure.  Diagram 
6  was  taken  with  these  proportions.  The  compression  was  so  excessive 
that  the  engine  would  not  run  at  a  higher  speed  than  45  miles  per  hour. 
As  finally  adjusted,  the  inside  lap  of  the  low-pressure  valve  was  cut  out, 
the  high-pressure  valve  was  given  ^  inch  inside  clearance,  the  lead  of 
both  was  increased  to  Vaa  of  an  inch,  and  the  high-pressure  clearance  was 
inceased  to  10  per  cent.  Diagram  7  was  taken  after  these  changes  had 
been  made.  A  speed  of  65  miles  per  hour — 320  revolutions — was  attained. 
In  this  connection  it  should  be  said  that  the  volume  of  the  receiver  should 
be  as  large  as  practicable.  Usual  proportions  are  from  i  to  i>^  times  the 
volume  of  the  high-pressure  cylinder.  With  a  large  receiver  the  fluctua- 
tion in  the  high-pressure  back-pressure  will  be  small  and  the  average 
back-pressure  will  be  lower  at  high  speeds.  A  peculiarity  which  is-wcfrthy 
of  note  is  the  admission  line  of  the  low-pressure  diagrams.  It  will  be  seen 
that  these  diagrams  do  not  differ  materially  in  appearance  from  those 
taken  from  simple  locomotives,  and  this  is  in  spite  of  the  fact  that  the 
supply  of  steam  is  drawn  from  a  comparatively  small  space  instead  of  from 
the  boiler,  and  also  in  spite  of  the  fact  that  at  all  ordinary  points  of  cut- 
off there  is  re-admission  to  the  low-pressure  cylinder.  That  is,  the  high- 
pressure  exhaust  opens  before  the  low-pressure  steam  valve  closes.  At 
very  slow  speeds  this  re-admission  would  cause  a  hump  in  the  low-pressure 
admission  line,  but  as  the  speed  increases  it  apparantly  serves  to  balance, 
as  it  were,  the  drop  in  pressure  due  to  the  expansion,  and  so  causes  the 
admission  line  to  be  more  nearly  horizontal  and  so  more  like  the  diagrams 
from  ordinary  locomotives. 

Now  as  to  the  cylinder  power  of  the  two-cylinder  compound  as,compared 
with  simple  locomotives.  A  simple  locomotive  carrying  a  boiler  pressure 
of  150  pounds  can  develop  at  slow  speed  from  120  to  125  pounds  mean  ef- 
fective pressure.  Let  us  assume  that  the  boiler  pressure  in  a  compound 
is  to  be  180  pounds.  This  must  be  divided  between  the  two  cylinders  so 
that  each  does  about  the  same  amount  of  work.  With  a  cylinder  ratio  of 
two  and  without  allowing  for  any  losses  this  means  a  mean  effective  pres- 
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sure  of  about  120  pounds  in  the  high-pressure  cyUnder  and  60  pounds  in 
the  low-pressure.  In  practice  the  high- pressure  mean  effective  will  not 
exceed  no  pounds  with  180  pounds  boiler  pressure.  So  that  in  order  to 
have  the  maximum  power  of  the  two  engines  the  same,  the  high-pressure 
cylinder  must  be  made  larger  than  the  cylinder  of  the  simple  locomotive 
in  about  the  proportion  of  125  to  no,  even  though  the  boiler  pressure  is 
increased  from  150  to  180  pounds.     As  the  speed  is  increased,  the  differ- 
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ence  between  the  two  engines  becomes  less  marked  and  at  high  speed  the 
compound  is  equal  if  not  superior  to  the  other.  This  does  not,  of  course, 
mean  that  the  cut-off  is  to  be  the  same  in  both  engines  at  the  same  speed, 
for  it  is  not  desirable  to  work  the  compound  at  as  early  cut-offs  as  are  prac- 
ticable with  simple  locomotives.  But  the  compound  can  develop  fully  as 
high  an  equivalent  mean  effective  pressure  at  high  speed  as  can  be  obtained 
with  the  ordinary  locomotive.  The  principal  causes  of  this  are  probably, 
that  at  high  speeds  the  compound  can  be  worked  at  a  later  cut-off  than  the 
simple  locomotive  without  requiring  more  steam  than  the  boiler  can  fur- 
nish, and  thereby  gains  the  advantage  of  a  wider  port  opening,  less  wire- 
drawing and  a  fuller  steam  line.  So  it  appears  that  in  comparison  with 
the  simple  engine,  the  compound  is,  in  general  terms,  equal  or  superior  at 
high  speed,  but  is  deficient  at  the  late  cut-offs  which  are  necessary  in 
starting. 

To  remedy  this  defect  and  also  to  make  the  low-pressure  cylinder 
generally  available  in  starting,  some  form  of  starting  gear  is  necessary.  As 
has  been  said,  the  simplest  form  is  a  simple  plug  cock  which  can  be  oper- 
ated from  the  cab  and  which  admits  boiler  steam  to  the  receiver.  The 
Lindner  gear  is  an  extension  of  this  method,  the  handle  of  the  cock  being 
connected  to  the  usual  reversing  gear  in  such  a  manner  that  by  throwing 
the  reverse  lever  into  its  extreme  position  in  either  direction  the  cock  is 
opened.  When  the  link  is  hooked  up,  as  it  is,  of  course,  soon  after  start- 
ing, the  cock  is  closed  by  that  means  and  remains  closed  for  all  positions  of 
the  i-everse  lever,  except  the  extremes.  This  method  simply  enables 
the  engineer  to  start  his  engine  as  a  compound,  and  as  has  been 
pointed  out,  a  comparatively  large  high-pressure  cylinder  is  necessary 
if  the  compound  is  to  be  as  powerful  in  starting  as  the  ordinary  loco- 
motive. 

Then  we  have  the  automatic  intercepting  valves  of  von  Borries,  Wors- 
dell  and  Pitkin,  all  of  which  are  the  same  in  principle.  The  first  is  a  cy- 
hndrical  disk  valve,  the  second  a  flap  valve,  and  the  third  a  piston  valve, 
each  in  connection  with  some  special  features  in  the  mechanical  arrange- 
ment. The  operation  of  these  valves  is,  briefly:  That  opening  the  main 
throttle  automatically  closes  the  intercepting  valve,  and  admits  steam  di- 
rectly to  both  cylinders.  When  the  engine  starts,  the  high-pressure  cylin- 
der exhausts  into  the  receiver,  and  after  one  or  two  strokes  the  receiver 
pressure  is  raised  sufficiently  to  open  the  intercepting  valve.  The  direct 
supply  to  the  low  pressure  cylinder  is  thereby  shut  off  and  the  engine  be- 
gins to  work  as  a  compound.  A  locomotive  fitted  with  one  of  these  ar- 
rangements may  be  said  to  practically  start  as  a  simple  engine,  and  there- 
fore there  is  ample  power  at  the  start.  But  as  compound  working  be- 
gins after  from  one-half  a  turn  to  a  full  turn  of  the  driving  wheels,  the 
maximum  possible  pressure  in  the  cylinders  is  thereafter  limited  as  has 
been  shown. 

This  form  of  starting  gear  appears  to  work  well  in  practice,  and  the 
majority  of  two-cylinder  compound  locomotives  are  fitted  with  the  von 
Borries,  or  Worsdell  valves.  The  possible  deficiency  in  power  is  appar- 
ently satisfactorily  overcome  by  making  the  high-pressure  cylinder  about 
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one  inch  larger  in  diameter  than  cyHnders  ot  ordinary  locomotives  of  the 
same  weight  and  general  proportions. 

All  forms  of  the  Mallet  starting  gear  which  have  as  yet  been  made 
public,  are  complicated  as  compared  with  the  others.  Mr.  Mallet  has 
used  a  slide  valve  as  a  distributing  valve  having  ports  arranged  so  that 
the  exhaust  from  the  high-pressure  cylinder  can  be  directed  to  the  re- 
ceiver or  to  the  exhaust  nozzle  as  desired,  while  at  the  same  time  the  di- 
rect steam  supply  to  the  low-pressure  cylinder  is  closed  or  opened. 
Another  form  consists  of  a  small  slide  valve  for  a  starting  valve  in'connection 
with  a  sort  of  double  poppet  valve  as  a  distributing  valve.  The  Mallet 
system  has  the  advantage  of  the  othecsin  that  a  smaller  high-pressure  cylin- 
der can  be  used  without  any  danger  of  making  the  locomotive  deficient 
in  starting  power.  It  therefore  makes  it  possible  to  convert  most  ordi- 
nary locomotives  into  compounds  by  simply  putting  on  a  new  and  larger 
cylinder  for  the  low-pressure. 

Turning  now  to  three-cylinder  compound  locomotives,  it  is  apparent 
that  there  are  two  possible  arrangements,  viz:  one  high-pressure  and  two 
low-pressure  cylinders,  or  two  high-pressure  cylinders  and  one  low-pres- 
sure. The  latter  is  the  form  of  the  Webb  compound  and  a  brief  summary 
of  some  of  its  peculiarities  may  be  interesting.  There  is  no  provision  for 
admitting  boiler  steam  to  the  low-pressure  cylinder  in  starting.  But  there 
are  no  coupling-rods  and  full  boiler  pressure  on  the  high-pressure  pistons 
will  generally  be  enough  to  slip  the  corresponding  pair  of  driving  wheels. 
When  this  occurs  the  high-pressure  cylinders  exhaust  into  the  receiver 
and  the  low-pressure  cylinder  is  thus  supplied  with  steam.  If  the  low 
pressure  crank  is  not  at  01  very  near  a  dead  point  there  is  no  difficulty  in 
starting,  but  if  it  happens  to  be  so  situated,  the  high-pressure  cylinders 
are  alone  available.  As  these  cylinders  are  but  I4"in  diameter,  the  locomo- 
tive would  then  be  very  deficient  in  starting  power.  The  starting  power  ot 
the  engine  therefore  depends  largely  upon  the  skill  of  the  engineer,  who 
must  see  that  he  does  not  stop  his  engine  with  the  low-pressure  crank  on 
the  centre.  The  low-pressure  cyhnder  in  the  Webb  locomotives  is  usu- 
ally 30"  in  diameter,  is  placed  directly  beneath  the  smoke  box  and  is  con- 
nected to  the  forward  driving  axle,  the  crank  being  in  the  middle  of  its 
length. 

As  has  been  mentioned,  a  three-cylinder  locomotive  of  the  other  form 
having  one  high-pressure  and  two  low-pressure  cylinders  has  beenbuiltby 
the  Northern  Railway  of  France.  The  cylinders  are  17"  and  19.7"  in  di- 
ameter, by  27.6"  stroke.  The  low-pressure  cylinders  are  placed  outside  as 
usual,  the  high-pressure  cylinder  is  inside  connected,  and  all  of  the  driving 
axles  are  coupled.  In  this  form  of  locomotive  ample  starting  power  can  be 
secured  by  simply  admitting  steam  of  about  one-half  the  boiler  pressure 
to  the  receiver. 

A  peculiarity  of  three-cylinder  compound  locomotives  is  the  possible 
division  of  the  work  between  the  cylinders.  With  the  ratio  of  cylinder 
volumes  which  are  practicable  for  locomotives  the  tendency  is  for  the  low- 
pressure  cylinder  to  do  more  than  one-half  of  the  total  work.  In  fact,  it 
cannot  generally  be  made  to  do  less  than  one-half.     So  we  find,  that   the 
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work  done  in  the  single  low-pressure  cylinder  of  the  Webb  engine,  is 
equal  to,  if  not  greater,  than  that  done  in  both  high-pressure  cylinders. 
As  the  low-pressure  pair  of  driving  wheels  is  independent  of  the  pair 
driven  by  tbe  high-pressure  cylinders,  this  is  as  it  should  be,  and  further 
there  would  be  very  little  advantage  in  coupling  the  driving  wheels  on  this 
type  of  locomotive. 

For  the  same  reasons  it  is  possible  to  divide  the  work  very  evenly  be- 
tween the  three  cylinders  of  the  other  type  of  three-cylinder  compound, 
and  it  is  not  possible  to  arrange  it  so  that  the  single  high-pressure  cylinder 
will  do  as  much  as  one-half  of  the  work.  Therefore,  it  is  in  this  case  high- 
ly advisable  to  use  coupling  rods.* 
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Four-cylinder  receiver  engines  do  not  show  any  special  peculiarities. 
They  may,  in  fact,  be  regarded  as  two  two-cylinder  engines  put  together. 
In  those  built  by  the  Paris,  Lyons  &  Mediterranean  Railway,  the  high 
pressure  cylinders  are  inside  connected  and  the  low-pressure  cylinders  are 
outside  connected.  These  locomotives  are  necessarily  very  complicated, 
as  the  valve  gear  and  reciprocating  ])arts  are  quadrupled.  On  the  other 
hand,  they  are  very  powerful,  there  is  no  difficulty  in  starting,  and  they 
can  be  very  readily  balanced.     A  tandem  four-cylinder  compound  loco- 


*This  locomotive  is  now  (Au| 
rimore  and  Philadelphia. 


iSgj,)  at  work  in  passenger  service  between  Bal- 
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motive  was  designed  by  Mr.  H.  I).  Dunbar  in  1883  and  was  tried  on  the 
Boston  &  Albany  Railroad.  This  engine  was  reconverted  into  a  simple 
locomotive  as  it  "gave  no  economy."  No  details  as  to  tests  upon  which 
the  cause  of  the  failure  could  possibly  be  determined  have  been  made  pub- 
lic. A  tandem  engine  built  by  the  Northern  Railway  of  France  has  given 
very  satisfactory  results.  The  four-cylinder  compound  built  by  the  Bald- 
win Locomotive  Works  is  identical  in  principle  with  the  tandem  engines. 
This  engine  did  the  work  for  which  it  was  designed  with  economy,  but  the 
steam  distribution  was  not  perfectly  satisfactory  and  at  last  accounts  the 
engine  was  in  the  Baldwin  Works  having  new  valves  put  in. 

In  engines  such  as  these  in  which  the  high  and  low-pressure  pistons 
move  simultaneously,  or  which  are  sometimes  called  continuous  expansion 
engines,  there  is  no  receiver  and  all  dead  space  between  the  pistons  is  dis- 
advantageous. The  indicator  cards  from  this  form  of  compound  engine 
are  quite  different  from  those  for  receiver  engines,  as  will  be  seen  by  a 
reference  to  the  diagrams  numbered  8,  9  and  10,  which  are  from  the 
French  Tandem  engine.  In  locomotives  of  this  type,  the  adjustment  of 
the  valves  is  still  more  difficult  than  in  the  receiver  engines.  When  the 
pistons  are  concentric,  as  in  the  tandem  arrangement,  the  division  of  work 
between  the  cylinders  is  comparatively  unimportant.  The  problem  of 
starting  is  not  difficult  since  if  the  area  of  the  low  pressure  piston  is 
equal  to  the  piston  area  of  the  simple  engine,  a  valve  for  admitting  boiler 
steam  between  the  pistons  is  all  that  is  necessary. 

Comparing  the  different  forms  of  compound  locomotives  we  see  that 
the  two  cylinder  type  is  by  far  the  simplest,  and  it  would  therefore  be  the 
natural  choice  in  all  cases  excepting  those  in  which  the  necessary  great 
size  of  the  cylirKiers — for  a  locomotive — forbids  its  adoption.  With  the 
three-cylinder  type  it  is  practicable  either  to  use  two  small  low-pressure 
cylinders  instead  of  one  large  one,  or  to  do  away  with  some  coupling  rods. 
It  is  also  possible  to  employ  a  greater  ratio  of  cylinders  and,  therefore,  to 
more  fully  realize  the  expansive  power  of  high  pressure  steam.  The  dis- 
tribution of  the  weight  may  be  better  than  in  the  two-cylinder  type,  and 
a  very  uniform  turning  m  oment  can  be  obtained.  To  offset  these  possible 
advantages,  there  is  the  increased  complication,  and  therefore  the  in- 
creased first  cost  and  expense  of  maintenance. 

The  four-cylinder  receiver  type  has  some  of  the  advantages  mentioned 
for  the  three-cylinder  form,  together  with  the  possibility  of  making  a  very 
perfectly  balanced  locomotive..  It  is,  of  course,  the  most  complicated  of  all 
the  pos5ible  arrangements  which  have  been  mentioned.  The  tandem  and 
Baldwin  forms  are  not  much  more  complicated  than  the  two-cylinder 
type,  and  the  use  of  large  cylinders  is  avoided,  but  the  weight  of  recipro- 
cating parts  is  increased,  and  when  a  leading  truck  is  used  there  is  an  in- 
crease in  dead  weight. 

Having  noted  the  different  forms  of  compound  locomotives  which  are 
in  use,  and  shown  some  of  the  principal  difficulties  which  must  be  over- 
come in  their  design,  we  may  now  properly  take  up  the  question,  Why 
should  compound  locomotives  of  any  form  be  used?  The  answer  to  this 
is:  Simply   for  economy.     It  is  not  necessary  to   attempt   to  explain   in 
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detail  to  members  of  an  engineers'  club  why  a  compound  engine  is  in  gen- 
eral more  economical  than  a  simple  engine.  We  know  very  well  that 
when  properly  designed  for  the  work  to  be  done,  that  it  is  so.  And  that 
for  many  classes  of  work,  knowing  the  probable  saving  in  coal  per  horse 
power,  a  simple  arithmetical  calculation  involving  first  cost,  interest,  etc., 
will  determine  whether  or  not  a  compound  engine  should  be  used. 

The  principal  reasons  why  the  compound  locomotive  should  be  more 
economical  than  the  simple  locomotive  are  apparently  that,  for  a  given 
mean  effective  pressure,  the  cut-off  is  later,  the  steam  distribution  is 
therefore  better,  we  would  expect  less  condensation  as  the  difference  be- 
tween the  initial  and  final  temperature  of  the  steam  in  each  cylinder  is 
reduced,  and  by  placing  the  receiver  in  the  smoke  box  the  steam  is  more 
or  less  dried  oat  on  its  way  to  the  low-pressure  cylinder.  Then,  as  more 
work  is  obtained  from  each  pound  of  steam,  the  boiler  is  more  moderate- 
ly worked,  the  steam  should  be  drier  and  the  rate  ofevaporation  per  pound 
of  fuel  should  be  higher. 

Compound  locomotives  have  made  just  about  such  a  record  during 
their  short  existence  as  we  would  naturally  expect.  When  carefully  de- 
signed for  the  work  which  is  required  of  them  they  have  given  very  satis- 
factory results.  The  saving  of  fuel  over  that  used  by  ordinary  locomotives 
doing  the  same  work  ranges  from  13  to  24  per  cent.  The  general  avei-age 
of  a  large  number  of  tests,  giving  each  test  a  weight  proportional  to  the 
time  it  occupied,  is  18'/^  per  cent,  for  engines  using  coal  as  fuel.  It  is 
interesting  to  note  that  the  highest  reported  percentage  of  saving  is  for 
engines  in  which  the  same  boiler  pressure,  176.4  pounds,  was  used.  Mr* 
Urquhart  has  found  for  petroleum  burning  locomotives  in  Russia  that  a 
saving  of  from  1434^  to  2^]4  per  cent,  was  obtained  by  converting  ordinary 
locomotives  into  compounds,  the  boiler  pressure  of  all  engines  being  135 
pounds.  The  last  percentage,  25.5,  is,  it  seems  to  me,  higher  than  can 
be  reasonably  accounted  for  by  simply  compounding  a  locomotive  at 
135  pounds  boiler  pressure.  The  t8'4  per  cent,  .is,  however,  the  average 
of  tests  of  60  compound  locomotives  in  various  parts  of  the  world,  the 
average  length  of  the  tests  being  about  five  months. 

On  the  basis  of  an  annual  mileage  for  an  engine  of  30,000  miles,  and 
30  miles  per  ton  of  coal,  the  total  coal  consumption  per  engine  per  annum 
is  I, GOO  tons.  A  saving  of  i8>^  per  cent,  is  185  tons  per  engine  per  annum 
which  at  $2  per  ton  costs  $370.  This  is  a  low  estimate,  but  it  would  prob- 
ably be  generally  admitted  that  such  a  saviiv^  is  worth  striving  for.  The 
extra  first  cost  of  a  two-cylinder  compound  over  that  of  an  ordinary  loco- 
motive is  slight  and  the  cost  of  converting  most  forms  of  simple  locomo- 
tives will  not  be  great.  In  either  case  it  is  probable  that  a  year's  saving 
in  coal  will  more  than  meet  the  additional  expense.  It  has  been  said  that 
building  a  compound  locomotive  for  the  sake  of  a  possible  saving  of  from 
15  to  20  per  cent  in  fuel  is  a  doubtful  experiment,  inasmuch  as  a  change 
in  engineers  on  simple  locomotives  may  make  a  difference  of  25  per  cent. 
Hut  a  great  advantage  of  the  ct)inpound  system  is  that  if  the  engine  is 
properly  designed  for  the  work  it  lias  to  perform,  its  coal  saving  capabili- 
ties are  to  a  great  extent  independent  of  the  engine  runner.     If  he  is  care  - 
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less  with  one  engine  he  will  Ije  so  with  another,  biitjit  is'possiblel  for  him 
to  waste  more  fuel  with  the  simple  engine  than  with  the  compound,  and 
if  both  are  handled  with  the  same  degree  of  care,  the  compound  must  use 
less  fuel  than  the  other. 

It  has  been  shown  that  the  range  of  power  of  a  compound  cn^'-inc  is 
necessarily  more  limited  than  that  of  the  simple  engine,  and  it  follows 
directly  from  this  that  the  compaund  locomotive  must  be  carefully  de- 
signed for  the  work  which  it  is  expected  to  do,  if  the  best  results  are  to  be 
obtained.  The  first  requisite  in  starting  the  design  of  a  compound  loco- 
motive is,  then,  exact  data  as  to  the  work  to  be  done  by  it.  With  this  in- 
formation an  engine  can  be  built  which  will  have  an  ample  range  of  power 
for  the  service  required,  and  which  will  be  comparatively  economical. 
This  point  is  dwelt  upon  because  there  is  apparently  a  sort  of  popular 
idea  that  if  a  compound  locomotive  is  good  anywhere  it  should  be  good 
everywhere  and  convei'sely  if  it  fails  anywhere  it  is  therefore  no  good  at 
all.  This  idea  possibly  originated  m  the  old  custom  of  using  old  locomo- 
tives which  were  too  decrepit  for  further  work  on  the  road  for  switching 
engines.  It  has  been  discovered  that  this  was  apt  to  be  poor  economy 
and  switching  engines  are  now  generally  designed  for  that  special  pur- 
pose. In  the  same  way  heavy  freight  engines  and  express  passenger  en- 
gines are  no  longer  supposed  to  be  properly  interchangeable.  Compound 
locomotives  must  be  regarded  in  the  same  way,  and  simply  designed  tor 
the  work  they  are  to  do. 

It  is  by  jno  means  to  be  inferred  that  all  locomotives  should  pro- 
perly be  compounds,  any  more  than  that  all  stationary  engines  should 
be  compound.  For  switching  and  suburban  traffic,  where  the  stops 
are  very  frequent,  their  utility  is  doubtful.  But  for  express  passenger  ser- 
vice and  for  heavy  freight  work  they  can,  in  my  opinion,  unquestiomibly 
be  used  with  decided  advantage.  This  opinion  has  not  been  hastily  formed 
but  is  the  result  of  a  careful  study  of  the  question  covering  several 
years. 

There  is  now  reason  to  believe  that  within  a  few  years  a  large  number 
of  compound  locomotives  will  be  in  operation  in  the  United  States.  The 
idea  is  new,  and  a  good  deal  of  experimenting  must  be  done  before  the 
best  design  for  each  class  of  service  can  be  thoroughly  established.  Errors 
have  already  been  made  which  could  have  been  avoided  by  study  on  the  part 
of  the  designers  and  .some  failures  are  naturally  to  be  expected.  But  the 
rapid  increase  in  the  number  of  compound  locomotives  during  the  past 
three  years  indicates  that  they  have  come  to  stay — ns  long  as  we  use  steam 
locomotives. 
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THE  PEMBERTON  CONCENTRATOR. 


By  Frank  Nicholson,  Member   Engineers'  Club  of  St.  Louis. 


[Read  April  2,  1890.] 


During  the  past  twenty  years  new  devices  for  the  concentration  of  ores 
have  been  patented.  While  many  of  these  have  got  but  little  further  than 
the  Patent  Office,  still  the  number  that  have  been  given  a  fair,  practical 
test  is  not  inconsiderable.  No  entirely  satisfactory  machine  has  yet  been 
devised  for  handling  the  tails  ftom  stampmills,  the  claims  of  sundry  man- 
ufacturers to  the  contrary  notwithstanding. 

In  fact,  it  has  come  to  be  a  common  saying  afmong  mill-men,  that  the 
ore  which  will  not  pay  without  the  aid  of  concentrators  will  not  pay  at  all, 
and  1  must  add  that  my  own  experience — especially  in  gold-milling — 
would  seem  to  verify  this  pessimistic  statement. 

Probably  the  most  serious  difficulty  in  the  way  of  success  in  concentra- 
ting tailings  is  the  almost  univei"sal  lack  of  proper  sizing  facilities.  Con- 
centration without  previous  sizing  has  generally  been  found  to  result  in 
failure,  more  or  less  complete,  according  to  the  amount  of  variation  in  the 
size  of  the  particles  treated.  A  fragment  of  pyrite  will  sink  in  a  column 
of  water  faster  than  a  fragment  oif^w&xXz, provided  the  two  fragments  are 
of  the  same  size  and  shape;  but  a  large  particle  of  quartz  may  beat  a 
smaller  particle  of  pyrite  in  their  race  to  the  bottom. 

Thus  our  concentrates  usually  contain  worthless  coarse  sand:  while 
slimes  of  value  reach  the  tailings  pond. 

Perhaps  the  most  successful  concentrators  for  treating  tailings,  have 
been  those  of  which  the  Frue  Vanner  is  the  type;  yet  the  mills  are  not  in- 
frequent where  these  have  been  abandoned  in  disgust. 

It  is  a  fact  worth  chronicling  that  at  Vulture,  Arizona,  the  Cornish 
Buddie  has  been  selected  after  months  of  experimental  work,  to  treat  the 
700,000  tons  of  tailings  from  the  Vulture  mill.  These  tailing  are  esti- 
mated to  contain  $1.75  in  gold  per  ton.  Experiment  has  demonstrated 
the  fact  that  the  Cornish  Buddie  will  save  65  per  cent,  of  the  value  at  a 
cost  for  treatment  not  exceeding  fifty  cents  per  ton.  The  net  profit,  on 
the  above  basis,  will  be  63^4^  cents  per  ton  or  for  the  whole  amount  $446,- 
250 — not  an  insignificant  sum.  With  proper  sizing,  this  historic  machine, 
dating  back  to  a  past  century,  can  accomplish  even  better  results.  The 
problem  of  thorough  and  economical  concentration  has  not  yet  been  solved. 

The  machine  to  which  I  now  wish  to  call  your  attention  is  so  new  and 
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comparatively  untried  that  I  should  be  rash  indeed  to  predict  for  it  im- 
munity from  all  the  many  disadvantages  that  seem  to  be  inseparable  from 
the  many  types  now  in  use. 

The  Pemberton  concentrator  is  chiefly  remarkable  for  its  simplicity. 
There  are  no  pulleys,  belts,  gears,  or  the  thousand-and-one  parts  that,  in 
the  ordinary  concentrator,  seem  to  vie  with  one  another  in  getting  out  of 
order  and  discouraging  the  long-suffering  mill-man.  Neither  is  any  H.  P. 
required,  hence  it  can  be  operated  at  small  cost. 

The  principle  involved  is  the  usual  one.  Water  is  the  medium  em- 
ployed and  the  results  depend  upon  the  difference  in  specific  gravity  of 
the  valuable  and  waste  particles.  Sizing  is  here  as  essential  to  good  work 
as  in  other  types. 

A  glance  at  the  drawing  will  explain  the  construction.  So  simple  in- 
deed, is  the  machine,  that  I  have  not  deemed  it  necessary  to  letter  the 
drawing  so  as  to  refer  to  the  parts  in  detail.  Plan  and  elevation  are  given 
with  two  sections. 

The  machine  consists  of  a  sluice  with  small  openings  at  intervals  along 
the  bottom,  leading  into  boxes  attached  underneath.  Water  is  admitted 
to  these  boxes  under  such  head  as  may  be  desirable,  being  regulated  at 
will  by  the  stop-cocks  shown  on  the  drawing. 

The  bottom  of  each  <5f  the  eight  boxes  consists  of  a  2"  piece  of  wood, 
to  which  is  fastened  a  strip  of  iron,  and  all  so  hinges  as  to  form  a  lever  of 
the  tirst  class.  The  apron  and  the  first  section  of  the  sluice  are  covered 
with  copper  plates.  The  plates  on  the  apron  are  laid  flat  and  secured  by 
countersunk  screws  to  the  inch  boards  of  which  the  sluice  is  constructed. 
The  plates  on  the  sluice  proper  are  so  put  down  as  to  form  riffles  tending 
to  divert  the  stream  of  pulp  always  towards  the  central  groove,  which  is 
^"  wide  and  j^"  deep. 

The  apertures  found  at  intervals  along  this  grove  are  j{"  long  and  Vie" 
in  width.  The  length  of  the  first  section  is  11'.  In  the  second  section  no 
plates  are  used.  The  boxes  are  4"Xi9"  in  section  6;^"  deep;  while  the 
apertures  are  placed  at  right  angles  to  the  flow  of  tailings  are  Vio"  wide 
and  extend  clear  across  the  sluice. 

To  operate  this  concentrator  it  should  be  set  with  but  little  fall — just 
enough  to  prevent  the  tailings  from  banking  in  the  sluice.  The  boxes  are 
filled  about  two-thirds  full  of  concentrates  in  order  to  keep  the  water  from 
running  out  at  the  bottom.  Then  move  the  adjustable  weights  far  enough 
back  to  keep  the  traps  closed  and  turn  on  the  water. 

Now  balance  the  lever  arms  nicely  by  means  of  the  eight  sliding  weights 
until  they  will  just  keep  the  traps  closed.  As  the  concentrates  accumu- 
late in  the  boxes  the  traps  are  forced  open  and  the  contents  gradually  es- 
cape. If  the  concentrates  escape  too  rapidly,  the  load  being  taken  off  the 
trap,  it  closes  automatically.  Of  course,  suitable  bins  are  provided  for  the 
reception  of  the  escaping  concentrates. 

All  particles  entering  the  boxes  must  do  so  against  the  upward  pressure 
of  the  water  through  the  apertures.  Thus  we  have  applied  on  a  com- 
mercial scale,  the  method  used  in  the  physical  laboratory  to  determine  the 
laws  of  the  concentration  of  ores. 
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The  concentrates  saved  are  found  to  be  -raded,  the  richest  and  cleanest 
being  caught  nearest  the  apron,  while  towards  the  tail  of  the  sluice  they 
become  progressively  poorer.  Just  what  this  machine  will  accomplish,  it 
is  yet  too  early  to  predict  with  any  certainty;  but  its  extreme  simplicity 
would  seem  to  warrant  one  in  the  conclusion  that  it  will  have  ample  op- 
portunity to  demonstrate  its  possibilities.  Probably  its  greatest  drawback 
— at  least  as  far  as  its  use  in  the  arid  portions  of  the  West  is  concerned— 
is  the  large  amount  of  water  required  for  its  operation.  This  could  be 
overcome  in  some  measure  by  settling  and  using  over  and  over  again.  I 
may  be  able  in  a  subsequent  paper  to  give  some  figures  of  interest  taken 
from  the  records  of"  actual  work  of  this  machine. 


THE  EIFFEL  TOWER  FROM    FOUNDATION    TO  LANTERN. 


By    AMBROSE   SWASEY,    MEMBER    OF    THE    CIVIL    ENGINEERS   CLUB 
OF    CLEVELAND. 


[Read  April  8,  1890.] 

The  great  feature  of  the  Paris  Exposition  around  which  everything- 
centered,  was  the  Eiffel  Tower.  It  has  been  called  a  huge  flag-staff,  also 
a  gigantic  candle-stick,  thus  serving  the  night  as  well  as  the  day.  S9  much 
has  been  written  and  published  about  this  structure,  that  not  only  its  great 
height,  but  its  peculiar  shape  has  become  familiar  to  the  whole  world,  and 
whether  traveling  through  the  streets  of  Paris,  New  York,  London  or 
Rome,  one  constantly  beheld  the  pictures  and  models  of  this  strange  look- 
ing shaft.  It  is  therefore  very  late  to  give  any  new  information  concern- 
ing this  great  work,  to  a  body  of  American  Engineers,  yet  if  I  can  succeed 
in  refreshing  your  memory  about  some  of  the  details  of  its  construction,  1 
shall  feel  satisfied;  for  when  we  reflect  upon  such  great  engineering  works, 
we  can  but  have  more  respect  for  man,  and  more  confidence  in  his  power 
to  deal  with  the  forces  of  nature. 

I  shall  never  forget  how  thousands  of  others  as  well  as  myself,  upon  en- 
tering the  gates  of  the  Exposition,  and  for  the  first  time  were  brought  face 
to  face  with  the  tower,  simply  stood  still  and  looked, — not  a  word  was  spo- 
ken, and  it  seemed  to  be  a  time  when  even  whispering  was  entirely  out  of 
place.  This  was  not  only  the  case  at  first,  but  1  found  myself  often  gazing 
at  it,  and  wondering  how  man,  with  all  his  knowledge,  could  ever  have  the 
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courage  to  undertake  such  a  work.  It  was  a  grand  sight  I  assure  you,  to 
stand  upon  its  high  balconies  and  view  the  city,  with  its  beautiful  domes 
and  spires,  and  the  exhibition  grounds  below  thronged  with  distorted  look- 
ing people  moving  about  among  the  odd  shaped  buildings  erected  by  the 
different  countries  and  nations  all  over  the  world.  Yet  it  was  a  much 
grander  sight  to  stand  upon  the  ground  and  follow  the  iron  lines  of  the 
tower  up  and  up,  until  almost  out  ot  sight  in  the  blue  sky  could  be  seen 
the  national  flag  floating  from  the  top. 

Mr.  Gustave  Eiffel  was  born  in  Uijon,  France,  in  1832,  and  looks  to  be 
scarcely  50  years  of  age.  He  commenced  his  professional  career  quite 
young,  and  has  been  engaged  in  many  important  engineering  works.  He 
has  made  a  specialty  of  constructing  bridges  with  long  spans,  without 
scaffolding,  one  of  the  most  important  being  the  Garabit  Viaduct  with  a 
single  span  of  545  ieet  built  piece  by  piece  from  each  side  over  a  rushing 
torrent,  until  united  at  the  center,  it  formed  an  arch  400  feet  above  the 
water.  Another  branch  of  engineering  work  of  less  importance,  but  one 
which  shows  his  originality,  was  the  construction  of  the  dome  for  the  Nice 
Observatory,  75  feet  in  diameter,  weighing  100  tons.  This  dome  he  made 
to  float  in  a  circular  trough  filled  with  water,  thus  overcoming  friction, 
which  allowed  the  dome  to  be  easily  revolved.  The  great  locks  of  the 
Panama  Canal  were  designed  by  him,  but  as  we  all  know,  up  to  the  present 
time  have  never  been  constructed.  In  our  own  country  we  have  still  an- 
other example  of  his  work,  combining  the  Coppersmiths'  skill  with  that  of 
the  Engineers'  in  the  construction  of  Bartholdi's  Statue  of  Liberty. 

In  the  Exposition  grounds  was  erected  a  very  handsome  building  sur- 
mounted by  a  model  of  the  Nice  Observatory  dome,  20  feet  in  diameter. 
This  building  contained  large  sized  models,  maps,  charts  and  drawings  of 
Mr.  Eiffel's  many  and  varied  engineering  works,  which  was  a  very  valuable 
exhibit  to  those  interested  in  such  subjects,  and  showed  that  he  was  truly 
a  busy  man,  and  a  great  engineer. 

During  the  visit  of  the  American  Engineers  in  Paris  last  summer,  Mr. 
Eiffel  invited  a  party  of  about  20  to  visit  the  tower  and  inspect  it  in  detail 
more  than  was  possible  by  simply  going  to  the  top  and  returning.  Mr. 
Salle,  his  son-in-law,  who  had  charge  of  its  construction  and  was  thorough- 
ly familiar  with  every  detail,  together  with  several  members  of  the  French 
Society  of  Civil  Engineers  and  the  representatives  of  the  three  systems  of 
the  Hydraulic  Elevators  used  in  the  tower,  met  the  party  at  about  eight 
o'clock  in  the  morning  and  devoted  the  remainder  of  the  forenoon  in  ex- 
plaining the  details  of  its  construction.  It  was  my  good  fortune  to  be 
among  the  number,  and  I  assure  you  that  it  was  a  great  treat  to  us  all  to 
have  the  privilege  ot  seeing  the  many  interesting  things  in  the  tower  from 
the  bottom  to  the  top.  The  four  foundations  which  support  the  tower 
were  commenced  in  January,  1887,  and  completed  in  June  of  the  same 
year.  These  form  a  square  of  about  330  feet,  and  each  foundation  is  com- 
posed of  four  piers,  the  centers  of  which  form  a  square  of  about  50  feet. 
Fig.  I  and  2.  These  piers  extend  below  the  surface  of  the  ground  accord- 
ing to  the  various  depths  of  the  underlying  strata  of  sand.  The  piers  for 
the  foundations  farthest  from  the  river  Seine  extend  25  feet  below  the  sur- 
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face,  and  rest  upon  a  bed  of  concrete  8  feet  thick,  32  feet  long  and  19  feet 
wide.  For  the  foundations  nearest  and  parallel  with  the  river,  it  was  found 
necessary  to  construct  the  piers  on  caissons  which  were  sunk  about  40  feet 
below  the  surface,  a  separate  caisson  being  constructed  for  each  pier,  mak- 
ing in  all  for  the  four  foundations,  16  piers  built  up  independently. 

The  total  weight  upon  the  masonry  of  each  pier  is  about  three  tons  per 
square  foot,  the  capstones  having  a  crushing  strength  of  16,000  pounds  per 
square  inch,  while  the  whole  load  is  but  a  little  more  than  400  pounds  per 
square  mch.  Two  bolts  of  four  inches  diameter  extend  20  feet  into  the 
masonry,  and  are  anchored  to  iron  plates  8  inches  thick.  These  bolts  are 
5  feet  apart,  and  serve  to  hold  the  bases  of  the  iron  columns  firmly  against 
the  capstones  of  the  piers,  which  proved  very  serviceable  during  the  erec- 
tion of  the  tower.  Fig.  3.  Around  the  piers  is  built  a  wall  85  teet  square, 
and  about  30  feet  high,  that  forms  the  base  upon  which  appai-ently  the 
great  columns  of  the  tower  rest;  but  in  reality  this  base  is  only  a  shell 
enclosing  the  base  of  the  column,  and  has  no  part  in  its  support,  but  its 
splendid  proportions  and  finely  cut  moldings  make  a  very  handsome  foun- 
dation, from  which  the  iron  columns  spring,  giving  the  whole  structure  a 
grand  appearance.  If  the  tower  had  been  built  in  this  country  the  piers 
would  probably  have  been  brought  a  short  distance  above  the  ground,  to 
receive  the  iron  columns,  and  the  ornamental  base  would  have  been  left 
off. 

The  Engineers  while  in  Europe  last  summer  especially  noticed  the  or- 
namentation, or,  we  may  call  it  the  architectural  features  of  engineering 
works,  and  the  attention  paid  to  symmetry  and  beauty  as  well  as  utility. 
In  many  cases  they  were  more  expensive,  yet  in  a  large  proportion  it  was 
apparently  just  as  cheap  to  make  correct  and  easy  lines  as  ugly  ones.  Al- 
ready in  this  country,  more  attention  is  given  to  the  beautifying  of  engin- 
eering works,  and  we  have  some  notable  examples  which  are  a  great  credit 
to  American  Engineers,  yet  if  all  engineers  would  study  to  design  with 
that  end  in  view  as  well  as  strength  and  fitness,  we  should  see  a  great  deal 
more  done  in  that  direction. 

The  tower  is  constructed  entirely  of  iron,  and  weighs  7500  tons.  At 
first  it  appears  to  be  composed  of  several  independent  sections  placed  one 
above  the  other.  The  first  section  from  the  ground  to  the  floor,  180  feet, 
especially  gives  it  this  appearance.  The  massive  arches  that  spring  from 
the  ground  seeming  to  be  sufficiently  strong  to  carry  the  upper  portion  of 
tower;  from  the  first  to  the  second  floor  is  another  section,  the  third  sec- 
tion being  the  shaft  which  is  surmounted  by  the  lantern.  But  a  closer  in- 
spection shows  that  the  tower  is  built  of  four  latticed  columns  that  spring 
from  four  foundations,  the  corners  of  each  column  resting  upon  the  four 
piers.  These  columns  curve  toward  each  other  until  they  unite  and  form 
a  single  column,  906  feet  from  the  ground,  33  feet  square,  and  what  appears 
to  be  different  sections  are  simply  belts  or  girders  which  tie  the  great  col- 
umns together,  and  upon  which  rest  the  different  platforms,  while  the  great 
arches  of  the  lower  section,  which  measure  in  the  clear  130  feet  from  the 
ground,  are  purely  for  architectural  effect  and  have  nothing  to  do  in  sup- 
porting the  weight  of  the  tower. 
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The  first  landing  as  before  stated,  is  iSofeet  from  the  ground  and  rests 
upon  girders  24  feet  deep,  attached  to  the  main  columns.  This  landing 
has  a  floor  space  of  38,000  square  feet,  and  contains  four  restaurants,  each 
105  feet  long,  called  the  French,  Russian,  Flemish  and  Anglo-American 
restaurants. 

I  suppose  the  reason  why  they  did  not  have  a  German  restaurant  or 
beer  saloon  was  because  the  tower  had  but  four  sides  and  the  Germans 
did  not  feel  like  crowding  out  any  of  the  others  just  at  present.  There 
were  four  pavilions  50  feet  square,  and  galleries  made  inside  and  outside, 
the  outside  gallery  being  8  feet  and  6  inches  wide  and  if  extended,  would 
be  about  1000  feet  long.  In  addition  to  this  the  four  elevators  necessary 
for  so  many  passengers,  take  up  a  great  deal  of  room.  This  floor  does  not 
cover  the  entire  section  of  the  tower  formed  by  the  four  columns  at  this 
point.  In  the  center  is  left  an  opening  loo  feet  square  so  that  the  central 
part  of  the  column  is  left  uncovered  until  the  second  landing  is  reached. 

The  party  of  American  Engineers  were  invited  by  Mr.  Eififel  to  break- 
fast at  the  American  Restaurant  of  the  tower,  (by  the  way  the  breakfast 
was  at  12  o'clock  noon).  In  addition  to  the  American  party  which  num- 
bered about  300,  many  of  the  prominent  officials  of  Paris  and  French  En- 
gineers were  present,  numbering  in  all  about  500.  These  were  all  seated 
at  one  time  in  this  single  restaurant,  and  as  this  occupied  about  one-fourth 
of  the  floor  space  devoted  to  that  purpose,  you  can  get  some  idea  of  the 
enormous  dining  hall  180  feet  above  the  ground.  The  second  landing 
is  380  feet  high  and  contains  15,000  square  feet  of  floor  space.  It  is 
surrounded  by  a  covered  gallery  8  feet  and  6  inches  wide. 

Three  elevators  occupy  a  large  portion  of  this  floor,  two  of  which  bring 
passengers  from  below,  the  third  taking  them  to  the  top.  Very  little  time 
is  usually  spent  by  visitors  here,  as  the  change  is  made  from  one  ele- 
vator to  the  other  and  the  passengers  are  anxious  to  get  to  the  top  of  the 
tower  as  soon  as  possible. 

The  third  landing  is  practically  located  on  the  top  of  the  tower  906  feet 
high,  and  although  the  column  at  this  point  is  but  ^2  ^^^^  square  a  gallery 
supported  by  brackets  is  built  outside  of  the  main  column,  which  gives  a 
floor  space  53  feet  square.  This  construction  adds  greatly  to  the  beauty 
of  the  tower  from  the  outside.  This  floor  is  the  highest  point  reached  by 
the  elevators,  and  as  high  as  the  public  are  admitted.  It  was  found  neces- 
sary to  protect  this  gallery  by  glass,  which  somewhat  obstructs  the  view. 
Here  a  great  business  is  carried  on  in  the  sale  of  models  of  the  tower> 
photographs,  etc.,  and  as  is  usually  the  case  one  has  to  pay  well  for  the  ex- 
tra height. 

Above  this  floor  rises  the  campanile,  which  is  surmounted  by  the  lan- 
tern, the  distance  to  the  top  being  about  80  feet.  From  the  diagonal 
corners  of  this  gallery  spring  four  latticed  girders,  uniting  and  forming  an 
arch  54  feet  above,  which  supports  a  gallery  19  feet  in  diameter.  This  is 
reached  by  a  staircase  from  the  third  floor,  the  first  landing  above  forming 
the  roof  of  the  gallery  below.  Upon  this  landing  is  mounted  a  good  sized 
cannon,  which  is  fired  at  6  o'clock  every  evening  and  is  the  signal  to  shut 
down  the  great  engines  of  the  machinery  hali. 
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From  this  landing  a  spiral  staircase  extends  to  the  gallery  above  the 
arched  girders,  on  which  the  famous  Mangin  projectors  or  electric  search 
lights  are  placed.  They  are  mounted  upon  trucks  which  run  upon  a  cir- 
cular track  extending  around  the  tower  and  so  arranged  that  a  powerful 
beam  of  light  can  be  thrown  in  any  direction  about  the  city  or  lowered  to 
illuminate  the  exhibition  grounds  below.  Above  this  there  is  still  another 
gallery  which  is  reached  by  entering  a  column  just  large  enough  in  diame- 
ter for  one  person,  and  by  ascending  a  ladder  within,  the  lantern  gallery 
is  reached,  a  distance  of  about  65  feet  from  the  third  landing  or  about  970 
feet  above  the  ground.  This  is  the  topmost  gallery  of  the  tower  and  the 
highest  standing  place  with  the  exception  of  a  small  platform  which  sur- 
mounts the  lantern,  which  is  6  feet  in  diameter  and  exactly  300  meters  or 
984  feet  above  the  ground.  From  the  center  rises  a  flag-staff,  at  the  top  of 
which  the  French  flag  floats.  This  platform  is  equipped  with  meteorologi- 
cal instruments  and  is  used  exclusively  for  that  purpose,  no  one  being 
admitted  there  except  the  person  having  charge  of  the  instruments. 

When  standing  on  the  lantern  gallery  we  are  brought  close  to  the  great 
light-house  of  the  tower,  which  is  similar  to  the  light-houses  used  in  this 
country  with  the  exception  that  an  arc  light  is  used  instead  of  oil.  The 
stability  of  the  tower  was  especially  noticeable  at  this  gallery,  there  being 
no  perceptible  vibration.  As  1  stood  there  at  the  top  of  the  highest  engi- 
neering work  in  the  world  with  an  unobstructed  view  for  miles  around, 
the  thought  came  to  me  that  although  man  may  have  the  ambition  to 
devise,  the  courage  to  attempt  and  the  skill  to  construct  a  tower  of  such  a 
height  or  even  higher,  which  will  no  doubt  prove  of  great  value  to  the 
world  in  many  ways,  yet,  as  the  mechanician  has  been  able  to  construct 
instruments  so  accurately  that  it  is  difficult  for  man  to  detect  their  errors, 
so  the  engineer  has  been  able  to  construct  a  tower  so  high  that  the  objects 
viewed  from  the  top  are  so  far  distant  that  the  human  eye  can  not  well 
define  them. 

If  our  eyes  had  the  light  gathering  power  of  a  telescope  of  several 
inches  aperture,  then  we  could  see  distinctly  every  detail  from  the  very 
top,  but  as  all  the  light  has  to  come  to  us  through  the  pupil  of  our  eye,  '/s 
of  an  inch  in  diameter,  the  distance  is  too  great  and  which  ever  way  we 
look  there  is  lacking  that  desirable  and  essential  quality  of  a  good  picture, 
distinct  details  in  the  foreground. 

It  has  often  been  remarked  that  the  finest  view  of  Paris  is  from  the  top 
of  the  towers  of  the  famous  Notre  Dame  Cathedral,  which  are  of  the  same 
height  as  the  first  landing  of  the  tower,  and  I  noticed  that  on  this  floor  the 
people  seemed  to  get  the  most  satisfactory  view  of  the  city  and  of  the 
beautiful  buildings,  fountains  and  statuary  in  the  grounds  below. 

There  are  two  methods  of  ascending  the  tower,  one  by  stairs  and  the 
other  by  elevators.  From  the  ground  to  the  first  floor  very  easy  stairways 
with  landings  are  placed  in  the  east  and  west  columns,  one  being  for 
ascending  and  one  for  descending.  From  the  first  to  the  second  floors 
there  arc  spiral  staircases  in  each  of  the  four  columns,  two  for  ascending 
and  two  for  descending,  with  landings  at  every  35  feet.  From  the  second 
to  the  third  floor  a  circular  staircase  is  built,  but  it  is  only  used  by  the  em- 
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ployes  of  the  tower.  From  the  third  floor  to  the  lantern  there  are  stair- 
ways as  I  have  before  described. 

The  second  method  of  elevators  or  lifts,  as  they  call  them  in  Europe,  is 
certainly  very  interesting.  From  the  ground  there  are  elevators  in  each 
of  the  four  columns  leading  to  the  first  landing.  Two  of  these  are  of  the 
Otis  American  system  and  two  of  the  Roux  system.  From  the  first  to  the 
second  floor  the  Otis  elevators,  that  run  from  the  ground  to  the  first  floor, 
are  extended,  taking  passengers  the  whole  distance  from  the  ground  to  the 
second  landing.  From  the  second  to  the  third  floor  the  Edoux  system  was 
adopted.  The  Otis  system  we  are  quite  familiar  with,  but  there  were  some 
very  difficult  problems  to  solve  on  account  of  the  variations  in  the  angles. 
Fig.  4,  from  the  ground  to  the  second  floor,  caused  by  the  curvature  of  the 
columns,  the  changes  in  the  angles  being  about  20  degrees.  The  cage  is 
two  stories  high  and  is  held  by  four  wire  ropes  "/loo  inches  in  diameter. 
There  are  also  two  cables  7io  inches  in  diameter  attached  to  the  counter- 
balance carriage,  which  runs  on  separate  tracks  beneath  that  on  which  the 
cage  runs.  A  very  excellent  system  of  safety  brakes  was  attached  to  the 
carriage,  more  attention  being  paid  to  this  element  of  safety  than  in 
the  other  systems.  They  were  subjected  to  severe  tests,  the  cables  being 
cut  several  times,  but  in  every  instance  the  brakes  proved  to  be  very 
efficient. 

These  elevators  move  400  feet  per  minute,  one  foot  movement  of  the 
piston  being  equal  to  12  feet  of  the  cage.  The  cages  were  designed  to 
carry  50  persons,  but  40  was  the  usual  number  taken.  It  takes  about  one 
minute  to  reach  the  second  landing  from  the  ground,  a  distance  of  380 
feet.  These  elevators  move  very  smoothly,  and  the  Otis  Company  deserve 
great  credit  for  the  manner  in  which  they  have  worked  out  the  mechanical 
details  of  such  a  difficult  problem. 

The  Roux  elevators,  Fig.  5,  which  take  passengers  from  the  ground  to 
the  first  floor  are  of  a  very  peculiar  construction  and  consist  essentially  of 
two  long  endless  chains  or  linked  belts  revolved  from  below  by  large 
sprocket  wheels  1234"  feet  in  diameter  and  running  over  idler  wheels  ii>^ 
feet  in  diameter,  located  a  little  above  the  first  floor. 

The  links  of  these  great  chains  are  3X  feet  long  and  i}{  inches  in 
diameter.  At  the  center  of  each  joint  there  are  two  pulleys  that  run  in 
guides  attached  to  the  curved  columns  of  the  tower,  the  whole  length  of 
the  chain  being  guided  by  these  tracks  both  going  and  returning.  There 
are  two  of  these  endless  chains  for  each  elevator,  one  attached  to  each  side 
of  the  cage.  When  the  large  sprocket  wheel  revolves,  the  cage  is  carried 
up  by  means  of  these  chains,  the  motion  being  reversed  for  the  descent  of 
the  cage.  The  sprocket  wheel  shaft  is  made  to  revolve  by  means  of  a 
plunger  41  inches  in  diameter,  having  i6>^  foot  stroke  working  in  a  hy- 
draulic cylinder.  On  the  end  of  this  plunger  are  two  wheels  63  inches  in 
diameter,  over  which  pass  two  chains  or  link  belts.  These  chams  are 
fastened  to  the  stationary  cylinder  and  then  passing  over  the  pullies  on 
the  end  of  the  plunger,  return  and  make  a  one-half  turn  round  a  small 
sprocket  wheel  23  inches  in  diameter  which  is  keyed  to  the  large  sprocket 
wheel  shaft.     The  water  pressure  moving  the  piston  outward,  causes  the 
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shaft  to  revolve,  carrying  the  cage  up,  releasing  the  water  in  cylinder,  the 
cage  returns  by  gravity. 

A  separate  cylinder  is  used  for  each  chain,  thereby  making  the  whole 
system  duphcate,so  that  should  any  of  the  mechanism  connected  with  one 
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side  of  the  cage  break,  the  other  is  sufficiently  strong  to  hold  up  the 
weight,  besides  the  whole  arrangement  is  made  excessively  strong,  de- 
pendence being  placed  upon  these  two  elements  for  safety.  The  carriage 
is  two  stories  high  as  in  the  Otis  and  will  take  at  one  trip  loo  persons,  40 
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sitting  and  60  standing.  It  travels  200  feet  per  minute  and  makes  twelve 
trips  an  hour.  The  motion  is  not  controlled  from  the  cage  as  is  the  custom 
in  this  country,  but  entirely  from  below,  so  that  when  the  cage  is  at  the 
first  story,  the  attendant  in  charge  blows  a  small  Swiss  horn  unmercifully 
as  a  signal  for  the  man  below  to  turn  the  valve  and  start  the  cage  down- 
ward. 

These  elevators  have  given  excellent  satisfaction  but  are  extremely 
noisy.  They  were  invented  especially  for  this  purpose  and  I  see  no  reason 
why  others  should  be  made  like  them,  unless  a  duplicate  tower  is  to  be 
built.  The  Edoux  system  of  elevators.  Fig.  6,  manufactured  in  Paris,  are 
used  quite  extensively  on  the  continent  and  the  success  which  attend  those 
placed  in  the  towers  of  the  Trocadero  in  the  Exposition  in  1878  led  Mr. 
Eiffel  to  adopt  the  same  system,  between  the  second  and  thiid  landings,  a 
'distance  of  526  feet.  In  this  case  there  are  two  cages  which  counter- 
balance each  other,  suspended  by  wire  cables  running  over  sheaves  at- 
tached to  the  tower  a  short  distance  above  the  third  floor.  These  cables 
are  composed  of  several  strands  woven  together,  making  a  wire  belt.  Two 
of  these  are  attached  to  each  side  of  the  cages,  making  four  in  all,  anyone 
of  which  is  sufficiently  strong  to  hold  the  whole  load.  When  one  cage  is 
at  the  landing  of  the  second  floor,  the  other  cage  is  at  the  landing  of  the 
third  floor,  one  going  up  and  the  other  coming  down,  meeting  at  a  mid- 
way platform  between  two  floors.  At  this  place  the  passengers  change 
from  one  car  to  the  other,  those  going  up  taking  the  car  for  the  upper 
section,  and  those  coming  down  the  car  that  will  land  them  on  the  second 
floor.  By  this  means  each  cage  moves  up  and  down  only  half  the  distance 
"between  the  second  and  third  floors.  The  method  of  propelling  the  cages 
is  by  two  rams  which  carry  the  cage  from  the  midway  platform  to  the 
third  floor.  These  rams  are  a  little  more  than  twelve  inches  in  diameter 
and  have  a  movement  of  263  feet,  which  is  equal  to  the  distance  traveled 
"by  eacn  cage.  They  are  made  in  sections  of  steel  about  four  feet  long, 
riveted  together,  except  the  lower  portions,  which  are  made  of  cast  iron 
on  account  of  the  extra  weight  necessary  to  counterbalance  the  other  cage 
and  its  load.  To  protect  the  rams  when  extending  out  of  the  cylinders, 
guide  columns  are  attached  to  the  tower  on  each  side  of  the  cages,  which 
are  bored  out  to  receive  the  rams,  an  opening  or  slot  being  left  on  one 
side,  which  serves  as  a  guide  for  the  cages.  Attached  to  the  under  side  of 
the  cage  is  a  cross  beam  pivoted  in  the  center  so  as  to  insure  easy  motion, 
although  there  might  be  a  slight  variation  in  the  movement  of  the  two 
rams.  The  safety  of  this  elevator  depends  upon  the  great  factor  of  safety 
in  the  cables. 

Each  cage  holds  sixty-three  persons  and  moves  about  1 10  feet  a  minute; 
they  were  designed  to  work  177  feet  per  minute.  I  remember  a  lady 
weighing  250  pounds  standing  beside  me  in  one  of  the  trips  upward, 
tremblingly  asking  me  if  I  supposed  it  was  safe  and  I  assured  her  that  it 
was  safer  than  traveling  fifty  or  sixty  miles  per  hour  on  a  railroad  train, 
and  after  that  she  seemed  to  have  more  confidence  in  the  elevator. 

I  was  very  much  interested  in  an  aneroid  barometer  placed  in  the  cage, 
and  as  we  went  up  the  hand  on  the  dial  kept  moving  until  it  made  nearly 
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Vs  of  a  turn  from  the  place  of  starting  and  showed  conclusively,  that  we 
were  making  rapid  progress  upward.  The  total  capacity  of  the  elevators 
of  the  tower  is  2,350  persons  per  hour  for  the  first  and  second  stories,  and 


750  persons  per  hour  for  the  third  story.  The  time  to  ascend  from  the 
ground  to  the  top  being  seven  minutes,  although  there  was  usually  such  a 
crowd  ready  to  go  up  one  was  obliged  to  wait  for  an  hour  or  two. 


•riiE  1':iffI':l  tower. 
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The  engines  and  pumps  that  furnish  the  water  for  all  the  elevators  are 
placed  in  the  base  of  one  of  the  columns,  entirely  out  of  sight  from  the 
public  and  I  presume  that  most  people  had  no  idea  of  how  or  where  the 
power  was  generated  for  doing  all  of  that  work.  Two  150  H.  P.  pumping 
engines  with  Wheelock's  Valve  Gears,  several  laige  steam  pumps  made 
by  Worthington,and  other  engines  and  dynamos  for  electric  lighting  with 
boilers  for  furnishing  steam,  amounting  to  about  500  H.  P.,  were  located 
in  the  base  of  this  one  foundation  and  not  a  particle  of  steam  or  smoke 
was  to  be  seen  from  the  outside,  the  smoke  passing  underground  several 
hundred  feet  to  the  river,  and  when  asked  how  they  first  got  up  steam 
having  to  use  a  forced  draught,  we  were  shown  a  gas  engine  standing  in 
one  corner  to  which  was  attached  a  blower,  which  answered  the  ques- 
tion. 

The  illumination  of  the  tower  at  night  was  very  beautiful.  Rows  of 
gas  lights  covered  with  white  porcelain  globes  outlined  the  foundation,  the 
great  circular  arches  of  the  first  stories,  also  the  balconies  of  the  several 
stories,  and  near  the  top  the  two  Mangin  projectors  arranged  to  throw  a 
flood  of  light  in  different  parts  of  the  city  or  grounds,  illuminating  every- 
thing as  bright  as  day  and  then  reducing  it  to  a  small  pencil  of  light,  and 
above  all  the  great  revolving  lantern,  throwing  out  alternately  flashes  of 
red,  white  and  blue  light  for  miles  around,  the  whole  making  a  mag- 
nificent spectacle  never  to  be  forgotten. 

Finally  the  tower  is  so  constructed  that  should  any  of  the  foundations 
settle,  it  can  be  easily  leveled  and  always  kept  in  a  vertical  position. 
The  means  employed  for  this  purpose  were  to  me  the  most  interesting  of 
all. 

Cast  iron  bases  measuring  three  feet  high  and  seven  feet  square  at  the 
bottom,  rest  upon  the  capstone  of  the  foundation  piers.  These  bases  are 
in  the  form  of  sockets,  measuring  thirty-six  inches  inside  diameter,  into 
which  the  corner  posts  of  the  columns  fit,  entering  the  sockets  about  one 
loot,  when  heavy  flanges  around  the  post  come  against  the  top  of  the 
socket  or  base,  these  flanges  supporting  the  whole  load  of  the  tower. 

When  it  becomes  necessary  to  change  the  level  of  the  tower,  these 
corner  posts  are  forced  out  of  their  sockets  and  steel  wedges  or  plates  are 
filled  in  between  the  flange  and  the  top  of  the  bases.  In  order  to  raise 
this  great  weight,  four  portable  hydiaulic  rams,  Fig.  7,  were  constructed 
so  as  to  be  placed  within  the  bases  of  the  columns.  These  rams  are  two 
feet  in  diameter,  working  in  cylinders  having  an  outside  diameter  of  three 
feet.  As  they  require  but  a  very  short  stroke,  they  are  made  very  com- 
pact, measuring  over  all  but  about  two  feet  in  height.  After  these  four 
rams  are  placed  under  the  corner  posts  of  one  column  a  portable  hydrau- 
lic pump  is  attached  to  them,  which  can  be  worked  to  a  pressure  sufficient 
to  give  each  ram  a  lifting  capacity  of  1,200  tons.  As  the  tower  weighs 
7,500  tons,  it  can  be  easily  adjusted  with  the  combined  force  of  the  four 
rams.  The  rams  being  portable,  they  can  be  taken  from  one  column  to 
another,  thus  forming  a  ready  means  for  keeping  the  tower  exactly  per- 
pendicular. 

No  doubt  but  this  structure  will  be  one  of  the  great  sights  of  the  world 
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for  many  generations  to  come,  yet  Mr.  Eiffel  has  so  constructed  it  and 
provided  for  the  constant  change  going  on  in  its  foundation  that  its  great 
feature  will  never  be  that  which  has  attracted  so  many  people  to  the  famous 
leaning  tower  of  Pisa. 


DISCUSSION. 


Mr.  Barber: — Has  it  ever  become  necessary  to  use  fillers? 

Mr.  Swazey: — I  cannot  answer  in  regard  to  that.  It  shows  in  the 
rough  sketch  a  workman  in  the  position  of  putting  in  tillers.  We  noticed 
in  the  base  fillers  were  put  in. 

Mr.  Searles: — Inasmuch  as  I  had  the  pleasure  of  visiting  this  tower, 
possibly  something  would  be  of  interest  from  myself.  This  scale  gives 
you  some  idea  of  the  height  of  the  tower  but  I  think  the  best  way  is  to 
compare  it  with  some  object  which  you  are  already  acquainted  with, 
the  Electric  Mast,  which  is  250  feet,  and  you  can  readily  see  where  it 
would  come  on  this  tower.  The  writer  of  the  paper  has  referred  to  the 
difficulty  when  at  the  top  of  this  tower,  to  distinguish  objects  on  the 
ground  with  the  naked  eye,  and  we  form  a  tolerably  correct  idea  of  it, 
when  ordinarily  we  can  see  half  a  mile  away  and  tell  what  the  object  is, 
but  from  this  height  looking  down  within  a  radius  of  forty-five  feet  from 
the  tower,  it  is  impossible  to  distinguish  anything.  When  I  was  up  in 
the  tower  there  was  a  cavalry  drill  going  on  down  below,  and  I  was  under 
some  hesitancy  to  know  what  it  was,  but  taking  my  opera  glass  I  dis- 
covered what  it  was.  I  would  hardly  believe  it  was  so  difficult  to  distin- 
guish objects  from  the  height  looking  down  until  I  had  the  experience. 
The  sight  of  the  tower  when  lighted  up  has  been  described,  but  it  takes 
the  pen  of  a  poet  to  describe  it  at  night.  It  is  a  thing  of  beauty  and 
grace  which  is  not  in  the  power  of  an  engineer  to  describe. 
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PROCEEDINGS. 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


JUNK  i8,  1890. — A  regular  meeting  was  held  at  the  American  House,  Boston,  at 
19:45;  Vice-President  Freeman  in  the  chair.  Forty-nine  members  and  twenty  visitors 
present. 

The  record  of  the  last  meeting  was  lead  and  approved. 

The  following  were  elected  to  membership:  Messrs.  Francis  Blake,  Frank  P. 
Johnson,  Geoige  H.  Nye  and  George  C.  Stoddard,  as  members,  and  Mr.  Edward 
P.  Fisk  as  an  associate. 

Mr.  Hiram  F.  Mills,  C.  E.,  member  of  the  State  Board  of  Health,  was  then 
introduced.  Mr.  Mills  read  a  paper  entitled  "Purification  of  Sewage  by  Filtrature 
and  by  Chemical  Prescription,"  giving  the  results  obtained  at  the  Experimental 
Station  of  the  Board  of  Health,  at  Lawrence,  during  the  past  three  years. 

On  motion  of  Mr.  Brooks,  a  vote  was  passed  extending  the  thanks  of  the 
Society  to  Mr.  Mills  for  the  interesting  paper  which  he  had  read. 

Mr.  Charles  A.  Allen  read  a  short  paper  describing  the  Sewage  Disposal  Works 
which  he  had  just  built  in  Worcester,  Mass. 

Mr.  Wilbur  F.  Learned  read  a  paper  showing  the  results  obtained  by  the  chemi- 
cal treatment  of  sewage  at  Winchester,  Mass. 

After  discussing  the  several  papers  the  Society  adjourned  to  the  third  Wednes- 
day in  September.  S.  E.  Tinkham,  Secretary. 
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THE   ELECTRICAL   TRANSMISSION    OF    POWER. 


By    Eugene    Griffin,    Member   of     the    Boston    Society   of 
Civil  Engineers. 


[Read  Feburary  19,  1890.] 

The  conservation  of  energy,  the  conversion  of  energy  and  the  trans- 
mission of  energy  are  three  of  the  great  principles,  on  which  depend  the 
the  past,  present  and  future  of  the  universe. 

Energy  cannot  be  created  and  cannot  be  destroyed.  Th^  total  energy 
in  the  universe  is  the  same  now  as  it  was  yestei-day,  and  as  it  will  be  to- 
morrow.    Its  manifestations  alone  are  subject  to  change. 

Energy  is  readily  and  easily  converted  from  one  form  to  another. 
Emanating  from  the  sun  as  ethereal  waves,  it  is  caught  and  imprisoned 
in  the  depths  of  the  coal  mine,  only  to  be  brought  forth  ages  afterwards 
by  the  delving  miner  and  divorced  from  the  inert  material  under  the 
boiler  to  undergo  another  change  into  the  watery  vapor  we  call  steam. 
From  this  form  we  obtain  mechanical  energy  through  the  transformation 
effected  by  the  modern  steam  engine.  Again  it  may  be  converted  into 
the  subtle  electric  current  and  then  transformed  into  light,  heat  or  me- 
chanical energy. 

The  touch  of  the  magician's  wand  is  not  more  potent  in  its  results  than 
the  application  of  man's  inventive  faculty. 

The  problem  of  the  economical  transformation  of  power  is  as  old  as 
the  world.  We  use  no  form  of  energy  that  is  not  transmitted  a  greater 
or  less  distance.  As  we  state  the  problem,  we  really  mean  the  transmission 
of  power  over  considerable  distances.  The  demands  for  such  trans- 
mission of  power  in  commercial  life,  are  too  numerous  to  classify;  but 
among  the  most  important,  we  may  mention  street  railway  propul- 
sion, mining  work  and  mill  work. 
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The  practical  development  of  the  system  of  transmitting  power  by 
electricity  dates  from  1873,  when  the  Gramme  Co.  demonstrated  at  the 
Paris  Exposition  the  possibility  of  using  one  dynamo  as  a  motor  driven 
by  a  current  from  another  dynamo.  The  demonstration  was  a  practical 
one,  as  the  length  of  the  connecting  cable  or  wire  was  over  two  kilo- 
meters. Only  seventeen  years  have  elapsed  since  the  commercial  possi- 
bility of  transmitting  power  by  electricity  was  first  shown.  What 
wonderful  developments  have  been  made  within  this  period?  No  other 
art,  science  or  invention  can  show  a  record  comparable  with  this. 

To-day  we  give  but  a  passing  thought  to  the  fact  that  $8,129,  I'^Ji  Ti^- 
are  invested  in  steam  railways  in  the  Uuited  States  alone;  yet  it  has  taken 
sixty  years  to  bring  about  this  development. 

The  steam  engine  was  a  scientific  toy  for  many  years  before  it  was 
applied  to  practical  purposes.  For  a  hundred  years  we  have  been  im- 
proving the  steam  engine,  and  even  now,  we  can  only  utilize  15%  or  20% 
of  the  heat  units  in  the  coal  we  burn.  The  dynamo,  on  the  other  hand, 
gives  us  an  efficiency  of  tjo^)^  or  95%. 

With  a  single  bound  it  has  reached  the  front  rank.  Overwhelmed 
with  the  commercial  demands,  the  electrical  engineers  have  been  given 
little  time  to  develop,  to  change,  to  improve;  but  so  perfect  was  the  origi- 
nal product  that  fortunately  the  limits  for  improvements,  so  far  as  com- 
mercial results  are  concerned,  are  narrow. 

We  should  recognize  this  enormous  pressure  on  our  electrical  factor- 
ies, this  enormous  demand  for  apparatus,  and  be  lenient  with  present  de- 
fects, not  condemning  because  the  apparatus  is  not  perfect,  but  rather 
regarding  with  amazement  the  rapid  development  and  the  high  standard 
already  reached. 

Sixty  years  ago,  Michael  Faraday  found  that  by  revolving  an  iron 
plate  or  disk  in  the  field  of  a  magnet,  connecting  one  end  of  a  wire  with 
the  centre  of  the  disk  and  brushing  the  other  end  on  the  circumference,  a 
current  of  electricity  was  set  up  in  the  wire  when  the  disk  revolved. 
This  was  the  dynamo  electric  machine.  The  modern  dynamo  is  but  a 
development  of  this  type.  Coils  of  wire  are  revolved  in  the  fields  of 
poweiful  magnets  and  a  current  is  generated  in  the  wires;  which  cur- 
rent can  be  carried  by  lead  wires,  one,  two  or  more  feet,  or  one,  two  or 
more  miles.  It  is  is  by  the  aid  of  this  machine  that  we  are  now  en- 
abled to  transmit  power  to  very  considerable  distances,  with  economy,  re- 
liability, efficiency  and  safety. 

The  feasibility  of  transmitting  power  over  long  distances  by  the  aid 
of  electricity,  means  many  advantages  when  steam  is  the  prime  power. 
It  enables  us  to  locate  the  steam  plant  by  the  waterside,  where  compound 
condensing  engines  can  be  used  and  where  by  concentration  of  stations, 
we  can  use  large  engines  with  the  greatest  economy  in  coal  consumption.  It 
enables  us  to  save  materially  in  our  real  estate  investment.  It  enables  us 
to  locate  near  the  railroad  track  or  the  wharf,  where  coal  can  be  delivered 
direct,  without  cartage.  It  enables  us  to  keep  out  of  the  heart  of  the 
city  where  power  stations  may  be  objectionable,  both  on  account  of  noise 
and  smoke.     But  these  advantages,  great  as  they  are,  are  nothing  com- 
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pared  with  the  possibilities  in  the  way  of  utiUzing  our  water  powers. 

According  to  the  census  of  1880,  we  were  using  in  the  United  States 
55,404  water  wheels  with  a  total  consumption  of  1,225,379  horse  power. 
This  was  35.93%  of  the  total  power  employed  in  manufacturing.  In  the 
same  census  report,  the  total  theoretical  water  power  of  the  United 
States  is  estimated  as  200,000,000  horse  power. 

If  we  assume  5%  as  practically  available  throughout  the  year,  we  have 
a  total  available  water  power  of  10,000,000  horse  power,  of  which,  prob- 
ably, not  over  1,350,000  horse  power  is  used  at  the  present  time.  The 
margin  for  the  future  is  8,650,000  which  is  certainly  not  an  over  estimate, 
and  yet  it  is  lyi  times  as  great  as  the  total  steam  and  water  power  com- 
bined in  use  in  1880. 

The  water  powers  which  we  look  forward  to  utilizing  in  the  future,  are 
not  all  in  the  West,  in  the  country  yet  to  be  developed,  though  the 
Northwest  is  exceedingly  rich  in  this  respect.  There  is  much  to  hope  for 
right  at  home.  In  1880,  the  condition  of  al^airs  in  New  England  was 
approximately  as  follows : 

Utilgingin      ^..developed.      ^,Total^_ 

Horse  power  of  over   10,000  5*3  12 

"  "        "       '■        5,000  7  10  2g 

2,000  13  16  38 

Right  herein  New  England,  we  are  probably  not  utilizing  more  than 
half  of  our  available  water  power.  It  is  impossible  to  give  any  exact 
data  as  to  the  relative  cost  of  water  and  steam  power.  The  cost  of  water 
power  varies  largely  with  the  location,  the  natural  obstacles  to  be  over- 
come, the  conditions  of  the  dam,  canals,  etc.,  governing  the  cost  of  main- 
tenance and  a  thousand  and  one  details  that  will  vary  with  every  case. 
In  Passaic,  Paterson,  Trenton  and  other  New  Jersey  cities,  water  power 
costs  from  $50  to  $80  per  horse  power  per  annum;  yet  it  is  found 
economical  or  at  least  advantageous  to  use  at  these  prices.  Elsewhere 
water  power  runs  as  low  as  $10  per  annum  per  horse  power,  and  in  many 
cases  even  lower  yet.  In  general,  we  may  say  that  water  power  is  cheaper 
than  steam,  and  this  is  especially  true  of  those  powers  yet  undeveloped, 
which  are  situated  at  distances  from  large  communities  or  where  the 
natural  obstacles  prohibit  their  local  use. 

Electricity  is  specially  adapted  for  use  with  such  powers,  and  may  be 
used  in  one  of  two  ways.  The  dynamos  driven  by  the  water-wheels  may 
be  connected  by  wires  with  the  neighboring  city  mill  or  mine,  where  the 
power  is  to  be  utilized,  or  the  electrical  energy  developed  may  be  stored 
in  batteries  for  distribution  throughout  the  city.  I  do  not  regard  it  as  at 
all  improbable  that  some  day,  the  retail  dealer  may  take  our  order  for 
jars  of  electricity  as  he  now  takes  it  for  quarts  of  milk.  The  storage 
battery  needs  much  development  before  such  a  system  of  distribution  is  pos- 
sible, and  the  conditions  giving  cheaper  power  and  cheap  transportation 
must  be  very  favorable  to  make  it  economical.  Moreover,  it  must  always 
be  restricted  to  small  powers.  For  large  powers  the  direct  system  will  be 
used.  If  the  distance  be  not  too  great,  electrical  energy  may  be  developed 
at  the  desired  voltage  and  so  transmitted.     If  the  distance  be  too  great  or 
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the  quantity  to  be  transmitted  too  large,  a  low  voltage  would  be  out  of  the 
question  on  account  of  the  cost  of  the  immense  mass  of  copper  necessary 
to  carry  such  quantity.  In  such  case  we  should  use  a  high  voltage, 4,000 
or  5,000,  the  proper  voltage  being  a  question  for  mathematical  deter- 
mination. As  the  horse  power  is  a  function  of  the  product  of  the  voltage 
and  the  quantity,  and  the  carrying  capacity  of  the  wire  is  measured  by 
the  quantity  alone,  it  is  manifest  that  by  increasing  the  voltage  we  increase 
the  horse  power,  and  so  can  transmit  more  energy  over  the  same  wire. 
With  a  given  size  wire  capable  of  transmitting  a  given  cjuantity  of  elec- 
tricity with  a  given  loss,  we  can  by  increasing  the  voltage  only,  increase 
the  power  transmitted  without  changing  any  of  the  conditions.  There- 
fore a  high  voltage  is  desirable,  necessary  and  economical,  when  power 
is  to  be  transported  long  distances.  The  high  voltage  is  dangerous  to  life, 
is  dangerous  to  the  machine,  and  is  more  difficult  to  insulate.  These  are 
the  objections.  A  careful  consideration  of  the  relative  advantages  and 
disadvantages  and  a  mathematical  calculation  on  the  cost  of  wire,  will 
enable  us  to  determine  the  most  economical  conditions.  When  the 
interest  on  the  investment  in  copper  is  just  equal  to  the  cost  of  generating 
the  power  wasted  in  transmission,  the  point  of  ultimate  economy  is 
attained. 

The  alternating  current  may  be  used  for  such  transmission,  as  it 
admits  of  immediate  conversion  to  any  desired  potential  by  aid  of  the 
transformer.  This  current  is,  however,  not  suited  to  power  work  and,  in 
general,  we  must  depend  upon  the  direct  current.  Under  the  conditions 
supposed  we  must  establish  a  station  in  the  city  where  the  current  trans- 
mitted from  the  original  station  is  made  to  run  large  motors  which  in  turn 
drive  arc  and  incandescent  lighting  machines,  power  dynamos,  etc.  The 
circuits  from  these  machines  are  established  as  usual.  Let  us  see  what 
the  loss  would  be  in  such  a  system.  Assuming  an  efficiency  of  80  per 
cent,  in  the  wheel,  an  efficiency  of  92  per  cent,  in  the  dynamo,  a  loss  of 
15  per  cent,  in  the  line  and  an  efficiency  of  90  per  cent,  in  the  motor,  we 
have : 

Total  water  power  applied  to  wheel 100  h.  p. 

"     power  applied   by  wheel  to  dynamo 80      " 

"     output  of  dynamo 73.6  " 

"     power  applied  to  motor  at  city  station 62.6  " 

"     output  of  motor 56.3   " 

This  is  assuming  that  we  purchase  water  power  or  rate  it  on  the  basis 
of  theoretical  capacity.  If  we  compare  the  wheel  output  with  the  steam 
engine  output,  we  have  the  following  : 

Total  power  applied  by  wheel  to  dynamo 100  h.  p. 

"     output  of  dynamo .- 92       " 

"     power  applied  to  motor  at  city  station 78.2   " 

"     output  of  motor 66.5   " 

The  output  of  the  motor  is  applied  directly  to  the  working  dynamos, 
as  would  be  the  output  of  a  steam  plant  at  the  station.  It  would  appear, 
therefore,  that  the  system  of  transmission  and  conversion  entails  a  loss  of 
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power  of  33.5  per  cent.  The  interest  on  tirst  cost  of  plant,  the  cost  of 
maintenance  and  the  cost  of  generating  under  the  two  systems,  will  show 
which  is  the  cheaper.     Let  us  make  a  comparison. 

If,  by  going  five  miles  away  we  can  get  water  power,  will  this  be 
cheaper  than  to  furnish  the  power  direct  by  steam,  supposing  1,000  horse 
power  be  required? 

Assuming  the  steam  plant  complete  to  cost  $50  per  horse  power,  the 
investment  will  be  $50,000.  The  cost  of  operation  will  be  for  an 
economical  plant,  about  $32  per  horse  power  per  annum.  From  this  we 
have  the  following: 

Cost  of  steam  plant $50,000 

Interest  and  depreciation  on  plant $  7,000 

Cost  of  operation 32,000 


Total  $39,000 

That  the  motor  by  the  system  of  transmission  may  yield  1,000  horse 
power  it  is  necessary  that  1420.86  horse  power  be  applied  to  the  dynamo 
by  the  wheel.  Assuming  that  the  cost  of  the  water  power  plant  complete 
is  $50  per  effective  horse  power,  we  have : 

Cost  of  water  power  plant $  71,043 

"       dynamo  plant 33,000 

"       line 6,000 

"       motor  plant 30,000 


Total  cost $140,043 

Interest  on  investment $  8,402 

Depreciation 6,606 

Cost  of  operating  water  and   dyamo   plant  and 

motor  plant .....    16,000 


Total $30,402 

Even  this  shows  economy  over  the  steam  engine.  Should  we  combine 
both  methods  and  let  the  water  power  plant  run  all  night  to  charge 
storage  batteries,  then  we  have  an  additional  economy  which  may  be  of 
very  great  importance. 

These  figures  are,  of  course,  simply  estimates.  All  that  I  desire  to 
prove  is  that  it  is  p  )ssible,by  the  aid  of  electricity  to  utilize  water  powers 
located  at  considerable  distances  from  the  point  where  the  power  is  to  be 
used,  even  when  such  transmission  entails  a  double  conversion.  The  cost 
of  water  power  plants  is  as  variable  as  the  plants  themselves,  so  that  any 
estimate  must,  of  necessity,  be  very  general. 

Many  of  you  have  doubtless  seen  Prof.  Kennedy's  paper  on  the  trans- 
mission of  power  by  compressed  air,  read  before  the  British  Association 
for  the  Advancement  of  Science,  last  year.  He  discusses  the  Poff  sys- 
tem in  use  in  Paris,  where  a  central  station  supplies  motors  within  a 
radius  of  three  and  four  miles.  He  finds  that  the  efficiency  of  the  com- 
pressors is  about  6i"o;  of  the  mains  and  valves  about  96%;  and  of  the  mo- 
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tors  when  not  less  than  5  horse  power  about  78%.  This  would  indicate  a 
total  efficiency  of  45.7  horse  power.  The  Professor  says: — "The  rate  of 
charge  is  1.5  centimes  per  cubic  meter  for  air  used  in  motors,  which  is 
equivalent  to  nine  cents  per  1,000  cubic  feet.  In  addition  to  this,  a  fixed 
charge  of  from  100  to  200  francs  is  made  for  pipes  and  connections." 
"The  air  actually  used  was  665  cubic  feet  per  indicated  horse  power  per 
hour." 

This  would  indicate  a  direct  charge  of  six  cents  per  h.  p.  h.  and  an  in- 
direct charge  for  pipes  and  connections,  the  amount  of  which  cannot 
be  easily  determined.  Six  cents  per  h.  p.  h.  is  equivalent  to  $219  per 
horse  power  per  annum,  10  hours  per  day. 

The  indicated  efficiency  of  the  whole  process  with  cold  air  is  given  as 
39",,  and  with  heated  air  47"o.  We  have  in  Boston  and  in  most  of  our 
cities,  similar  systems  of  distribution  by  electricity  and  the  charge  for 
motors  of  5  horse  power  and  upwards,  for  general  intermittent  work,  is 
from  $82  to  $60  per  horse  power  per  annum.  Distributing  circuits  vary 
from  1 10  to  500  volt  currents  and  motors  are  used  from  a  small  fraction 
of  a  horse  power  up.  These  motors  are  used  for  all  purposes,  to  drive 
ventilating  fans,  run  elevators,  printing  presses,  sewing  machines,  coffee 
mills,  etc. 

There  is  no  limit  to  these  general  applications.  Where  large  central 
power  plants  have  been  established,  it  is  found  that  power  can  be  sold 
considerably  in  excess  of  the  station  capacity,  as  so  many  of  the  motors 
are  intermittent  in  their  demands  that  we  are  never  called  upon  to  supply 
the  full  power  contracted  for.  This  means  better  profit  on  the  invest- 
ment and  cheaper  power  to  the  consumer.  It  is  probable  that  the  electric 
motor  will  soon  supersede  the  small  portable  engine  now  used  in  dock 
hoisting  work,  in  building  construction,  and  in  similar  situations.  1  he 
greater  portability,  economy,  efficiency  and  safety  make  such  substitution 
only  a  matter  of  time.  For  all  local  purposes  where  small  powers  are 
required,  the  motor  is  not  only  more  economical  and  safe,  but  it  has  an- 
other decided  advantage,  namely  cleanliness.  The  electric  motor  is 
a  neat  and  even  ornamental  machine  and  many  users  speak  in  quite 
as  glowing  terms  of  its  advantages  over  steam  in  way  of  cleanliness,  as  of 
its  other  points  of  superiority.  Its  use  is  spreading  in  all  our  cities,  and 
the  demand  far  exceeds  the  capacity  of  our  factories. 

MINING    WORK. 

For  mining  work  much  is  expected  of  electricity,  and  much  has  been 
done.  In  this  field  it  has  the  advantage  of  applicability  to  all  power 
purposes.  It  lights  the  mine,  hoists,  drills,  cuts,  pumps  and  hauls.  The 
wires  are  small  and  occupy  but  little  space;  they  do  not  get  out  of  order; 
they  are  flexible,  easily  added  to  and  extended.  In  every  respect,  elec- 
tricity is  superior  to  compressed  air,  its  only  competitor  in  mining  work, 
with  perhaps  the  sole  exception  of  ventilation.  Electricity  does  not  con- 
sume oxygen,  but  compressed  air  is  not  limited  to  this  negative  benefit; 
the  fresh  air  from  the  motor  exhaust  is  a  very  positive  benefit.  The 
original  cost  and  cost  of  maintenance  of  a  compressed  air  plant  are,  how- 
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ever,  greater  than  of  an  electrical  plant ;  its  economy  is  less  and  its  lack 
of  flexibility  is  a  further  drawback.  It  is  not  as  easily  applicable  to  tht 
tramways. 

Hoistitig. — For  hoisting  purposes  the  application  is  so  simple  and  sO 
direct  that  it  requires  little  consideration. 

Pumping. — There  are  now  many  mines  where  electricity  is  used  for 
pumping  purposes.  In  the  plant  installed  in  the  Trafalgar  Collieries  in 
1887,  the  following  results  were  attained: 

When  the  pump  was  being  driven  at  25  strokes  (112  gallons)  per 
minute,  the  indicated  horse  power  of  the  engine  was  29^  and  the  actual 
horse  power  of  water  lifted  10.36.  Including  a  loss  of  22%  in  the  engine, 
the  total  efficency  was  35%.  The  loss  in  the  dynamo  was  20%,  a  degree 
of  inefficiency  unnecessary  and  not  characteristic  of  good  machines.  The 
cost  per  1,000  gallons  of  water  raised  was  3.7  cents.  In  this  case  the 
pump  was  fixed  1,650  yards  from  the  bottom  of  the  shaft. 

In  February,  1888,  a  pumping  plant  was  installed  in  the  St.  John's 
Colliery,  Xormanton,  designed  to  raise  about  7,200  gallons  per  hour 
through  a  vertical  distance  of  nearly  900  feet  at  one  lift.  The  pumps 
work  22  hours  out  of  the  24,  and  the  whole  plant  has  shown  a  commercial 
efficiency  of  50%.  This  plant  replaced  a  smaller  installation  driven  by 
compressed  air,  which  did  not  give  20%  efficiency,  and  the  engineer  esti- 
mated that  to  do  the  same  work  by  compressed  air  would  involve  a  first 
cost,  at  least,  25%  higher  and  double  the  engine  power. 

Haulage. — There  are  now  many  mining  installations  in  this  and  other 
countries  using  electric  haulage.  As  this  differs  from  street  railway 
traction  in  details  only,  not  in  principle,  it  is  not  necessary  to  notice  it 
here. 

Coal  Cutting  Machines. — There  are  several  coal  electric  cutters  now  in 
the  market,  and  much  attention  is  being  given  to  this  machine.  I  do  not 
know  that  it  has  been  developed  to  a  perfectly  satisfactory  point  yet,  but 
if  not  there,  it  will  soon  get  there. 

Drilling  Machines. — Electricity  has  been  applied  to  drilling  machines, 
both  impact  and  boring.  The  greatest  demand  seems  to  be  for  the  per- 
cussion drill.  We  are  now  developing  a  drill  constructed  on  the  Solenoid 
principle  which  drills  a  two-inch  hole  in  granite  with  rapidity  and  econ- 
omy. The  extensive  use  of  such  drills  in  ordinary  excavation  and  tunnel- 
ling, as  well  as  mining,  opens  an  immense  field  to  the  electric  motor.  A 
permanent  and  sheltered  location  for  the  steam  and  dynamo  plant,  the 
economy  of  operation,  and  the  great  flexibility  of  this  system,  makes  the 
general  use  of  electricity  for  drilling  purposes  a  certainty. 

The  installation  at  the  Big  Bend  Tunnel  Camp,  California,  is  an 
interesting  one,  as  illustrative  of  many  of  the  advantages  of  electricity. 
A  tunnel  16  feet  by  12  feet,  and  2>^  miles  long,  is  cut  from  the  Feather  River 
through  the  mountain,  a  permanent  dam  built  across  the  river  just  below 
the  head  of  the  tunnel  diverts  the  whole  stream  into  the  tunnel,  and  a 
canal,  two  miles  long,  extending  from  the  other  end  of  the  tunnel,  makes  it 
possible  for  a  fall  of  300  feet  to  be  obtained.  Here  the  dynamos  are  driven 
by  powerful  water  wheels,  developing   1,000  electrical  horse  power.     The 
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conductors  are  double  metallic,  extending  a  distance  of  eighteen  miles, 
delivering  electricity  at  fourteen  different  points  in  the  circuit  where 
power  is  required  for  winding,  pumping,  etc. 

MILL   WORK. 

In  the  application  of  electricity  to  mill  work,  we  find  many  advantages 
of  which  a  few  are : 

1.  The  possibilit)  of  selecting  a  mill  site  without  regard  to  the  power 
and  solely  with  reference  to  other  and  economical  considerations,  such  as, 
character  of  foundations,  transportation  facilities,  cost  of  real  estate,  etc. 

2.  The  possibility  of  concentrating  power  from  two  or  three  different 
sources  to  use  at  one  point,  as  for  example,  the  utilization  of  several  small 
water  powers. 

3.  The  possibility  of  dispensing  with  belting  and  shafting. 

4.  The  possibility  of  removing  engines  and  boilers  from  the  immed- 
iate vicinity  of  the  mill,  an  advantage  of  great  importance  in  the  manu- 
facture of  certain  fabrics  and  a  saving  in  insurance. 

5.  An  actual  saving  by  sub-divisions  of  power  to  any  desired  extent. 
Under  the  old  syste;n  we  must  place  the  mill  where  the  power  is, 

however  unfavorable  the  considerations.  With  electricity  we  seek  the 
most  favorable  conditions  for  location  and  transport  the  power  to  the  mill. 

By  the  use  of  several  small  powers  we  obtain  an  aggregate  sufficient 
for  the  purpose,  or  we  concentrate  several  small  mills  into  one  large  one, 
with  a  great  gain  in  economy  of  management  and  operation. 

We  can  do  away  entirely  with  belting  and  shafting,  though  it  is 
doubtful  if  true  economy  dictates  a  motor  to  each  machine.  I  quote 
the  following  rules  which  seem  most  excellent  ones  for  the  determina- 
tion of  the  limits  of  the  use  of  wires  and  separate  motors  in  place  of 
shafting. 

1.  Let  electrical  distribution  displace  every  mechanical  means  for  an- 
gular transmission.  It  loses  no  efficiency  in  going  round  a  corner ;  mechani- 
cal transmission  does.  Bevel  gears  and  quarter  turn-belts  take  room,  are 
expensive,  require  much  care, and  wear  out  rapidly;  a  copper  wire  is  prac- 
tically everlasting,  is  inexpensive,  takes  little  room,  is  hardly  noticeable, 
and  requires  no  care. 

2.  Let  it  displace  mechanical  means  in  any  case  where  the  question 
is  simply  one  of  transmission.  It  requires  no  hangers,  no  bearings, 
no  oiling,  and  never  gets  out  of  line  in  such  manner  as  to  absorb  more 
power. 

3.  With  rare  exceptions,  let  it  displace  all  counter  belts.  Unce  in 
place,  the  conductor  is  there  to  stay;  never  breaks,  never  slips,  never 
has  to  be  taken  up,  is  always  ready  to  start,  and  never  loses  its  initial 
efficiency. 

4.  When  individual  machines  require  10  horse  power,  or  are  run 
intermittently,  use  a  motor  for  each.  Such  absorbers  of  power  as  idle 
belts  and  shafting  are  thus  avoided.  It  is  a  peculiarity  of  electrical  trans- 
mission, that  no  power  is  consumed  by,  and  therefore  none  transmitted 
to,  motors  that  are  idle. 
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As  illustrating  the  advantage  of  separate  motors  on  intermittent 
machines,  such  as  are  used  in  many  mills  and  on  all  city  power  circuits,  1 
quote  the  following  from  an  account  of  the  operations  of  an  electrical 
installation  in  one  mill. 

"  The  power  which  would  be  required  to  operate  our  factory  in  the 
usual  way,  by  belting  through  the  floors,  was  estimated  by  several  engi- 
neers, competent  in  factory  construction,  to  be  between  30  and  50  horse 
power;  without  considering  the  power  required  for  our  lights,  amounting 
to  an  additional  15  horse  power.  In  other  words, .we  are  delivering  an 
estimated  50  to  70  horse  power  and  only  developing  15  to  30  horse  power, 
with  an  average  of  but  17  to  18  horse  power  for  ten  hours." 

"Whence  comes  this  apparent  something  for  nothing?  I  will  try  and  ex- 
plain to  you.  Every  operator  in  our  factory  who  has  charge  of  a  machine, 
be  it  a  milling  machine  or  a  drill  press,  a  lathe  or  a  planer,  has  a  certain  and 
absolute  direct  and  instantaneous  control  over  the  automatic  valve  gear  on 
our  engine  in  the  basement  through  the  medium  of  his  belt-shifter.  We 
will  suppose  he  is  using  a  milling  machine;  the  piece  being  milled  has 
finished  its  travel,  and  the  machine  is  stopped.  A  horse  power  of  duty 
has  been  taken  off  the  motor  driving  that  machine.  Multiply,  if  you 
please,  the  X  horse  power  hours  (supposing  it  to  be  stopped  15  minutes 
each  hour),  by  say  50  machines,  running  under  the  same  average  condi- 
tions, and  you  have  a  total  of  I2j^  horse  power  hours  saved  each  hour. 
Add  this  \2]4  horse  power  to  the  18  horse  power,  our  average  load,  and 
we  begin  to  approach  the  estimated  load  of  our  factory  under  former  con- 
ditions of  practice.  To  this  we  should  add  about  12  or  15  horse  power, 
which  would  be  necessary  to  drive  a  line  of  heavy  main  belts  through 
the  six  floors  of  our  factory;  and  we  have  a  gross  result  of  42  to  50  horse 
power." 

TRAMWAYS. 

The  electrical  propulsion  of  street  cars  is  perhaps  the  most  important 
branch  of  the  electrical  transmission  of  power  at  the  present  time.  In 
1885  there  were  thr«e  roads  with  an  aggregate  mileage  of  7.5  miles  and 
13  cars.  On  January  i,  1890,  there  were  251  roads  in  operation  and  under 
contract  with  an  aggregate  mileage  of  1,641  miles  and  a  total  of  2,346 
cars.  This  represents  but  five  years'  growth.  The  increase  in  this  appli- 
cation of  electricity,  like  most  of  the  others,  is  limited  solely  by  the 
capacity  of  the  factories.  On  July  4, 1888,  the  Thomson-Houston  Electric 
Company  started  its  first  car.  Now  we  are  turning  out  50  railway  motors 
per  week  and  our  total  production  is  already  sold  up  to  the  first  of  July 
next. 

The  overhead  system  is  almost  exclusively  used  for  street  car  propul- 
sion. Conduits  have  not  been  successful,  up  to  the  present  time,  and  the 
development  of  a  reliable,  economical  and  satisfactory  storage  battery  is 
a  matter  of  the  future. 

Is  electricity  a  dangerous  form  of  energy?  Statistics  show  that  it  is 
not. 

During  the  past  year  the  deaths  from  violence  in  New  York  City 
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aggregated  1,467.  Of  these,  263  resulted  from  falls;  blows  from  failing 
objects,  36;  run  over  by  horse  cars,  12  ;  run  over  by  cars  and  engines,  33 ; 
run  over  by  wagons  and  trucks,  32  ;  asphyxiated  by  gas,  12  ;  and  killed  by 
electricity,  9. 

During  the  year  covered  by  the  last  report  of  the  Board  of  Health,  the 
total  number  of  deaths  in  Boston  from  casualties  aggregate  399.  The 
railroads  were  responsible  for  78;  60  were  drowned;  13  were  run  over  by 
vehicles;  9  were  killed  by  elevators;  12  died  of  the  effects  of  heat,  and  no 
less  than  78  were  killed  by  simply  falling  down,  of  which  16  fell  down 
stairs;  7  fell  on  the  sidewalk;  6  fell  from  buildings;  5  fell  from  teams;  4 
fell  on  the  ice;;  i  fell  from  a  chair;  i  fell  from  a  tree;  i  tell  from  a 
bicycle;  i  from  a  fence,  and  so  on.  Not  a  single  death  is  recorded  against 
electricity.  There  are  in  New  England  131  arc  light  central  stations, 
which  have  been  in  operation  from  one  to  ten  years,  burning  over  20,000 
arc  lamps  and  distributing  thousands  of  horse  power  by  wires  through  and 
over  all  the  principal  cities  and  towns.  During  this  period  there  have 
been  but  five  deaths  by  electricity.  What  other  industry  comparable 
with  the  electric  industry  can  show  such  a  record  for  safety  ?  During 
these  ten  years,  the  steam  roads  of  New  England  have  killed  and  injured 
no  less  than  5,241  human  beings.  Of  the  five  deaths  by  electricity,  four 
were  employees  of  the  lighting  companies,  and  one  only  can  be  classed 
with  the  public.  Of  those  killed  or  injured  by  railroad  accidents,  2,329 
were  employees  and  2,902  were  general  public.  Not  only  is  electrical 
energy  absolutely  safer  than  any  simular  cjuantity  of  energy  used  in  our 
industries,  but  it  is  relatively  safer,  as  even  the  few  deaths  that  do  occur 
are  among  the  employees,  and  in  general,  are  caused  by  neglect  of  in- 
structions and  failure  to  observe  the  necessary  precautions. 

Another  objection  urged  against  electricity,  is  the  danger  of  fires.  It 
is  common  now  to  attribute  every  fire  to  electric  wires  when  the  cause  is 
not  clearly  apparent.  Let  us  examine  the  statistics  on  this  point  for  the 
past  few  years. 

Since  the  establishment  of  the  office  of  Eire  Marsjial  in  Boston,  its 
present  incumbent  has  investigated,  in  the  most  thorough  manner,  every 
fire,  and  has  given  us  a  record  as  to  causes  probably  as  complete  as  it  is 
possible  to  obtain.  From  November  8,  1886,  to  May  i,  1887,  344  fires 
were  investigated,  of  which  onh'  5  are  leturned  as  "cause  unknown." 
The  kerosene  lamp  caused  32 ;  rats  and  matches  are  responsible  for  1 1  ; 
dropping  of  matches  27 ;  children  and  matches  13 ;  careless  use  of 
matches  12;  overheated  stove  16;  hot  ashes  from  tobacco  pipe  10;  lighted 
cigar  stumps  6 ;  sparks  from  locomotive  3  ;  and  electric  wires  3.  Electric- 
ity caused  .coy  of  the  fires.  Eor  1888  we  find  the  same  record  for  kerosene, 
matches,  rats  and  matches,  while  electric  wires  are  responsible  for  only 
.007  of  the  fires.  In  the  1889  report,  sparks  or  heat  from  furnaces,  loco- 
motives, steam  pipes,  etc.,  are  responsible  for  14%  of  all  the  fires;  kerosene 
stands  well  up  with  13^0;  while  matches  in  conjunction  with  men,  rats  and 
children,  are  responsible  for  20/0  of  all  the  fires.  Electricity  comes  in 
with  a  modest  2%,  being  on  a  par  with  hot  ashes,  and  twice  as  harmless 
as  fire  crackers  antl  fireworks. 
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Such  a  record  should  exonerate  the  electrical  wires  from  the  charges 
brought  against  them. 

The  above  refers  to  electric  wires  in  general.  Now  a  few  words  as  to 
the  electric  railway  wires. 

While  the  arc  light  wires  carry  currents  ol  from  2,000  to  6,000  volts, 
the  railway  wires  carry  a  current  of  only  500  volts.  This  voltage  is  fixed 
and  the  quantity  of  electricity  varies  according  to  the  needs,  i.  c,  accord- 
ing to  the  number  of  cars  running. 

While  human  beings  have  been  and  may  be  killed  by  arc  light  cur- 
rents, it  is  an  incontestable  fact  that  no  man,  woman  or  child  has  ever 
been  killed  or  even  seriously  injured  by  a  500  volt  current,  though  many 
have  been  subjected  to  the  shock.  Every  alleged  case  of  death  or  injury 
by  railway  wires,  has,  upon  investigation,  been  shown  to  be  without 
foundation,  or  else  to  have  been  caused  by  the  arc  current.  I  might  cite 
the  case  of  the  colored  boy  said  to  have  been  killed  by  the  railway  wires  at 
Chattanooga.  He  was  found  in  a  pit  beneath  the  car  he  had  been  em- 
ployed to  clean,  with  his  clothing  on  fire  and  an  overturned  oil  lamp 
between  his  legs.  He  burned  to  death.  This  occurred  in  the  night,  an 
hour  and  a  half  after  the  road  had  ceased  running  and  the  power  station 
had  ^hut  down.  There  was  no  current  in  the  wires,  and  had  been  none  for 
an  hour  and  a  half,  yet  this  death  has  been  repeatedly  ascribed  to  railway 
wires.  While  hundreds  have  taken  the  full  500  volt  current,  no  one,  not 
even  a  child  who  held  a  contact  wire  for  four  minutes  has  ever  been  ser- 
iously injured. 

In  the  report  of  the  Commissioners  of  the  District  of  Columbia  on  the 
Eckington  Railway,  a  report  made  to  Congress,  they  state:  "The  Com- 
missioners believe  that  the  electrical  system  employed  by  this  railway,  the 
electro-motive  force  of  which  can  never  exceed  500  volts,  is  as  safe  as  any 
motive  system  ever  employed  by  any  railway.  The  Eckington  Railway 
has  never  had  any  accident  whatever  resulting  from  its  employment  of 
electric  motive  power,  and  the  Commissioners  believe  this  to  be  also  true 
of  all  other  electric  railways,  now  in  operation  throughout  the  United 
States." 

As  to  danger  of  fire,  since  the  railway  wires  enter  no  buildings,  they 
cannot  of  themselves  cause  fires.  The  current  might  be  conveyed  through 
some  other  circuit  by  wires  falling  on  the  trolley  wires.  Without  discuss- 
ing the  law  and  equity  of  requiring  such  wires,  when  they  cross  the  streets 
or  cross  other  wires,  to  be  so  put  up  that  they  will  be  safe,  it  suffices  to  say 
that  by  the  use  of  guard  wires,  we  prevent  falling  wires  from  coming  in 
contact  with  the  trolley  wire,  and  the  chance  of  a  railway  wire  causing  a 
fire,  either  directly  or  indirectly,  is  so  remote  that  it  will  probablv  not  be 
found  worthy  of  a  separate  classification  in  the  list  of  "causes."  Every 
electric  wire  entering  a  building  should  be  provided  with  a  fuse  or  short 
circuiting  device,  so  that  stray  currents  of  greater  voltage  or  quantity  than 
the  normal  will  be  effectually  cut  off. 

IS    ELECTRICITY     AN     ECONOMICAL     POWER    FOR   STREET   RAILWAYS? 

Electricity  shows  a  very  considerable  saving  over  animal  power.     Of 
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loo  h.  p.  produced  in  the  steam  engine,  y2  is  converted  into  electricity  and 
goes  out  of  the  station  over  the  line  as  electrical  energy.  The  loss  in  the 
line  need  not  exceed  io%  though  in  some  cases  it  may  be  economy  to 
allow  a  larger  loss.  We  have  thus  82.8  h.  p.  delivered  to  the  motor  on  the 
car.  If  the  average  commercial  efficiency  of  the  motors  and  gearing  be 
75%,  we  have  62.1%  horse  power  utilized  in  moving  the  car,  or  a  total  effi- 
ciency of  62.1%.  In  some  cases,  of  course,  we  fall  below  this  figure.  The 
actual  power  required  per  car  depends  upon  the  grades,  the  speed,  the 
curves,  the  kind  and  condition  of  track,  the  average  load,  etc.,  conditions 
so  variable  that  it  is  hopeless  to  try  to  determine  any  average  figure.  The 
power  will  range  from  4  h.  p.  to  8  or  9  h.  p.  under  ordinary  conditions, 
and  may  increase  very  considerably  under  extraordinarily  bad  conditions. 
The  cost  of  power  at  the  station  depends  upon  the  kind  and  size  of  the 
engines,  the  price  of  coal,  the  management  of  the  station,  etc.  It  ranges 
as  low  as  nine-tenths  of  one  cent  per  car  mile.  The  cost  of  repairs  de- 
pends very  largely  upon  the  care  bestowed  upon  the  apparatus,  and  any 
figures  given  without  a  full  statement  of  all  the  special  conditions  would 
be  misleading. 

Speed  is  not  only  an  important  factor  in  determining  the  value  of 'elec- 
tric railways  to  the  public,  but  it  is  equally  important  to  the  railway  man- 
ager as  a  source  of  economy.  If  we  average  six  miles  per  hour  with 
horses,  and  nine  miles  per  hour  with  electricity,  it  is  evident  that  in  the 
latter  case  one  car  does  5o':-„'  more  work  with  a  correspondingsavingin  the 
item  of  wages  of  conductors  and  drivers. 

In  the  crowded  city  streets  we  cannot  hope  to  gain  much  speed.  In 
the  suburbs  the  gain  is  only  limited  by  considerations  of  safety.  From 
Harvard  Square  in  Cambridge,  to  the  end  of  the  line  in  Arlington,  the 
electric  cars  average  nearly  II  miles  per  hour,  including  stops — better 
time  than  is  made  by  the  elevated  roads  in  New  York  City.  On  the 
Watervliet  road,  between  Albany  and  Troy,  the  cars  averaged  139  miles 
each  per  day,  during  the  month  of  December  1889,  and  have  averaged 
186  miles  each  for  one  day. 

This,  however,  is  an  imposition  upon  the  motors.  It  is  requiring  more 
than  we  ask  of  the  steam  locomotive,  which  runs,  under  the  most  favora- 
ble conditions  as  to  grades,  curves  and  track.  I  give  these  figures  as  an 
instance  of  what  can  be  done  and  what  is  done,  not  as  an  example  of 
what  should  be  done. 

By  the  aid  of  electricity  we  have  increased  the  average  speed  of  the 
cars  in  Boston  from  six  miles  per  hour  to  eight  miles  per  hour,  and  were 
all  the  cars  equipped  electrically,  this  increase  alone  would  make  an  an- 
nual saving  to  the  passengers  of  4,1 52,000 hours  or  about  474  years.  Think 
of  this,  as  one  year's  saving  in  one  city,  resulting  from  the  use  of  electri- 
city as  a  motive  power  for  street  cars.  As  a  matter  of  fact,  the  gain  in 
speed  will  be  greater  when  all  the  cars  are  equipped,  as  the  average  is  now 
kept  down  by  the  horse  cars  holding  back  the  electric  cars  running  on  the 
same  tracks. 

The  increased  speed  should  not  be  lost  sight  of  in  comparing  the  cost 
of  operating"  electric  with  the  cost  of  operating  horse  cars.     A  compari- 
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son  on  the  basis  of  car  days  is  not  a  just  one.  The  comparison  should 
be  made  on  the  basis  of  car  miles.  On  the  Watervliet  road  the  daily 
mileage  per  car  has  been  nearly  doubled. 

Another  economical  feature  of  the  use  of  electricity  is  the  ability  to  haul 
one  or  two  tow  cars.  We  can  double  or  even  treble  our  carrying  capa- 
city in  case  of  emergency,  and  the  extra  plant  kept  for  such  purposes  is  in 
the  cheapest  form,  representing  a  comparatively  small  invested  capital 
and  subject  to  but  little  deterioration.  Compare  this  with  the  cost  of 
keeping  extra  horses,  sufficient  to  double  or  treble  our  carrying  capacity. 
The  difference  is  enormous. 

On  these  roads  or  lines  where  the  traffic  is  great  and  constant,  we  will 
have  larger  cars.  By  using  the  radial  truck  or  double  trucks,  we  can  han- 
dle 30-foot  cars  as  easily  as  our  present  standard  form,  and  do  away  with 
the  annoying  and  destructive  teetering,  inseparable  from  a  long  car 
mounted  on  a  six-foot  truck.  We  can  nearly  double  the  seating  capacity 
and  still  use  but  one  conductor  and  one  driver. 

From  the  foregoing  it  is  evident  that  electricity  admits  of  many  eco- 
nomical changes  and  that  in  many  ways  we  may  hope  to  reduce  expenses 
by  its  use,  at  the  same  time  giving  better  service. 

IS    ELECTRIC    RAILWAY   APPARATUS   DURABLE? 

A  Van  Depoele  road  was  put  in  operation  at  Lima,  Ohio,  July  4,  1887. 
So  far,  the  apparatus  has  shown  no  signs  of  wearing  out.  The  Eckington 
&  Soldiers  Home  Railway  in  Washington  was  started  Oct.  17,  1888.  Sen- 
ators and  representatives  say  it  is  the  finest  street  railway  in  this  country. 
The  Omaha  &  Council  Bluffs  Railway  was  opened  to  traffic  in  October, 
1888,  with  ten  cars  (20  motors) .  Of  these  motors  not  a  single  armature 
or  field  has  been  lost,  with  the  exception  of  a  few  struck  by  lightning  be- 
fore being  properly  wired  for  the  lightning  arresters. 

There  are  certain  parts  which  we  expect  to  wear  out,  the  gears,  the 
shells  in  the  bearings,  the  trolley  wheels,  and  so  forth,  but  these  are  pro- 
vided for.  The  iron  frame  of  the  motor  has  no  wear,  and  should  last  in- 
definitely unless  accidentally  broken.  The  field  and  armature  are  not  sub- 
jected to  wear  and  should  last  indefinitely  unless  burned  or  injured  by  ac- 
cident. The  electrical  part  of  the  apparatus  is  all  right;  such  wear  as  we 
find  is  mechanical.  It  is  the  mechanical  rather  than  the  electrical  engi- 
neer that  we  look  to  for  improvements. 

We  have  to  a  great  extent  eliminated  the  electrical  difficulties  and  re- 
duced the  problem  to  one  of  mechanics. 

ARE    ELECTRIC    CARS    RELIABLE  ? 

That  some  difficulties  are  encountered  in  the  operation  of  electric  cars 
cannot  be  disputed.  Even  though  these  difficulties,  these  mishaps,  these 
accidents  be  slight,  if  they  interfere  materially  with  the  regular  operation 
of  the  cars,  if  they  cause  breaks  in  the  schedule,  then  they  are  matters  for 
serious  consideration  and  perhaps  for  more  serious  consideration  than  the 
actual  cost  of  repairs  involved.  It  is  difficult  to  secure  data  in  reference 
to  lost  trips  on  roads  which  are  operated   independently  of  the   electric 
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companies.  On  the  West  End  road  in  Boston, during  the  months  of  June, 
July,  August  and  September,  33,665  round  car  trips  were  made,  covering 
a  total  milage  of  364,754  miles.  Not  a  single  trip  was  lost.  This  is  cer- 
tainly a  satisfactory  record,  as  to  reliability.  Similar  results  have  been 
obtained  on  many  other  roads,  but  the  West  End  is  perhaps  one  of  the 
most  difficult  of  all  the  roads  to  operate  electrically. 

On  a  purely  electric  road,  if  a  car  breaks  down  from  any  cause,  the 
next  car  pushes  it  home  and  the  delay  is  slight.  I  saw  one  day  on  Boyls- 
ton  street  a  string  of  horse  cars  blocked  by  the  cutting  of  a  ditch  across 
the  street.  Each  car,  as  it  came  up,  had  the  horses  removed  and  driven 
around,  while  the  car  was  pushed  across  by  hand.  This  entailed  much  de- 
lay and  live  cars  were  soon  collected  in  line.  Then  an  electric  car  came 
along,  the  horses  were  all  removed  and  the  electric  car  pushed  the  five 
cars  across  at  once.  Here  was  an  unexpected  example  of  how  time  maybe 
saved  by  electricity. 

The  behavior  of  the  electric  cars  in  snow  storms  is  remarkable.  It  is 
really  astonishing  to  see  the  cars  running  through  twelve  inches  of  snow 
with  no  apparent  difficulty,  frequently  pushing  or  pulUng  other  cars,  while 
four  steaming  horses  are  haidly  able  to  pull  one  car.  The  contrast  is 
great,  and  many  who  were  doubtful  about  the  ultimate  value  of  electricity 
last  fall,  are  most  enthusiastic  advocates  now. 

During  the  recent  blizzard  in  St.  Paul  one  of  the  criticisms  of  the  elec- 
tric road  was,  that  the  drivers  lost  their  heads  and  cut  down  the  schedule 
time  of  the  round  trip  from  45  minutes  to  35  minutes. — certainly  not  a 
cause  for  serious  complaint.  In  St.  Louis,  in  Wichita,  in  Kansas  City,  in 
Omaha,  in  Council  Blufis,  in  Scranton,  in  Syracuse  and  elsewhere,  the 
electric  cars  have  this  winter  demonstrated  their  decided  superiority  over 
horse  cars, and  have  shown  their  ability  to  run  through  tenor  twelve  inches 
of  snow,  without  requiring  the  tracks  to  be  cleaned.  The  electric  sweepers 
in  this  city  are  a  pronounced  success,  and  the  press,  the  public,  and  the 
railway  officials  are  unanimous  in  their  praise.  We  feel  confident  now 
that  electric  cars  can  run  when  horse  cars  cannot,  and  that  it  will  re- 
quire such  an  unusual  storm  as  stalls  the  steam    roads   to   block   electric 

cars. 

To  insure  reliability,  the  entire  system  should  be  constructed  and  in- 
stalled in  a  first  class  manner;  duplicate  or  reserve  steam  and  generator 
capacity  should  be  provided;  extra  motor  cars  should  be  held  in  reserve, 
the  proportion  depending  upon  the  nature  of  the  service  required;  and 
extra  parts  should  be  kept  on  hand  so  that  an  accident  can  be  repaired  in 
the  shortest  possible  time.  We  should  realize  that  to  a  certain  extent  the 
motors  take  the  place  of  horses.  A  motor  may  fall  sick  occasionally  and 
the  services  of  an  electrical  doctor  should  always  be  available. 

WHAT    IS   THE    FIRST   COST? 

The  cost  of  equipment  of  a  first  class  double  track  road,  including  iron 
poles  (side  suspension) ,  56  lb.  girder  rail,  one  16-foot  closed  car  and  one 
open  tow  car  to  each  mile  of  track,  suitable  generator  and  steam  plant  ca- 
pacity, etc.,  would  be  approximately  ^20,000  per  mile. 
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On  a  road  with  bad  grades  greater  power  might  be  required.  If 
wooden  poles  be  used,  the  cost  of  the  line  would  be  very  materially  re- 
duced. 

The  success  of  electrical  propulsion  has  been  established  beyond  ques- 
tion. It  is  only  a  matter  of  time,  and  that  a  short  time,  when  it  will  re- 
place the  horses  on  the  majority  of  our  street  railways.  It  is  only  a 
matter  of  time,  a  somewhat  longer  time,  perhaps,  when  it  will  be  the  pro- 
pelling power  on  all  our  elevated  roads,  for  the  elevated  roads  possess 
ideal  conditions  for  the  application  of  electricity.  It  is  within  the  bounds 
of  possibility  that  our  steam  roads  will  be  run  with  electricity.  Certainly 
this  power  offers  many  advantages  for  the  suburban  traffic.  The  possible 
utilization  of  hitherto  neglected  water  powers  will  be  one  of  the  factors  in 
determining  the  extension  of  electrical  propulsion  in  this  direction. 
Already  we  see  the  beginning.  The  West  End  Company  of  Boston  are 
now  building  longer  cars  with  radial  and  double  swivelled  trucks.  The 
New  York  elevated  roads  are  anxiously  seeking  a  solution  to  the  problem 
of  how  to  enlarge  their  carrying  capacity,  without  rebuilding  or  mate- 
rially altering  their  superstructure.  Longer  trains  are  requisite  to  meet 
the  increased  demands.  The  limit  of  the  capacity  of  the  present  locomo- 
tives has  been  reached.  Increased  weight  in  the  locomotive  means  an 
immense  expenditure  for  strengthening  or  prarctically  rebuilding  the  road- 
way. Cables  are  not  feasible,  as  the  strain  on  the  grip  would  not  permit 
of  long  trains  and  it  would  be  difficult  to  combine  speed  and  safety  with 
any  considerable  increase  in  the  number  of  trains.  Cables  would  not  per- 
mit of  satisfactory  switching  arrangements  at  the  termini  or  elsewhere. 
Electricity  offers  the  best  solution.  Equip  each  car  with  motors.  Flexi- 
ble electrical  connections  can  easily  be  made  from  car  to  car  as  is  now 
done  on  surface  roads  to  light  the  tow  cars,  and  the  whole  train  con- 
trolled by  the  driver  on  the  front  platform  of  the  leading  car.  Electric  or 
vacuum  brakes  can  be  used  in  the  same  way.  It  matters  not  how  many 
cars  we  have  in  a  train — one  or  fifty.  Each  cars  adds  its  own  power 
and  all  work  together.  There  is  no  dead  weight  to  pull,  as  in  the  case  of 
the  locomotive.  The  passengers  themselves  furnish  the  weight  for  traction. 
The  switching  arrangements  present  no  difficulties  whatever.  The  motors 
can  be  reversed  and  run  equally  well  in  either  direction.  The  train  can 
be  controlled  from  either  end,  and  any  increase  or  decrease  in  the  number 
of  cars  will  not  affect  the  controlling  mechanism. 

It  is  difficult  to  conceive  of  a  more  feasible  system.  It  seems  to  be  the 
ideal  system  for  the  elevated  roads  and  is  bound  to  be  adopted  in  the  near 
future. 


DISCUSSION. 
The  President: — We   are  all   indebted   to   Captain   Griffin  for  his 
kindness  in  prejaaring  this  paper  and  coming  here  to  read  it  to  us  tonight. 
The  matter  is  now  open  to  you  gentlemen  for  discussion,  and  I  dare  say 
Captain  Griffin  will  be  glad  to  answer  any  questions. 
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Mr.  G.  W.  Blodgett: — I  have  enjoyed  very  much  the  reading  of 
the  paper,  and  it  seems  to  me  one  of  the  most  remarkable  facts  which  con- 
front us  is  the  lapid  development  of  electrical  science,  especially  as  re- 
gards the  transmission  of  power.  I  had  the  honor  to  read  before  this  So- 
ciety, in  1880,  a  paper  upon  the  then  status  of  the  transmission  of  power 
by  electricity.  It  was  before  it  had  ever  been  applied  to  the  propulsion 
of  cars — with  one  exception,  at  the  Berlin  Exposition  I  think — and  from 
the  volume  ot  the  Society's  proceedings  which  contains  that  paper  it  may 
be  of  interest  if  I  read  one  or  two  little  things  which  show  the  results  that 
had  been  attamed  up  to  that  time.  The  first  point  which  is  of  interest  is 
the  inci'ease  in  the  efficiency  of  the  dynamo  machine.  At  that  time  the 
veteran  electrician,  Moses  G.  Farmer,  who  was  perhaps  as  well  qualified 
to  estimate  correctly  the  efficiency  of  a  dynamo  as  anyone  in  this  country,, 
stated  that  he  had  obtained  "as  high  as  eighty-five  per  cent.;  others  claim 
more;  some  may  go  as  high  as  ninety  per  cent,  under  especially  favorable 
conditions;  but  from  seventy  to  eighty  per  cent  is  a  fair  amount."  The 
Brush  Company  at  that  time  claimed  as  high  an  efficiency  as  87.4  per 
cent.  Dr.  Paget  Higgs  claimed  to  have  received  from  a  Siemens  machine 
about  90  percent.,  exclusive  of  friction.  (I  would  say  in  this  connection 
that  a  dynamo  machine  which  transformed  into  electrical  current  only  85 
per  cent,  of  the  power  which  was  applied  to  it  would  be  deemed  in  this, 
day  too  inefficient  for  economical  use.) 

I  also  gave  a  few  instances  of  the  actual  employment  of  electricity^ 
deemed  of  surprising  novelty  at  that  time,  one  of  which  was  that  on  May 
26,  1879,  a  field  had  been  plowed  at  Sermaize,  in  France,  by  means  ^f 
power  transmitted  by  electricity  four  hundred  and  six  hundred  metres. 
At  the  Berlin  Exposition  in  1879,  there  was  in  operation  a  railroad  300. 
metres  long,  run  by  electricity  furnished  by  a  machine  working  in  the 
large  hall.  This  distance  was  traversed  in  two  minutes  by  a  train  consist- 
ing of  a  locomotive  and  three  wagons,  in  each  of  which  six  persons  could 
be  accommodated.  In  1880,  Sir  William  Thomson  transmitted  eight  or 
ten  horse  powers  more  than  a  mile  by  electric  current.  Dr.  Paget  Higgs, 
in  a  letter,  furnished  me  some  interesting  unpublished  data,  which  were 
as  follows:  That  he  had  transmitted  98  horse  powers,  with  ten  dynamos 
in  all.  This  number  was  subsequently  reduced  by  improvements,  to  two 
dynamos  at  each  end  of  the  wire,  which  was  a  copper  were  of  three-eights, 
of  an  inch  in  diameter,  suspended  on  ordinary  posts.  The  conclusions 
drawn,  at  that  time,  were  that  the  electrical  transmission  of  power  was 
possible,  and  that  an  efficiency  of  75  to  90  per  cent,  might  be  counted  on 
in  the  transformation  of  power  into  current,  and  a  nearly  equal  amount  in, 
the  transformation  into  power  again,  making  the  ;/£'/ efficiency  of  the  trans- 
mission from  40  to  50  per  cent,  of  the  original  power. 

One  thing  I  have  omitted  to  say  was  that  in  some  of  Dr.  Higg's  experi- 
ments he  obtained  an  efficiency  of  the  dynamo  and  motor  combined  of 
39,  45  and  49  per  cent.,  which  represented  the  proportion  obtained  from 
the  original  mechanical  power  applied  to  the  first  machine,  and  the  con- 
clusion reached  at  that  time  was  that  about  forty  or  fifty  per  cent,  of  the 
power  applied  to  the  first  machine,  was  the  utmost  that  could  be  expected 
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to  be  i-ecovcrcd  at  the  second.  Fiom  the  data  which  Captain  Griffin  has 
laid  before  us  tonight,  we  can  see  how  great  has  been  the  increase  in  effi- 
ciency and  economical  results  in  the  short  space  of  ten  years. 

The  President  called  upon  Mr.  Fred  S.  Pearson,  Chief  Engineer,  Steam 
and  Electric  Departments,  West  End  Street  Railway  of  Boston,  who  in 
his  remarks  said  that,  as  regards  the  efficiency  of  the  electric  cars  in  oper- 
ation by  the  West  End  Street  Railway  Co.,  the  electric  cars  are  running 
with  more  certainty  and  are  losing  less  trips  than  the  horse  cars. 

The  President:— I  would  like  to  ask  you,  Mr.  Pearson,  if  on  the 
West  End  Railway  there  are  any  movements  being  made  with  regard  to 
improving  the  motion  of  the  car?  I  notice  that  there  is  a  great  deal  of 
motion — is  that  due  to  the  trucks  or  to  the  distribution  of  the  load  on  the 
trucks  ? 

Mr.  Pearson:— I  don't  think  that  has  anything  to  do  with  the  electri- 
cal part  of  the  equipment.  You  will  find  it  about  the  same  on  horse  cars 
when  they  get  to  teetering.  Of  course  it  is  due  to  having  a  long  car  on 
short  wheel  trucks.  Some  experiments  are  being  made  in  the  way  that 
Capt.  Griffin  has  spoken  of — getting  an  eight  wheel  car  with  two  trucks. 
We  had  one  out  the  other  night  testing  it,  and  we  are  also  trying  the  six 
wheel  Robinson  Radial  Car.  By  having  these  two  points  of  support,  in- 
stead of  one,  we  do  away  largely  with  that  rocking  motion;  I  imagine  that 
in  time  an  eight  wheel  or  six  wheel  car  will  be  adopted,  because  the  road 
will  then  have  a  chance  to  use  a  longer  car  and  carry  more  passengers 
with  the  motors  which  are  used  for  propulsion. 

Capt.  Griffin: — I  will  say,  Mr.  President,  in  reference  to  that  radial 
truck,  we  find  it  is  exceedingly  popular.  There  is  no  car  on  the  West  End 
Road  that  is  so  popular.  I  believe  it  was  at  the  request  of  the  people  who 
live  along  the  line  that  this  car  was  put  on  the  Chestnut  Hill  route.  The 
motion  is  very  smooth  and  there  is  no  teetering.  The  only  objection  I 
have  heard  is  in  reference  to  the  height  of  the  steps — a  mechanical  objec- 
tion that  can  be  overcome. 

The  President: — Did  I  understand  you  to  say,  Capt.  Griffin,  that  a 
given  wire  was  capable  of  carrying  any  voltage — that  there  was  no  definite 
relation,  in  other  words,  between  the  size  or  area  of  the  wire  and  the  voltage 
of  the  current. 

Capt.  Griffin: — What  1  said  was  that  the  size  of  the  wire  depends 
on  the  quantity  of  current  and  not  the  voltage.  It  is  an  actual  fact  that 
the  Edison  incandescent  lighting  current  requires  a  very  much  larger 
wire  than  arc  lighting  current  of  2,000  or  2,500  volts,  although  the  Edison 
incandescent  light  only  requires  a  current  of  no  volts.  It  is  the  quantity  of 
electricity  which  governs  the  size  of  the  wu'e. 

Mr.  J.  A.  TiLDEN: — Capt.  Griffin  has  touched  lightly  on  the  storage 
battery  as  one  of  the  methods  for  the  economical  transmission  of  electri- 
cal force,  and  if  it  is  not  asking  too  much,  I  would  like  to  inquire  of  him 
what  is  considered  to  be  the  commercial  efficiency,  to-day,  of  the  storage 
battery^that  is,  its  percentage  of  efficiency. 

Capt.  Griffin:— I  should  put  efficiency  of  the  storage  battery  at  from 
seventy  to  seventy-five  per  cent.     It  is  difficult  to   ascertain    the   average 
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commercial  efficiency,  because  the  different  storage  l>attery  manufacturers 
claim  almost  everthing.  I  understand  that  there  are  very  few  who  can 
not  show  factory  tests  ranging  all  the  way  from  eighty-two  per  cent,  up  as 
high  as  ninety  per  cent.;  butl  have  talked  with  a  number  of  storage  bat- 
tery men,  who  seemed  to  be  good,  honest  men,  who  have  told  ine  that 
there  was  no  possibility  and  no  use  in  talking  of  any  efficiency  of  batteries 
in  operation  on  a  car,  for  instance,  ranging  above  seventy  per  cent.  I 
think  it  might  be  possible  for  stationary  purposes,  where  the  batteries  are 
kept  on  racks  and  well  taken  care  of,  to  have  them  run  above  that.  The 
efficiency  in  such  cases  might  possibly  run  as  highas  seventy-tivc  or  eighty 
per  cent.;  but  1  think  that  would  certainly  be  the  limit. 

Mr.  |.  1'.  Frizzki>i,: — There  isanother  point  in  connection  witii  storage 
batteries,  I  think,  which  is  of  more  importance  than  the  one  alluded  to. 
I  would  like  to  ask  how  much  weight  of  metal  would  have  to  be  transported 
to  secure  a  horse  power,  for  a  day,  for  inslanee,  with  storage  bat- 
tery. 

CaI'I'.  (iRli'KiN: — I  don't  think  1  could  answer  that  question  without 
entering  into  a  little  calculation.  The  average  storage  battery  weighs,  1 
think,  from  thirty  to  forty  pounds  per  cell.  One  hundred  to  one  hundred 
and  twenty  cells,  such  as  would  be  used  on  a  car,  would  weigh  from  three 
to  five  thousand  po^mds— say  two  tons.  That  number  of  batteries  would 
give  you  charge  enough  to  carry  a  car,  probaljly,  for  twenty  to  forty  miles, 
depending  on  the  conditions. 

Mr.  Tildkn: — One  word  more.  I  have  broached  the  subject  of  storage 
batteries  l^ecause  I  feel,  perhaps,  that  it  may  Ijl'  a  somewhat  ])opular  sen- 
timent that  the  overhead  system  is  Init  a  tem|)orary  expedient  and  that 
the  storage  battery,  when  it  shall  have  been  inn)roved  will  ultimately  take 
its  place.  Of  course  the  cars  which  are  provided  with  motors  to-day,  could 
as  I  understand,  be  supplied  by  storage  batteries,  provided  they  were 
economical  and  efficient.  I  have  asked  Capt.  driffin  a  question  in  refer- 
ence to  the  efficiency  of  the  storage  battery  to-day,  for  the  purpose  of 
getting  an  honest  answer  on  the  subject.  1  understand  him  now  to  say 
that  the  dynamo  gives  about  ninety-eight  per  cent,  of  efficiency. 

CAl't.  Oriffin: — Ninety-two  per  cent,  efficiency. 

Mr.  Tii,lil''.N: — And  that  the  storage  battery  would  give  seventy-five 
per  cent,  of  the  ninety-two. 

Capt.  Griffin: — It  might  give  seventy-live  percent. 

Mr.  TildeN: — And  then  the  reconversion  into  ])ower  would  be  what 
per  cent,  of  that? 

Cai'T.  Griffin:— Well,  of  course  there  is  a  loss  in  conversion.  Our 
motors  show  an  actual  efficiency,  by  test,  of  about  91^  per  cent.  The 
commercial  efficiency  of  the  motors  and  gearing  would  not  be  less  than 
seventy-five  per  cent. 

Mr.  Tii.okN: — You  have  ninety-two  per  cent,  to  start  with  and  you 
get  seventy-five  per  cent,  of  that  in  conversion  into  the  storage  battery. 
Then  seventy-five  per  cent,  of  the  remainder  is  converted  into  work  in 
propelling  the  car. 

Capt.  Griffin:— Yes  sir,  that  is  about  it. 
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Mr.  TildeN: — Of  course,  the  overhead  system  gives  a  much  higlier 
percentage  of  efficiency  now. 

Capt.  Griffin: — Yes,  it  gives  a  much  higher  efficiency  than  that.  1 
think  the  troubles  with  the  storage  battery  at  the  present  time  are  lack  of 
durability,  the  weight  which  you  have  to  carry  on  the  car,  and,  more  par- 
ticularly, the  limited  amount  of  power  we  can  store  in  the  battery.  That 
is,  the  car  being  limited  in  the  amonnt  of  power  which  it  carries,  we  are 
unable  to  overcome  the  unusual  conditions  that  may  be  encountered  at 
any  time.  Astorage  battery  car  could  not  possibly  have  battled  with  the 
snow  as  the  motor  cars  have  had  to  do  this  winter.  A  storage  battery  car, 
near  the  end  of  its  run,  when,  perhap-<,  the  current  is  pretty  well  exhausted, 
meeting  another  car  that  was  disabled  and  attempting  to  tow  it  home 
would  soon  be  used  up.  If  a  third  car  should  come  along  and  try  to  push 
the  two  home,  it  would  be  used  uj)  in  turn.  There  are  many  important 
advantages  which  the  overhead  system  has  over  the  storage  battery;  but 
there  is  no  question  that  the  storage  battery  system  is  the  ideal  system. 
As  soon  as  the  present  chaotic  condition  of  patents  is  fixed — the  patent 
question  is  a  very  serious  one  for  storage  batteries  now,  because  no  one 
knows  where  they  stand — the  storage  battery  will  be  rapidly  developed. 

Mr.  C.  F.  Ali,en:---I  would  like  to  ask  one  further  question  in  refer- 
ence to  the  storage  battery.  Has  it  been  found  possible  to  use  the  storage 
battery  with  cars  already  constructed  for  ordinary  use  as  horse  cars,  or  is 
it  necessary,  for  the  successful  use  of  the  storage  battery,  to  have  a  car 
especially  constructed  for  the  purpose? 

CaP'[".  Griffin: — I  believe  they  find  it  necessary  to  construct  cars 
especially  for  the  purpose.  I  suppose,  of  course,  that  an  ordinary  street 
car  could  be  remodelled  so  as  to  give  the  desired  space  in  which  to  put 
the  cells  under  the  seats;  but,  as  the  matter  stands,  it  is  not  a  simple 
question  of  remodelling  the  car,  and  I  believe  in  most  instances  they  have 
preferred  to  build  new  cars.  Such  is  the  case,  at  least,  on  the  Fourth  Av- 
enue Line,  where  storage  battery  traction  has  perhaps  been  carried  to  a 
greater  extent  than  on  any  other  road.  They  have  there  ten  cars  in  oper- 
ation at  one  time;  all  new  cars,  constructed  especially  for  that  system. 

Mr.  F.  W.  Hododon: — That  two  tons  weight  of  storage  batteries 
be  in  excess  of  the  ordinary  weight  of  the  car. 

Capt.  Griffin: — Exactly. 

Mr.  HodgdoN: — What  is  the  ordinary  weight  of  a  motor  car  now? 

Capt.  CtRIFFIN: — The  weight  of  the  motor  truck,  with  two  fifteen 
horse  power  motors,  such  as  are  used  here,  is  7,200  pounds,  and  the  total 
weight  of  the  car  would  probably  be  12,000  pounds. 

Mr.  Hi)1k;d0N: — How  much  would  be  the  weight  of  the  motor  car 
over  the  ordinary  car? 

Capt.  (Jriffin — !  think  the  ordinary  car  would  not  wcigli  over  five 
or  six  thousand  pounds.  Mr.  Pearson,  do  you  know  the  weight  of  the  or- 
dinary horse  car? 

Mr.  Pearson: — 1  believe  it  154,500  pounds. 

Capt.  (ii-tiFFTN: — I  mean  with  the  wheels,  axles  and  truck  com- 
plete. 
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Mr.  Pearson: — 1  couldn't  answer  the  question  exactly.  The  weight 
of  the  electric  is  about  double  that  of  an  ordinary  car. 

Mr.  L.  F.  Rice: — Does  the  body  of  the  car  differ  from  an  electric  car? 

Mr.  Pearson: — Not  at  all.  It  is  the  same  car  body.  We  are  using 
on  the  West  End  Road  as  electric  cars,  especially  on  the  Cambridge  line, 
a  good  many  cars  which  were  run  as  horse  cars  before. 

The  President: — In  transmitting  power  from  some  central  source  to 
a  great  distance,  would  it  be  practical  by  a  high  voltage  to  send  a  large 
quantity  on  a  small  wire? 

Capt.  Griffin: — In  transmitting  electricity  over  a  very  long  distance 
if  the  voltage  is  high  the  wire  may  be  small.  The  cost  of  copper  increases 
in  a  geometrical  ratio,  so  that  it  is  a  very  essential  that  the  voltage  should 
be  high  if  the  distance  be  long,  and  the  quantity  of  electricity  to  be  trans- 
mitted is  consideraljle. 

The  President — Would  you  look  forward  to  the  time  when  electri- 
city will  be  transmitted  from  some  natural  source,  like  Niagara  Falls,  to 
an  immense  distance. 

Capt.  Griffin: — It  is  periectly  feasible  to  do  that  now,  but  whether 
it  will  ever  be  done  practically  is  a  different  question  to  answer. 

The  President: — It  seems  as  if,  when  the  cost  of  the  plant  itself  was 
so  small  and  the  cost  of  wires  so  small  compared  with  the  amount  of  power 
transmitted,  that  it  could  be  done.  The  friction  loss  is  very  small,  is  it 
not,  per  mile  ? 

Capt.  Griffin: — Yes,  if  you  have  copper  enough  you  can  keep  down 
the  loss  to  any  desired  limit.  The  only  serious  difficulty  would  be  that 
with  an  exceedingly  high  voltage,  such  as  you  might  use,  the  qucstio"!!  of 
insulation  would  be  a  very  serious  one.  If  you  put  your  wires  underground 
it  would  be  very  difficult  to  insulate  them.  Air  insulation  would  be  the 
best  under  the  circumstances,  but  wires  carrying  a  ten  thousand  volt  cur- 
rent would  be  dangerous. 

The  President:— .Well,  dry  air  is  the  best  non-conductor,  is  it  not  ? 

Capt.  Griffin: — It  is  the  best. 

The  President: — That  being  the  case,  if  it  were  protected  against 
wet  from  the  top,  and  simply  exposed  to  the  air,  it  seems  as  if  there  would 
not  be  a  great  deal  of  loss. 

Capt.  Griffin: — Oh  no,  I  think  it  would  be  perfectly  feasible  to  so 
construct  your  line  that  the  loss  would  not  be  a  matter  of  serious  moment 
— either  by  ordinary  leakage  at  the  different  points  or  joints  where  it  is 
supported,  or  the  loss  by  insulation,  or  lack  of  insulation. 

Mr.  Tilden: — May  I  ask  how  many  amperes  of  current  the  wires  as 
ordinarily  constructed  for  electrical  purposes  carry. 

Capt.  Griffin: — The  average  current  for  each  car  is  about  lo  amperes. 
I  do  not  remember  the  limit  of  capacity  of  the  No.  o  wire  we  use  for  the 
overhead  wire,  but  it  is  never  called  upon  to  do  its  utmost.  The  feeder 
wires  carry  the  current  to  the  overhead  wire  at  different  points. 

Mr.  Tii.den: — Then  the  electro-motive  force  is  500  volts,  and  10  am- 
peres pei-  car? 

Capt.  (Griffin: — Yes,  sir. 
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Mr.  Tilden: — I  was  leading  up  to  the  question  which  has  been  brought 
to  my  attention  as  to  whether  the  safety  of  electrical  currents  is  one  of 
voltage  only — that  is,  whether  it  is  a  fact  that  500  volts  at  loamperesis  not 
less  dangerous  than  the  same  voltage  carrying  ten  times  that  quantity  for 
instance. 

Capt.  Grikfin: — In  one  sense  it  is  a  question  of  voltage  only  and  in 
another  sense  it  is  a  question  of  both  volts  and  amperes.  A  500  volt  cur- 
rent will  drive  a  certain  number  of  amperes  through  a  given  resistance.     1 

P 
might  put  it  in  this  way,  that  C— y^  (the  fundamental  electrical   formula.) 

Now,  if  you  substitute  500  for  E,  the  electro-motive  force,  that  is,  fix  the 
current  at  500  volts,  the  amount  of  current  (C)  depends  on  the  resistance 
{R.)  The  resistance  of  a  human  being  is,  say  2,000  volts  so  (7  in  that  case 
equals  '""/aoiio  or  one-fourth  of  an  ampere.  Which  means  that  a  500  volt 
current  will  drive  one-fourth  of  an  ampere  through  a  resistance  of  2,000 
ohms — that  is,  the  human  body — and  that  is  as  much  as  it  will  drive.  It 
docs'nt  make  any  difference  how  much  more  current  there  may  be  in  the 
wire  you  touch,  when  you  have  received  one-fourth  of  an  ampere  you  have 
gone  as  far  as  you  can,  and  if  there  are  forty  amperes,  four  hundred  am- 
peres or  four  thousand  or  four  million  amperes  in  that  wire,  it  doesn't 
make  any  difference.  When  you  touch  it,  the  500  volts  can  just  drive  a 
cjuarter  of  an  ampere  through  you.  To  illustrate,  you  might  regard  that 
as  a  big  water  pipe  and  w^henever  you  tap  it  and  put  in  an  inch  pipe  just 
so  much  water  will  come  through  the  inch  pipe.  It  makes  no  difference 
whether  the  large  pipe  is  three  inches,  three  feet  or  three  miles  in  diam- 
eter, so  much  will  come  through  that  one  inch  pipe.  So  in  the  former 
case,  the   question  of  danger   is  simply  a  cjuestion  of  voltage. 

Mr.  Tilden: — That  is  because  the  resistance  of  the  human  body  is 
so  high? 

Gapt.  Griffin: — Yes,  sir. 

Mr.  Tilden: — If,  on  the  other  hand  the  resistance  of  the  human  body 
was  low  and  you  could  get  50  amperes  through,  of  course  it  would  be  safe 
to  take  ten? 

Mr.  Griffin: — Yes,  sir.  The  question  of  amperes  comes  in  when 
you  take  a  very  high  voltage.  Prof.  Thomson  states  that  he  actually  took 
a  10,000  volt  current.  It  was  simply  a  brushing  contact,  but  he  says  he 
had  time  enough  for  the  sensation  to  go  to  his  mind  and  for  him  to  reason 
with  himself,  "  Now,  old  fellow,  you  are  done  for  if  you  don't  get  your  hand 
away  from  there,"  and  he  did  get  his  hand  away.  It  was  a  very  small  cur- 
rent, very  feeble,  as  regards  the  number  of  amperes — but  with  a  tremendous 
voltage. 

Mr.  Tilden: — Very  much  less  than  a  quarter  of  an  ampere,  I  sup- 
pose. 

Capt.  Griffin: — There  is  no  question  but  what  10,000  volts  would  be 
able  to  drive  enough  amperes  through  the  human  body  to  kill  half  a  dozen 
people;  but  it  was  either  the  feebleness  of  the  contact  or  the  very  small 
quantity  of  electricity  there  was  in  the  current,  that  saved  him. 

Mr.  Tilden: — ^You  have  made  a  very  interesting  comparison  with  a 
water  main  there.     We  will  compare,  then,  the  volt  directly  to    the  pres- 


450  ASSOCIATION    OF    ENGINEERING    SOCIETIES. 

sure  and  the  amperes  to  quantity.  That  is,  take,  for  instance,  a  pipe  that 
has  500  pounds  pressure  is  comparable  to  a  wire  carrying  500  volts — one 
that  is  capable,  we  will  say,  ol  supplying  so  many  gallons  of  water,  per- 
haps, per  minute,  would  be  in  the  case  of  a  wire  so  many  amperes. 

Capt.  Griffin: — Exactly,  and  that  comparison  will  hold  good  still 
further,  because  if  you  increase  the  pressure  in  the  pipe,  you  increase  the 
([uantity  that  goes  through  the  one  inch  pipe.  A  pressure  of  500  pounds 
to  the  sc[uare  inch  will  drive  more  water  through  the  one  inch  pipe  than  a 
pressure  of  100  pounds  to 'the  square  inch — so  a  voltage  of  2,000  will  drive 
more  amperes  though  the  human  body  than  a  voltage  of  500.  In  fact,  the 
comparison  will  hold  good  all  the  way  through,  and,  now  that  it  occurs  to 
me,  I  might  give  you  an  illustration  of  how  that  comparison  may  some- 
times be  used.  I  was  called  before  the  District  Committee  of  the  United 
States  Senate  in  reference  to  the  railway  that  I  have  referred  to.  Senator 
Edmunds  was  suddenly  aroused  to  the  fact  that  dangerous  wires  were 
going  up  along  that  railroad  and  introduced  a  resolution  requesting  the 
commissioners  to  revoke  the  permits  that  they  had  given.  I  went  to  sec 
Senator  Edmunds,  met  him  in  the  Committee  room,  and  had  an  interest- 
ing conversation  with  him.  T  talked  two  hours  and  a  half  with  him  and  I 
think  I  made  some  impression,  for  he  has  never  discussed  the  subject  of 
electricity  in  the  Senate  since.  I,  at  least,  convinced  him  that  theie  was 
a  great  deal  about  electricity  that  he  didn't  know.  He  asked  about  insu- 
lation and  spoke  about  the  current  used  on  the  wire.  He  said,  "  you  have  a 
500  volt  dynamo?"  I  said  "  Yes."  "  What  are  you  going  to  do  when  you 
want  more  cars  on  that  line?"  "  Put  in  another  dynamo."  "Another  500  volt 
dynamo?"  "Yes,  sir."  "And  use  the  same  wire?"  "Yes,  sir."  "Then  you  will 
have  a  1,000  volt  current?"  "No,  we  will  have  the  same  current  that  we  liad 
before."  He  said,  "  1  wish  you  would  explain  that  theory  of  yours  to  me." 
I  said,  "  It  is  not  a  theory  of  mine.  Senator,  it  isascientitic  fact.  I  will  illus- 
trate it  in  this  way:  su|)pose  you  have  a  reservoir  here  containing  95  percent, 
alcohol,  connected  with  this  pipe  (pointing),  and  suppose  you  have 
another  reservoir  containing  95  per  cent,  alcohol  here,  and  you  connect 
this  with  the  same  pipe.  When  the  currents  come  together  we  do  not 
have  190  per  cent,  alcohol.  It  is  the  same  95  per  cent,  alcohol,  but 
there  is  twice  as  much  of  it  flowing  as  before.  It  is  the  same  here,  with 
the  electric  current,  we  have  the  same  500  volt  current,  only  there  is  twice 
as  much  of  it  flowj^ng.  The  pressure  of  the  alcohol  in  the  pipe  depends 
upon  whether  you  put  the  second  reserv(Mr  above  the  first,  or  alongside  of 
the  first.  If  you  put  it  on  tO])  of  the  first  you  will  get  double  the  pressure 
with  the  same  quantity,  and  if  you  put  it  alongside  the  first,  you  will  have 
the  same  pressure  but  double  the  quantity." 

Mr.  r^RKl).  Brooks: — A  little  while  ago,  in  speaking  in  c(jnnection 
with  the  power  house  at  AllsUm,  you  spoke  about  the  transmission  of 
electricity  for  long  distances — what  did  you  mean  by  long  distances? 

CaI'I'.  (iRll'KiN: — Say  anytliing  above  five  miles.  ,  "  Long  "  is  a  very 
indelinite  teim.  I  belii've  the  distance  from  the  jiower  house  at  Allston 
to  the  extrc-nie  iMul  of  the  Ai'lington  line  is  nbinit  si\  miles-  fully  six 
miles. 
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Mr.  Brooks:- -S|)cakin;4  of  king  distances,  you  mean  longer  than 
that? 

Capt.  Griffin: — Yes,  say  ten  miles.  Of  course  the  limit  of  economi- 
cal transmission  of  electricity  would  depend  entirely  on  the  circumstances 
of  the  case.  If  you  had  water  power  and  could  build  a  dam  very  cheaply 
and  get  power  for  almost  nothing  after  your  first  cost,  you  could  afford  to 
transport  it  a  very  long  distance— perhaps  ten  or  fifteen  miles,  or  even 
longer  than  that. 

Mr.  Rice: — In  your  opinion,  would  it  ever  be  advisable  to  extend  your 
definition  of  length  in  the  same  manner  in  which  that  definition  relates  to 
long  distance  telephones— so  that  your  electric  current  could  be  trans- 
mitted 500  or  600  miles,  instead  of  five  or  six  miles  only?  Would  you 
consider  it  a  feasible  thing  to  ever  transmit  power  for  that  distance? 

Capt.  Griffin: — Five  or  six  hundred  miles  is  a  very  long  distance. 

Mr.  Rice:— Of  course  it  is.  For  instance,  take  Niagara  Falls.  Could 
the  power  from  those  falls  be  utilized  in  New  York  City? 

Capt.  Griffin: — I  say  now  that  it  is  possible  to  do  that— whether  it 
would  ever  be  advisable  or  feasible  to  do  it  is  a  very  difficult  question  to 
answer.  I  should  not  want  to  answer  that  c|uestion.  I  can  only  say  that 
it  is  perfectly  possible  to  do  it,  but  I  doubt  if  the  time  will  ever  come  when 
it  is  practicable  to  do  it. 

Mr.  Rice: — What  I  wanted  to  get  at  was  whether  you  could  see  far 
enough  ahead  to  give  an  answer  to  that. 

Capt.  Griffin: — As  I  say,  it  could  be  done  to-day,  but  the  expense 
would  probably  be  too  great  to  make  it  desirable  as  a  good,  commercial 
investment. 

The  President: — It  amounts  to  a  difference  between  the  scientific 
and  the  commercial  side. 

Capt.  Griffin: — Yes,  that  is  where  the  t|uestion  really  comes. 
Mr.  a.  H.  Rowland: — I  suppose,  if   copper   was   two   cents  a  pound 
that  it  would  make  a  vast  difference  as  to  the  feasibility  of  doing  it? 

Capt.  Griffin: — Yes,  it  would  make  a  good  deal  of  difference,  it  would 
make  a  very  great  difference. 

Mr.  TiLDEN:-!  understand  that  for  the  transmission  of  power  for 
long  distances  it  is  desirable  to  use  very  high  potential  alternating  cur- 
rents, or  it  is  contemplated  to  use  such  currents,  with  the  idea  of  getting  a 
small  wire — am  I  correctly  informed? 

Capt.  Griffin: — No,  not  necessarily  alternating.  In  fact,  the  alter- 
nating current  as  we  stand  at  present,  could  not  well  be  used,  because  we 
have  no  satisfactory  form  of  alternating  motor.  It  would  be  a  high  poten- 
tial current,  but  would  probably  be  a  direct  current. 

Mr.  Tilden: — The  question  1  was  going  to  lead  up  to,  if  the  question 
wiis  answered  in  the  affirmative,  was  whether  the  efficiency  of  the  con- 
verters is  high  or  not— that  is,  for  the  converting  of  a  high  potential  alter- 
nating current  into  alow  potential  current  and  large  Cjuantity. 

Capt.  Griffin:— I  don't  know  exactly  what  the  efficiency  of  the  con- 
verters is,  but  am  under  the  impression  that  it  ranges  from  80  per  cent,  up 
to  90  per  cent.     They   have   been   very  much  improved  over  the  earlier 
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forms  and  the  results  now  obtained  arc  very  satisfactory.  I  spoke  of 
transmission  by  the  alternating  current,  where  that  could  be  used  directly. 
For  instance,  you  could  furnish  incandescent  lights  for  houses  by  a  power 
six,  eight  or  ten  miles  away,  could  transmit  that  power  in  the  shape  of  a 
two  or  three  thousand  volt  alternating  current,  and  transform  it  at  the 
city  limits,  or  some  convenient  point,  to  the  low  potential  wire  on  which 
you  want  to  use  it.  But  for  power  and  mechanical  purposets,  in  the  present 
state  of  the  science,  the  alternating  current  would  not  be  so  satisfactory  as 
the  direct  current. 

Mr.  TildeN: — The  direct  current  can  be  reduced  from  a  high  poten- 
tial and  a  low  cjuantity,  to  a  low  potential  and  high  quantity? 

Capt.  Griffin: — Yes,  sir. 

Mr.  Tilden: — By  converters? 

Capt.  Griffin: — No,  there  are  no  direct  current  converters.  It  would 
have  to  be  done  by  the  interposition  of  a  motor  or  some  multiple  system. 
The  case  1  cited  was  a  case  where  you  would  establish  a  station  and  utilize 
the  high  potential  current  to  run  a  motor  or  motors.  These  motors 
would  run  a  line  of  shafting  to  which  would  be  belled  the  incandescent 
dynamos,  arc  light  dynamos  and  power  motors,  for  any  of  the  different 
circuits  we  now  have  in  the  city.  This  is  not  an  economical  method  of 
transporting  power,  but  1  think  it  will  be  found,  under  some  circumstan- 
ces, to  be  more  economical  than  to  use  the  power  direct  from  the  steam 
engine. 

The  President: — I  suppose  one  of  the  most  important  things  for  the 
public  to  know  in  regard  to  the  use  of  electricity  for  railways  is  how  far 
their  safety  is  assured  in  the  event  of  accident.  I  saw  it  stated  not  long 
ago,  that  in  case  of  certain  brake  rods  breaking  on  electric  cars,  it  would 
be  possible  for  the  people  in  the  cars  to  receive  the  charge  of  electricity. 

Capt.  Griffin: — That  is  not  so.  I  can  hardl\-  conceive  a  case  where 
that  would  be  possible.  It  might  be  possible  for  the  brake  rods  to  break 
in  such  a  way  as  to  form  a  connection  between  the  motor  and  the  break 
handle,  so  that,  if  the  wheels  were  insulated  from  the  rail,  or  partially 
insulated,  one  might  receive  a  little  shock  by  taking  hold  of  the  brake 
handle  and  standing  on  the  ground.  But  it  would  only  be  a  shunt  that 
would  go  through  the  body,  very  small  in  proportion  to  the  amount  thai 
would  g;o  through  the  wheels,  and  that  is  probably  such  a  forced  case  ihat 
you  can  hardly  consider  it  as  at  all  probable.  On  the  other  hand,  your 
question  brings  up  a  very  practical  queslion,  and  that  is,  if  the  brake 
rods  break  or  the  brake  mechanism  breaks  when  a  car  is  going  down  hill, 
what  are  you  going  to  do?  You  can  stop  it  by  the  electric  motor,  revers- 
ing the  motor  and  catching  the  car.  That  has  been  frequently  done.  I 
saw  a  car  that  was  coming  into  Harvard  Square — I  suppose  it  was  going  at 
the  rate  of  four  or  five  miles  an  hour — and  as  it  approached  Harvard 
Scjuare  the  horses  on  a  horse  car  standing  on  the  outgoing  track  became 
frightened  at  something  and  sprang  across  the  other  track  directly  in  front 
of  the  electric  car.  The  driver  immediately  reversed  the  motor.  There 
was  a  tow  car  behind  the  electric  car,  and  the  iron  rod  connecting  the 
two  cars  was  bent  in  the  shape  of  the  letter  I'.     It  was  an   iron   rod,  one 
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inch  in  diameter,  and  the  sudden  stop  of  the  car,  with  the  other  car 
coming  on  behind,  bent  the  rod.  But  the  cars  were  stopped  all  right,  and 
no  injury  was  done  to  the  horses,  except  that  the  first  horse  was  knocked 
down.     Neither  of  the  horses  were  injured. 

Mr.  a.  W.  Locke:— I  would  like  to  ask  Capt.  Griffin  whether  there 
is  any  more  adhesion  in  a  car  run  by  electricity  than  there  would  be  in  a 
car  propelled  by  steam. 

Capt.  Griffin: — I  would  say,  in  answer,  that  it  has  been  claimed  and 
is  claimed  now,  that  there  is,  in  the  passage  of  the  current  from  the 
wheel  to  the  rail,  a  very  considerable  increase  obtained  in  the  way  of  ad- 
hesion to  the  rail.  I  have  never  verified  this  by  any  experiments  of  my 
own,  although  I  have  intended  to  do  so,  and  have  made  arrangements  on 
numerous  occasions  to  do  so  at  our  factory  in  Lynn.  But  I  know  that, 
under  other  circumstances  for  instance,  the  road  at  Pittsburgh  or  Alle- 
gheny City,  where  they  claim  a  I2}i  per  cent,  grade,  and  where  they  used 
a  conduit — where  there  is  no  current  passing  from  the  wheel  to  the  rail — 
they  have  sufficient  adhesion  to  overcome  heavy  grades  without  any  aux- 
iliary influence  of  that  kind  to  help.  A  great  many  people,  and  many  em- 
inent men  claim  that  there  is  an  actual  increase  in  adhesive  power  due  to 
the  passage  of  the  current. 

Mr.  Allen: — There  is  one  question  I  would  like  to  ask.  1  simply  ask 
it  for  the  purpose  of  bringing  out  a  point.  It  has  been  stated  to  me  by 
some  electric  railroad  men  that  in  running  down  hill  the  motor  can  be 
used  in  such  a  way,  where  the  grade  is  sufficiently  steep,  as  to  act  as  a  gen- 
erator, and  I  think  it  would  be  interesting  to  ask  Capt.  Griffin  his  ideas 
upon  that  point. 

Capt.  Griffin: — That  is  a  fact.  The  motor,  of  course,  is  the  same 
as  a  generator  and  acts  as  a  generator  running  not  only  down  hill  but  all 
the  time.  The  motor  is  a  generator  and  the  current  generated  by  the 
motor  is  a  reversed  current,  in  the  opposite  direction  to  that  generated  by 
the  generator,  giving  us  what  we  call  the  counter  electro-motive  force.  The 
counter  electro-motive  force  increases  as  the  revolutions  of  the  armature 
of  the  motor  increase,  and  counteracts  the  electro-motive  force  of  the 
dynamo.  It  has  been  suggested  that  when  the  car  is  going  down  hill  you 
break  the  connection  with  the  overhead  wire  and  connect  the  motor  with 
a  storage  battery,  placed  under  the  seat  or  somewhere  in  the  car,  and  so 
utilize  the  power  of  the  motor  as  a  generator  to  charge  the  storage  batter- 
ies. Several  patents  have  been  taken  out  on  this  idea.  It  is  perfectly 
feasible  on  paper.  It  is  theoretically  unobjectionable,  but  practically  it 
w^ould  never  do,  because  it  would  introduce  many  complications,  and  the 
advantages  gained  by  it  would  be  very  slight,  if  any. 

Mr.  Allen: — I  rather  had  the  idea,  from  what  was  stated  to  me,  that 
it  was  claimed  that  in  running  down  hill  the  motor  could  be  used  in  such 
a  way  as  to  return  a  certain  amount  of  current  to  the  dynamo  rather  than 
to  use  a  certain  amount. 

Capt.  Griffin: — I  don't  think  that  could  be,  because  the  current  gen- 
erated by  the  motor  is  in  the  reverse  direction  from  the  current  which 
comes  out  from  the  generator—  the  overhead  wire. 
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Mr.  Allen: — I  didn't  myself  think  that  anything  of  the  sort  could 
readily  be  done,  but  I  spoke  of  it  simply  to  bring  out  the  point  and  to  get 
information. 

Capt.  Griffin:---!  doubt  if  it  could  be  done,  because  one  pole  is  at- 
tached to  the  ground  and  the  other  to  the  overhead  wire,  and  that  would 
practically  be  a  short  circuit  with  the  overhead  line.  The  great  difference 
in  quantity  between  the  current  generated  by  the  dynamo  and  that  gen- 
erated by  the  motor  would  be  such  that  the  current  from  the  dynamo  would 
simply  rush  down  through  the  motor.    It  would  not  be  practicable. 

Mr.  Tilden: — That  is,  the  dynamo  would  have  to  furnish  a  greater 
voltage — or  the  motor  would  have  to  furnish  a  greater  voltage  in  order  to 
get  electricity  back  into  the  wire. 

Capt.  Griffin; — Yes  sir.  The  moment  you  make  the  connection 
unless  you  drive  up  a  greater  current  than  the  generator  is  trying  to  drive 
down,  the  current  coming  down  will  run  through  it,  and  unless  you  gene- 
rate a  current  greater  than  500  volts  nothing  is  accomplished.  It  is  just 
the  same  as  the  illustration  in  regard  to  water.  Unless  you  can  get  a 
greater  pressure  working  upward  than  downward,  the  water  will  simply 
run  back  through  the  pump. 

Mr.  Howland: — Speaking  of  Allegheny,  I  understand  there  is  a  rack 
rail  used  in  connection  with  the  road  there. 

Capt.  Griffin: — I  have  understood  that  that  has  been  taken  off  since. 
At  first  I  was  informed  that  it  was  used  during  the  winter  and  taken  off 
during  the  summer,  but  I  have  since  been  informed  that  it  has  been  taken 
off  entirely.  At  first  it  was  considered  indispensable,  but  the  road  has 
been  operated  without  it  and,  I  think,  for  some  time. 

Mr.  R.  a.  Hale: — In  the  transmission  of  power  for  mechanical  pur- 
poses, what  percentage  of  loss  would  you  count  on  per  mile,  in  a  well  ar- 
ranged system — that  is,  supposing  you  had  a  water  wheel? 

Capt.  Griffin: — I  should  put  the  percentage  of  loss  in  the  generator 
---that  is,  the  loss  in  the  power  that  the  wheel  applies  to  the  generator--- 
at  8  per  cent.  The  loss  in  the  line  is  something  you  c^  regulate  yourself. 
It  depends  entirely  on  the  amount  of  copper  used  in  the  line.  You  can 
construct  a  cheap  line,  using  little  copper,  and  have  50  per  cent.  loss,  or  as 
much  as  you  choose,  or  you  can  put  so  much  copper  into  the  line  that  the 
loss  will  be  only  five  or  ten  per  cent.  As  I  have  stated,  the  economical 
point  is  where  the  interest  on  the  investment  in  copper  is  just  equal  to  the 
cost  of  producing  the  power  wasted.  That  evidently  would  be  the  most 
economical  point,  for  one  element  or  the  other  increases  as  you  recede  from 
that  neutral  point. 

Mr.  Hale: — Five  per  cent,  would  probably  be  the  minimum  of  loss? 

Capt.  Griffin — I  think  generally  ten  per  cent.,  except  in  case  of  short 
distances.  Of  course  it  is  a  question  of  mileage  and  the  cost  increases  in 
proportion  to  the  amount  of  copper  used. 

Mr.  H0WLAND:^In  case  of  an  elevated  road,  where  would  you  put  the 
wire? 

Capt.  Griffin: — There  are  several  suggestions  made  in  reference  to 
that.    Mr.  E.  Moody  Boynton's  bicycle  railway  is  specially  adapted  to  elec- 


THE  ELECTRICAL  TRANSMISSION  OF  POWER.  455 

trie  railway  purposes.  He  has  an  overhead  structure  in  the  shape  of  an 
oval  like  this  (illustrating)  with  two  vertical  wheels,  or  wheels  on 
vertical  axis  running  there  (illustrating)  to  prevent  the  car  from  tipping 
sideways,  and  only  having  a  single  rail  here.  Now  the  out-going  and  in- 
coming conductors  can  be  placed  here  and  the  wheels  will  perform  the 
function  of  collectors,  taking  the  current  through  the  motor  and  back.  In 
the  case  of  the  ordinary  road  where  we  have  two  rails,  we  can  place  a  third 
rail  here  (pointing)  and  take  the  current  from  this  rail.  The  current 
would  come  from  the  generator  through  the  insulated  third  rail  and  return 
through  the  other  two.  I  don't  think  overhead  wires  would  be  necessary 
with  an  elevated  road.  Owning  the  whole  structure,  all  details  can  be  ar- 
ranged to  the  end  in  view. 

Mr.  Tilden: — Just  that  arrangement  was  tried  on  the  32d  street  line, 
was  it  not,  with  the  third  rail? 

Capt.  Griffin:— Yes  sir.  It  was  a  question  of  the  motor  there.  They 
usedan  electric  locomotive.  So  far  as  lean  see  at  the  present  time,  it 
would  be  better  to  apply  a  motor  to  each  of  the  cars.  The  trucks  are  so 
readily  removed  and  replaced  that  I  think  it  would  be  a  very  small  matter 
to  do  it.  Each  car  would  have  its  own  power,  and  if  you  wanted  a  six, 
seven  or  eight  car  train,  you  could  have  it.  It  would  greatly  facilitate  the 
switching  arrangements  at  the  ear  house  to  hare  each  car  able  to  go  where 
you  wanted  it  to  go.     Each  car  could  take  care  of  itself. 

Mr.  Tilden:— The  mistake  in  New  York  was  made  in  trying  to  put 
too  much  power  into  the  electric  motor. 

Capt.  Griffin: — Yes  sir.     They  tried  to  build  too  large  motors. 

Mr.  a.  L.  Plimpton:— Can  it  be  easily  arranged  so  that  the  driver  of 
one  ear  can  manage  all  the  motors  at  the  same  time? 

Capt.  Griffin: — Yes  sir.  We  now  have  connections  between  the  mo- 
tors and  the  tow  car,  to  light  the  tow  ear.  On  many  of  the  roads  the  tow 
cars  are  lighted  by  electricity  and  arrangements  to  carry  the  current  are 
easily  made.  I  don't  think  we  could  use  resistance  coils.  We  would  re- 
quire some  different  arrangement  from  what  we  now  use.  We  are  about 
to  try  a  regulating  device,  which  will  do  away  with  a  great  deal  of  compli- 
cation. It  would  not  be  practical  to  use  our  present  method  because  we 
could  only  use  one  rheostat,  and  if  we  had  one  large  enough  for  an  eight 
car  train  it  would  be  too  large  for  an  individual  ear.  Otherwise  it  could  be 
done. 
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[Read  June  4,  1890.] 

Vn  tJie  resolution  to  co-operate  in  erecting  a  statue  to  tJie  late  Janics  B. 
Eads. 

A  proposition  to  erect  a  monument  to  the  memory  of  any  man  should 
have  careful  consideration.  The  instances,  however,  are  not  rare  where 
exceptional  usefulness  to  mankind  has  been  rewarded  by  monuments  and 
statues.  Civil  and  military  heroes,  who  have  achieved  greatness  through 
victories  of  peace  and  war,  have  been  thus  honored ;  but  rarely  is  there 
seen  anywhere  in  the  civilized  world  a  monument  to  the  Civil  Engineer, 
however  gi'eat  may  have  been  the  victories  on  the  broad  field  of  construc- 
tive commercial  works,  or  however  important  their  results  to  man.  Why 
'  should  the  world  not  honor  the  engineer  who  may  have  accomplished  im- 
portant works  for  commerce  ?  Why  should  it  not  express  in  befitting 
form  its  appreciation  of  and  respect  for  an  engineer  to  whom  it  may  be 
indebted  in  the  line  of  civil,  mechanical  or  military  engineering? 

It  was  but  as  yesterday  that  we  laid  in  restful  Bellefontaine,  overlook- 
ing the  great  Mississippi,  on  which  and  in  which  he  almost  spent  his  life, 
a  Civil  Engineer  whose  fame  had  already  gone  into  all  the  world.  Let  us 
see  whether,  as  an  engineer,  he  is  worthy  of  the  great  honor  which  it  is  now 
proposed  to  bestow  upon  him.  Let  us  rapidly  sketch  the  life,  delineate 
the  character,  recount  a  few  of  his  engineering  deeds,  outline  his  works  left 
incomplete — taken  away  while  yet  in  the  prime  of  his  usefulness — and 
then  draw  our  conclusions  of  his  merit  and  decide  whether  he  is  entitled 
to  so  great  an  honor. 

In  the  year  1833,  when  13  years  of  age,  James  B.  Eads  landed  with  his 
family,  homeless  and  almost  without  the  means  of  support,  at  the  very 
place  where  he  afterwards  built  one  of  the  finest  engineering  structures  the 
world  has  ever  seen  to  this  day.  Unable  to  obtain  the  higher  education, 
now  open  to  any  lad  who  desires  it,  he  worked  in  the  store  in  the  day  time 
as  a  clerk  and  in  the  night  as  a  student  in  the  library  of  his  employer.  The 
passion  of  engineering  was  in  his  soul  even  then,  for  it  is  recorded  that  he 
built  a  real  steamboat  about  six  feet  long  with  its  real  boilers,  engines  and 
all  the  necessary  appurtenances  for  its  movement  in  the  water,  and  na\i- 
gated  it  on  the  waters  of  Choteau  Pond,  where  now  is  Fourteenth  street, 
St.  Louis. 

He  began  his  study  of  the  Mississippi  River  at  the  early  age  of  18,  for 
while  purser  of  a  steamboat  he  studied  out  how  to  remove  the  wrecks  that 
in  those  days  were  strewed  along  the  river  from  its  source,  almost  to  the 
Gulf.  He  was  only  22  years  old  when  he  built  a  diving-bell  boat  for  re- 
covering cargoes, and  soon  after  fitted  a  larger  boat  with  lifting  appliances. 
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by  which  he  raised  large  steamboats  cargoes  and  all.  He, himself,  invented 
and  directed  the  construction -of  the  many  appliances  required  for  this 
difficult,  hazardous,  but  useful  work;  not  only  that,  he  superintended  the 
work  himself  and  often  went  down  in  the  diving-bell  into  dangerous  and 
exposed  places  where  his  men  were  unwilling  to  go.  He  was  no  great, 
robust  man,  full  of  physical  strength,  but  a  small  slender  man  cast  in  a 
delicate  mold,  but  yet  he  was  endowed  with  remarkable  endurance  and  a 
courage  both  physical  and  moral,  that  never  quailed,  and  was  never  daunted 
in  the  presence  of  the  greatest  perils;  he  never  lost  his  self-possession. 
Nearly  14  years  of  his  life  were  thus  spent  on  or  in  the  great  river  and  its 
tributaries.  In  this  business  he  gained  an  experience  and  a  knowledge  of 
the  currents,  sediment,  and  the  many  peculiar  conditions  of  the  river  and 
its  tributaries  that  was  of  immense  value  to  him  and  to  the  world,  in  de- 
signing and  building  the  commercial  works  that  made  him  famous.  This 
was  his  school,  his  university.  Graduated  from  it  at  40,  he  was  able  then 
to  cope  with  the  stupendous  problems  almost  continually  thrust  upon  him 
until  the  time  of  his  death  at  the  age  of  67. 

First  the  terrible  war  and  the  enginery  demanded  to  meet  the  extraor- 
dinar>'  conditions  that  suddenly  arose  before  the  people.  This  period  of 
four  years  was  one  of  almost  superhuman  exertion  in  the  line  of  naval  war- 
fare for  this  young  man.  The  administration  laid  upon  his  shoulders  what 
would  have  crushed  a  man  of  less  genius  or  self  reliance.  Think  for  a 
moment  of  a  man  agreeing  to  construct  seven  600-ton  iron  clads  with  iron 
plating  T-Yz  inches  thick,  with  a  heavy  armament,  in  sixty-five  days.  That 
too  at  a  time  when  the  foundries,  forges',  rolling  mills,  saw  mills  and  machine 
shops  were  idle — shut  up  -  the  mechanics  all  gone,  or  going,  to  the  war;  in 
a  border  state  where  the  peaceful  arts  were  suspended  and  internal  dis- 
sensions rife  were  on  every  hand;  that,  too,  when  the  materials  themselves  of 
which  the  boats  were  to  be  built  were  in  the  forests  still,  and  in  the  ore, 
and  the  great  plate  rollers  had  not  been  built. 

But  the  papers  had  hardly  been  signed  at  Washington  when  this  man 
started  by  telegraph  the  lumbermen  and  the  saw  mills  in  seven  different 
States  and  pressed  into  service  railroads,  steamboats  and  barges  for  the 
transportation  of  the  timber  to  St.  Louis.  The  largest  foundries  and 
machine  shops  in  St.  Louis,  Pittsburg  and  Cincinnati  were  crowded  with 
his  work,  and  for  hours  at  a  time  he  crowded  the  telegraph  lines  with  his 
detailed  orders  and  directions  here,  there  and  every^vhere,  in  building  the 
21  steam  engines  and  35  steam  boilers  for  propelling  his  fleet.  The  rolling 
mills  at  Portsmouth,  Ohio,  and  Newport,  Ky.,  and  at  St.  Louis  were  em- 
ployed in  rolling  the  armor  plate.  Within  two  weeks  from  the  time  the 
papers  were  signed  4,000  men  were  at  work  on  the  fleet.  An  eighth  iron 
clad  was  added  and,  says  the  historian,  of  our  navy:  "Thus  one  individual 
put  in  construction  and  pushed  to  completion  within  one  hundred  days  a 
powerful  squadron  of  eight  steamers,  aggregating  5,000  tons,  capable  of 
steaming  at  nine  knots  per  hour,  each  heavily  armored,  fully  equipped, 
and  all  ready  for  their  armament  of  one  hundred  and  seven  large  guns. 
The  fact  that  such  a  work  was  done  is  nobler  praise  than  any  that  can  be 
bestowed  by  words." 
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We  sketch  these  details  that  the  wonderful  executive  ability  of  this 
quiet  unassuming  engineer  may  be  appreciated.  Fourteen  in  all  of  these 
heavy  iron  clads  were  built,  rapidly  following  each  other.  Seven  trans- 
ports were  made  musket  proof  gun  boats  and  four  heavy  mortar  boats 
were  launched  and  equipped.  Without  this  fleet,  designed,  built  and 
equipped  by  this  engineer,  it  is  doubtful  if  the  war  would  have  been 
so  soon  ended,  for  the  Mississippi  River  could  not  have  been  opened 
and  kept  open,  and  the  lines  of  the  enemy  could  not  have  been  broken 
through.  Such  men  deserve  a  place  beside  those  who  won  great  naval  or 
land  victories. 

But,  "Peace  hath  her  victoiies  no  less  renowned  than  war,"  and  with 
the  dawn  of  the  day  of  peace  there  came  upon  the  engineer  the  problem 
of  bridging  the  great  river  upon  which  his  life  had  been  thus  far  spent. 
This  grand,  beautiful  and  eminently  useful  commercial  work  of  his  brain 
and  hand  needs  no  encomiums  from  us  engineers ;  we  simply  point  to  it 
as  a  great  pioneer  in  the  art  of  sinking  deep  foundations  and  building 
spans  over  wide  stretches  of  space,  that  astonished  in  its  construction  at 
that  time  the  entire  civilized  world.  It  was  without  precedent  in  the 
depth  of  its  foundation,  the  length  of  its  spans  and  the  great  difficulties 
attendant  upon  its  construction  in  such  a  river  with  its  strong  currents 
and  shifting  sands.  The  super-structuie  of  this  work  marks  an  era  in 
bridge  building,  and  particularly  in  the  character  of  materials.  How 
great  an  impression  this  work  made  upon  the  world  ma}-  be  seen  from  an 
article  from  London  Engineering  written  during  the  time  of  the  con- 
struction of  this  bi-idge:  "  Our  present  recjuirement  being  to  select  some 
example  of  the  most  highly  developed  type  of  bridge  building  of  the 
present  day,  we  have  no  difficulty  in  passing  before  ourselves  in  mental 
review  the  different  works  now  in  progress  throughout  the  world,  and 
we  have  still  less  difficulty  in  selecting  as  our  example  the  magnificent 
arched  bridge  now  almost  completed  by  Captain  Eads  at  St.  Louis.  In 
that  work  the  alliance  between  the  theorist  and  the  practical  man  is  com- 
plete. The  highest  powers  of  modern  analysis  have  been  called  into 
requisition  for  the  determination  of  the  strains;  the  resources  of  the 
manufacturer  have  been  taxed  to  the  utmost  in  production  of  material 
and  perfection  of  workmanship;  and  the  ingenuity  of  the  builder  has 
been  alike  taxed  to  put  the  unprecedented  mass  into  place.  In  short, 
brain-power  has  been  called  into  action  in  every  department.  One  long- 
sighed  for  result,  the  welding  of  the  theoretical  and  practical  man  into 
one  homogeneous  mass,  without  which  no  truly  great  undertaking  could 
possibly  be  carried  out,  has  at  last  been  attained." 

But  this  Civil  Engineer  had  before  him  greater  works  than  these.  Not 
satisfied  with  binding  the  East  and  West  together  by  this  link  across  the 
Mississippi  River,  his  thoughts  and  his  heart  turned  towards  the  cherished 
desire  of  his  early  life — the  opening  of  the  mouth  of  the  river  for  the 
commerce  of  the  great  valley— thus  breaking  down  the  barrier  lying 
stolidly  between  it  and  the  great  world  beyond.  The  long,  arduous  strug- 
gle of  the  engineer  to  accomplish  this  great  purpose  needs  no  recounting 
to  this  socictv.     It  and  its  grand  results  are  cherished  in  the  memory  not 
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only  of  all  engineers  in  the  world  everywhere,  but  of  the  millions  who 
make  their  home  in  the  immense  territory  whose  commercial  prosperity 
was  so  greatly  enhanced  by  his  work.  The  papers  on  this  subject  which 
came  from  his  pen  and  the  addresses  which  came  from  his  lips  would  alone 
entitle  him  to  the  great  respect  of  his  fellow  men.  They  were  unsurpassed 
in  value,  as  engineering  expositions,  illustrating,  describing  and  elucidat- 
ing so  plainly,  that  all  could  understand,  those  occult,  but  potent  princi- 
ples that  control  the  flow  of  water,  the  movement  of  sedimentary  matter 
and  the  correct  methods  of  river  and  harbor  improvements.  In  the 
minds  of  those  who  were  associated  with  this  engineer  in  this  great  work 
the  impressions  of  the  man  are  indelibly  traced.  Whatever  of  discourage- 
ment may  at  any  time  have  taken  possession  of  them  it  is  absolutely  cer- 
tain that  no  obstacle  of  an  engineering,  financial  or  any  other  kind  ever 
for  a  moment  disturbed  or  discouraged  him.  His  complete  knowledge  of 
the  conditions  and  the  forces  he  was  dealing  with  gave  him  unfaltering 
faith  in  the  plans  of  the  work,  and  yet  there  was  something  more  than 
knowledge.  There  was  genius  of  the  highest  order  that  gave  to  him 
unalterable  determination  to  achieve  abundant  success  and  a  sublime 
faith  in  what  he  always  believed  were  the  clearly  written  laws  of  the 
Creator.  An  elevated  purpose,  almost  heroic  in  its  outcome  under  nearly 
insuperable, difficulties,  marked  all  his  path  during  the  progress  of  this 
work.  From  beginning  to  ending,  from  the  universal  doubt  that  prevailed 
all  over  the  land  in  the  success  of  his  work  to  the  grand  final  achieve- 
ment, he  never  deviated  from  the  path  laid  down  at  the  inception  of  the 
enterprise,  when  in  words  almost  prophetic  he  said:  "  1  therefore  under- 
take the  work  with  a  faith  based  upon  the  ever-constant  ordinances  of 
God  himself;  and  so  certain  as  He  will  spare  my  life  and  faculties  for 
two  years  more,  I  will  give  to  the  Mississippi  River  through  His  grace,  and 
by  the  application  of  His  laws,  a  deep,  open,  safe  and  permanent  outlet 
to  the  sea." 

The  success  of  this  important  undertaking  for  the  benefit  of  com- 
merce, the  continued  maintenance  of  the  deep  channel  obtained  by  the 
works,  the  confessedly  difficult  engineering  problem  successfully  solved, 
and  the  commercial  importance  of  the  work  to  the  civilized  world;  all 
serve  to  place  the  engineer  who  proposed,  designed  and  built  the  Mississ- 
ippi Jetties  in  the  forefront  of  Hydraulic  Engineers  and  among  the  great 
benefactors  of  the  race. 

His  life  was  full  of  unselfish  patriotism  and  desire  to  promote  the  wel- 
fare of  his  fellow  men  everywhere.  In  nothing  is  this  seen  more  than  in 
his  unremitting  efforts  to  secure  the  improvement  of  the  Mississippi 
River  between  Cairo  and  the  Gulf  of  Mexico.  The  statement  will  go  un- 
challenged that  he  not  only  did  more  than  any  other  man  to  bring 
about  systematic  plans  of  river  improvement,  but  that,  without  him,  the 
work  would  not  have  been  undertaken  by  the  United  States  Government, 
certainly  not  at  that  time.  None  but  his  intimate  friends,  in  and  out  of 
Congress,  know  how  much  the  country  is  indebted  to  him,  or  know  that 
bs-  his  untiring  efforts  there  was  put  into  execution  one  of  the  most  com- 
prehensive plans  of  river  improvement  ever  conceived  of  in  the  civilized 
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world ;  or  know  that  the  public  sentiment  of  the  country  was  enlightened 
and  brought  to  the  point  of  action  by  his  written  expositions,  addresses  to 
Congress,  communications  to  magazines  and  newspapers,  published  pam- 
phlets and  by  public  addresses.  The  improvement  of  the  great  river  and 
the  welfare  of  its  millions  of  people  were  the  cherished  objects  of  his  life. 
Woe  be  to  the  man,  or  men,  who  stood  in  the  way  as  objectors  to  the  in- 
stituting of  correct  plans,  or  who  attempted  to  dissuade  the  country  from 
adopting  them.  His  discussions  on  important  engineering  questions  under 
these  circumstances  often  made  him  appear  unrelenting,  acrimonious, 
hostile  and  even  bitter,  but  kindness  of  heart,  even  towards  those  who 
opposed  him,  were  among  the  many  noble  qualities  that  marked  this  man 
of  genius.  Thus  he  worked  assiduously  for  years  to  bring  about  the  cor- 
rect improvement  of  the  Mississippi  River.  He  had  no  selfish  interest  of 
any  kind  in  it,  and  no  thought  of  fame,  or  the  honor  of  his  countrymen, 
or  of  the  world, ever  for  a  moment  gave  any  motive  for  his  almost  martyr- 
like work ;  for  he  was  almost  dragged  from  the  scene  of  his  labors  in 
Washington  by  his  physician,  who  peremptorily  ordered  him  away  to 
save  his  life — so  feeble  and  sick  unto  death  was  he  through  his  constant, 
absorbing  work  for  the  improvement  of  the  river. 

His  greatest  project, to  which  his  last  years  full  of  weariness  and  pain 
were  given  so  unstintedly,  was  one  born  of  the  noble  desire  to  extend  the 
commerce  of  the  Mississippi  River  into  the  Pacific  Ocean  and  the  great 
countries  upon  its  shores.  The  ripe  intellect,  the  rich  experience  and  the 
trained  mental  powers  were  unreservedly  given  to  what  he  believed  to  be 
the  grandest  of  all  his  works, — a  work  to  him  so  great  and  so  vast  in  its 
conception  and  in  its  possible  results  that  he  often  appeared  to  be  lifted  to 
the  spiritual  plane,  moved  by  a  heaven-born  purpose ;  and  he  said  to  his 
intimate  friends:  "I  shall  not  die  until  I  accomplish  this  work  and  see 
with  my  own  eyes  great  ships  pass  from  ocean  to  ocean  over  the  land." 

He  was  wont  to  recite  with  all  the  .fervor  of  faith  changed  to  fruition 
the  prophetic  words  of  the  poet,  who,  with  his  minds  eye  saw  the  same 
sight : 

"Lo,  ships,  from  seas  by  nature  barred, 
Mount  along  ways  by  man  prepared. 
Along  far-stretching  vales,  whose  streams 
Seek  other  seas,  their  canvass  gleams; 
And  busy  towns  grow  up  on  coasts 
Thronged  yesterday  by  airy  ghosts." 

When  in  a  foreign  country  he  was  dying  and  was  told  that  he  could  live 
but  a  little  longer,  the  anguish  of  a  great  soul  was  felt  by  those  around  his 
bedside  when  he  said,  still  firm  and  inflexible  of  purpose:  "I  cannot  die, 
I  have  not  finished  my  work."  How  passing  strange  are  the  mysterious 
acts  of  the  Creator. 

It  would  burden  this  sketch  to  even  allude  to  the  many  important  en- 
gineering-works in  this  and  foreign  countries  that  occupied  the  time  of 
this  engineer;  planning  and  examining  harbor  works  in  North  and  South 
America  and  in  Europe;  honored  for  his  successful  works  in  behalf  of 
commerce  by  the  presentation  to  him  of  the  Albert   Medal  by  the  Society 
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of  Arts  of  Great  Britain  (he  being  the  first  American  upon  whom  this  dis- 
tinguished honor  was  bestowed)  and  in  the  following  words:  '■'Resolved, 
That  the  Albert  Medal  be  awarded  to  Captain  James  Buchanan  Eads, 
the  distinguished  American  engineer,  whose  works  have  been  of  such 
great  service  in  improving  the  water  communications  of  North  America, 
and  have  thereby  rendered  valuable  aid  to  the  commerce  ot   the   world." 

This  is  the  life — these  are  the  works — -of  the  Civil  Engineer  on  whom 
the  crowning  honor  is  about  to  be  bestowed  by  his  countrymen;  but  as  his 
countrymen  were  of  all  the  civilized  nations,  this  monument  should  be 
erected  by  all  the  world.  Genius  like  this  knows  no  bounds  of  land  or 
ocean;  no  arbitrary  limits  can  restrain  it.  It  went  forth  and  was  felt,  and 
will  forever  be  felt,  to  the  remotest  boundaries  of  the  civilized  world,  in 
ameliorating  the  conditions  of  commerce  and  industry,  and  through  them 
of  the  human  race. 

A  monument  befitting  this  grand  figure  of  the  age — this  world-re- 
nowned civil  engineer — should  be  erected,  overlooking  the  great  river 
whose  commerce  was  so  dear  to  him,  and  for  whose  countless  people  he 
spent  his  energies  and  laid  down  his  life. 
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Discussion    on    the   Question    of  Site    by    Members    of    the 
Western  Society  of  Engineers,  September  3,  i8yo. 


By  Isha.m  Randolph. 

We  have  for  our  topic  to-night  a  theme  which  rises  above  all  local  con- 
siderations, and  passing  beyond  even  national  confines,  enters  the  arena 
of  the  world's  great  interests.  The  World's  Columbian  Exposition  needs 
a  site.  For  many  months  this  great  enterprise  has  been  tossed  hither  and 
thither  upon  the  troubled  waves  of  confiicting  interests,  and  the  bark 
that  bears  it  has  in  metaphorical  sense,  breasted  waves  as  fierce  as  those 
which  beat  upon  the  craft  of  the  great  explorer  from  whom  it  takes  its 
name. 

But  our  calling  leads  us  to  deal  with  facts,  not  metaphors;  and  it  is  our 
province  to  shape  the  forces  which  Almighty  wisdom  and  power  places 
within  the  scope  of  man's  ability  to  master.  We  as  engineers  are  invited 
to  discuss  the  whole  question  of  sites  in  or  near  Chicago.  For  myself  I 
have  elected  to  champion  the  cause  of  the  Lake  Front,  the  one  locality 
whose  claims  of  consideration  have  interested  me  and  enlisted  my  active 
thought  and  research.  In  my  conviction  this  is  the  ideal  site,  the  spot  for 
the  gathering  of  the  nations  of  the  earth  to  behold  an  aggregation  of  the 
achievements  wrought  by  each  in  the  domains  of  architecture,  science,  art. 
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invention  and  mechanism,  m  allot  its  intricate  and  varied  forms,  such  as 
human  eyes  have  never  before  since  the  creation  been  called  to  gaze  upon. 

Its  claims  are  briefly  stated  and  may  be  well  sustained.  It  is  central 
to  a  degree  which  cannot  be  attained  by  any  other  site.  No  other  locality 
is  so  accessible,  and  nowhere  else  can  the  vexed  problems  of  transporta- 
tion be  so  easily  solved  as  here.  Its  entire  frontage  on  the  east  commands 
a  view  of  the  one  great  boon  which  nature  has  given  to  Chicago,  the  grand 
and  glorious  lake,  in  the  view  of  which  centers  all  that  is  beautiful  vouch- 
safed to  this  locality  by  the  Creator  unaided  by  human  genius  or  human  toil. 

Many,  in  fact  most,  will  admit  its  claims,  but  while  admitting,  ask  the 
mighty  question.  Is  it  available?  The  answer  to  this  question  does  not 
lie  in  the  solution  of  any  one  of  the  aggregation  of  problems  which  vex  the 
issue.  There  are  legal  problems  but  these  are  not  for  us  to  discuss,  for  I 
am  like  the  judge  of  whom  a  noted  lawyer  said  that  he  was  like  necessity, 
he  "knows  no  law."  Then  there  is  the  problem  of  the  City  Council. 
Where  is  the  prophet  that  will  declare  to  us  that  the  city  fathers  will  rise 
to  the  occasion  and  without  fear  or  favor  confer  this  boon  upon  the  muni- 
cipality; and  by  their  act  expand  the  lungs  of  the  great  metropolis;  bring- 
ing health  to  her  people  and  adding  beauty  and  fame  to  her  grand  do- 
main? Who  will  speak  for  the  Michigan  Ave.  property  holders  and  assure 
us  that  they  can  and  will  rise  superior  to  selfish  considerations  and  join 
hands  with'the  forces  working  for  the  city's  weal. 

But  these  questions  are  not  for  us.  What  we  are  asked  is  the  great 
question,  "Is  it  practicable  to  do  this  mighty  work  and  have  it  an  accom- 
plished faci  in  time  for  the  uses  of  the  World's  Columbian  Exposition?" 
Realizing  its  magnitude,  deeply  impressed  with  a  sense  of  all  the  difficul- 
ties involved  in  carrying  out  this  work  of  creating  scores  of  acres,  where 
now  the  restless  waves  are  rolling  fathoms  deep,  I  most  unhesitatingly, 
with  a  confidence  based  upon  what  man  has  done  as  a  guaranty  of  what 
man  can  do,  affirm  that  it  can  be  done. 

Before  entering  upon  a  discussion  of  details  I  wish  to  have  you  turn 
your  eyes  to  the  map  which  I  have  prepared  to  illustrate  the  situation. 
There  you  will  see  the  water  frontage  of  Chicago,  from  the  Chicago  river 
to  22d  street.  The  yellow  line  indicates  the  shore  or  dock  front  of  today. 
The  green  borders  enclose  the  area  available  for  the  uses  of  the  Exposi- 
tion, and  the  red  bordei's  bound  the  areas  asked  for  by  the  Illinois  Central 
R.  R.  Co.  The  apportionment  for  the  Exposition  as  you  will  see  tabulated 
on  the  map  comprises: 

The  Lake  Front  Park 29.00  acres. 

Right  of   way,  shop  grounds  and  yards  surren- 
dered by  the  Illinois  Central 75-66    " 

Three  blocks  north  of  Monroe  street 8.09    " 

Dearborn  Park i  .40     " 

Total  land  new  made IH-'S  acres. 

Area  to  be  filled  north  of  13th  street  pier i33-5o  acres. 

Area  to  be  tilled  south  of  13th  street  pier 41-35 

174.85     " 

Total  acres  available 289.00 
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In  addition  to  this  area,  if  more  be  demanded,  piling  and  flooring  can 
be  successfully  resorted  to  (but  I  am  no  advocate  for  that  method  of 
providing  space),  and  the  area,  A,  56.74  acres,  within  the  breakwater 
be  created,  and  the  area  B,  with  the  breakwater,  45.5  acres  be  added 
thereto.  I  have  thrown  into  the  plan,  by  way  of  suggestion,  an  interior 
lake,  symmetrical  in  outline,  because  of  the  difficulty  of  working  the 
lines  of  beauty  with  materials  so  rigid  and  stubborn  as  piles  and  square 
timbers,  but  I  throw  this  suggestion  in  merely  as  a  starting  point  from 
which  revision  and  better  work  may  begin.  Having  our  areas,  we  next 
come  to  cubical  contents.  Assuming  that  the  landscape  architects  will  use 
up  in  miniature  lakes  and  water  courses  an  area  equal  to  my  lake  (35.7 
acres)  the  area  remaining  to  be  filled  would  be  139.2  acres. 

From  soundings -taken  by  Mr.  Artingstall  we  have  the  necessary  data 
for  calculating  cubical  contents  north  of  Park  Row,  but  south  of  that  line 
we  are  left  to  conjecture  as  to  depths.  Therefore,  I  have  had  to  as- 
sume an  average  depth,  which  I  consider  absolutely  safe  for  the  whole 
area.  This  depth,  below  a  grade  line  of  5  feet  above  city  datum  1  have 
taken  as  16V10  feet;  hence  the  total  number  of  cubic  yards  to  be  put  in 
place  foot  up  3,704,738.  Can  this  vast  pile  of  material  be  placed  in  time" 
to  meet  all  the  requirements?  Without  aperadventure  it  can.  I  have  gone 
carefully,  I  had  almost  said  exhaustively,  into  this  subject;  I  know  where 
the  magazines  of  supply  are,  what  lines  of  transportation  reach  them, and 
what  the  capacity  of  those  lines  is  for  doing  the  work.  The  Baltimore 
&  Ohio,  the  Lake  Shore  &  Michigan  Southern,  and  the  Michigan  Central 
stand  read>  to  undertake  the  transportation  of  the  material ;  and  those 
three  roads  can  make  the  entire  fill  without  help  from  any  other  source  in 
250  days,  allowing  for  detentions.  Each  road  can.  without  hindrance  to 
its  regular  traffic,  deliver  400  cars  per  day  upon  the  proposed  site,  mak- 
ing a  total  delivery  per  diem  of  1,200  cars  of  15  cubic  yards  each,  or  18,000 
cubic  yards.  1  have  discussed  this  matter  with  men  of  the  ripest  ex- 
perience and  most  mature  judgment  in  such  matters,  and  with  one  accord 
they  agree  upon  the  practicability  of  the  plan.  Only  yesterday  Mr.  John 
Newell,  of  the  Lake  Shore,  told  me,  and  authorized  me  to  repeat  it,  that 
he  would  agree  that  his  road  should  deliver  one-half  of  the  amount  of  the 
entire  fill  in  250  days  if  necessary. 

Of  course  these  deliveries  are  all  predicated  upon  the  setting  apart  by 
the  Illinois  Central  Railroad  of  two  tracks  from  the  site  of  the  fill  to  con- 
nect with  the  roads  bringing  in  the  material,  and  that  they  will  do  this  I 
am  well  assured.  So  much  for  the  land  forces  in  this  work.  But  while 
they  are  keeping  up  their  end,  the  marine  forces  will  be  making  their 
record  as  well,  and  the  quota  from  the  dredges  will  be  tremendous.  It  is 
entirely  within  bounds  to  say  that  15  dredges  can  and  will  be  employed 
upon  this  work,  and  their  output  will  average  1,000  cubic  yards  each,  or 
15,000  cubic  yards  every  twenty-four  hours.  The  combined  land  and 
marine  forces  can  make  that  fill  m  113  working  days.  Add  to  that  30  days 
for  detention  from  all  sources,  and  we  get  the  fill  made  in  143  days. 

As  to  the  cost  of  this  work  I  have  such -information  as  to  details,  such 
as  cost  of  handling,  transportation  charges  and  other  costs  incidental  to 
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the  work,  as  justify  mc  in  declaring  that  40  cents  per  cubic  yard,  or 
$1,482,000,  is  an  outside  figure  for  doing  the  entire  work  of  filling.  Mr. 
John  Newell  told  me  that  he  had  told  President  Gage  that  the  work  could 
be  done  for  that.  But  what  better  evidence  can  we  ask  from  practical 
constructors  of  their  belief  in  the  practicability  of  doing  this  work  on  time 
and  for  a  reasonable  cost,  than  the  fact  that  two  of  the  oldest,  most  re- 
sponsible and  reliable  firms  in  this  city  have  affixed  their  names  to  a 
paper,  which  has  been  formally  delivered  to  the  Building  and  Site  Com- 
mittee, declaring  their  willingness  to  enter  into  a  contract  to  do  the  work 
in  250  days  for  a  sum  closely  approximating  my  estimate  of  cost. 

It  must  be  remembered  that  under  the  plan  we  are  now  considering 
there  is  no  break  water  to  be  provided,  unless  the  idea  of  filling  and  floor- 
ing be  resorted  to;  in  which  case  breakwater  protection  would  have  to  be 
built.  The  only  dockage  that  would  be  needed  under  this  plan  would  be 
that  along  the  shores  of  the  interior  lake  and  island,  which,  for  the  lake 
depicted,  would  require  11,150  lineal  feet  of  dock  front.  Such  a  dock, 
owing  to  the  depth  of  the  water  and  the  character  of  the  material  to  be  re- 
tained in  place  would  be  more  expensive  than  the  ordinary  river  docks, 
■  which  cost  anywhere  from  seven  to  ten  dollars.  I  would  assure  the  cost  of 
this  dock  to  be  fii4  per  lineal  foot,  or  $156,100,  making  the  total  outlay 
$1,638,100.  It  is  scarcely  necessary  to  remind  such  an  audience  as  I  have 
the  privilege  of  addressing  that  the  erection  of  the  World's  Fair  buildings 
need  not  be  delayed  until  the  completion  of  this  fill,  for  both  departments 
of  the  work  of  preparing  for  the  great  event  can  be  carried  on  at  once. 

Gentlemen,  I  thank  you  for  your  sufferance,  and  I  trust  that  when  the 
year  1893  rolls  around  we  may  stand  together  and  gaze  upon  the  grandest 
Exhibition  earth  has  ever  seen  resting  upon  a  broad  base  of  acres  which 
will  forever  remain  a  monument  to  Chicago's  ability  to  grapple  with  grand 
achievements,  and  conquer,  what  the  timid  call,  insuperable  obstacles. 


By  Richard  P.  Morgan. 

I  have  prepared  a  few  words  to  say  with  respect  to  the  World's  Fair  site. 
The  subject  is  a  very  important  one  and  any  engineer  who  expresses  an 
opinion  ought  to  do  so  clearly.  For  that  reason  I  have  formulated  a  few 
words  to  express  my  opinion  on  the  subject.  As  stated  by  the  President, 
it  has  been  under  discussion  for  some  months,  and  the  different  interests 
presenting  the  certain  sites  proposed  have  labored  quite  industriously  to 
present  the  good  and  bad  points  of  the  several  sites,  so  that  we  are  pretty 
well  informed,  and  to  go  over  the  ground  in  detail  now  would  be  like 
repeating  a  twice  told  tale.  It  is  proper  now  for  those  who  are  familiar 
with  the  evidence  that  has  alread)'  been  given,  to  express  their  opinions 
briefly. 

The  question  before  the  meeting  this,  evening,  has  been  discussed  in 
public  and  private  for  several  months.  The  strong  interest  of  those 
favoring  the  several  sites  proposed  for  the  Exposition  has  fully  developed 
the  favorable  and  adverse  consideration  of  each  location. 
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To  enter  upon  details  at  this  hour  would  be  to  repeat  a  thrice  told  tale. 

It  is  proper  now  for  those  who  are  familiar  with  the  evidences,  to  ex- 
press opinions,  briefly  supported  by  the  prime  reasons  for  them. 

Without  other  interest  than  to  be  sound  in  judgment,  my  mind  is  in 
perfect  balance  that  the  Garfield  Park  site  has  no   equal  in   the   contest. 

1st. — It  lies  on  the  East  and  West  axis  of  the  city's  population,  and  all 
things  considerea,  is  much  easier  of  access  for  the  people  of  Chicago  and 
those  who  come  to  visit  the  Exposition  than  any  other  site  proposed. 
Therefore,  it  insures  the  greatest  financial  success. 

2nd. —  Its  natural  conditions  enable  prompt,  comprehensive  and  quick 
construction  of  perfect  stability. 

3rd. — Morally  considered  it  is  the  most  equitable  site. 

4th. — As  to  landscape,  Mt.  Shasta  is  not  here;  nor  the  picturesque 
coast  of  the  Atlantic  Seaboard,  nor  the  beautiful  hills,  valleys  and  rivers 
of  our  neighboring  states. 

There  is  an  extended  unbroken  plain,  a  city  and  a  beautiful  lake,  the 
surface  of  which  is  almost  on  the  same  level  with  the  plain.  Every  site 
proposed  lies  prone. 

Beyond  this  some  results  of  a  minor  character  may  be  produced  by 
landscape  gardening.     The  grand  effect  must  be  in  the  buildings. 

5th. — Incomparably  the  most  complete  picture  of  the  World's  Colum- 
bian Exposition  could  be  peifected  at  Garfield  Park.  Raising  the  picture 
to  view  we  have  in  the  foreground  the  buildings  and  area  of  the  Exposition; 
then  the  first  intermediate  is  Chicago;  the  second  intermediate  is  the 
Lake  and  all  the  effects  that  may  be  produced  artificially  upon  it.  The 
background  is  the  sky  bounded  by  the  horizon.  To  the  right  and  left 
stretch  away  the  shores  of  the  Lake  finishing  the  only  possible  complete 
picture. 

Turning  to  the  west  there  is  a  view  common  to  every  site  proposed. 
As  far  as  aided  eye  can  reach  there  is  an  area  of  country  typical  of  the 
vast  undeveloped  empires  which  stretch  away  to  the  Pacific  Coast,  and  of 
which  it  has  been  truly  said  "Here  Nature  has  bared  her  bosom  and  in- 
vited the  human  family  to  come  and   partake  of  her  choicest  blessings." 


By  T.  T.  Johnston. 

There  are  some  sanitary  and  hydraulic  attributes  of  the  several  sites 
proposed  for  the  World's  Fair  which,  as  far  as  I  know,  have  not  yet  been 
discussed.-  They  pertain  to  the  relations  native  population  bears  to  the 
population  that  will  be  incidental  to  the  Fair. 

Any  site  at  or  near  Jackson  Park  or  at  Washington  Park  necessarily 
lays  on  a  piece  of  ground,  the  natural  drainage  of  which  is  toward  Lake 
Michigan.  Consequently  all  surface  drainage  must  go  into  the  lake. 
Immediately  north  of  these  sites,  extending  southward  from  12th  street 
and  eastward  from  State  street,  is  a  city  area  of  some  seven  or  eight 
square  miles,  the  sewage,  sewerage  and  drainage  from  which  is  all  tribu- 
tary to  the  Lake.  According  to  the  school  census,  which  is  accurate 
enough  for  the  purpose,  there  lived  87,000  persons  on  this  area  in  1886  and 
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117,5001111890.  The  present  rate  of  growth  indicates  that  the  resident 
population  will  be  about  140,000  in  1893,  and  the  sewage  from  all  the 
people  must  go  into  the  Lake,  because  the  sewerage  of  the  area  now  leads 
in  that  direction  and  there  is  no  way  in  which  it  can  be  readily  changed. 
Also  the  storm  waters  or  drainage  must  certainly  go  into  the  Lake.  The 
intake  of  the  tunnel  through  which  the  township  of  Hyde  Park  is  said  to 
get  a  water  supply  and  through  which  the  township  of  Lake  is  said  not  to  get 
a  water  supply  is  about  one  mile  from  shore  directly  east  of  Jackson  Park. 
Very  close  to  150,000  people  are  thus  supplied  with  water.  It  is  very  well 
established  that  no  fixed  currents  exist  in  the  lake.  Sometimes  no  current 
exists,  sometimes  there  is  a  northward  flow  along  the  shore  and  sometimes 
a  southward  flow.  The  net  result  is  that  the  water  at  any  time  along  the 
shore  may  at  times  swash  back  and  forward  without  ever  getting  very  far 
away.  At  other  times  there  may  be  complete  renewal  of  the  water  from 
distant  points  in  a  few  hours  or  a  few  days.  The  sewage  referred  to  above, 
especially  when  the  sewers  and  streets  are  flushed  by  storms  may  or  may 
not  be  carried  in  more  or  less  undiluted  shape  to  the  water  supply  intake. 
At  any  rate  the  water  supply  is  certainly  jeopardized  and  doubtless  is  at 
times  radically  polluted.  Many  communities  have  expended  much  money 
to  avoid  far  more  remote  danger  of  water  supply  contamination. 

Dropping  this  line  of  thought  for  the  present  and  looking  southward 
about  three  miles  from  the  water  supply  intake  the  community  called  South 
Chicago  is  found.  In  1886  this  comprised  12,000,  and  in  1890  it  numbered 
23,500  persons.  In  1893  a  population  of  30,000  may  be  anticipated.  The  sew- 
age and  drainage  of  this  community  is  not  to  be  feared  so  much  as  that  north 
of  Jackson  Park,  still  it  is  bad  enough,  and  when  northward  currents  tend 
to  carrv  away  the  northern  they  bring  on  the  southern  sewage  and  drainage. 

Intermediate  between  South  Chicago  and  Jackson  Park  and  a  little  to 
the  westward  is  a  community  near  Grand  Crossing  which  in  1886  num- 
bered 3,000  and  in  1890  had  grown  to  13,500.  In  1893  a  population  of 
18.000  to  20,000  may  be  anticipated.  These  have  no  sewerage  at  present 
but  their  di-ainage  goes  to  Lake  Michigan  and  forms  a  minor  but  bad 
enough  element  in  polluting  the  lake  water.  So  much  for  the  normal  na- 
tive populatioji,  which  has,  does  and  will  environ  the  proposed  Worlds  Fair 
site  and  pollute  the  water-supply.     It  is  summarized  in  the  following  table: 


Source  of  Sewage  and  Drainage. 

Population. 

1886. 

1890. 

1893. 

Northern. 
Southern. 

87000 
12000 

117500 
23500 

140000 
30000 

Total  directly  sewered. 
Intermediate. 

99000 
3000 

141000 
13500 

170000 
20000 

Total  du-ectly  drained. 

102000 

154500 

190000 
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How  much  is  the  sewage  and  drainage  of  this  region  hkely  to  be  in- 
creased by  the  presence  of  the  Worlds  Fair?  Large  numbers  of  people 
will  become  incidentally  residents  in  the  region  either  as  employes  or 
visitors  to  the  fair.  Large  quantities  of  livestock  will  be  continually 
present.  Heavy  travel  of  people  and  teams  from  the  northward  will 
add  much  to  the  normal  amount  of  putrescible  matter  in  the  drainage 
northward  from  nth  street.  Without  going  into  details  it  will  probably 
be  safe  to  assume  that  the  sewage  and  drainage  thus  created  will  at  least 
equal  the  sewage  and  drainage  from  100,000  or  150,000  people.  At  times 
worse  and  at  times  better.  The  result  will  be  that  the  Hyde  Park  water 
supply  intake  will  be  about  one  mile  from  a  shore  along  which  the  urban 
drainage  of  300,000  or  350,000  people  and  the  sewage  of  270,000  or 
320,000  people  debouches.  Can  anyone  doubt  under  such  circumstances 
this  water  supply  will  be  polluted  and  at  times  badly  polluted?  Is  it  not 
criminal  thoughtlessness  to  so  endanger  the  lives  and  health  of  the  resident 
community  and  the  visitors  to  the  fair?  It  has  come  about  that,  in  the  so 
called  legitimate  pursuit  of  money,  human  life  is  too  commonly  sacrificed 
and  it  would  seem  that  the  Worlds  Fair  management  are  in  danger  of 
falling  into  line  in  this  respect. 

Some  three  or  four  miles  northwest  of  the  proposed  sites  exists  perhaps 
the  rankest  cesspool  that  ever  was.  It  is  called  the  South  Fork  of  the 
Chicago  River.  Its  contents  are  usually  of  a  pasty  consistency  rendering 
the  passage  of  tug  boats  through  it  a  matter  of  difficulty.  Sometimes  it 
catches  fire — only  a  few  days  since  this  occurred  and  required  the  services 
of  the  fire  department  to  extinguish  the  flames.  No  doctor  would  perform 
a  surgical  operation  on  its  banks  for  fear  of  blood  poisoning.  It  has  been 
noted  that  the  people  living  near  it  always  seem  to  be  healthy — and  such 
is  the  case  for  only  the  healthiest  kind  of  people  can  live  near  it.  Those 
who  are  debilitated  or  predisposed  to  sickness  do  well  to  keep  away  from 
it.  The  census  returns  show  that  population  does  not  accumulate  near 
it.  It  is  generally  supposed  that  its  condition  is  due  to  the  sewage  and 
drainage  of  the  stock  yards,  which  may  not  be  so  dangerous  as  an  equal 
amount  of  filth  from  human  beings.  This  is  only  in  a  measure  true.  The 
population  tributary  to  it  was  75,500  in  1886  and  147,000  in  1890.  In  1893 
the  population  will  probably  be  increased  to  200,000  or  225,000.  The  out- 
flow from  the  South  Fork  is  so  slow  that  decomposition  is  to  a  great  extent 
completed  in  it.  Every  northwest  wind  will  bear  its  polluted  atmosphere 
to  the  Worlds  Fair,  together  with  the  vigorous  and  self  asserting  odors. 

Southward  from  the  sites  proposed  is  a  marsh  full  of  bull-frogs  and 
mosquitos  and  the  alleged  commercial  facilities  which  are  said  to  exist 
about  Lake  Calumet. 

The  sanitary  conditions  attending  these  sites  can  hardly  be  said  to  be 
good.  The  prospect  of  a  polluted  water  supply  and  generally  polluted 
atmosphere  are  not  very  encouraging. 

If  the  fair  or  part  of  it  be  placed  on  the  Lake  Front,  there  will  still  be 
the  same  sewage  going  into  the  lake  and  nearly  the  same  drainage.  The 
sewage  from  the  fair  will  be  simply  transferred  from  the  southern  end  to 
the  northern  end  of  the  urban  area  tributary  to  the  lake.     The  Hyde  Park 
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and  Town  of  Lake  water  supply  will  not  be  so  seriously  menaced — the 
pollution  of  water  supply  will  be  more  equally  divided  between  the  city 
and  the  southern  intakes.  Everybody  will  get  some  of  it,  except  possibly 
the  Lake  View  folks. 

The  North  Side  shore  site  has  some  advantages  over  its  southern  com- 
petitors. If  the  Worlds  Fair  sewage  is  disposed  of  in  the  lake  then,  it  will 
be  by  itself  to  a  great  extent.  It  will  be  so  remote  from  the  southern  sew- 
age that  the  dangers  will  be  reduced.  They  will  be  present  nevertheless 
but  will  be  divided  up  among  all  the  water  supply  intakes.  It  is  practica- 
ble, however,  by  the  aid  of  pumping  and  gravity  to  dispose  of  the  sewage 
through  the  Lake  View  sewers  into  the  North  Branch  of  the  Chicago  river, 
thus  leaving  only  surface  drainage  to  go  into  the  lake.  Comparatively  few 
people  on  the  North  Side  drain  into  the  lake. 

The  West  Side  site  offer  facilities  for  sewage  disposition  by  gravity 
without  complications  with  existing  population.  In  this  respect  it  is  prob- 
ably the  best  of  the  sites  proposed.  It  is  not  so  remote  from  sources  of 
atmospheric  pollution  as  the  North  Side  site,  it  being  immediately  nortn 
and  west  from  the  city  sewage  channels. 

The  hydraulic  features  of  the  several  sites  do  not  present  such  difficul- 
ties as  the  sanitary  features.  The  southern  sites  are  close  to  the  water 
tunnel.  An  independent  pumping  and  pipe  system  is  a  simple  matter  and 
water  abundant  but  polluted. 

The  Lake  Front  site  would  necessarily  take  its  water  supply  from  cicy 
sources  and  could  probably  be  supplied  without  much  inconvenience  to 
neighboring  consumers. 

The  North  Side  shore  site  is  at  the  Lake  View  tunnel  and  so  close  to 
it  that  the  opportunities  for  water  supply  are  much  better  than  at  any  other 
sites,  especially  with  regard  to  quantity  of  water. 

The  water  supply  for  the  West  Side  sites  is  a  more  serious  matter. 
They  are  on  strictly  suburban  area  some  miles  from  the  nearest  pumping 
station,  with  no  existing  pipe  system  adequate  for  the  purpose.  Unless 
care  be  observed  water  consumers  on  the  West  Side  may  be  as  seriously 
inconvenienced  as  people  in  the  Town  of  Lake  are  now  said  to  be. 

By  L.  E.  Cooley. 

I  do  not  quite  Hke  the  way  this  thing  has  been  going,  so  I  will  take  up  the 
North  Shore  and  the  West  side,  and  see  if  I  can  not  equalize  things.  We 
can  look  at  the  matter  from  four  or  five  different  standpoints.  The  first 
is  the  sewerage  point,  which  Mr.  Johnston  referred  to;  the  question  of 
transit  in  the  city,  is  a  question  of  importance;  the  question  of  rail  tran- 
sit is  important;  the  question  of  the  crowded  South  side,  and  what  we  are 
going  to  do  with  this  city  in  the  future,  and  whether  we  want  to  congest 
the  South  side  any  more;  the  question  of  putting  the  site  in  order, — where 
the  money  is  to  come  from — whether  we  want  to  spend  two-thirds  of  our  pa- 
trimony in  getting  ready  to  hold  the  Fair  is  another  question.  Another  im- 
portant question  is  what  you  are  going  to  have  left,  after  the  Fair  is  over. 

Now  the  sanitary  question  perhaps   I   give   undue  weight  to.     I  un- 
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derstand  a  commission  has  been  appointed  to  consider  the  sanitary 
aspect  of  the  various  sites,  and  these  sites  have  been  reduced  to  one  site 
in  each  division.  Now  as  to  the  Lake  Front.  We  are  urged  to  contem  - " 
plate  in  this  World's  Fair  question,  what  is  equivalent  I  think  to  a  pop- 
ulation of  100,000  people,  concentrated,  say  on  perhaps  one-half  or  two- 
thirds  of  a  square  mile.  I  understand  that  the  specification  which  has 
been  sent  out  to  this  Committee  in  regard  to  the  sanitary  question,  is 
that  they  are  to  consider  what  would  be  the  equivalent  of  a  standing  city 
of  100,000,  located  on  200  acres  of  ground.  It  becomes  a  serious  sanitary 
question  as  to  what  is  going  to  be  the  health  of  these  people.  This  question 
of  soil  pollution  is  a  very  important  one.  If  I  were  to  select  a  site  for  the 
World's  Fair,  I  should  hunt  clay,  and  keep  off  the  spongy  porous  site,— 
keep  off  the  sand, — keep  off  the  mud.  I  think  the  vital  statistics  of  this 
city  will  show  that  these  porous  sites  become  in  time  unhealthy,  and  1 
think  that  we  can  almost  say  that  in  the  City  of  Chicago,  the  most 
healthy  parts  of  it  are  those  parts  that  are  on  the  clay,  and  will  continue  to 
be  more  and  more  so  in  the  future.  No  filth  can  get  down  into  the  ground 
water,  and  send  gases  up  into  the  houses  from  beneath.  In  the  last  cholera 
epidemic  which  we  had,  people  died  on  the  sand  hills,  and  not  on  the 
clay — they  died  over  the  porous  soil.  Now  the  holding  a  stock  show  for  six 
months,  concentrated  upon  a  porous  site,  will  give  grave  complications,  un- 
less great  care  is  taken  in  the  matter  of  providing  for  sewage  and  thorough 
drainage.  It  is  a  matter  of  important  consideration.  The  question  ot 
water  supply  and  pollution  Mr.  Johnston  has  discussed  very  fully. 
People  get  the  idea  that  the  pollution  of  the  lake  is  not  serious.  I 
believe  if  as  many  people  were  killed  in  this  city  by  railway  accidents  as 
are  killed  by  polluted  water,  we  would  have  every  railroad  president  in- 
dited and  in  Joliet  for  fifteen  years. 

Let  us  examine  these  several  sites  in  regard  to  this  question.  Jackson 
Park  has  from  six  to  fourteen  feet  of  sand  on  top  of  the  clay,  and  is  en- 
tirely unsuitable  for  a  World's  Fair  site.  The  North  side  site  lies  from 
ten  to  twenty-five  feet  above  the  lake.  In  this  respect  it  is  far  preferable 
to  the  other  site.  It  would  be  an  easy  matter  to  drain  the  entire  North 
side  site  over  to  the  North  branch.  It  has  to  be  done  some  time,  and  it 
might  as  well  be  done  now.  In  that  respect,  the  North  side  has  very 
marked  advantages.  As  to  the  availability  of  the  Lake  Front,  the  ques- 
tion was  raised  the  other  dav,— the  Secretary  of  State  Board  of  Health  of 
Illinois  raised  it, — that  he  apprehended  great  danger  from  filling  in  so 
much  ground  here  with  fresh  earth.  This  matter  has  been  given  a  great 
deal  of  attention  in  Boston.  The  statistics  in  regard  to  the  Back  Bay, 
show  th?it  the  filling  has  given  origin  to  a  great  deal  of  typhoid.  Sand 
might  do  away  with  that  objection,  to  a  certain  extent.  In  regard  to  the 
North  side  site,  it  is  practically  the  only  one  on  the  lake  shore  in  which  we 
could  do  away  with  the  danger  of  sewage.  The  North  side  has  a  new 
tunnel,  two  miles  long  which  provides  an  ample  water  supply.  It  is 
better  provided  than  any  other  in  this  respect.  Thus  two  points  are  satis- 
fied. When  you  get  over  on  the  West  side  however,  you  have  clay,  with 
not  very  much  soil  on  it,  and  it  lies  from  twenty  to  twenty-five  feet  high. 
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It  can  be  easily  drained.      It  can  be  put  in  shape  quicker  and   cheaper 
and  better  than  any  other  site  in  this  city. 

Another  point  is  in  regard  to  the  question  of  transit,  reaching  the 
World's  Fair  site.  If  we  were  to  have  visitors,  100,000  to  200,000  a  day 
to  the  World's  Fair,  we  would  be  m  this  position:  People  generally  go 
to  such  a  place  9  to  1 1  o'clock  in  the  morning.  The  great  majority  of 
them  leave  4  to  5  in  the  evening.  Unless  it  is  absolutely  impossible  to  do 
otherwise,  two-thirds  of  these  people  will  probably  use  the  street  vehicles, 
which  are  restricted  to  three  streets,  Wabash,  Indiana  and  State  street 
for  the  South  Side.  The  great  bulk  of  the  population  of  this  city  lies 
on  the  West  Side. — nearly  ecjual  to  the  North  and  South  Sides  combined. 
There  is  no  means  of  access  to  a  South  Side  site  South  of  39th  street  except 
through  the  heart  of  this  densely  moving  city,  where  we  find  difficulty 
in  getting  around  to-day.  We  are  shut  off  by  railroad  yards,  lumber 
yards  and  stock  yards  from  getting  across  anywhere,  so  the  difficulty  and 
the  time  required  to  reach  the  site  Southward  are  very  great,  and  I  say, 
the  movement  is  all  constricted  to  three  streets.  The  North  Side  site  is 
far  better.  You  can  get  a  half  dozen  streets  direct  to  the  site.  It  will  be  a 
couple  of  miles  closer  than  Jackson  Park,  you  can  reach  it  from  the  West 
Side  with  facility.  The  site  on  the  West  Side  will  be  nearer  to  the  centre 
of  population  than  even  the  Lake  Front.  It  will  pretty  nearly  divide  the 
city  North  and  South,  with  nearly  equal  facilities  to  everybody,  and  be  as 
near  as  possible  to  the  centre  of  population,  which  is  slightly  West  of  Hal- 
sted  streetand  slightly  South  of  Madison  street.  Another  advantage  which 
seems  to  me  very  important  with  regard  to  the  West  Side  site,  you  are  two 
miles  closer  to  the  heart  of  this  city  than  any  other  site.  It  seems  to  me  the 
people  are  not  all  going  to  live  in  hotels.  They  are  not  all  going  to  stop  at 
the  Auditorium,  they  will  distribute  themselves  on  the  West  Side  and  at 
other  places.  People  do  not  care  to  stop  in  the  bustle  of  down  town  move- 
ment. If  a  man  goes  sight  seeing  all  day,  he  wants  to  get  some  place 
where  he  can  rest.  There  are  a  dozen  streets  running  straight  across 
this  city, — a  whole  battery  of  them, — all  of  them  susceptible  to  improve- 
ment. The  movement  can  be  largely  by  vehicles,  and  closer  to  where 
people  want  to  go  than  any  other  site,  the  Lake  Front  not  e.xcepted. 
Now,   that   covers   that   point. 

The  third  is  the  question  of  railway  transit.  Suppose  you  put  the  site 
next  to  the  Belt  line  on  the  West  Side.  You  have  a  belt  line  running 
from  South  Chicago  to  Evanston.  It  is  close  to  every  suburb,  every  train, 
— the  whole  North-West.  Every  railroad  can  run  special  trains  to  the 
World's  Fair  without  going  to  the  heart  of  the  city  at  all, — without  block- 
ing our  traffic.  The  railroads  are  placed  on  a  par  in  regard  to  it,  and  that 
is  an  important  thing.  I  think  it  important  that  the  railroads  that  are 
coming  into  Chicago,  and  are  bringing  the  people  to  Chicago,  be  placed 
on  a  par  in  this  matter.  They  want  to  advertise  the  matter  throughout 
the  whole  country.  Put  it  on  the  West  Side,  and  every  railroad  is  like 
situated  in  regard  to  it,  and  people  can  get  to  the  suburbs  and  live  there, 
and  run  special  trains  from  the  suburbs  without  coming  to  the  heart  of  the 
city.      There   is   no  other   point   that  possesses  equal    advantages   to   the 
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WestSide  in  this  respect.  There  is  not  a  depot  in  this  city  but  what 
you  can  run  trains  from  to  the  West  Side.  Every  depot  in  this  city  can 
send  trains  to  it. 

As  to  the  question  of  crowding  up  the  South  Side,  I  have  already 
spoken  of  that.  I  believe  in  30  years  we  will  tear  down  Madison  street 
from  one  end  to  the  other,  and  widen  it.  They  are  doing  it  to  the  Strand 
in  London.  If  we  do  not  do  that,  the  streets  will  not  hold  the  people. 
We  are  building  great  tunnels  of  our  streets  here,  saturated  with  moisture, 
— keeping  out  sunlight, — we  are  building  high  buildings,— why,  if  one 
of  those  high  buildings  were  suddenly  emptied,  it  every  body  were  pre- 
cipitated into  the  street  to-day  from  them  and  anything  happened  to  excite 
them,  they  would  crush  themselves  to  death.  The  street  would  not  hold 
them.  You  have  too  much  here  on  the  South  Side  already.  You  don't 
want  anything  more.  You  want  to  begin  to  spread.  It  is  not  political 
economy,  civic  economy  or  any  other  economy,  except  to  a  lot  of  shop- 
keepers who   want    to    concentrate   things  around  this  Lake  Front. 

Now,  the  question  is,  what  are  you  going  to  have  left  after  you  get 
through.  1  wish  it  could  be  that  there  would  be  a  square  mile  or  1,000  acres, 
near  to  the  belt  line  road,  upon  which  trees  would  not  be  planted  — nothing 
but  grass  grow,— which  would  be  left  as  a  play  ground  for  the  people, — 
permanently  reserved.  We  have  no  such  place  in  this  city, — and  that  is 
the  place  for  it,  because  in  30  years,  it  will  be  the  centre  of  population. 
That  centre  is  moving  Westward.  It  cannot  move  into  Lake  Michigan 
very  far  without  getting  drowned;  it  has  to  go  West  and  any  point  to-day 
that  is  within  half  a  mile  from  the  belt  line  road  will  be  the  center  of 
this  city  in  30  years.  We  need  to  have  reserved  there  just  as  much 
ground  as  we  can  get.  I  wish  we  had  2,000  acres,  that  would  be  a  per- 
manent reservation  for  all  sorts  of  of  civic  displays.  Such  a  thing  would 
be  a  fitting  legacy  from  this  World's  Fair  .  If  you  have  any  build- 
ings to  leave  on  it,  leave  them.     That  is  all  I  have  to  say. 
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MONTANA  SOCIETY  OF  CIVIL  ENGINEERS. 


June  21,  iSqo.  I'he  regular  monthly  meeting  of  the  Society  was  held  at  !~:3o  p.  m. 
at  the  office  of  Mr.  Beckler.  Second  Vice-President  John  Herron  occupied  the 
chair.    There  were  present  Messrs.  Sizer,  Pearis,  Danse,  Whitcomb  and  Keerl. 

Minutes  of  adjourned  meeting  of  May  31,  read  and  approved. 

The  application  of  Mr.  W.  L.  Loveland  for  membership  was  read  and  ordered 
filed,  and  the  Secretary  directed  to  issue  the  usual  letter  ballots. 

Mr.  Danse  presented  and  read  the  following  committee  report: 

Helena,  Montana,  June  3,  1890. 
To  the  Montana  Society  of  Civil  Engineers  : 

Gentlemen;— Your  Committee  appointed  May  31st,  to  select  a  candidate  for 
Secretary  of  the  Society,  in  place  of  Mr.  Charles  G.  Griffith,  resigned,  report  that 
they  find  that  the  duties  of  the  Secretary  entail  a  large  amount  of  correspondence 
with  the  other  Societies,  with  the  Board  of  Managers  of  the  Associated  Societies, 
with  the  members  of  this  Society,  as  well  as  a  good  deal  of  writing  to  keep  the  min- 
utes of  meetings  and  the  general  business  of  the  Society  in  good  shape:  that  all  this 
takes  time,  which  an  Engineer  in  active  practice  cannot  well  spare,  and  that  there- 
fore the  Secretary  has  to  employ  assistance  to  enable  him  to  do  the  work  in  a  cred- 
itable manner.  Your  Committee  therefore  recommend  that  the  sum  of  one  hund_ 
red  and  twenty-five  dollars  ($125)  be  appropriated  annually,  and  paid  to  the  Secre- 
tary, out  of  which  sum  he  may  employ  clerical  assistance.  We  recommend  that 
the  due  proportion  of  this  amount  be  rated  and  appropriated  at  once  for  the  ser- 
vices of  the  Secretary  from  June  i,  iSgo,  to  the  end  of  the  fiscal  year  of  the  Society. 

We  recommend  that  Mr.  James  S.  Keerl  be  elected  Secretary  for  the  remain- 
der of  the  current  year,  beginning  June  i,  i-^'  0. 

Respectfully  submitted. 

W.  A.  Haven,  l 

Albert  S-  Hovey,  ;   Committee. 

L.  C.  Danse,  J 

The  report  was  received  and  ordered  filed 

In  speaking  upon  a  motion  made  by  Mr.  Sizer  to  adopt  the  report,  Mr.  Keerl 
stated  that  he  regretted  the  Committee  had  not  named  anotlier  than  himself  as  the 
candidate  for  Secretary  and  Librarian,  for  should  he  accept  the  position  his  hmited 
time  would  only  p  rmit  his  attention  to  its  duties  in  a  directory  sense.  He  felt  as- 
sured there  were  others  in  the  Society  who  would  be  enabled  to  give  the  duties 
more  personal  attention,  and  possibly  at  a  less  cost  to  the  Society.  He  called  atten- 
tion to  the  qualifications  of  Mr.  C.  F.  Pearis  for  the  position,  and  offered  as  an 
amendment  to  the  existing  motion  that  Mr.  Pearis'  name  be  substituted  in  the 
Committee's  report  in  lieu  of  his  own.  Mr.  Pearis  stated  that  while  he  appreciated 
the  honor  conferred  upon  him  by  the  mention  of  his  name  in  this  connection,  he 
must  decline,  as  he  considered  the  knowledge  of  the  position  possessed  by  the  gen- 
tleman named  by  the  Committee  as  of  value  to  the  Society,  and  that  while  he  would 
gladly  tender  any  assistance  that  he  could  in  accomplisliing  the  duties  of  the  ofiice, 
he  hoped  the  gentleman  as  now  named  in  the  repoit  would  see  his  way  clear  to 
accept  the  nomination. 

Mr.  Keerl  stated  that  if  the  Society  insisted  upon  his  acceptance  of  the  position 
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he  felt  ;\3  if  his  interest  in  its  cause  would  hardly  warrant  a  refusal  to  serve,  but  that 
he  would  not  desire  to  accept  the  office  under  a  salary.  As  far  as  his  own  services 
w-ere concerned  he  w^ould  gladly  donate  them,  but  he  would  expect  the  Society  to 
meet  the  necessary  expenses  for  clerical  services- 

The  original  motion  being  withdiawn,  the  following  was  made  and  carried: 

That  the  Committee's  report  be  adopted,  excepting  that  portion  recommending 
asalary  be  paid  to  the  Secretary,  and  that  in  lieu  thereof  the  following  be  substituted: 
That  whatever  clerical  assistance  the  Secretary  may  find  necessary  in  the  proper 
discharge  of  his  duties  shall  be  paid  for  by  the  Society. 

The  Secretary  was  instructed  to  issue  letter  ballots  upon  the  nomination  of  J. 
S.  Keerl  for  Secretary  and  Librarian,  in  accordance  with  Section  i,  Article  V.  of 
the  Constitutton. 

The  Secretary  was  instructed  to  report  the  proceedings  of  this  meeting  to  all 
members. 

A  letter  was  read  from  Mr.  E.  P.  H.  Harrison,  stating  that  for  the  present  he 
expected  to  remain  in  the  East  an  ■  desired  temporarily  to  withdraw  from  active 
membership.  Request  granted,  and  his  name  ordered  on  the  list  of  Associate  Mem- 
bers. 

The  Secretary  was  authorized  to  purchase  a  desk  for  his  office  not  to  exceed  in 
cost  $50. 

The  Secretary  was  authorized  to  charge  the  two  members  now  retiring  one-half 
the  annual  dues  for  iSga  . 

Adjourned.  J.  S.  Keekl,  Acting  Secretary. 


July  iq,  iSqo.  The  regular  monthly  meeting  was  held  at  the  office  of  Mr.  E.  H. 
Beckler,  Chief  Engineer  Montana  Central  Railway.  Mr.  John  Herron,  2d  Vice- 
President,  in  the  chair.  There  were  present  Messrs.  McHenry,  Danse,  Wheeler 
and  Sizer. 

Mr.  H.  L.  Sizer  was  elected  Secretary  pro  tem. 

The  letter  ballots  were  submitted  upon  the  name  of  W.  L.  Loveland  for  mem- 
bership and  he  was  declared  elected  a  member  of  the  Society. 

The  letter  ballots  upon  the  election  of  a  Secretary  and  Librarian  were  presented 
and  Mr.  J.  S.  Keerl  was  declared  elected  to  fill  said  offices  until  the  next  annual 
meeting. 

A  number  of  communications  were  presented,  three  of  which  were  laid  over 
until  the  next  regular  meeting,  as  unfinished  business. 

Adjourned.  F.  L.  SrzER,  Secretary  pro  tem. 


Editors  reprinting' articles  from  this  journal  are 
requested  to  credit  both  the  JOURNAL  and  the 
Society  before  which  such  articles  were  read. 
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RIVER  POLLUTION  IN  THE  UNITED  STATES. 


By  Charles  C.  Brown,  Member  Engineers' Club  of  St.  Louis. 


[Read  June  i8th,  1890.] 

This  paper  is  presented  to  the  Club  as  a  resume,  as  complete  as  may 
be,  of  the  work  that  has  been  done  in  this  country  in  determining  and 
showing  to  what  pollution  our  streams  ai^e  subject,  to  call  attention  to  the 
importance  of  the  subject,  and  if  possible,  to  excite  discussion. 

I  have  been  engaged  more  or  less  of  the  time  for  two  years  in  de- 
termining the  amount  and  sources  of  pollution  of  various  streams  in  the 
State  of  New  York,  and  have  seen  clearly  the  great  and  growing  im- 
portance of  a  thorough  awakening  of  the  people  upon  the  subject  and  the 
desirability  of  discussion  as  to  the  best  methods  of  preventing  the  increase 
of  pollution  and  in  many  cases  of  reducing  the  amount  of  polluting  matter 
now  entering  certain  streams.  I  am  quite  selfish  m  the  matter,  as  well  as 
solicitous  for  the  improvement  of  the  streams,  as  I  am  at  present  engaged 
upon  the  investigation  of  the  water-shed  of  one  of  our  great  rivers,  and 
want  all  the  light  I  can  get  before  beginning  the  final  discussion  of 
results. 

The  streams  have  divided  themselves  in  my  mind  into  three  classes: 
I.  Those  that  are  used  as  sources  of  water-supply,  and  are  evidently  to  be 
used  for  this  purpose  alone.  These  can  readily  be  disposed  of,  and  are  in 
the  State  of  New  York,  by  the  methods  used  for  the  Croton  River  and 
described  in  my  paper  before  the  Club  last  year.  2.  The  streams  which 
can  not  b  used  for  water-supply,  and  can,  in  many  cases,  be  used  as 
drainage  channels.  The  principal  question  with  this  class  of  streams  is 
as  to  the  amount  of  polluting  materials  which  can  be  allowed  to  enter 
them  without  producing  nuisance  or  interfering  with  life  or  property  in 
them.  There  has  been  some  discussion  of  this  portion  of  the  subject, 
and  maximum  limits  of  pollution  have  been  assumed  by  some  authori- 
ties upon  the  basis  of  obtainable  information  as  to  the  effect  of  given 
amounts  ot  polluting  matter  (estimated  with  greater  or  less  accuracy) 
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upon  a  stream  of  a  given  flow.  3.  The  streams  which  are  in  use  as 
sources  of  water  supply  for  domestic  purposes  and  are  at  the  same  time 
used  as  drainage  channels  into  which  all  sorts  of  filth  are  discharged.  The 
greater  number  of  our  larger  rivers  and  many  of  the  smaller  ones  belong 
to  this  class.  While  theoretical  considerations  demand  the  rigid  exclusion 
of  most  kinds  of  artificial  pollution  from  streams  used  for  potable  water 
supply,  it  is  practically  true  that  these  considerations  are  lost  sight  of  in 
very  many  cases  and  m  a  large  proportion  of  these  cases  with  little  or  no 
apparent  evil  effect,  though  the  evil  effects  are  quite  noticeable  in  some 
cases.  Aside  from  the  statement  of  and  argument  for  the  theoretical 
considerations  referred  to,  the  discussion  of  this  branch  of  the  subject  is 
very  limited.  It  is,  practical  y,  the  most  important,  because  the  largest 
branch  of  the  subject,  and  a  practical  discussion  with  as  many  data  as  can 
possibly  be  obtained  is  very  much  needed. 

I  will  confine  this  paper  as  closely  as  possible  to  this  third  division, 
and,  as  the  title  of  the  paper  indicates,  to  work  done  in  this  country. 

Some  work  has  been  done  in  several  States.  Of  these,  I  have  some 
knowledge  of  that  done  in  Maine,  Massachusetts,  Connecticut,  New  Jersey, 
Pennsylvania,  New  York  and  Illinois.  It  is  probable  that  some  work  has 
been  done  in  other  States,  and,  if  so,  I  shall  be  very  glad  to  add  the 
results  to  the  data  I  have  on  hand,  and  shall  feel  much  indebted  to  any 
one  who  can  supply  them. 

The  work  done  in  Maine,  as  given  in  the  Reports  of  the  State  Board 
of  Health,  is  entirely  chemical  in  its  nature,  and  consists  of  analyses  of 
samples  of  the  waters  supplied  to  villages  and  cities  by  the  various  water 
companies  and  corporations  in  the  State.  All  the  water  supplies  m  the 
State  are  represented,  but  two,  by  several  samples  taken  at  various  times 
of  the  year.  Those  of  interest  to  us  in  the  present  discussion  are  those 
from  rivers.  But  few  corporations  in  Maine  take  their  supplies  from 
rivers;  more  take  them  from  lakes  and  ponds  which  are  usually  with 
small  water-sheds  and  with  little  population  to  produce  dangerous  pollu- 
tion. The  average  results  of  the  examinations  of  supplies  from  rivers  are 
here  given. 

All  results  of  chemical  analysis  in  this  paper  are  reduced  to  parts  per 
100,000. 


Cities. 

1  Bidde- 
Augusta.   Bangor,  ford  and 
1    Saco. 

Bruns- 
wick. 

Calais. 

Lewis- 
ton. 

Water- 
ville. 

No.  of  Samples.. 

5       i      3            6 

3 

6 

5 

4 

Total  Solids..... 
Loss  on  Ignition. 

Hardness 

Chlorine 

Free  Ammonia.. 
Organic      " 

3-7 
2.1 
1.99 
0.2 

0  0012 
0  0152 

4.4         2.8 
2.7       '  1.5 
1.86       1.08 
0.16       0.26 
0 . 0003    0 . 000 I 
0.0183    0.0128 

3-8 
2.0 

2.03 
0.4 

0.008 

0.0153 

3.6 

2.5 

1.59 

0.27 

0.0005 

0.0208 

3-8 

2.4 

1.65 

0.2 

0.0005 

0.0158 

3-3 
2.1 

0.26 

0.0007 

0.0155 
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In  none  of  the  samples  is  there  more  than  a  trace  of  nitrites  or  nitrates. 
None  of  the  water-sheds  are  densely  populated  and  all  seem,  from  the 
standpoint  of  the  analyses  and  from  a  consideration  of  the  amount  of  popu- 
lation to  be  quite  free  from  danger.  The  same  can  be  said  of  the  systems 
drawing  their  supplies  from  brooks  and  lakes.  The  following  were  taken 
on  June  ythandSth,  1888,  asa  beginningofaseries  toshow  the  fluctuations 
of  pollution  in  the  river  waters,  but  the  series  was  interrupted  and  the  few 
here  given  are  all  that  have  yet  been  published.  They  are  too  few  in 
number  to  be  of  much  value.  No.  130  is  from  Carrabassett  River  at  the 
village  of  No.  Anson.  No.  131  is  from  Kennebec  River.  No.  132  ditto 
below  the  city  sewers.  No.  133  is  from  Moosehead  Lake.  No.  134  is 
from  Kennebec  River  and  No.  135  from  Dead  River  just  above  the  Forks. 
"No  deductions  can  be  made  from  the  resultsof  the  analyses,  particularly 
from  the  two  samples  collected  from  the  Forks,  for  the  water  was  very 
high  at  the  time  and  the  streams  were  crowded  with  logs." 
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Nitrites. 

Nitrates. 
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130 

2.8 

1.8 

1.27 

0.2 

0.000 

0.012 

None. 

Slight  Trace. 

1.3 1 

3.4 

2.4 

1.56 

0-3 

0.000 

0.013 

a 

132 

3-4 

2.4 

1.69 

0-3 

0.000 

0.014 

133 

3.0 

2.4 

I. SO 

0.2 

0.000 

0.013 

134 

3.8 

2.6 

1.27 

0.4 

0.000 

0.017 

135 

4.2 

2.0 

1-43 

0-3 

0.003 

0.022 

Slight  Trace. 

Nearly  or  quite  all  of  the  waters  here  examined  belong  to  the  first 
class  of  waters,  those  that  can  be  used  without  question  for  water  supply 
if  ordinary  precautions  are  followed,  as  the  population  on  the  water-sheds 
is  comparatively  sparse  and  is  not  subject  to  great  concentration  in  large 
cities.     The  results  are  of  interest  for  purposes  of  comparison. 

The  State  of  Massachusetts  has  done  more  work  on  the  investigation 
of  the  pollution  of  rivers  than  any  other  State.  The  work  in  this  state  has 
proceeded  at  a  greater  or  less  rate  since  the  year  1873,  and  quite  a  mass  of 
data  has  been  obtained  which  is  being  added  to  each  year.  I  have  time 
to  make  only  a  very  condensed  statement  of  the  results  of  these  investi- 
gations as  they  have  been  published.  I  will  try  to  make  this  statement  as 
clear  as  possible  in  so  far  as  the  work  done  has  a  bearing  on  the  principal 
subject  of  this  paper.  I  would  refer  to  the  reports  of  the  State  Board  of 
Health  of  Massachusetts  for  the  detailed  results,  especially  those  of  1874, 
1876,  1886,  1887,  and  1888  supplement,  and  the  reports  of  the  Massachus- 
etts Drainage  Commission. 

The  principal  rivers  examined  are  the  Merrimack,  Blackstone,  Chic- 
opee,  Taunton,  Charles,  Sudbury  and  Concord,  Neponsel,  and  other 
sources  of  supply  for  the  Boston  Water  Works.  The  Merrimack  is  used 
for  sewerage  and  mill  drainage  as  well  as  for  water  supply,  the  Blackstone 
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is  not  used  to  any  considerable  extent  for  water  supply,  but  is  small  enough 
to  become  somewhat  of  a  nuisance  from  sewage  and  mill  drainage.  The 
others  are  small  and  portions  of  them  come  under  both  the  above  classes. 

The  examinations  were  made  by  chemical  analysis  and  by  actual  count 
of  the  principal  sources  of  pollution,  such  as  sewerage  systems  of  villages 
and  cities,  and  refuse  solids  and  liquids  from  mills. 

The  following  table  gives  the  results  of  examinations  of  the  Merrimack 
at  different  points.  It  is  taken  from  W.  R.  Nichols'  report  of  1874,  and 
shows  the  variation  in  the  relative  amount  of  pollution  at  different  pomts. 
The  table  is  followed  by  an  abstract  of  Mr.  Nichols'  interpretation  of  the 
results. 


Ammonia 

Albuminoid  Ammonia 

Inorganic  

Organic  and  Volatile. 
Total  Solid  Matter... 
Chlorine 


Mean  of  11 

Examinations 

above 

Lowell. 

Mean  of  12 

Examinations 

above 

Lawrence. 

Mean  of  11 

Examinations 

below 

Lawience. 

0.0047 

0.0044 

0.0031 

0.0114 

O.OIIO 

0.0127 

1-73 

2.41 
1.69 

2.64 
1.79 

4.10 

4. 10 

4-43 

0. 14 

0.20 

0. 18 

The  first  column  gives  results  above  the  great  sources  of  pollution,  the 
second  below  one,  and  the  third  below  two.  The  question  arises  as  tn  what 
becomes  of  the  vast  amount  of  polluting  matter  which  is  known  to  enter  the 
river. 

1.  Oxidation  is  shown  by  the  individual  results  to  be  an  agency  of 
almost  no  effect  in  disposing  of  the  polluting  matter.  The  effect  is  too 
small  to  be  measured. 

2.  Deposition  doubtless  removes  a  very  large  proportion  of  the  matter 
from  the  water.  This  deposition  is  of  the  insoluble  matter  which  may  be  so 
at  time  of  entrance,  or  be  made  so  by  chemical  action,  especially  in  the  case 
of  discharges  from  mills.  These  deposited  materials,  in  the  case  of  the 
streams  of  the  class  of  the  Merrimack,  are  taken  up  by  floods  and  swept 
on  down  the  stream,  or  are  covered  by  other  sediment  in  the  form  of 
earth  or  similar  matter  and  are  thus  purified  or  removed  as  a  source  of 
danger. 

3.  Dilution  is  a  great  reducer  of  the  proportional  amount  of  pollution. 
^It  was  estimated  in  1873  that,  at  the  minimum  stage  of  the  river  it  would 
be  necessary  to  discharge  100  tons  of  dry  soluble  matter  into  the  river  per 
day  to  increase  the  amount  of  solid  matter  in  solution  by  one  grain  per  gal- 
lon, and  that  the  amount  of  chlorine  discharged  into  the  river  was  400  tons 
per  annum,  or  but  little  more  than  one  ton  per  day.  It  will  be  observed 
that  the  amount  of  water  entering  the  river  from  less  polluted  sources,  be- 
tween the  points  of  observation  above  and  below  Lawrence  is  sufficient  to 
reduce  the  proportional  amount  of  Chlorine  in  the  water.    This  effect  must 
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be  laid  to  dilution  as  the  compounds  of  Chlorine  to  be  found  under  these 
circumstances  are  almost  or  quite  all  soluble. 

Other  examinations  of  the  river  were  made  in  1879  and  1886.  The 
caution  is  given  that  the  results  are  not  sufficiently  numerous  to  insure  that 
the  average  condition  of  the  water  each  year  of  examination  is  obtained, 
and  that  if  this  average  condition  has  not  been  obtained,  the  results  are  not 
strictly  comparable.  The  following  table  gives  the  averages  of  the  results 
for  the  three  years  and  is  of  interest  as  showing  the  increase  in  the  relative 
amount  of  pollution  with  the  increase  in  population  and  in  number  of 
mills.  This  table  is  taken  from  the  report  of  Mr.  F.  P.  Stearns  in  the 
State  Board  Report  for  1887. 


Place. 


Above  Lowell . . . 

a  u 

a  a 

Below         "      '... 

a  ii 

Above  Lawrence 

a  a 

a  a 

Below  " 

Above   Haverhill 


II  1873 

7' 1879 
21886 
2'i873 
41886 
171I873 

6;  1 879 

4' 1886 

9ii873 
91886 
6 I873JO 
2 1886  o 


,00470 
,00470 
,0031 o 
,0038,0 
,oo34|o 
.00440 
,ooi8|o 
,0066,0 
,00300 
,013810 
,0033:0 
,00580 


.0114  o 
.0131  o 

.01550 

.0198  o 
.01760 
.01100 
.0131  o 

.01730 

.01300 
.02440 
.0114  o 
.0207  o 


Residue. 


2.37  I 

2.002 

1.95 

2.64 

2.55 

2.41 

4.62 

2.78  2 

2.61  I 

3  .22  2 

2.78:2 

3.26,2 


•73'4- 
.504.50; 
.154.10  1. 00 

•39l5-03| 
.074.62,11^ 
.69J4.10 
.947. 56I 
.2o'A.g8i}4 

•73  4-3+; 

•i5j5-37ii/2 
.044.82] 

•39'5-65iX 


As  an  aid  to  the  understanding  of  these  results  the  following  facts  are 
stated. 

"  The  distance  between  points  above  and  below  Lowell  where  samples 
were  taken  in  1886  is  about  3>^  miles.  Within  this  distance  the  river  re- 
ceives the  refuse  from  the  mills,  the  sewage  of  the  city  of  Lowell  (popula- 
tion in  1873,46,000;  in  1879,  58,000;  in  1886,  65,000),  and  the  flow  from 
the  Concord  River  and  Beaver  Brook,  which  combined  have  a  drainage 
area  about  }i  as  large  as  the  Merrimack  River  at  Lowell.  In  the  latter 
part  of  the  distance  the  water  flows  over  some  rapids  known  as  Hunt's 
Falls,  falling  about  1 1  feet.  From  the  sampling  place  below  Lowell  to  above 
Lawrence  the  river  flows  without  noticeable  fall,  and  receives  very  little 
addition  to  its  volume.  From  above  to  below  Lawrence  the  distance  is  2.2 
miles.  In  this  distance  the  water  falls  about  30  feet,  is  increased  in  volume 
from  one  to  two  per  cent,  by  the  addition  of  the  Spicket  River  and  receives 
the  drainage  from  the  mills  and  from  the  city  of  Lawrence.  The  popula- 
tion of  Lawrence  in  1873  was  33,000;  in  1879,  38,000;  in  1886,  39,000. 
From  the  place  of  sampling  below  Lawrence  to  the  one  above  Haverhill  is 
6^4  miles.  In  this  distance  the  Shawshine  River  adds  one  or  two  per  cent, 
to  the  volume  of  the  larger  river  and  the  water  falls  a  few  feet  in  rapids." 
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Judging  by  the  results  for  Albuminoid  Ammonia  and  Chlorine  there  is 
a  marked  increase  in  the  amount  of  pollution  with  the  time.  The  indica- 
tion of  this  is  sufficiently  strong  to  admit  of  no  question.  The  indication 
of  an  increase  in  pollution  down  stream  is  equally  decisive.  There  is 
evidently  a  decrease  in  pollution  during  the  time  that  the  water  is 
flowing  from  one  city  to  the  other,  during  which  time  it  receives  no  addi- 
tional pollution,  but  there  is  enough  remaining  to  make  with  the  increase 
by  the  drainage  of  the  lower  city  a  larger  quantity  than  before.  In  other 
words,  the  purifying  action  during  the  flow  of  the  river  between  the  two 
cities  is  not  sufficient  to  remove  a  very  appreciable  amount  of  the  pollu- 
tion. Below  Lawrence  where  the  river  receives  some  additions  as  well  as 
flowing  a  gi'eater  distance  the  purifying  and  diluting  effect  is  no  more 
strongly  marked. 

These  results  bear  out  the  statements  of  the  Rivers  Pollution  Commis- 
sioners of  England,  and  show  as  clearly  as  such  rather  meagi'e  results  can 
that  the  pollution  of  our  rivers  that  run  through  populous  districts,  especi- 
ally manufacturing  districts,  is  cumulative,  and  that  unless  there  are  ap- 
preciable accessions  of  water  from  unpolluted  sources,  the  river  will  purify 
itself  but  slightly. 

Results  for  1887,  published  ni  the  report  for  1888,  show  about  the  same 
amount  of  total  solids,  but  differently  distributed,  the  amount  of  Volatile 
matter  being  less  than  in  1886.  The  amount  of  Chlorine  is  also  less  by  30 
to  50  per  cent,  but  the  results  show  the  same  tendency  to  an  increase  of 
pollution  as  we  go  down  stream. 

The  Blackstone  River  is  of  a  different  nature.  It  is  a  small  river  and 
receives  a  large  amount  of  pollution  early  in  its  course  from  the  sewage  of 
the  city  of  Worcester  and  the  refuse  liquors  from  wire  works  and  similar 
establishments.  The  amount  of  pollution  it  receives  below  this  point  is 
relatively  small,  while  the  amount  of  water  it  receives  from  unpolluted 
sources  is  comparatively  large.  We  should  therefore  expect  a  reduction 
in  the  relative  amount  of  pollution  in  the  river  and  the  expectation  is 
realized. 

Results  of  chemical  examinations  are  given  in  the  reports  for  1S74  and 
1876  and  a  statement  of  the  observed  sources  of  pollution  of  particular  im- 
portance is  given  in  that  for  1876.  The  following  table  is  abstracted 
from  the  table  of  results  in  the  report  for  1888  and  gives  the  means  of  the 
results  there  given.  All  results  show  the  same  thing  and  these  are  taken 
because  they  are  in  the  most  convenient  form.  The  mean  is  of  six  or  seven 
results  in  each  case.     The  location  of  the  examinations  is  as  follows: 

1.  Leicester  Storage  Reservoir,  above  the  city. 

2.  Worcester,  one  mile  below  outlet  of  Worcester  sewer;  about  75 
square  miles  of  watershed. 

3.  Uxbridge,  after  dilution  of  Lake  Quinsigamond  and  other  tributa- 
ries, total  watershed  above  this  point  about  150  square  miles. 

4.  Millville,  near  the  Rhode  Island  boundary,  total  water  shed  above 
this  point  about  276  square  miles. 

The  second  result  shows  the  very  great  pollution  with  which  the  river 
leaves  Worcester.     The  amount  of  this  pollution  is  said  in  the  reports  to 
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be  sufficient  to  give  the  water  a  dark,  turbid  appearance,  which  would  lead 
one  to  e.\pect  a  greater  amount  of  impurity  than  the  chemical  analyses 
show.     There  is  apparently  an   increase  in   the    amount   of  impurity    in 


No. 

Free 
Ammonia. 

Albuminoid  Nitrogen  as     Total 
Ammonia.       Nitrates.        Solids. 

Loss  on 
Ignition. 

Fixed 
Solids. 

Chlorine 

I 

2 

3 

4 

0.0057 
0.2471 
O.I  148 
0.0492 

0.0194 
0.1578 
0.0430 
0.0233 

0.004 
0.018 
0.034 
0.021 

3-15 

24-93 

7.36 

5-31 

0.95 
6.59 

1-43 
1.28 

2.21 

18.34 

5.92 

4-03 

0.15 

1-39 
0.79 
0.51 

the  river  at  each  of  the  pomts  3  and  4  above  of  about  50  per  cent, 
from  1873  to  1888.  It  is  evident  that  there  is  a  considerable 
reduction  in  the  proportional  amount  of  pollution  as  the  river 
flows.  The  great  source  of  pollution  is  Worcester.  A  much  smaller 
amount  reaches  the  river  below,  almost  altogether  from  factories.  There 
is  a  considerable  dilution  of  the  water  from  comparatively  unpolluted 
sources,  the  amount  of  which  can  be  estimated  from  the  extent  of  the 
water  shed  above  each  point  at  which  samples  were  taken,  as  stated  above. 

Of  other  rivers  in  the  State  we  have  some  results  for  a  year  or  two  each 
in  the  cases  of  the  Chicopee  and  Taunton,  and  others  at  frequent  inter- 
vals from  several  smaller  rivers  and  lakes  which  are  used  as  sources  of 
water  supply  and  are  therefore  kept  as  clean  as  possible,  and  do  not  really 
belong  to  the  class  of  streams  we  are  considering.  The  results  for  the  two 
rivers  just  previously  mentioned  are  not  numerous  enough  to  make  it 
worth  while  to  reproduce  them  here.  The  State  and  the  cities  and  vil- 
lages interested  are  just  entering  upon  the  construction  of  a  great  system 
of  sewers  for  the  removal  of  sewage  from  the  watersheds  of  the  water 
supplies  of  the  Metropolitan  District  which  will  thus  render  them  quite 
free  from  pollution. 

Many  new  results  are  promised  in  a  supplement  to  the  last  report 
(1888)  which  has  not  yet  appeared.  Biological  analyses  are  also  in  pro- 
gress but  the  results  aie  not  yet  available. 

The  State  Board  of  Health  of  Connecticut  presents  in  its  report  for 
1888  some  general  statements  of  the  flow  of  certain  rivers  and  of  the 
amount  of  pollution  they  receive.  There  are  a  few  results  of  chemical 
and  bacteriological  examinations,  but  they  are  too  few  in  number  to  be 
of  much  value  for  purposes  of  comparison  and  need  not  be  reproduced 
here. 

In  New  Jersey  the  Passaic  river  has  been  used  for  many  years  as  the 
source  of  water  supply  for  Jersey  City,  Newark,  and  for  portions  of  the 
time  for  other  cities  and  villages.  It  also  receives  the  sewage  from  sev- 
eral places  and  is  somewhat  polluted  at  the  intakes  by  sea  water.  Chem- 
ical examinations  of  the  water  at  various  places  have  been  made  at  fre- 
quent intervals  and  the  increase  of  pollution  in  the  course  of  the  river  and 
with   time   has  been   approximately   determined.     Some   of  these  exam- 
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inations  have  been  made  for  the  Aqueduct  Boards  of  the  cities,  some  for  the 
Joint  Board  of  Newark  and  Jersey  City  on  the  PoUution  of  the  Passaic,  and 
some  for  the  city  of  Newark  in  a  suit  for  an  injunction  on  the  city  of  Pas- 
saic to  prevent  the  discharge  of  sewage  into  the  stream  from  the  new  sewer 
system  in  that  city.  But  few  of  these  results  are  as  yet  attainable.  I  think 
that  but  few  of  them  have  been  published.  I  extract  a  few  characteristic 
groups  from  some  that  have  been  published,  for  which  I  am  indebted  to 
Professor  A.  R.  Leeds,  who  made  many  of  the  examinations.  Considera- 
ble work  has  been  done  by  the  "Joint  Board"  in  reducing  the  amount  of 
pollution  from  manufactories  and  it  is  hoped  that  the  final  decision  of  the 
injunction  suit  will  be  favorable  to  the  purity  of  the  river,  though  the  de- 
cision of  the  lower  court  is  against  the  city  of  Newark.  Some  biological 
analyses  have  been  made,  but  no  organized  investigation  on  this  line  has 
been  entered  into. 

The  following  averages  are  taken  from  the  report  of  Professor  Leeds 
for  1883.  The  results  of  these  averages  are  scattered  through  the  year  ex- 
cept in  the  case  of  the  last  two  stations  where  the  samples  were  taken  in 
the  spring  months. 

Station.  i 

No.  Results.  ii 


II 

3 
I 

4 
9 

5 

4 

6 

4 

0 . 0067 
0.0207 
0 . 0007 

0.007 
0.023 

None 
None 

0-39 
0.55 

3-3 
10. 0 

0.0115 
0.019 
0.00005 
0.00003 

0.43 
0.55 

4-35 
9.07 

0.0313 

0.054 

0.0006 

0.00034 

1. 17 

1.02 

0.0048 
0.017 

0-3-5 

0.40 

0.69 

4.6 

8.86 

0.40 
0-35 

9o 

6.25 

Free  Amm 0.0122 

Alb.  Amm 0.0240 

Nitrites 0.0007 

Nitrates 0-365 

Oxygen   req'd...  0.46 

Chlorine i  .54 

Hardness 4.6 

Total    Solids. ..  .20.2 

Station  i  is  at  the  Jersey  City  intake,  which  is  above  the  city  of  New- 
ark and  is  subject  to  some  pollution  from  the  sewage  of  that  city  brought 
up  by  the  action  of  the  tides. 

Station  2  is  at  the  Newark  intake,  which  is  farther  up  the  river  but  is 
still  within  the  influence  of  the  tides  and  the  sewage  of  the  city  of  Newark. 
Both  are  below  the  cities  of  Paterson  and  Passaic  and  receive  pollution 
from  both  sources  though  that  from  Passaic  has  been  small  in  the  past  as  it 
is  but  just  constructing  a  sewer  system. 

Station  3  is"2ooo  feet  above  the  Newark  intake  and  about  at  the  upper 
limit  of  pollution  from  down  stream  sources. 

Station  4  is  at  the  Avondale  Bridge  and  is  practically  out  of  reach  of 
pollution  from  below  except  under  unusual  circumstances. 

Station  5  is  at  the  city  of  Paterson  and  the  results  here  represent  the 
effect  of  the  sewage  of  Paterson. 

Section  6  is  above  Beatty's  Dam,  above  Paterson  and  represents  the 
stream  in  what  may  be  called  its  original  condition,  as  there  are  no  sources 
of  concentrated  pollution  above  this  point. 

The  work  in  the  state  of  Pennsylvania  has  been  principally  in  the  line 
of  investigation  of  the  present  and  proposed  water  supplies  for  the  city  of 
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Philadelphia.  Detailed  inspection  of  the  water  sheds  of  the  Schuylkill, 
the  Delaware  and  some  of  its  tributaries  have  been  made  and  statements 
made  of  the  sources  of  pollution  from  sewage  and  from  manufacturing  re- 
fuse. These  reports  are  printed  in  the  reports  of  the  Water  Department 
of  the  city  of  Philadelphia.  Chemical  examinations  of  the  water  from  the 
various  streams  have  been  made  at  frequent  intervals  and  the  results  pub- 
lished as  aboN-e.  I  am  indebted  to  Professor  Leeds  for  the  tables  from  which 
I  abstract  the  following. 

The  first  table  gives  the  results  of  a  series  of  samples,  all  taken  on  the 
same  day  at  different  points  on  the  Schuylkill  river,  intended  to  show  the 
increase  in  pollution  in  the  course  of  the  river.  The  first  station  is  at  Kis- 
singer's Bridge,  above  Reading,  and  all  the  larger  sources  of  pollution,  and 
all  sources  except  mines  and  minmg  towns.  The  second  is  at  Pottstown 
above  Manatawny  creek,  the  third  above  Phoenixville  pumping  station,  the 
fourth  at  the  intake  of  the  Norristown  waterworks,  the  fifth  at  the  intake  of 
the  Conshohocken  waterworks,  and  the  sixth  at  the  Roxborough  pumping 
station  of  the  Philadelphia  waterworks.  Each  station  is  farther  down  stream 
than  the  one  before  and  the  river  has  received  the  additional  pollution  of 
the  city  above  and  other  population,  but  has  had  some  opportunity  to  pur- 
ify itself  in  its  fiow  to  the  point  at  which  the  sample  was  taken.  The  in- 
crease in  pollution  is  evident  on  an  inspection  of  the  results.  The  exact 
nature  of  the  polluting  matters  is  given  by  the  sanitary  survey  of  Mr.  D. 
C.  Barber  which  gives  the  amount  of  population  contributing  to  the  pollu- 
tion in  each  district  and  the  method  of  drainage,  and  also  the  character  of 
the  polluting  matter  from  manufactories  and  mines. 


Station 


5 


Free  Amm.. 
Alb.  Amm.. 
Oxygenreq'd 

Nitrites, 

Nitrates  . . . . 
Chlorine. . . . 
Hardness  . . . 
Total  Solids. 

.0.0035 
.0.0140 
.0.058 

.0.96 
.0.20 
.2.5 
.9.0 

0.0040 

0.0085 

0.14 

0.00005 

0.92 

0.25 

3-5 
II. 5 

0.0025 

O.OIOO 

0. 19 

0.00005 

0.92 

0.25 

3-70 
10.5 

0.0036 

0.0075 

0.13 

0.00000 

0.86 

0.25 

O.OOIO 

0.0140 

0.23 

0.0005 

O.S6 

0.06 

0.0015 

O.OIOO 

0.15 

0.80 
0.20 

3-0 

II. 5 

10.5 

10. 0 

The  following  table  shows   the  increase  in   pollution   in   the   Delaware 
river  with  the  increase  in  populated  area  draining  into  it. 


Locality. 

Water  Gap. 

Byram. 

Frankford. 

No.  Samples. 

13 

• 

0 .  00249 

44 

17 

Free  Amm 

0.0028 

0.00385 

Alb.  Amm 

0.0105 

0.00988 

0.0149 

Nitrous  Acid. . . 

0.000005 

0.000022 

O.OC004 

Nitric  Acid 

•      0.2393 

0.3543 

0.328 

Oxygen  req'd. . . 

0.29 

0-315 

0.308 

Chlorine 

0.227 

0.266 

0.329 

Total  Solids 

■      4-91 

6.88 

8.300 
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The  amount  of  pollution  above  the  Water  Gap  is  ver}' small,  being  from 
small  villages,  almost  none  of  them  having  systems  of  sewerage.  Byram 
is  below  the  entrance  of  the  Lehigh  river  and  the  amount  of  pollution  is 
considerably  increased.  Frankford  is  close  to  the  city  and  has  the  maxi- 
mum of  pollution. 

In  these  reports  are  numerous  sets  of  results  to  show  the  effect  of  the 
season  of  the  year,  the  amount  of  water  flowing,  the  covering  of  the  surface 
with  ice,  the  intermixture  of  tributaries,  the  addition  of  specific  manufac- 
turing refuse,  and  so  on,  which  are  very  interestmg  and  valuable,  but  we 
have  no  room  for  them  here.  I  would  refer  anyone  wishing  to  examine  the 
subject  more  carefully  to  the  reports  of  the  Philadelphia  Water  Depart- 
ment. 

In  the  State  of  Illinois  a  very  elaborate  investigation  of  the  Illinois 
river  has  been  begun  in  connection  with  the  discussion  of  the  proposed  dis- 
charge of  Chicago  sewage  with  a  diluting  volume  of  lake  water  into  the 
Illinois  River  through  the  Desplaines.  This  investigation  includes  an  ex- 
amination of  the  water  chemically,  to  determine  the  present  amount  of 
pollution  at  different  points,  and  the  ability  of  the  river  to  purify  itself,  by 
aeration,  oxidation  or  dilution.  Bacteriological  analyses  are  also  in  pro- 
gress; andhydrographical  surveys  are  also  in  progress.  A  preliminary  report  on 
the  investigation  is  now  in  print  and  I  draw  some  ot  the  results  therefrom. 
The  final  discussion  and  conclusions  must  be  left  until  the  work  is  finished 
and  the  results  digested. 

The  report  on  the  hydrographical  survey  is  very  complete  on  the  por- 
tion of  the  work  already  done,  and  covers  a  statement  of  the  geological 
characteristics  of  the  portion  of  the  district  examined;  a  discussion  of  the 
effects  of  inhabitation  upon  the  high  and  low  water  levels;  the  population 
distribution,  present  and  prospective;  the  extent  of  the  basins  tributary  to 
the  river;  and  detailed  descriptions  of  the  flow  of  water,  levels  and  pecu- 
liarities of  the  Desplaines  and  Kankakee  watersheds,  which  two  streams 
unite  to  form  the  Illinois  river.  The  results  of  this  investigation  are  of  the 
utmost  importance  in  the  discussion  of  the  particular  case,  and  the  method 
used  can  probably  be  advantageously  employed  in  many  similar  investiga- 
tions, but  they  are  in  such  shape,  of  necessity,  that  it  is  very  difficult  to  do 
them  justice  in  an  abstract,  and  in  this  place  under  my  present  limitations 
as  to  time  and  space,  I  will  not  attempt  it. 

Some  chemical  examinations  of  the  water  of  the  river  at  different  points 
were  made  in  1886,  many  more  were  made  in  1888  and  1889.  I  have  com- 
bined the  averages  of  these  results  in  the  following  table  for  ease  of  com- 
parison. The  results  for  1886  and  1888  are  for  samples  collected  in  the 
summer  months;  those  for  1889,  in  the  winter  months.  This  should  be  re- 
membered as  the  rate  of  purification  may  be  expected  to  be  less  in  winter 
than  in  summer,  though  the  actual  pollution  may  at  times  be  less  in  win- 
ter owing  to  the  greater  dilution.  Some  results  for  water  flowing  in  the 
channel  under  ice  are  given  in  the  report  to  show  that  the  ice  has  a  very 
marked  effect  in  retarding  the  rate  of  purification  of  the  water.  An  ex- 
planation of  the  peculiarities  of  each  item  so  far  as  needed  for  our  present 
purpose  follows  the  table. 
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No.  Date. 


3 
3A 

(4) 
(5) 
6 


'86 
'88 
'89 

'86 


'88 
'86 


'89 


(7) 

'88 

8 

'86 

(9) 

'88 

(10) 

'88 

II 

'88 
'89 

12 

'88 
'89 

13 

'86 
'88 

13A 

'89 

H 

'88 
'89 

15 

'88 
'89 

(16) 

'88 

17 

'88 
'89 

18 

'88 
'89 

(19) 

'88 
'89 

Total 
Solids. 


Sus- 
pended 
Matter. 


47.12 
37.66 


12.92 

2 .  72 


43.12       6.98 
40.86       2.46 

44.17       9.40 


44.27 
43.28 

29.47 

25.14 


10.79 

5-55 
1. 41 

3-56 


35-59     3 -08 
32.28     2.91 

33-03     4-63 


45.061    8.78 
37-5I      3-o8 


34-57 
41.76 

30.60 
31.60 


32.98 


35-30 
35.20 

30.18 
35-44 

31-78 

39.00 
31-78 

30.16 
41 .08 

27.86 
30-99 


5-03 
9-38 

2.75 
3-09 


5-43 


8.43 

4-35 

4-54 
8.08 

7.07 

8.47 
5-63 

5-03 

4.46 

7- 52 
6.13 


Chlorine . 


4.68° 
6.29— 


4.61^ 
5.61- 

3-91^ 


4-37° 
5-77- 

0.58 

o.  14 

3.21° 
2.87- 

0.42 


0.55 
0.57 

1-97° 
I-3I  — 

1.770 
1.17— 

1.240 

1 .29 — 

1.62° 
1.18— 

1.16'' 
0-93— 

0.36 

0.75° 
0.69^ 

0.92° 
0.75— 

0.41' 
0.58— 


Free  Am- 
monia 


2.656 
1 .225 
0.892 

1.273 
1.088 
0.815 

0-745 

0.943 
0.893 
0.849 

0.042 

0.008 

0.411 
0.472 

0.012 

0.041 

0.013 

0.018 

0.064 
o.  146 

0.047 

o.  106 

0.003 
0.021 

o.  164 

0.064 

0.159 
0.034 

o.  108 

0.005 

0.020 
0.076 

0.009 
0.087 

0.017 
0.042 


Albuminoid 
Ammonia, 


0.163  + 
0.256° 
0.281 — 

0.075  + 
o.  199° 
0.168— 

o.  167° 

0.043  + 

0.168° 

0.267 — 

0-035 
0.059 

0.071° 

0-159- 
0.047 

0.024  + 

0.034 

0.041 

0.053° 
0.064 — 

o . 048° 
0.040 — 

0.019  + 
0.052° 

0.055— 

0.065° 
o. 102 — 

0.0430 

o.o5'^— 

0.028 

0.038° 
0.036— 

0.048° 
0.072 — 

o . 036° 
0.040 — 


Oxygen 

Con- 
sumed. 


2.62 
2.31 
2.65 

I  .10 
I  .62 

2.28 

1-57 

0-93 
1-43 
2.17 

0.47 

1.44 

1 .09 

1 .07 

0.68 

0-53 

0.69 

0.72 

0.86 
0.86 

0.87 
0.86 

0.48 


Nitrogen 

in 
Nitrates. 


0.98 

0.96 

0.94 

1-34 

0.81 

0.92 

0.55 

0.74 
0.55 

0-73 
0.98 

0.74 
0.76 

0.031 

0.009 

0.038 

o 
0.003 

0.036 

0.036 

o.  104 
0.094 

0.068 
0.096 

0.089 
0.051 


0 

.080 

0 

.126 

0 

■073 

0 

041 

0 

075 

0 

062 

0 

097 

0 

058 

0 

009 

0 

032 

Results  in  (    )  are  from  tributaries  of  the  Illinois. 
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No.  I  is  at  Bridgeport  on  the  Illinois  and  Michigan  canal,  where  50,- 
000  cubic  feet  a  minute  of  water  are  pumped  from  the  South  Branch  of 
the  Chicago  River  into  the  canal.  The  water  thus  pumped  is  very  greatly 
polluted  by  the  sewage  of  a  half  million  or  more  of  people  in  Chicago,  as 
is  shown  by  the  analyses.  This  sewage  is  not  fresh,  but  has  had  some  op- 
portunity to  decompose  in  the  river  before  reaching  the  pumping  station. 
The  relative  amount  of  pollution  varies  somewhat  from  time  to  time  as 
winds  and  currents  vary  the  amount  of  water  which  is  carried  into  the 
river  from  the  lake.  The  method  of  taking  the  averages  is  said  to  elimi- 
nate to  some  extent,  the  effect  of  this  variation  upon  the  results,  in  their 
relations  to  each  other.  It  is  evident  that  there  is  here  no  opportunity  to 
study  the  question  of  increase  in  pollution  with  the  time. 

No.  2  is  at  Lockport,  29  miles  down  the  canal  from  Bridgeport,  with 
no  dilution  except  from  rain,  and  no  sedimentation  of  the  suspended 
matter  because  of  the  rapidity  of  the  current  and  the  action  of  passing 
boats.  The  purification  depends  then  almost  entirely  upon  chemical  and 
organic  action.  That  there  is  an  appreciable  amount  of  purification  is 
evident  from  the  table.  The  purification  during  the  winter  is  less  than 
during  the  summer,  as  shown  by  a  comparison  of  the  '88  summer  results 
with  the  '89  winter  results.  These  results  give  rather  different  conclusions 
from  those  in  Massachusetts  where  the  principal  sources  of  purification 
are  said  to  be  dilution  and  sedimentation. 

No  3  is  at  Lock  5  at  Joliet.  The  Desplaines  River  and  the  canal  unite 
at  this  point,  but  the  flow  of  the  river  during  the  Summer  of  1888  was  so 
small  that  its  diluting  effect  may  be  neglected. 

No.  3A  is  at  dam  2  just  below  Joliet,  33  miles  below  Bridgeport.  Be- 
tween the  two  places  at  Joliet,  the  river  receives  the  sewage  of  a  part  of 
Joliet  and  the  State  prison.  The  effect  of  this  sewage  is  seen  on  compar- 
ing the  two  results  for  1888,  at  No.  3  and  No.  3A.  The  dilution  by  the 
Desplaines  River  in  1889  is  probably  considerably  greater  than  in  1888 
owing  to  an  increase  of  flow  in  the  winter.  The  effect  of  reduction  in 
rate  of  purification  owing  to  the  cold  is  greater  than  the  effect  of  dilution, 
as  the  table  shows. 

No.  4  is  at  Channahon  on  the  DuPage  River  and  shows  the  quality  of 
one  of  the  diluting  streams.  This  stream  is  small  and  its  diluting  effect 
during  the  summer  of  1888  can  almost  be  neglected.  The  Desplaines 
River  water  shed,  including  the  DuPage  is  1,392  square  miles. 

No.  5  is  at  Wilmington  on  the  Kankakee  River  and  shows  the  char- 
acter of  an  important  source  of  dilution.  The  Kankakee  water  shed  is 
5,146  square  miles. 

No.  6  is  at  Morris  below  the  entrance  of  the  Kankakee.  The  total 
water  shed  above  the  point  is  7,296  square  miles.  An  additional  purifi- 
cation is  observed. 

No.  7  is  from  the  Fox  River  above  Ottawa.  Its  water  shed  is  2,700 
square  miles. 

No.  8  is  at  Otta\^  in  1886  and  is  stiictly  comparable  only  with  the  re- 
sults of  that  year. 

No.9is  from  the  Big  Vermillionat  LaSalle.  Its  water  shed  is  1,317  miles. 
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No.  10  is  from  the  Little  X'ennillion  at  LaSalle.     Its  watcr-shcd  is  165 
miles. 

No.  II  is  from  the  Illinois  River  at  LaSalle.     The  total  water  shed    to 
this  point  is  11,847  niiles. 

No.  12  is  at  Henry.     The  area  of  water  shed   above   is  12,642   miles. 

No.  13  is  at  Peoria,  at  the  inlet  to  the  water  works.      The  total  water- 
shed above  is  13,479  miles.    No.  13A  is  at  the  upper  bridge. 

No.  14  is  at  Pekin.     The  area  of  water  shed  is  13,831  miles. 

No.  15  is  at  Havana.     The  area  of  water  shed  is  15,364  miles. 

No.  16  is  on  the  Sangamon  River,  whose  water  shed  is  5,670  miles. 

No.  17  is  at  Beardstown.     Area  of  water  shed,  23,444  miles. 

No.  18  is  at  Gratton,  near  the  mouth  of  the  river,  total  water  shed  27,- 
914  miles. 

No.  19  is  in  the  Mississippi  River  at  Alton,  below  the  mouth  of  the 
Illinois. 

The  statements  of  area  of  water-shed  give  an  idea  of  the  compai-ative 
amount  of  water  flowing  at  the  different  points  and  also  some  idea  of  the 
population  whose  drainage  enters  the  river  directly  or  indirectly,  if  the 
metropolitan  district  is  not  considered.  There  are  some  data  as  to  popula- 
tion in  the  report,  but  they  are  not  in  such  shape  as  to  be  of  use  to  us  in 
this  paper  without  more  labor  than  I  have  time  to  put  on  it  just  now. 
The  data  as  to  direct  pollution  from  cities  and  towns  and  from 
manufacturing  establishments  are  not  enough  to  give  much  idea  of  the 
amount  of  pollution  entering  the  river  from  other  sources  than  the  canal. 
That  there  is  an  appreciable  amount  of  this  pollution  is  shown  by  the  in- 
crease in  the  amounts  as  indicated  in  the  chemical  analyses  at  some  points 
down  the  river  far  enough  to  be  well  out  of  the  influence  of  the  pollution 
with  which  the  river  starts.  Doubtless  additional  information  and  dis- 
cussion of  this  point  will  be  given  in  the  final  report. 

The  original  work  in  the  State  of  New  York  has  consisted  principally  of 
the  investigation  of  the  pollution  of  sources  of  potable  water  supply  for 
various  cities  and  villages  of  the  state.  By  law,  the  State  Board  of 
Health  is  empowered  to  make  rules  for  the  sanitary  protection  of  water- 
sheds of  corporations  in  the  state  and  it  has  been  called  upon  by  several 
cities  and  villages  to  make  such  rules.  I  would  refer  to  my  paper  before 
the  Club  last  year  for  a  description  of  the  method  of  investigation  of  New 
York  City's  supply.  This  was  only  a  larger  and  therefore  somewhat 
more  fully  treated  example  of  the  work  done  upon  the  various  water- 
sheds. 

Last  year  a  law  was  passed  that  gave  the  State  Board  of  Health  certain 
powers  over  plans  for  sewerage  and  drainage  of  villages  in  the  state  taking 
advantage  of  the  provisions  of  the  act  to  construct  sewers.  One  of  the 
questions  that  arose  very  early  in  the  discussion  of  such  plans  was  as  to 
the  pollution  of  streams  by  the  discharge  from  such  sewers.  In  some 
cases  the  water  is  used  below  for  village  or  city  supplies  and  there  is  a 
possibility  of  detrimental  action  upon  such  water.  This  is  of  course  the 
case  with  tributaries  to  the  Hudson,  which  is  used  for  water  supply  until 
salt  water  is  reached,   viz:  to  Poughkeepsie.      The   board   has   therefore 
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thought  it  best  to  institute  an  investigation  of  the  question  and  an  inspec- 
tion of  the  Hudson  has  been  begun.  Some  work  was  done  last  summer, 
but  not  enough  results  have  been  yet  secured  to  warrant  their  publi- 
cation, except  as  to  a  minor  matter,  not  touched  upon  in  this  paper.  In 
working  out  a  plan  for  the  investigation  I  have  gathered  the  dataol  which  I 
have  tried  to  give  you  some  idea  above. 

All  the  work  on  the  subject  that  I  have  been  able  to  get  reports  of  has 
been  touched  upon  above,  except  some  investigations  of  small  streams  for 
water  supply.  I  am  very  anxious  to  get  hold  of  anything  else  that  has  been 
done,  and  that  is  one  of  the  objects  with  which  I  have  written  the  paper. 
It  is  very  evident  from  the  above  statement  that  very  little  indeed  has  been 
done  on  the  subject  in  this  country,  and  it  is  also  evident  that  all  that  has 
been  done  shows  that  the  cjuestion  is  a  very  important  one.  The  more 
thorough  the  work  the  more  evidently  is  it  shown  that  the  continued  use 
even  of  our  largest  rivers,  as  both  sewers  and  sources  or  water  supply  can 
not  be  permitted.  The  larger  the  river  and  the  more  favorable  the  con- 
ditions of  purification  the  longer  this  double  use  can  be  continued,  but 
in  the  more  thickly  populated  portions  of  our  country  the  use  of  even  the 
largest  rivers  is  becoming  questionable. 

I  would  be  glad  to  have  an  expression  of  opinion  from  members  of  the 
Club  upon  the  following  statement,  to  which  my  present  knowledge  of  the 
subject  leads  me.  Granted  the  importance  of  the  investigation  and  the 
necessity  of  some  action  in  the  matter,  the  most  practical  course  of  pro- 
cedure is  to  make  a  detailed  inspection  of  the  watershed  of  the  stream  in 
question  to  determine  the  actual  sources  of  pollution  and  the  amounts 
thereof,  and  the  nature  of  the  effect  upon  the  water.  Data  as  to  the 
amount  of  the  minimum  flow  of  water,  which  occurs  at  the  time  of  maxi- 
mum pollution  in  most  cases,  should  also  be  determined.  The  location  of 
the  great  sources  of  pollution  and  the  distances  through  which  the  river 
flows  from  one  to  another  are  important  data.  Data  as  to  the  increase  in 
pollution  with  the  time  are  of  value  to  form  an  estimate  of  the  probable 
length  of  time  until  the  stream  must  be  abandoned  as  a  source  of  water 
supply.  These  can  be  obtained  by  determining  the  increase  in  popula- 
tion, the  increase  in  extent  of  sewerage  systems,  in  manufactures,  &c. 

With  this  knowledge  at  hand  we  can  examine  the  results  of  chemical 
examinations  of  the  water,  samples  being  taken  from  places  judiciously 
selected  and  in  considerable  numbers  at  frequent  intervals,  and  feel  as 
though  we  could  understand  what  the  results  mean  and  of  what  value  they 
are  m  any  particular  case. 

The  subject  of  the  biological  analysis  of  water  is  a  very  new  one,  and  it 
is  difficult  as  yet  to  say  how  valuable  it  may  be.  I  therefore  place  it  last 
in  importance,  but  I  am  disposed  to  think  that  our  principal  line  for  ad- 
vance is  in  this  direction  and  that  in  the  future  the  methods  of  biological 
analysis  %vill  be  improved  and  this  manner  of  investigating  water  assume  a 
high  rank. 

The  world  is  very  young  in  this  matter  and  our  theories  do  not  tit  all  the 
facts.  I  have  not  attempted  to  give  anything  more  than  as  brief  a  state- 
ment as  possible  of  the  work  that  has  been  done  in  this  country  from  the 
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practical  standpoint,  and  have  let  the  theories  severely  alone  for  the 
present.  The  chemical  analyses  appeal  more  clearly  to  the  eye  than  any 
results  of  inspections  or  counts  of  bacteria  and  I  have  therefore  confined 
the  statistical  part  of  the  paper  to  them. 

I  must  beg  your  indulgence  for  the  form  and  the  fragmentary  nature  of 
the  paper  on  the  score  of  lack  of  consecutive  hours  and  of  enough  of  them 
to  put  it  into  good  shape. 
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By  G.  W.  Pearsons,  Member  Engineers'  Club  of  Kansas  City. 


[Read  March  3d,  1890.] 

The  subject  of  Photography  applied  to  Surveying  is  one  not  as  yet 
taught  in  our  technical  schools,  and  there  are  probably  few  who  can  write 
or  speak  on  it  as  teachers  ;  of  these  few  I  am  not  one. 

Having  had  occasion  to  do  some  topographical  work  and  having  dab- 
bled a  little  in  photography  as  an  amateur,  I  was  interested  in  bringing 
them  together  by  a  work  on  the  subject  by  Lieutenant  Reed,  U.  S.  A.  To 
the  engineer  accustomed  to  the  definite  line  given  by  his  transit,  the  first 
idea  of  having  the  whole  landscape  on  his  table  is  likely  to  be  received 
with  mistrust,  but  when  we  recollect  that  some  of  the  most  important 
studies  in  astronomy  have  been  forwarded  very  materially  by  photography, 
we  may  consider  that  in  the  much  more  accessible  field  of  our  work,  it 
may  be  equally  useful. 

It  may  be  assuming  too  much  to  consider  any  one  here  wholly  unac- 
quainted with  the  subject,  but  it  can  hardly  be  treated  except  by  going 
over  the  ground  in  a  rudimentary  manner. 

The  focal  length  of  cameras  best  adapted  to  this  work  being  from  12 
to  15  inches  may  be  imagined  to  represent  an  eye  of  that  diameter  and 
should  therefore  show  its  objects  somewhat  more  fully  than  the  unassisted 
eyesight.  The  ordinary  camera,  however,  has  no  means  of  determining 
exact  locations,  except  relatively,  and  cannot  be  considered  as  in  any  man- 
ner dispensing  with  the  transit. 

The  image  formed  on  the  sensitive  plate  represents  a  series  of  right 
lines  passing  through  the  centre  of  the  lens  from  the  landscape  to  it.  If, 
therefore,  the  plate  is  in  correct  position  it  will  give  a  mathematically  cor- 
rect copy,  capable  of  direct  measurement,  and  to  a  much  greater  degree 
of  accuracy  than  would  be  at  first  imagined.  The  sensitive  plate  can 
retain  an  exceedingly  accurate  image  of  anything  it  gets  a  wink  at,  but  it 
is  indifferent  to  the  circumstance  of  position,  and  it  makes  no  difiference 
to  it  whether  it  rests  on  a  granite  obelisk  or  the  quarter  deck  of  a  mule. 

To  become  useful  for  purposes  of  precision,  proper  regard  must  be  paid 
to  the  position  of  the  plate  and  camera.    The  plate  must  be  truly  vertical 
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and  its  edges  truly  horizontal.  The  first  is  of  greatest  importance,  the 
last  is  important  for  the  proper  definition  of  the  horizon  and  the  connec- 
tion of  the  plate  with  others. 

The  angle  covered  by  the  plate  must  be  known,  and  it  is  of  very 
material  assistance  to  the  work  to  be  able  to  so  direct  the  instrument  that 
each  plate  will  give  the  same  lap  on  each  edge.  For  this  purpose  the 
interval  between  the  centres  of  any  two  pictures  should  be  from  two  to 
three  degrees  less  than  the  whole  measure  of  the  plate,  not  only  because 
faults  are  likely  to  occur  on  the  edges  of  the  plates,  but  to  aff'ord  means 
of  accurately  joining  them  by  inspection  of  the  similar  objects  shown  on 
the  edges  of  adjacent  plates. 

Engineers  sought  for  more  effective  means  of  work  than  given  by  the 
plane  table  before  photography  existed,  and  even  in  its  earlier  stages  made 
many  efforts  to  utilize  it.  Now  that  the  camera  is  so  common  an  adjunct 
to  the  engineers  outfit  and  so  little  trouble  and  uncertainty  is  found  with 
its  use,  even  by  amateurs,  it  offers  a  help  well  worth  utilizing. 

Supposing  that  the  camera  is  found  to  show  38°  on  the  plate,  by  allow- 
ing 1°  on  each  edge  for  lap,  we  have  for  each  plate  36°,  or  five  for  180°, 
which  is  as  much  as  is  generally  needed  for  one  station. 

This  is  about  as  given  on  the  plates  shown  here,  but  I  believe  I  should 
decidedly  prefer  5x8  inch  plates  with  a  useful  angle  of  30°,  which  would 
require  one  more  plate  for  each  180°,  but  as  these  plates  cost  but  one-half 
as  much  as  the  8x10  and  are  almost  always  deep  enough  vertically,  their 
lesser  cost,  lightness  of  transportation,  and  less  liability  to  distortion  on  the 
edges  of  the  plate  on  account  of  the  lesser  angle,  will,  I  think,  overbalance 
the  added  number  of  plates  required. 

These  plates  require  that  the  centre  be  correctly  located,  both  vertically 
and  horizontally,  as  they  must  be  measured  lay  a  scale  of  tangents  from 
the  vertical  centre  and  horizon;  in  ordinary  use  the  camera  is  focussed 
separately  for  each  picture,  but  as  differences  of  focus  for  landscape  dis- 
tances are  very  slight,  the  camera  for  this  use  is  focussed  on  a  distant 
object  and  marked,  so  that  all  pictures  are  taken  with  the  same  focal  dis- 
tance and  can  therefore  be  measured  by  the  same  scale  of  tangents. 

In  Lieutenant  Reed's  instructions,  as  I  understand  them,  he  provides 
for  marking  the  plates  by  inserting  needle  points  in  the  plate  holder  so  that 
the  points  will  make  a  mark  in  the  film  on  the  top,  bottom  and  sides  of 
the  plates. 

I  do  not  see  how  this  is  practicable  with  an  ordinary  camera,  though  it 
may  be  with  one  if  made  as  an  instrument  of  precision. 

In  the  first  place  each  plate  holder  would  require  to  be  provided  with 
points,  making  a  very  serious  job  to  fix,  say  a  dozen  double  plate  holders 
so  that  they  would  correspond.  Again,  these  holders  hook  onto  the  back 
of  the  camera  and  necessarily  have  some  play,  making,  it  seems  to  me, 
both  a  difficult  and  uncertain  means  of  uniform  register,  to  say  nothing  of 
the  liability  that  some  of  the  points  may  fail  to  make  their  mark. 

I  have  substituted  the  following  arrangement :  The  camera  itself  gives 
means  of  reaching  within  about  ^  of  an  inch  of  the  sensitive  plate.  By 
placing  needle  points  at  the  top,  bottom  and  sides  so  as  to  mark  the  ver- 
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tical  and  horizontal  centres,  their  shadows  are  thrown  on  the  plates  and 
are  sure  to  be  alike  on  all  plates  as  regards  the  position  of  the  camera 
itself,  no  matter  how  the  plate  may  stand  in  the  holder  or  the  holder  on 
the  camera. 

The  image  of  the  needle  is  somewhat  enlarged,  but  as  the  distance 
from  the  needle  to  the  lens  is  perhips  loo  times  that  to  the  plate,  the 
enlargement  is  not  much  and  being  uniform  is  not  troublesome. 

It  remains  to  place  the  camera  correctly.  All  my  attempts  to  use  the 
usual  tripod  have  been  failures— it  is  too  light  and  the  means  of  making 
uniform  angles  between  the  pictures  and  of  insuring  the  leveling  of  the 
camera  are  too  uncertain.  I  therefore  made  a  table  attached  to  the  guard 
cap  of  the  transit  tripod,  furnished  with  leveling  screws,  two  levels  and 
the  edge  marked  into  degrees,  for  convenience  of  making  the  pictures 
cover  approximately  equal  angles.  This  being  carefully  leveled  and  hav- 
ing the  stability  of  the  transit  tripod,  enables  a  series  of  exposures  to  be 
made  with  a  fair  degree  of  uniformity,  which  is  almost  a  necessity  where 
it  is  required  to  join  several  pictures.  By  this  means  a  long  tangent  scale 
can  be  used  to  cover  any  number  of  plates,  care  being  taken  to  see  that 
the  centres  of  the  plates  correspond  approximately  to  the  centres  of  the 
correspondmg  tangent  scales,  and  the  whole  read  consecutively,  which  is 
much  more  convenient  than  a  separate  study  of  each  plate. 

It  will  be  understood,  of  course,  that  to  use  such  a  scale  the  exposures 
must  cover  approximately  the  same  angle,  otherwise  the  centres  of  the 
places  would  not  correspond  with  the  centres  on  the  scale.  Exact  corres- 
pondence is  not  necessary  because  the  size  of  each  degree  varies  so  little 
from  the  next,  that  a  slight  displacement  would  not  make  any  perceptible 
difference  as  it  is  only  the  difference  in  their  sizes  that  is  to  be  considered, 
and  not  the  angular  location  otherwise. 

Now,  having  our  camera  in  order  and  as  many  plates  as  we  want  for 
the  trip,  we  load  up  our  camera  and  transit  and  with  note  book  and  a  few 
cigars  are  ready  for  the  field. 

Proceeding  to  our  starting  point  we  place  our  heel  carefully,  turning 
"  upon  it  and  looking  wise  in  several  directions  to  assure  our  assistants  that 
we  know  exactly  where  we  are  starting  from,  drive  a  peg,  put  a  tack  in  it 
with  like  scrupulous  care  and  set  up  our  transit,  with  this  we  take  such 
notes  and  observations  as  will  determine  salient  points  in  the  photographs, 
by  which  they  can  be  adjusted  and  placed,  and  in  this,  as  m  preliminary 
R.  R.  work,  it  will  be  convenient  to  read  directions  from  o  to  360. 

We  now  take  the  transit  off  the  tripodand  put  the  camera  in  its  place, 
commencing  at  the  left  of  the  field,  having  set  it  a?  we  desire  for  the  first 
plate  we  note  the  degree  covered  by  the  centre  mark  on  the  bottom  of  the 
camera.  Suppose  it  to  be  19  degrees  and  our  camera  to  cover  35  degrees, 
our  successive  settings  will  be  54,  89,  124,  159,  194  and  so  on,  and  though 
any  one  of  them  may  be  slightly  misplaced,  for  a  rough  setting  like  this 
is  not  a  transit  direction,  the  error  is  not  cumulative  and  the  note  book  by 
giving  the  direction  of  salient  points  in  the  different  plates  enables  the 
tangent  scale  to  be  applied  to  the  whole  correctly. 

Here  it  will  be  proper  to  remark  that  the  person  taking  these  plates 
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does  not  want  anybody  to  help  him  or  talk  to  him  while  he    is  doing   it. 

It  is  a  very  simple  thing  to  take  holder  No.  i,  fasten  it  to  the  camera 
with  plate  No.  i  towards  the  lens,  draw  the  slide,  make  the  exposure, 
replace  the  slide  and  change  sides  with  the  holder  for  the  next  view;  it 
doesn't  take  more  than  a  minute  or  so,  and  but  a  few  minutes  to  take  a 
whole  set  in  regular  sequence  and  all  O.  K.  But  let  some  interested  or 
interesting  party  assist,  and  maybe  you  will  forget  to  turn  the  holder  for 
the  second  view— and  take  two  on  the  same  plate,  or  you  may  make  an 
exposure  without  drawing  the  slide,  or  become  so  interested  as  to  take  the 
holder  off  the  camera  without  putting  the  slide  back.  Or  when  you  came 
to  make  an  exposure  find  the  cap  is  not  on  and  the  camera  has  been  look- 
ing out  all  the  time  you  were  making  the  plat^  ready,  and  another  one  is 
spoiled,  and  in  general  you  won't  know  till  you  develope  your  plates 
whether  you  have  got  a  full  set  or  not.  The  old  notice  of  no  conversation 
with  the  man  at  the  wheel  applies  just  as  well  to  the  man  at  the  camera. 

Proceeding  to  the  next  point  a  set  of  views  is  taken  in  the  same  man- 
ner, intersecting  the  ,first,  the  points  of  observation  being  known,  these 
intersections  determine  any  desired  point  in  the  field  of  view;  the  third 
station  bears  on  the  first  two,  the  fourth  on  the  second  and  third,  and  so 
constitutes  a  continuous  triangulation,  on  which  most  points  may  be 
defined  by  three  intersections.  Any  print  determined  by  these  inter- 
sections is  also  deiined  as  to  height  by  the  tangent  of  its  distance  from  the 
point  of  observation.  The  plates,  therefore,  give  vertical  as  well  as  hori- 
zontal definition  of  the  field,  and  with  a  degree  of  accuracy  which  will 
surprise  the  beginner. 

In  making  these  plates  due  care  must  be  taken  to  so  mark  them  that 
they  will  not  get  mixed.  I  have  found  that  a  steel  point  with  which  I 
could  mark  the  number  of  the  plate  on  the  film  before  placing  it  in  the 
bath  is  a  means  of  making  a  mark  which  won't  rub  out  and  makes  it  easy 
to  keep  them  in  order. 

Our  plates  being  developed,  the  next  thing  is  how  to  use  them.  For 
convenience  we  want  positives,  put  together  so  as  to  form  a  continuous 
landscape;  this  is  not  strictly  necessary,  but  is  by  far  the  most  con- 
venient. 

I  have  tried  silver  prints,  bromides,  etc.,  but  find  common  blue  prints 
better  than  anything  else  I  have  found  yet.  The  silver  prints  give  finer 
definition,  but  can  only  be  kept  in  place  by  mounting  with  its  inconven- 
ience and  added  liability  to  distortion.  The  bromides  are  very  expensive 
and  give  no  better  definition  than  the  blue  prints.  The  blue  prints  are 
very  cheap  and  with  the  negatives  at  hand  for  reference,  if  needed,  answer 
a  very  good  purpose. 

In  making  transit  surveys  with  a  view  to  assistance  from  photography, 
such  salient  points  must  be  located  as  will  give  the  most  comprehensive 
views.  The  engineer  then  takes  to  his  drawing  table  not  the  isolated 
notes  of  his  field  book,  but  a  comprehensive  view  of  the  whole  area  of  his 
work,  which  can  hardly  fail  to  be  both  of  interest  and  use. 

The  blue  print  map  of  the  bend  in  the  Missouri  was  made  from  the 
accompanying  blue   prints   from    negatives  taken   from  Fifth  and  BlufT 
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Streets  in  this  city,  the  foot  of  Minnesota  Avenue  in  Kansas  City,  Kansas, 
and  some  other  points  not  represented. 

Some  of  the  plates  are  faulty,  from  the  camera  leaking  light,  which 
was  not  discovered  till  too  late,  as  they  answered  the  purpose,  however 
and  1  had  not  time  to  repeat  them,  the  smoky  condition  of  the  atmos- 
phere making  it  difficult  to  get  good  views,  I  used  them  as  they  were. 

In  making  views  in  the  vicinity  of  the  city,  good  definition  of  distance 
can  hardly  be  obtained  in  the  fall  of  the  year.  This  will,  however,  seldom 
interfere  with  such  distances  as  will  be  needed  in  usual  work.  In  the 
spring  the  air  is  clearer  and  better  definition  of  distance  can  be  made. 

For  reconnoissance  the^camera  offers  some  pleasant  features.  The 
public  are  always  anxious  to  know  what  an  engineer  is  doing  with  a 
transit,  but  if  he  has  a  map  of  the  county  and  an  aneroid  in  his  pocket, 
so  that  by  fences  or  otherwise  he  can  tell  pretty  near  where  he  is,  he  is 
only  an  amateur  artist  making  views  of  scenery,  and  the  farmer  is  not 
suspicious  that  he  wants  to  run  a  railroad  through  his  corn  crib :  such  pic- 
tures understandingly  used  may  help  to  decide  where  a  line  will  probably 
be  best,  so  far  as  general  features  of  the  country  is  concerned,  and  many 
interesting  and  amusing  incidents  aud  situations  will  place  themselves 
on  the  plate  (with  a  little  help)  and  make  the  work  less  prosaic. 

Progress  is  the  order  of  the  day.  It  is  not  long  since  the  engineer 
who  used  a  camera  to  take  occasional  or  semi-occasional  records  of  the 
progress  ot  his  work  was  rather  putting  on  airs— the  blueprint  and  camera 
have  come  in  very  handily — so  handily  that  it  is  not  the  engineer  who 
uses  them,  but  rather  the  one  who  does  not,  who  is  the  exception. 

If  some  chap  tired  of  climbing  the  hills  in  San  Francisco  had  not  got 
up  a  cable  road,  we  might  be  hanging  on  to  bobtail  cars  here ;  if  some 
other  chap  hadn't  got  tired  of  climbing  stairs  and  got  up  an  elevator,  we 
should  need  more  ground  for  our  cities  and  should  have  conflicts  of 
jurisdiction  between  this  town  and  St.  Louis — or  some  similar  trouble — as 
it  is  the  farmers  still  have  some  room  left.  All  that  helps  to  expedite  our 
work  is  useful  and  this  is  one  of  the  items.  It  will  not,  however,  be 
likely  to  dispossess  us  of  our  transits  very  soon,  though  the  engineer  who 
becomes  familiar  with  it,  especially  in  such  work  as  making  close  topo- 
graphical surveys,  will  have  a  very  great  advantage  of  him  who  does  not. 
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GENERAL  IRRIGATION. 


By  George  a.  Brown,  Member  Engineees'  Club  of  St.  Louis. 

[Read  May  21st,  1890.] 

The  attention  of  the  Government  and  the  people  of  this  country  is 
being  earnestly  called  to  the  necessity  of  providing  some  more  complete  and 
systematic  method  of  dealing  with  the  problem  of  the  artificial  distribution 
of  water  for  the  purpose  of  irrigation  which  is  required  for  the  agricultural 
development  of  the  Western  States  and  Territories. 

Until  very  recently  this  work  has  been  left  almost  entirely  to  indi- 
vidual effort,  and  has  generally  been  limited  to  small  areas.  The  en- 
deavor to  extend  these  areas  of  irrigation,  and  to  accomplish  a  more  com- 
plete distribution  of  the  water  available,  has  shown  the  advisability  of 
combined  instead  of  individual  efforts,  and  especially  it  has  made  clear 
the  fact  that  a  water  right  under  the  present  laws,  is  a  very  indefinite 
and  uncertain  possession. 

It  is  the  function  of  the  Government,  evidently,  to  establish  the  defini- 
tion of  a  water  right  for  irrigation  purposes,  so  as  to  obtain  a  just  apportion- 
ment of  the  supply,  and  also  to  provide  for  the  economical  distribution  of 
the  water;  but  differences  of- opinion  have  arisen  as  to  the  best  means  of 
performing  this  function. 

One  opinion  affirms  the  possibility  of  making  a  satisfactory  measure- 
ment of  the  quantity  of  water  available  for  this  purpose  and  then  of  sub- 
dividing it  so  that  a  title  may  be  given  to  a  certain  quantity;  which  title 
shall  be  almost  as  definite,  in  regard  to  amount  and  location  as  that  now 
given  by  the  Government  to  160  acres  of  land,  by  means  of  its  system  of 
land  subdivision  into  townships  and  sections. 

Another  opinion  is  that  a  water  right  should  only  be  acquired 
and  maintained  by  the  actual  use  of  water.  In  other  words,  that  a  title 
cannot  be  given  to  the  water  itself,  but  that  protection  can  be  given 
by  the  laws  to  the  use  of  water  for  the  improvement  of  land  or  other 
property. 

The  present  water  laws  and  the  customs  of  the  country  have  been 
formed  on  this  theory,  and  if  made  more  definite,  and  supplemented  by 
some  special  legislation  might,  it  is  claimed,  furnish  the  protection  re- 
quired for  the  works  necessary  in  reclaiming  the  arid  districts  by  irrigation. 

There  is  a  radical  difterence  however,  between  the  use  of  water  for 
irrigation  and  its  use  for  power  or  for  navigation;  which  two  uses  have 
been  the  principal  ones,  heretofore,  requiring  protection. 

Irrigation  is  an  absolute  use  of  the  water,  diverting  it  entirely  from 
the   natural   channels;  whereas  the  development  of  power  or  navigation, 
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does  not  really  use  the  water  but  rather  uses  the  fall  of  water  or  its  buoy- 
ancy; and  the  title  to  such  use  might  properly  be  considered  as  belonging 
to  the  land  through  which  the  water  naturally  flows. 

But  the  attempt  to  protect  the  absolute  use  of  water  as  in  irrigation, 
without  defining  the  amount  that  one  individual  may  use,  or  the  place  from 
which  it  may  be  taken;  without,  in  fact,  first  giving  a  title  to  the  water  so 
used,  will  lead,  it  seems  to  the  writer,  to  one  of  two  results:  either  the 
great  system  of  irrigation  which  may  be  developed  will  be  owned  by  a  few 
men  of  large  capital,  who,  if  not  also  the  owners  of  the  land  supplied,  will 
control  the  distribution  of  the  water  to  those  owners;  or  else,  a  large  per- 
centage of  the  lands  will  not  be  reclaimed,  and  the  waters  will  be  wasted 
through  a  separate  and  unscientific  method  of  distribution. 

This  appears  from  the  condition,  that  the  water  is,  in  the  first  place, 
free  to  whomever  may  take  it,  and  wherever  capitalists  can  see  that  it  is 
valuable,  they  will  be  able  to  take  possession  of  it  because  they  have  the 
means  of  developing  its  use.  And  moreover,  any  or  every  water  right 
may  be  disputed  and  become  a  subject  of  litigation,  since  the  title  lies, 
not  in  the  water,  but  in  the  use  of  the  water,  and  that  may  always  be  dis- 
puted, whether  rightfully  or  not,  and — to  use  an  expression  of  the  mining 
districts — the  claim  may  be  jumped;  with  this  advantage  over  jumping  a 
mining  claim,  that  it  is  not  necessary  to  go  on  the  land  m  order  to  take 
the  water  from  it. 

This  opinion  is  the  result  of  the  writer's  observation  and  experience  in 
several  different  sections  of  the  country;  in  some,  capitalists  owned  works 
of  distribution,  in  others  almost  all  claims  were  in  dispute  and  but  little 
irrigation  work  could  be  accomplished,  and  even  in  some  of  the  districts 
where  the  property  owners  had  organized  under  irrigation  laws  to  carry 
on  the  work  jointly,  an  expense  of  double  the  actual  cost  of  the  works  had 
to  be  allowed  for,  to  purchase  claims  for  water  riglhts,  and  for  legal  ex- 
penses to  fight  other  claims. 

To  the  writer  it  does  not  seem  possible  to  define  what  shall  constitute 
a  right  to  the  use  of  water,  in  general  terms,  but  that  the  solution  of  this 
problem  is  to  be  reached  by  m.easuring  the  water  and  by  apportioning  the 
available  supply  to  the  land  upon  which  it  can  be  most  economically  dis- 
tributed, and  from  which  the  best  returns  can  be  obtained. 

No  authority  but  that  of  the  general  government  could  make  such  a 
determination,  but,  as  the  original  owner  by  right  of  purchase,  or  of  dis- 
covery, or  of  gift  from  the.original  thirteen  states,  it  seems  to  me  that  the 
general  government  has  the  necessary  powers  to  define  and  sell,  with  each 
piece  of  land  disposed  of,  a  title  to  a  certain  amount  of  water,  to  be  ta'^en 
from  the  natural  supply  under  certain  conditions. 

If  this  is  granted,  then  the  question  of  water  right  ceases  to  be  a  legal 
question  and  becomes  an  engineering  one,  to  be  determined  definitely 
only  after  scientific  examination  and  surveys  of  the  country,  which  will 
measure  the  amount  of  water  and  determine  the  most  economical  points 
for  the  location  of  distribution  works,  and  will  finally  select  the  lands  upon 
which  it  shall  be  lawful  to  use  this  amount  of  water. 

The  able  director  of  the  United  States  Geological  Survey,  Major  J.  W. 
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Powell,  has,  as  you  all  know,  been  the  leader  in  the  thought  which  for- 
sees  the  necessity  of  such  surveys  and  examinations,  and  he  was  able, 
during  the  past  year,  to  direct  the  work  of  a  preliminary  survey  to  deter- 
mine roughly  the  resources  and  possibilities  of  the  arid  country. 

This  survey,  though  of  course  not  minute  enough  to  furnish  a  definite 
answer  to  just  what  lands  the  available  water  could  be  made  to  supply, 
or  the  manner  in  which  it  could  be  done  to  the  best  advantage,  and  eco- 
nomically, has  shown  that  the  practical  solution  of  these  questions  is  pos- 
sible, and  that  therefore,  under  a  policy  of  government  apportionment,  a 
water  right  could  be  made  a  definite  possession,  and  the  farms,  the 
orchards,  the  homes,  developed  under  its  use,  would  no  longer  be  in  con- 
stant jeopardy  by  the  excessive  appropriations  of  the  life  giving  fluid  by 
some  more  powerful  neighbor. 

The  question  may  now  be  asked  as  to  what  action  is  necessary  by  the 
government  to  put  such  a  policy  into  life. 

In  order  to  establish  systematic  and  complete  irrigation,  it  has  been 
asserted  that  the  government  would  have  to  assume  some  form  of  paternal 
control  over  the  works  and  the  occupations  of  the  people. 

Should  the  government  construct  the  necessary  works  of  distribution 
and  maintain  them  it  might  easily  come  to  hold  absolute  control  over 
the  people  served,  such  as  now  the  private  owners  of  such  works  but  too 
often  assume . 

Ikit  neither  government  ownership  of  the  works,  nor  direct  control  of 
the  distribution,  seems  to  be  necessary,  and  it  is  certainly  far  from  being 
desirable. 

It  would  probably  be  necessary  for  the  government  to  assume  an  owner- 
ship over  the  water  as  a  possession  distinct  from  the  fand,  in  which  it  lies, 
or  through  which  it  flows:  but  only  for  the  purpose  of  selling  the  rights 
so  assumed,  as  it  now  sells  the  title  to  its  land;  that  is,  with  the  aim 
of  distributing  it  among  actual  users  in  as  equitable  manner  as  pos- 
sible. 

It  would  be  necessary  for  the  government  to  have  a  survey  made  under 
competent  direction  for  the  purposes  previously  outlined.  Such  a  survey 
has  been  estimated  to  cost  five  millions  of  dollars.  It  may  cost  more  than 
that,  but  it  will  not  approximate  to  the  expense  already  undergone  in 
measuring  the  land,  much  of  which  is  valueless  without  the  water  rights. 

And  further,  it  would  probably  be  necessary  for  the  government  to 
provide  laws,  enabling  the  corporate  organization  of  the  buyers  in  the 
different  natural  irrigation  districts,  which  the  surveys  would  show  to  ex- 
ist, and  granting  charters,  defining  their  special  powers. 

In  the  crowding  together  of  great  numbers  of  people  into  cities,  life  is 
maintained  under  artificial  conditions,  and  in  order  to  make  such  condi- 
tions not  only  as  nearly  perfect  as  possible,  but  even  to  make  them  endur- 
able, it  is  necessary  for  the  public  to  assume  certain  rights  of  control  over 
individual  actions  and  works;  as,  for  instance,  over  the  erection  of  build- 
ings which,  through  bad  design  or  poor  construction,  might  become 
dangerous.  Also,  to  assume  the  designing  and  construction  for  the  indi- 
vidual and  at  his  cost,  of  works  for  special  purposes,  that  are   required  for 
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public  comfort  or  convenieace;  such  as  sewering  works,  street  paving  and 
lighting. 

These  rights  of  the  public  are  obtained  by  incorporating  the  ,town 
and  obtaining  a  charter  from  the  State  government,  which  defines  its 
powers. 

The  reclamation  of  the  arid  lands  is  a  similar  attempt  to  maintain  life 
under  an  artificial  condition,  but  with  this  important  difference  that  the 
function  of  a  city  government  is  to  maintain  the  general  conditions  of 
life.  It  h3.s  to  do  with,  the  enz/tronmen/ oi  life  and  of  business:  whereas, 
the  function  of  the  government  of  an  irrigation  district  would  be  to  estab- 
lish and  maintain  the  equitable  distribution  of  the  source  of  life  and 
wealth  to  the  district.  It  has  to  do  with  the  means  of  life  and  of  business, 
and  therefore  its  powers  should  be  most  strictly  defined,  and  the  rights  of 
the  minority  carefully  protected.  Herein  lies  one  of  the  strongest  reasons 
for  the  government's  making  a  definite  distribution  of  rights  in  the  water 
supply  and  designating  in  the  charter  of  each  district  the  amount  of  water 
to  belong  to  each  acre,  the  total  amount  of  which  sliall  be  as  close  to  the 
actual  amount  available  tor  the  district  as  is  practicable. 

The  corporation  should  have  the  power  to  levy  and  collect  assessments, 
or  to  sell  bonds  and  to  construct  works,  necessary  to  supply  the  water  from 
the  natural  sources, — such  works  as  reservoir  and  diverting  dams  and  sup- 
ply canals;  and  should  have  various  powers  of  control, — the  discussion  of 
which  is  beyond  the  scope  of  this  paper. 

But  there  is  one  important  function  of  the  general  government  in  re- 
lation to  the  organization  of  these  districts  to  which  attention  should  be 
called,  and  that  is,  in  regard  to  limits  of  the  districts  and  the  assessment 
of  the  public  lands.  The  object  to  be  gained  in  organizing  these  dis- 
tricts is  to  establish  complete  systems  of  irrigation. 

To  that  end  the  government  should  fix  the  limits  of  each  district  in 
conformity  with  the  natural  configurations  of  the  country,  as  shown  by  its 
irrigation  surveys. 

The  organization  of  the  district  is  to  be  made  by  the  land  owners,  but 
it  would  be  unwise  not  to  allow  such  an  organization  until  the  government 
had  sold  to  individuals  all  the  land  in  the  district;  therefore,  it  should 
provide  that  when  a  certain  number  of  people  had  become  or  had  de- 
clared their  intention  of  becoming  owners  and  had  taken  the  necessary 
preliminary  measures,  the  district  might  be  organized  and  the  necessary 
works  carried  on,  the  government  lands  in  the  district  being  assessed  sim- 
ilarly with  the  other  lands,  and  whatever  assessments  were  paid  by  the 
government  should  be  added  to  the  price  of  the  land  when  finally  sold. 

The  legal  status  of  such  irrigation  districts  is  properly  established  by 
the  state  legislature,  but  the  states  have  not  the  power  to  include  the  gov- 
ernment land  in  such  districts,  or  to  levy  assessments  or  taxes  on  such 
land,  and  therefore,  before  complete  irrigation  districts  can  be  formed, 
the  general  government  must  make  these  necessary  provisions. 

In  the  scheme  outlined  above,  the  government  would  be  protected 
against  any  possibility  of  over-assessment  by  the  district  since  the  govern- 
ment itself  defines  what  shall  be  the  limits  of  the  district,  and  makes  th^ 
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apportionment  of  the  water  rights;  which  apportionment  is  made  the 
basis  of  the  distribution  of  the  taxes  necessary  to  meet  the  cost  of  building 
the  various  works  for  supplying  the  water  to  the  land. 

Such  a  policy  inaugurated  by  the  government  would  lead  to  the  recla- 
mation of  the  maximum  amount  of  the  arid  lands,  and  there  would  yet 
remain,  in  the  possession  of  the  government,  those  lands  for  which  there 
was  no  available  water  supply,  and  the  mountainous  districts,  the  land  of 
which  is  not  economically  tillable,  and  is  therefore,  not  granted  any 
rights  in  the  water  supply,  but  would  be  reserved  as  a  gathering  ground 
for  the  water  to  supply  the  tillable  land. 

The  irrigation  districts,  depending  so  entirely  as  they  would,  on  such 
gathering  grounds,  should  be  granted  sufficient  guarantees  that  their  use 
for  that  purpose  should  not  be  interfered  with. 

It  has  been  suggested  that  the  absolute  ownership  of  such  gathering 
grounds  be  granted  to  the  irrigation  districts  supplied  from  them  there, 
but  such  grants  might  furnish  an  opportunity  for  land  grabbing  where 
these  mountainous  districts  are  covered  with  valuable  timber,  and  more- 
over, for  the  reasons  stated  previously,  the  powers  of  the  irrigation  dis- 
tricts should  be  limited  strictly  to  the  purpose  for  which  they  are  organ- 
ized. 

It  therefore  would  seem  a  better  plan  for  the  government  to  retain  its 
title  in  such  lands,  and  to  sell  to  individuals  the  use  of  them  only,  and  for 
such  purposes  as  they  may  be  valuable,  as  pasturage,  mining  or  quarry- 
ing, timber  raising,  and  sites  for  developing  water  power,  provided  that 
there  is  no  interference  in  anyway  with  the  use  of  these  lands  as  a  gathering 
ground,  nor  interference  with  the  works  for  obtaining  the  storage  of  the 
water  and  its  delivery  to  the  irrigation  district. 

To  the  irrigation  districts  should  be  granted  free  right-of-way  for  all 
reservoirs,  for  diverting  dams,  canal  lines,  and  so  forth,  and  they  should 
be  granted  the  right  to  prosecute  suit  for  the  ejectment  by  the  govern- 
ment, of  any  persons  who  had  bought  the  use  of  land  from  the  govern- 
ment, and  had  abused  the  rights  of  the  irrigation  district  in  the  ground, 
or  had  damaged  their  works. 

This  would  be  a  sufficient  guarantee  that  the  efificiency  of  the  gather- 
ing ground  should  not  be  diminished,  and  incidentally  would  settle  the 
question  of  the  rapid  destruction  of  timber  resource  of  the  country;  since 
the  wholesale  destruction  of  the  timber  from  the  mountains  could  easily 
be  shown  to  be  a  detriment  to  their  use  for  collecting  and  retaining 
water. 

So  far,  I  have  attempted  to  discuss  only  the  natural  functions  which 
the  government  could  assume  in  developing  an  arid  country.  The  as- 
sumption of  such  function  at  the  present  time,  is  complicated  by  the  fact 
that  much  of  the  most  valuable  land  hcis  been  sold,  the  country  settled, 
and  rights  assumed,  without  regard  to  any  such  relations  with  the  general 
government.  In  many  districts  this  settlement  has  gone  so  far  thai  it 
would  not  now  be  advisable  to  interfere  directly  to  obtain  a  readjustment. 
But  in  the  great  majority  of  the  districts,  so  little  actual  settlement  and 
use  of  water  has  been  made,  that  there  should  be  little  difficulty  in  effect- 
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ing  an  adjustment  between  the  rights  acquired  under  present  customsand 
those  granted  by  a  readjustment. 

The  more  important  subject  for  discussion  now  is  that  of  the  practica- 
bihty  of  measuring  the  water  that  can  be  made  available  for  irrigation. 
This  involves  a  measurement  of  the  waters  collected  on  this  Western 
country,  not  as  they  now  flow,  but  as  they  can  be  made  to  flow;  and  a 
survey  and  mapping  of  the  manner  of  their  distribution,  not  in  their 
present  natural  channels,  but  in  suitable  lines  for  artificial  channels;  in 
fact,  the  formation  of  plans  for  a  complete  redistribution  of  the  waters  on 
■■  this  part  of  the  earth's  surface. 

A  portion  of  the  waters  can  be  brought  under  absolute  control  by  im- 
pounding them;  and  just  what  reservoir  capacity  can  be  economically 
obtained  in  each  district  must  be  determined. 

These  are  not  theoretical  questions,  but  are  practical  ones  and  can 
only  \)Z  p.-esented  for  discussion  by  the  aid  of  maps  and  estimates  based 
on  actual  surveys,  or  at  least,  by  descriptions  of  the  country,  based  on 
personal  examination. 

It  vvas  the  writer's  good  fortune  to  be  connected  for  a  short  time  last 
season  with  the  irrigation  survey  work  of  the  government  in  Western 
Nevada.  A  short  description  of  that  work,  and  of  the  country  examined, 
is  all  the  contribution  he  is  now  able  to  offer  toward  a  practical  discus- 
sion of  the  subject. 

At  Silver  Mountain, — or  just  north  of  that  volcanic  peak, — the  Sierra 
Nevada  range  scemj  to  divide;  one  spur  goes  off  a  little  the  east  of  north, 
and  forms  the  divide  between  the  Walker  and  Carson  Rivers.  The  main 
range,  the  general  direction  of  which  is  west  of  north,  splits  into  two 
ridges,  of  about  equal  height,  between  which  lie  Lake  Tahoe  and  the  valley 
in  which  the  Truckee  River  rises.  This  river  flows  northward  from  Lake 
Tahoe  for  about  twenty  miles  to  the  town  of  Truckee,  where  the  drain- 
age from  Mount  Stanford  and  the  Donner  Lake  region  joins  it. 

From  the  town  of  Truckee,  the  river  flows  easterly  past  Reno,  and  as 
far  as  Wadsworth,  where  again  it  turns  northward  and  empties  into 
Pyramid  Lake.  The  Truckee  River  is  of  the  character  of  a  mountainous 
stream  throughout  its  entire  length.  There  is  little  land  available  for 
agriculture  near  it,  except  about  the  town  of  Reno. 

It  is  about  a  hundred  miles  long;  connects  two  large  mountain  lakes, 
and  receives  the  drainage  from  the  summit  of  the  Sierra  Nevada  moun- 
tains, and  the  spurs  of  the  main  range  between  which  it  flows,  while  it  has 
very  little  agricultural  land  naturally  tributary  to  it. 

But  southeast  from  Wadsworth,  stretches  the  central  plain  toward 
which  the  waters  of  a  large  part  of  the  Great  Basin  tend. 

If  it  is  possible  to  economically  divert  the  Truckee  from  its  northern 
course  to  a  southern  one  at  Wadsworth,  a  large  supply  of  \fater  would  be 
made  available  for  this  land. 

It  is  especially  desirable  to  bring  the  waters  of  the  Truckee  on  to  this 
plain,  because  while  they  cannot  be  used  for  irrigation  on  any  other  land, 
the  water  of  the  two  streams  which  now  reach  the  plain,  namely,  the 
Humboldt  and  the  Carson,  can  be  used  to  great  advantage  on  the  lands  of 
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their  own  valleys,  and  the  Walker  River,  which  is  the  fourth  stream  that 
approaches  this  central  plain,  although  its  waters  turn  away  to  the  south 
before  reaching  it,  as  those  of  the  Truckee  turn  to  the  north,  has  also 
much  agricultural  land  directly  tributary  to  it,  and  the  improvement  of 
these  valleys  would  tend  to  lessen  the  supply  even  now  reaching  the 
plain. 

The  preliminary  examinatio«  of  these  four  streams  and  the  regions 
adjacent  to  them,  was  the  work  assigned  to  our  division  of  the  irrigation 
survey.  To  accomplish  this,  one  party  was  stationed  at  Wadsworth  to 
work  on  the  problem  of  diverting  the  Truckee,  as  already  outlined, 
another  party  was  stationed  near  the  town  of  Truckee  to  determine  the 
storage  capacity  that  could  be  made  available  in  the  Donner  Lake  country 
and  the  region  north  of  the  Truckee  River;  while  the  party  of  which  I 
was  in  charge,  had  assigned  to  it  the  work  of  examining  Lake  Tahoe  as  to 
the  possibility  of  increasing  its  storage  capacity,  and  of  obtaining  a  more 
direct  outlet  of  its  waters  toward  the  central  plain  than  the  circuitous 
route  of  the  Truckee  River,  by  means  of  a  tunnel  through  the  divide  be- 
tween Lake  Valley  and  the  valley  of  the  Carson  River,  which  should 
connect  the  lake  with  the  Carson  River,  and  thence  almost  directly  to  the 
central  plain;  also  to  determine  the  storage  capacity  of  the  region  about 
the  headwaters  of  the  Carson  River. 

It  was  not  attempted,  during  this  first  season,  to  include  the  valley  of 
the  Humboldt,  or  of  the  Walker. 

Of  the  surveys  made  about  Lake  Tahoe,  I  will  give  but  a  brief  des- 
cription, because  the  conditions  which  may  be  utilized  there  are  of  isolated 
occurrence,  and  therefore  not  pertinent  to  a  general  discussion,  whereas 
the  conditions  studied  in  the  work  on  the  Carson  River,  are  the  general 
ones  to  be  met  with  all  over  the  country. 

Lake  Tahoe  is  about  20  miles  long,  by  from  8  to  12  miles  wide,  contain- 
ing say,  200  square  miles,  or  120,000  acres.  On  examining  its  outlet,  it 
was  found  entirely  practicable  to  build  a  dam  that  would  raise  its  surface 
ID  feet.  In  fact,  a  dam  already  exists,  though  somewhat  out  of  repair, 
that  will  raise  it  6  feet. 

With  the  present  outlet,  the  surface  of  the  lake  varies  in  elevation  but 
little  at  the  different  seaso'is  of  the  year;  often  n  't  more  than  6  inches, 
and  the  greatest  difference  between  high  and  low  v/ater  mark,  as  shown 
on  piles  that  have  been  driven  a  number  of  years  was  four  feet. 

By  controlling  the  outlet,  and  closing  il  entirely  for  a  hundred  and 
forty  days  in  each  year,  and  by  building  a  dam  10  feet  above  the  present 
surface,  and  constructing  an  outlet  available  to  a  depth  of  20  feet  below 
this  surface,  thus  giving  an  available  storage  capacity  of  30  feet  in  depth, 
to  furnish  a  supply  during  a  number  of  dry  seasons,  it  would  perhaps  be 
possible  to  obtain  a  yearly  supply  of  4  foot  of  depth  to  be  taken  duri  ng 
the  200  days  that  irrigation  is  required,  or  s.iy  20,000,000,000  cubic  feet  of 
water  a  year.  This  would  irrigate  300,000  acres  of  land,  and  would  re- 
quire a  channel  of  at  least  200  square  feet  of  cross  section,  with  a  fall  of 
five  feet  to  the  mile,  to  carry  it  in  200  days. 

The  principal  work  that  1  did  at  Lake    Tahoe  was  to  run  three   lines 
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across  the  mountains  on  the  eastel-n  side  into  the  Carson  valley,  in  order 
to  determine  the  shortest  line  for  a  tunnel  through  this  range.  The  result 
of  this  work  showed  two  lines  of  about  the  same  length;  that  coming  into 
Carson  valley  opposite  Genoa  was  four  miles  long,  and  the  other  line, 
about  three  miles  south  of  Genoa,  of  nearly  the  same  length,  but  with 
the  advantage  of  about  1200  feet  of  low  ground  on  the  Lake  Tahoe  end 
which  could  be  made  as  an  open  cut.  Estimating  the  cost  of  a  tunnel  of 
that  length  and  of  200  feet  of  cross  section  at  one  hundred  dollars  a  lineal 
foot,  the  total  would  amount  to  two  million  dollars;  or  when  distributed 
proportionally  to  the  300,000  acres  of  land  for  which  it  would  carry  a 
sufficient  supply,  it  would  amount  to  but  six  and  one-third  dollars  per 
acre. 

But  the  greatest  results  could  be  obtained  from  the  power  that  would 
thus  be  made  available. 

The  elevation  of  Lake  Tahoe  is  6,200  feet  above  sea  level;  whereas 
that  of  the  Carson  valley  at  Genoa  is  only  4,800  feet,  so  that  at  the  Carson 
valley  end  of  the  tunnel  there  would  be  a  fall  of  some  1,400  feet,  and  the 
power  that  could  be  developed  by  utilizing  this,  would  be  sufficient  to 
run  machinery  of  over  ten  thousand  horse-power  for  the  200  days  that  the 
water  could  be  used. 

Now,  Genoa  is  but  twenty  miles  from  Dayton,  where  the  mills  for  the 
Virgmia  City  mines  are  located,  and  is  but  eight  miles  from  Carson  City; 
and  were  these  cities  required  to  obtain  their  water  power  from  this 
source  instead  of  from  the  Carson  river,  it  would  be  no  great  hardship,  and 
the  Carson  river  water  would  be  available  for  irrigation  throughout  the 
entire  length  of  the  valley. 

In  order  to  understand  the  plan  for  the  surveys  made  on  the  Carson 
river,  a  short  general  description  of  the  valley  will  be  necessary.  The 
valley  itself,  starting  from  near  the  State  line,  extends  northward  for 
about  thirty  miles  to  near  Dayton,  and  varies  from  six  to  fourteen  miles 
in  width.  Genoa  is  situated  on  the  western  side  of  the  valley  near  the 
middle,  north  and  south,  and  from  there  south,  the  western  side  of  the 
valley  is  the  lowest;  the  land  on  the  east  side  rising  in  one  or  two  benches, 
which  would  make  that  the  most  available  side  from  which  to  distribute 
the  waters  for  irrigation,  but  north  from  Genoa,  there  is  quite  a  bench  on 
the  west  side  of  the  valley.  The  Carson  river  divides  into  two  branches 
just  south  of  Genoa,  called  respectively,the  East  and  the  West  Fork.  The 
East  Fork  is  the  larger;  it  rises  on  the  northern  slope  of  Silver  Mountain, 
and  at  Markleeville,  the  county  seat  of  Alpine  county,  California,  it  has 
become  a  good  sized  mountain  stream.  From  there,  for  twenty  miles 
down  to  its  entrance  into  the  valley  proper,  it  follows  a  tortuous  and  gen- 
erally narrow  defile  of  the  montains,  which  in  several  places  widens  out 
into  flats  from  half  a  mile  to  a  mile  wide.  This  fall  will  not  average  more 
than  twenty-five  feet  to  the  mile  in  this  distance. 

On  the  West  Fork  the  valley  extends  some   five   or  six   miles   farther 
south  than  it  does  along  the  East  Fork,  and  at  the  head  of  this  arm  of  the 
valley  the  West  Fork  enters   almost  at   right  angles   from    a  steep   and* 
rocky  walled  canyon  of  the  Sierra  Nevada  Mountains. 
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The  sources  of  the  West  Fork  are  along  the  crest  of  the  range  near  the 
place  where  the  Sierra  divides  to  form  the  valley  of  Lake  Tahoe.  It 
flows  north waid  along  this  crest  for  several  miles  with  little  land  above 
it,  except  the  peaks  and  the  crown  of  the  ridge.  On  this  portion  of  the 
West  Fork  are  two  valleys;  the  one  called  Faith  valley  is  not  much  over 
a  mile  long  by  less  than  ha'f  a  mile  wide,  and  has  very  little  slope  in  the 
direction  of  its  length.  The  other — Hope  Valley — is  about  four  miles 
long  by  from  a  half  to  three-quarters  of  a  mile  wide  and  has  a  slope  of 
but  twenty-five  feet  to  the  mile. 

From  Hope  Valley,  the  West  Fork  turns  east  and  flows  down  Hope 
Canyon  into  Carson  Valley  as  before  mentioned. 

Between  the  West  Fork  from  Hope  Canyon  north,  and  the  East  Fork, 
there  is  a  double  chain  of  elevations  between  which  lies  what  is  called 
Long  Valley.  There  is  little  water  naturally  flowing  down  this  valley,  but 
a  portion  of  the  water  of  the  West  Fork  has  been  diverted  at  the  mouth 
ot  Hope  Canyon  and  brought  into  this  valley.  It  opens  into  the  Carson 
Valley  proper  at  the  same  point  as  does  the  East  Fork. 

If  I  have  succeeded  in  this  description  of  the  head  waters  of  the  Carson, 
you  will  see  that  the  natural  conditions  were  favorable  to  the  object  of 
diverting  as  much  of  the  water  on  to  the  bench  lands  on  the  east  side  of 
the  valley  as  possible.  The  East  fork  brings  the  most  water,  and  through 
Long  Valley,  the  West  Fork  may  be  made  to  join  it. 

Our  first  surveying  work  was  at  the  junction  of  Long  Valley,  and  the 
East  Forkdefile  with  the  Carson  Valley,  the  East  Fork  being  examined 
for  a  distance  of  five  or  six  miles  up.  It  was  found  that  for  the  first  two 
miles  up  from  the  valley,  the  defile  was  very  narrow  with  rocky  walls  rising 
to  a  height  of  200  feet,  and  had  a  slope  of  nearly  40  feet  to  the  mile.  This 
was  discouraging,  but  on  the  next  three  and  one  half  miles,  a  slope  of  but 
little  over  20  feet  to  the  mile  was  found,  with  a  wider  channel,  and  a  strip 
of  land  bordering  the  stream;  the  rocky  sides  receding  so  that  in  several 
places  there  was  a  width  ot  over  a  half  a  mile  on  the  bottom.  The  first 
dam,  therefore,  could  not  be  located  lower  down  than  the  point  two 
miles  above  the  outlet.  Here  a  suitable  location  was  found,  with  a  cross 
section  of  150  feet  on  the  bottom,  and  450  feet  at  a  height  of  100  feet 
above  the  stream. 

The  bench  land,  on  which  it  is  desirable  to  take  the  water,  is  a  little 
more  than  a  hundred  feet  higher  than  the  East  Fork,  where  it  enters  the 
valley.  In  order  to  reach  this,  a  supply  canal  would  have  to  be  built  up 
the  side  of  the  canyon,  and  at  the  site  selected  for  the  first  dam,  it  would 
still  be  some  40  feet  above  the  bottom  of  the  stream,  if  given  a  grade  of 
10  feet  to  the  mile.  On  surveying  this  canal  line,  it  was  found  to  come 
on  most  difficult  ground  in  many  places  on  the  sides  of  almost  perpendic- 
ular rocks  rising  to  a  height  of   from  25  to  100  feet  above  it. 

The  survey  was  now  directed  to  Long  Valley,  and  it  was  found  that  a 
canal  line  could  be  carried  up  the  sides  of  the  valley  much  more  easily, 
but  would  of  course  have  to  be  carried  across  the  East  Fork  on  an  aque- 
duct. A  good  site  for  a  dam  was  found  about  a  mile  and  a  half  up  this 
valley,  at  which  point,  the  canal  line  was  about  50  feet  above   the   bottom 
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of  ihe  valley.  A  dam  al  this  point,  100  feet  high,  would  fjim  a  reservoir 
two  miles  long  by  over  a  mile  wide;  and  it  was  found  that  a  tunnel,  not 
over  a  quarter  of  a  mile  long  would  connect  this  reservoir  with  the  first 
one  suggested  on  the  East  Fork,  so  that  those  waters  could  be  brought 
into  the  Long  Valley  reservoir,  and  from  there,  carried  out  to  the  bench 
land  with  much  lighter  work  than  would  be  required  on  the  East  Fork 
canal  line. 

A  survey  was  now  made  up  through  Long  Valley  to  a  connection  with 
the  West  Fork  in  Hope  Canyon  at  a  site  selected  for  a  diverting  dam  of 
20  teet  in  height.  No  difficult  work  was  encountered  on  this  line.  The 
party  was  now  transferred  to  Hope  Valley,  and  a  survey  made  to  deter- 
mine its  capacity  as  a  reservoir,  which  showed  it  to  be  ample  to  store  all 
the  water  that  could  be  probably  collected  above  it.  We  then  expected 
to  examine  the  East  Fork  further  up  its  course,  but  were  suddenly  called 
in  from  the  field,  as  the  appropriation  for  the  work  was  exhausted. 

This  left  the  work  in  a  very  unsatisfactory  condition  — the  study  of  the 
reservoir  capacity  of  the  region  not  completed,  and  no  surveys  made  to 
determine  the  amount  of  land  available  for  agriculture  in  the  Carson 
Valley.  However,  the  survey  was  only  intended  as  preliminary  work, 
from  which  only  approximate  estimates  might  be  made,  and  the  possibility 
of  performing  the  work  be  shown,  and  this  I  think  has  been  accom- 
plished. 
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WESTERN  SOCIETY  OF  ENGINEERS. 


September  3RD,  i8go.— The  272nd  meeting  of  the  Society  was  held  at  its  rooms, 
Wednesday  evening,  September  3,  1891,  at  S  o'clock,  p.  m.,  President  L.  E.  Cooley 
in  the  chair,  and  some  80  members  and  visitors  present. 

The  minutes  of  the  previous  meeting  were  disposed  of  and  the  Secretary  made 
a  report  of  the  meeting  of  the  Board  of  Directors. 

The  following  members  were  elected:  Rudolph  B.  Bourland,  C.  F.  Theodor 
Kandeler,  Edward  L.  Abbott,  Charles  H.  Miller. 

The  following  applications  for  membership  were  received:  Chas.  E.  Hopkins, 
Chas.  V.  Weston,  Theodore  Starrett,  Jacob  A.  Harman,  Henry  E.  Gamble,  Ira 
Smith  Dunning,  L.  C.  B.  Holmboe,  Chas.  J.  Morse,  William  E.  Miller,  Ridley  H. 
Lawrence,  Harold  A.  Boedker. 

The  following  is  an  extract  from  a  letter  from  Mr.  Chas.  Hansel,  Consulting  En- 
gineer, Railroad  and  Warehouse  Commission,  Sta^e  of  Illinois,  Springfield: 

"Would  like  to  know  if  the  Society  has  ever  had  any  papers  on  the  subject  of 
Safety  Appliances  for  Railroads.  Our  Commission  has  instructed  me  to  make  ex- 
haustive report  on  same  for  this  years'  report,  and  I  am  desirous  of  gathering  data 
and  opinions. 

If  no  paper  has  yet  been  read  on  this  important  subject,  would  it  not  be  a  good 
topic  for  some  member  conversant  with  the  requirements. 

Our  board  do  not  hope  to  solve  the  much  debated  problem  oi  uniformity  in 
safety  appliances,  but  are  seeking  light  on  the  subject." 

The  President  called  attention  to  the  importance  of  the  matter,  and  hoped 
members  would  adopt  the  suggestion,  and  accept  it  as  a  request  from  the  Society 
for  papers  on  the  subject. 

A  letter  was  also  presented  from  Mr.  Benezette  Williams,  Chairnjan  Board  ol 
Managf-rs,  Association  of  Engineering  Societies,  submitting  the  following  amend- 
ments to  the  articles  of  Association  to  the  Society  for  ratification: 

It  was  ordered  that  the  amendments  be  printed  herewith  to  be  ready  for  disposa 
by  vote  at  the  October  meeting  of  the  Society. 

Amendment  I.— Upon  application  to  the  Board  of  Manageis  by  any  Society 
member  of  this  Association,  the  Board  sliall  have  power  to  lay  before  the  several 
societies  any  question  of  scientific,  technical  or  professional  interest,  with  the  re- 
quest thai  each  Society  investigate  the  subject  named,  and  report  upon  the  same  to 
the  Board  by  a  certain  date.  Opon  the  receipt  of  the  several  reports  the  Board 
shall  formulate  a  general  report  embodying  the  facts  and  in  accordance  with  the 
general  sense  and  tenor  of  the  local  reports,  and  this  report  shall  be  published  in 
the  JouRN,\L  as  the  sense  of  the  Association. 

Amendment  II. — The  Board  of  Management  may  make  recommendations  on 
any  subject  affecting  the  policy  of  the  Association,  or  the  m\itual  relations  of  the 
participating  societies,  and  submit  the  same  in  the  form  of  resolutions  to  be  acted 
upon  by  the  several  societies.  If  these  resolutions  be  adopted  by  two-thirds  of  the 
societies,  they  shall  become  the  law  of  the  Association,  and  binding  upon  all  par- 
ticipating societies. 

The  President  informed  the  Society  that  the  Geological  Society  was  very  de- 
sirous of  the  cooperation  of  our  Society  in  its  work,  and  intended  sending  circulars 
inviting  our  members  to  join  their  body. 

A  letter  was  also  read  from  Mr.  W.  D.  Clark,  of  Springfield,  calling  attention  to 
the  work  already  done  by  the  government  in  the  way  of  surveys  and  triangulations, 
and  suggesting  that  in  regard  to  a  topographical  and  cadastial  survey  of  our  ow 
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state,  our  Committee  should  be  ready  to  agitate  a  presentation  of  tlie  matter  at  the 
coming  session  of  the  legislature. 

In  the  matter  of  reports  of  Standing  Committees,  Mr.  Richard  P.  Morgan,- 
Chairman  of  the  Committee  on  the  Chicago  Terminal  Facilities,  etc.,  presented  the 
following: 

"In  consequence  of  the  absence  from  the  city  of  several  of  its  members  during 
the  summer  months  which  immediately  followed  the  appointment  ot  the  Committee 
on  Terminal  Facilities,  etc.,  it  has  not  hitherto  been  practicable  to  meet  formally 
and  enter  upon  the  duties  assigned  to  it. 

At  the  request  of  a  majority  of  the  Committee,  its  Chairman  has  called  on 
nearly  all  the  Presidents  and  Managers  of  the  Railway  Companies,  to  explain  the 
purpose  of  the  Society  in  appointing  the  Committee,  and  also  to  solicit  pecuniary 
assistance  to  defray  the  necessary  expense  in  the  preparation  of  such  a  report  as  the' 
Society  has  in  contemplation. 

Many  of  the  rail\\  ay  officers  were  absent  during  part  of  the  summer,  but  after 
repeated  calls  most  of  them  were  seen. 

They  expressed  a  decided  interest  in  the  subject,  and  have  already  pledged  a 
considerable  amount  of  money  and  other  valuable  assistance. 

There  is  no  good  reason  to  doubt  that  the  needed  amount  of  money  will  be  con- 
tributed, therefore  it  may  be  expected  that  the  Committee  will  at  an  early  date 
enter  actively  upon  the  work  before  it." 

Business  being  disposed  of  the  President  said:  Gentlemen:— The  regular  order 
of  the  evening  is  the  World's  Fair  Site.  The  matter  has  been  before  the  public  for 
several  months.  I  think,  however,  if  they  give  the  Engineers  as  many  days  to  dis- 
cuss it  as  months  have  been  taken  by  the  people  in  charge  of  this  matter,  and  allow 
them  to  appoint  a  committee  to  e.xamine  into  the  thing,  they  would  have  reached  a 
conclusion.  The  Society  is  to  be  congratulated  on  the  fact  that  one  of  its  members, 
and  a  past  President,— a  gentleman  who  held  the  office  which  I  now  have  the  honor 
to  hold,  two  seasons  ago,  has  been  made  Consulting  Engineer  of  the  World's  Fair 
Committee.  In  looking  over  the  matter  to-day,  it  seems  to  me  that  nothing  has. 
been  decided  upon  in  regard  to  what  kind  of  a  Fair  we  are  going  to  hold  in  this 
city.  A  conclusion  should  be  reached  on  that  soon,— if  it  has  not  been  reached,  and 
then  there  are  general  ideas,— general  plans  to  be  prepared,  which  we  probably 
cannot  prepare  in  go  days.  After  that  there  are  detailed  plans  to  prepare,— a  great 
many  constructive  details.  The  men  in  charge  will  have  to  be  very  lively  if  they 
handle  this  inside  of  six  months,  and  if  the  contracts  are  let  and  buildings  begun  in 
go  days  after  that,  it  will  be  expeditious.  As  I  said,  we  are  not  here  to  discuss  the 
matter  professionally.  We  are  not  likely  to  reach  any  conclusion.  But  discussion 
means  progress,  and  difference  of  opinion  will  bring  out  those  differences  which 
have  to  be  investigated.    The  subject  is  open  for  discussion. 

Mr.  Isham  Randolph  then  presented  the  paper  which  was  printed  in  the  Sep- 
tember issue  of  the  Journal  of  the  Assoeiation  of  Engineering  Societies. 

Mr.  Richard  P.  Morgan  followed,  with  remarks  printed  in  the  September 
Journal. 

Gen.  FiTzSiMONS:— I  reluctantly  coincide  with  the  views  of  Mr.  Morgan.  Re- 
luctantly, because  the  selection  of  the  site  ot  which  he  speaks— Garfield  Park— takes 
the  whole  business  out  of  the  province  of  engineering.  That  site  is  already  pre- 
pared—prepared  by  nature.  It  is  a  most  admirable  one.  Mr.  Randolph's  arrange- 
ment ot  the  Lake  Front  meets  with  my  appro\al,  of  course,  and  I  want  to  bear  evi- 
dence to  the  fact  of  the  possibilities  of  improving  that  site  in  the  manner  that  he 
speaks  of.  I  think  he  has  been  very  moderate  in  both  price  and  time.  I  am  quite 
certain,  from  some  calculations  that  I  have  made  on  it  that  the  time  can  be  greatly- 
reduced,  and  the  amount  of  money  that  the  Lake  Front  will  cost,  will  be  much  less 
than  Mr.  Randolph  puts  it.  While  Garfield  Park  is  the  fittest  place,  in  my  humble 
opinion,  for  the  establishment  of  the  Fair,  the  Directory  has  not  .'•een  fit  to  take  that 
view  of  the  case,  and  have  submitted  the  Lake  Shore  as  a  primary  position,  with 
Jackson  Park  for  fhe  overflow.  It  seems  to  me  that  a  body  of  men  from  whom  so 
much  is  expected,— leading  citizens  of  this  great  city  of  Chicago,  can  scarcely  re- 
tract or  withdraw  from  that  position.  The  legal  impediments,  which  they  stated 
might  prevent  their  offering  the  Lake  Front  have  been  removed,  and  they  .are 
standing  now  upon  the  question  of  expense:  that  is,  they  are  seeking  to  find  a  second 
party  who  will  remunerate  them  for  any  expenditure  that  they  may  make.  They 
already  have  the  assurance  of  the  city  of  Chirtigo  that  if  their  ownership  of  the  land 
is  confirmed,  that  the  money  expended  will  be  returned  to  the  Directors.  They  alsO' 
ask  that  the  Illinois  Central  give  them  the  same  assurance.  I  think  they  are  asking 
too  many  guarantees.  I  think  that  the  expenditure  of  a  million  or  two  dollars,  if  it 
were  only  in  keeping  their  word  to  the  great  national  representatives,  would  be  well 
invested. 

In  reply  to  a  question  General  FitzSimons  further  said  that  if  the  breakwater 
were  very  carefully  constructed  the  sand  filling  would  meet  all  requirements,  with- 
out any  piling,  but  that  clay  would  necessarily  need  piles  for  the  foundation  of  the 
buildings. 
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President:— We  have  heard  from  two  sites.  I  should  like  to  hear  somebody- 
speak  on  the  merits  of  the  other  sites.  I  should  like  to  get  them  all  before  the  meet- 
ing. Who  will  speak  for  the  North  Shore?  Any  Jackson  Park  or  Washington  Park 
men  here? 

Mr.  Waite:— I  am  sorry  to  be  compelled  to  differ  with  Mr.  Morgan  and  Gen. 
FitzSimons.  My  idea  is  to  take  what  we  can  get  of  Mr.  Randolph's  plan— making  up 
the  balance  with  the  West  Side  of  Jackson  Park,  the  center  of  Washington  Park  and 
the  Midway  Plaisance,  which  I  think  we  can  get.  The  200  acres  from  the  West  Side 
of  Jackson  Park  need  no  filling.  Midway  Plaisance  does  not  need  any  improve- 
ment. The  site  of  Washington  Park  is  already  improved,  and  there  we  could  get 
120  acres.  That  is  my  idea  of  a  site.  This  site  has  been  tendered.  My  impression  is 
the  Park  Commissioners  will  give  Washington  Park,  provided  the  Iniildings  are  not 
put  up  where  the  land  has  been  improved.  In  that  level  portion  in  the  center  there 
will  he  no  objection.    That,  gentlemen,  is  my  site. 

Mr.  W.\llace:— I  agree  with  Mr.  Randolph.  I  have  had  considerable  experi- 
ence in  bringing  in  sand  into  the  city,  and  I  will  simply  corroborate  his  views.  I 
agree  with  Mr.  Waite  as  to  the  South  Side  site  in  connection  with  Mr.  Randolph's 
Lake  Front.  In  regard  to  what  Gen.  FitzSimons  says  in  relation  to  sand,  there  is 
no  question  but  what  that  would  be  the  besi  filling,  and  it  could  be  made  imper- 
vious. The  sand  foundation  would  be  perfectly  reliable,  and  would  need  no  piling. 
Mr.  Randolph  made  a  suggestion  that  during  the  course  of  this  filling,  the  bmldings 
could  go  ahead  along  the  Lake  Front.  That  could  be  done  in  two  ways— by  the 
construction  of  coffer-dams  around  the  site  of  the  buildings,  or  by  the  making  of 
the  lUinois  Central  breakwater  on  the  outside  a  coffer-dam,  and  pumping  the  water 
out  of  the  entire  site,  and  then  filling  in  directly  from  the  tracks.  While  it  would  be 
a  great  deal  quicker  to  fill  in  the  entire  area  at  once,  and  use  the  water  that  is  now 
there  for  the  distributing  of  the  sand,  still  if  it  is  necessary  to  start  the  foundations  of 
these  buildings,  it  could  be  done  inside  of  coffer-dams.  I  have  had  a  large  experi- 
ence with  coffer-dams  on  the  Mississippi  River,  from  1870  to  1876.  I  wish  to  add  fur- 
ther that  in  our  office  we  have  made  calculations  as  to  filling  in  the  Lake  Front,  and 
our  estimates  are  inside  of  the  figures  he  has  given  here  to-night. 

Mr.  T.  T.  Johnston  ne.xt  followed  with  a  paper.    See  September  Journal. 

Mr.  Guthrie:— I  listened  with  a  great  deal  of  interest  to  Mr.  Randolphs  paper 
in  regard  to  filling  of  the  Lake  Front.  Anyengineer  who  is  conversant  with  the  sup- 
ply and  quantity  of  sand  available,  the  facilities  for  moving  it  to  the  Lake  Front,  and 
moving  it  in  time,  would  readily  dismiss  any  doulit  of  accomplishing  the  work  neces- 
sary for  the  E.xposition.  It  does  not  seem  to  me  necessary  that  all  this  work  should 
be  completed  before  building  is  commenced.  It  might  be  so  arranged  that  the 
buildings  could  be  commenced  within  very  few  weeks  after  the  filling  was  com- 
menced. It  seems  to  me  that  it  promises  more  for  receipts  than  any  other  site,— it  is 
more  available,  with  some  qualifications  which  I  will  name  hereafter.  The  objec- 
tions in  regard  to  drainage  which  Mr.  Johnston  has  made  against  the  different  sites, 
are  perhaps  reduced  to  a  minimum  at  that  point.  The  sewage  will  be  discharged 
virtuallv  into  the  mouth  of  the  river,  and  if  we  are  fortunate  enough  not  to  have  a 
cess-drain  for  it,  send  it  down  the  Ills.  &  Mich.  Canal.  The  estimates  for  the  cost  of 
filling  are  within  bounds,  but  there  is  one  question  which  troubles  me,  and  has  all 
the  time,  and  that  is  how  can  we  conduct  the  World's  Fair  on  the  Lake  Front  with- 
out interfering  with  the  business  of  Chicago?  That  subject  is  the  serious  objection 
with  me,  and  the  only  serious  one  against  the  Lake  Front  when  the  legal  difficulties 
are  removed— which  I  understand  are  now  virtually  removed.  I  am  strongly  in 
favor  of  the  Lake  Front,  in  so  far  as  it  can  be  used,  with  Jackson  Park  and  Wash- 
ington Park  for  the  overflow. 

Mr.  Lundie:— It  seems  to  me  that  our  problem  is  not  the  question  of  the 
World's  Fair  site  from  an  a;sthetic  point  of  view,  nor  from  a  point  of  view  as  regards 
the  question  of  commerce  in  the  center  of  the  city,  but  from  an  engineering  stand- 
point. There  are  one  or  two  points,  brought  up  first  by  Mr.  Randolph,  and  then  by 
Mr.  Johnston,  which  I  would  like  to  call  attention  to.  In  the  first  place,  Mr.  Ran- 
dolph makes  calculations  on  filling  the  Lake  Front  to  a  height  of  five  feet  above 
city  datum.  Mr.  Johnston  is  six  feet  above  city  datum.  As  I  understand  it,  one  of 
the  principal  objections  to  Jackson  Park  was  the  difficulty  of  draining  it.  It  seems 
to  me  the  draining  of  this  area  would  be  very  much  more  difficult.  During  the  time 
of  holding  the  World's  Fair  is  the  timeof  greatest  high  water.  High  water  has  been 
known  inXake  Michigan  as  high  as  5.6  feet  above  city  datum.  It  would  be  a  most 
unfortunate  thing  if  vve  should  build  the  Lake  Front  as  high  as  five  feet,  and  should 
have  high  water,  say  5.6  feet.  Regarding  the  drainage  at  Jackson  Park,  I  happen  to 
know  about  that  district,  for  the  reason  that  I  have  been  called  on  to  design  a  drain- 
age system  for  about  600  or  700  acres  immediately  south  of  the  proposed  World's 
Fair  site.  The  method  was  simple  enough.  It  was  simply  a  matter  of  running  the 
surface  water  into  a  well  and  forcing  it  into  the  lake,  and  I  was  surprised  in  making 
up  an  estimate  in  conjunction  with  the  Superintendent  of  Sewers  here,  when  I  ob- 
tained figures  on  different  pumping  engines,  and  found  that  600  acres  could  be 
drainetl  for  something  like  1125,000  to  $150,000,  which  is  certainly  not  a  very  large  ex- 
lenditure,  so  it  seems  to  me  that  tlie  question  of  drainage  is  not  a  very  great  bug- 
ear  after  all,  as  far  as    ackson  Park  is  concerned. 

President  L.  E.  Coolky  closed  with  a  long  discussion,  which  was  also  given 
in  the  September  Journal. 

Mr.  k.xndolph:- The  streets  south  of  'Van  Buren  street,  running  east  and  west, 
are  comparatively  free  from  travel  at  this  time.  With  the  World's  tair  located  on 
the  Lake  Front,  as  is  now  proposed,  we  should  have  eighteen  east  and  west  streets 
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leading  into  that  ground,  affording  ample  opportunity  for  ingress  and  egress.  I 
have  made  some  calculations  on  this  subject.  Suppose  we  devote  one  sidewalk, 
average  width  eight  feet  in  each  street,  to  the  people  moving  in  one  direction,— and 
suppose  the  people  to  be  moving  at  say  two  miles  an  hour.  Allow  nine  square  feet 
as  the  space  occupied  by  each  person.  We  can  move  over  those  eighteen  thorough- 
fares, employing  one  sidewallc,  16  1,000  every  liour  in  the  day.  In  your  remarks  you 
stated  that  the  people  going  to  this  fair,  would  go  up  in  the  morning,  say  nine  ■  r 
ten .  That  is  after  the  hour  at  which  the  busy  people  of  Chicago  have  gone  to  their 
duties, — the  workers,  the  men  who  carry  on  the  great  enterprises  of  Chicago,  are 
by  that  hour  in  their  counting-houses  and  shops.  They  are  not  clogging  tlie  streets. 
The  people  who  go  to  the  fair  are  not  standing  gazing  in  the  street,— the  shop  win- 
dows have  no  attractions  for  them.  There  is  something  they  have  started  out  io 
see,  and  they  are  going  to  see  it,  and  they  are  not  going  to  loiter  along  the  streets 
to  get  there.  They  will  be  starting  out  in  the  afternoon,  say  between  four  and  five 
o'clock,  to  get  to  their  homes  again-  The  crowd  in  Chicago  don't  V)egin  to  go  until 
that  hour.  Then,  as  regards  railroad  facilities,  this  site  is  within  walking  distance  of 
every  railway  in  Chicago.  Not  a  single  railway  would  of  necessity  have  to  build 
another  mile  of  track  to  have  its  depot  at  points  easily  accessible  to  the  fair. 

This  practically  closed  the  discussion  and  meeting,  the  President  suggesting 
that  should  tlie  matter  not  be  disposed  of  before  the  next  meeting,  the  Board  of 
Directors  might  bring  it  up  again. 

Adjourned. 

John  W.  Weston,  Secretary. 


i30ST0N   SOCIETY   OF   CIVIL   ENGINEERS. 


September  17, 1890. — A  regular  meeting  was  held  at  the  American  House,  Han- 
over street,  Boston,  at  19:45  o'clock.  President  Herschel  in  the  chair.  Thirty-one 
members  and  five  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

Messrs.  Fred  V.  Fuller,  Edward  L.  Ross  and  James  H.  Stanwood  were  elected 
members  of  the  Society. 

The  President  submitted  the  following  amendments  to  the  articles  of  Associa- 
tion of  Engineering  Societies  which  had  been  adopted  by  the  Board  ol  Managers. 

Amendment  I.  Upon  application  to  the  Board  of  Managers  by  any  Society, 
Member  of  this  Association,  the  Board  shall  have  power  to  lay  before  the  several 
societies  any  question  of  scientific,  technical  or  professional  interest,  with  the  request 
that  each  society  investigate  the  subject  named,  and  report  upon  the  same  to  the 
Board  by  a  certain  date.  Upon  the  receipt  of  the  several  reports,  the  Board  shall 
formulate  a  general  report  embodying  the  facts  and  in  accordance  with  the  general 
sense  and  tenor  of  the  local  reports,  and  this  report  shall  be  published  in  the  yournal 
as  the  sense  of  the  Association. 

Amendment  II.  The  Board  of  Management  may  make  recommendations  on 
any  subject  affecting  the  policy  of  the  association  or  the  mutual  relations  of  the  par- 
ticipating societies  and  submit  the  same  in  the  form  of  resolutions  to  be  acted  upon 
by  the  several  societies.  If  the  resolutions  be  adopted  by  two-thirds  of  the  societies, 
they  shall  become  the  law  of  the  Association,  and  binding  upon  all  the  participating 
.-ocieties. 

The  amendments  were  discussed  by  Messrs.  E.  W.  Howe,  FitzGerald  and 
Tinkham.  .Mr.  Albert  H.  Howland  raised  the  point  of  order  that  the  amendments 
were  not  properly  before  the  Society.  The  President  decided  that  they  were 
properly  before  the  meeting  and  Mr.  Howland  appealed  from  the  decision.  By  a 
vote  of  II  to  5  the  decision  of  the  chair  was  sustained.  On  motion  of  Mr.  Fitz- 
G&rald  it  was  voted  that  the  amendments  lie  on  the  table  and  be  printed  in  notice  of 
the  next  meeting. 

The  Secretary  read  a  communication  from  the  Western  Society  of  Engineers 
inviting  this  Society  to  send  delegates  to  a  meeting  to  be  held  in  Chicago  for  the 
purpose  of  formulating  plans  for  an  International  Engineering  Congress.  On 
motion  ot  Mr.  Stearns  it  was  voted  that  the  communication  be  referred  to  the 
Board  of  Government  with  full  power  to  send  a  delegation  if  it  sees  fit. 
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The  Secretary  read  a  communication  from  Mr.  E.  L.  Corthell,  member  of  the 
Society,  in  relation  to  a  movement,  on  the  part  of  the  Engineers'  Club  of  St. 
Louis,  to  erect  a  monument  to  the  late  James  B.  Eads. 

On  motion  it  was  voted;— That  this  Society  indorse  this  movement  of  the  En- 
gineers'Club  of  St.  Louis  and  desire  to  cooperate  therein,  and  that  the  Secietary 
be  authorized  to  receive  contributions  toward  the  monument  fund. 

On  motion  ot  Mr.  Brooks  it  was  voted  to  extend  the  thanks  of  the  Society  to 
Col.  S.  M.  Mansfield  for  his  courtesy  on  the  occasion  of  the  visit  to   Fort  Warren. 

Mr.  John  R.  Freeman  read  a  paper  entitled  "Notes  On  English  Mill  Construc- 
tion." 

Mr.  M.  M.  Tidd  described  the  method  of  placing  the  piers  at  Prospect  street 
bridge,  Waltham,  Mass. 

[Adjourned]  S.  E.  Tinkham, 

Secretary. 


Editors  reprinting- articles  from  this  journal  are 
requested  to  credit  both  the  JOURNAL  and  the 
Society  before  which  such  articles  were  read. 
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SOME    RECENT    CONSTRUCTION    OF    RAILWAY    BRIDGES. 


By  James  Ritchie,  Member  of  Civil  Engineers  Club  of 
Cleveland. 


[Read  August  12th,  1890.] 

Since  the  first  of  the  present  year  the  writer  has  had  many  opportuni- 
ties of  comparing  the  recently  constructed  bridges  of  the  different  railroads 
of  the  country.  Beginning  with  the  Southern  roads,  a  noticeable  increase 
in  the  construction  of  iron  bridges  shows  that  the  tendency  toward  the 
most  permanent  and  substantial  work  has  taken  firm  hold  upon  the  man- 
agement of  southern  roads.  The  Norfolk  and  Western  R.  R.  has  been 
building  a  large  number  of  long  and  short  span  bridges  both  on  its  main 
line  and  its  ^'^estern  extension.  The  largest  of  these  bridges  is  that  across 
the  Ohio  River  at  Ceredo,  W.  Va.,  which  is  known  as  the  "Ceredo" 
bridge.  This  bridge  consists  of  one  channel  span  of  518  feet,  two  spans  of 
298  feet,  and  a  series  of  approach  spans.  The  total  weight  of  this  struc- 
ture complete  will  be  3,250  tons. 

The  main  line  bridges  and  the  bridges  of  the  Western  extension  are 
largely  plate  girders.     All  of  the  above  are  being  built  at  Edgemoor. 

The  Louisville  and  Nashville  R.  R.  have  recently  let  contracts  for 
about  2,000  tons  of  bridge  work,  distributed  among  the  various  bridge 
works  of  the  East,  and  at  the  Louisville,  Mt.  Vernon  and  Shiftier  bridge 
works  west  of  the  Alleghenies.  The  Nashville,  Chattanooga  &  St.  Louis. 
R.  R.  has  also  placed  several  bridges  and  shop  roofs  at  the  Louisville 
Bridge  Works,  aggregating  about  400  tons. 

The  East  Tennessee,  Virginia  &  Georgia  R.  R.  have   recently  erected 
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the  Ocmulgee  river  drawbridge  of  212  feet  span,  the  Florence  drawbridge, 
several  smaller  bridges  across  the  bayous  and  creeks  of  Alabama,  and  have 
placed  with  the  Louisville  Bridge  Co.  two  182  feet  draw  spans  for  Ocm- 
ulgee river. 

The  Georgia,  Carolina  &  Northern  Ry.  have  completed  several  200 
and  150  feet  span  bridges  and  have  two  others  under  construction,  and 
the  contracts  let  for  two  long  bridges,  one  being  over  the  Savannah  river. 

The  Georgia  Central  Ry.  and  the  Atlanta  &  West  Point  Ry.  are  having 
several  bridges  built  also,  and  the  Queen  &  Crescent  Route  are  improving 
their  line  in  the  same  manner. 

In  the  West  and  Southwest  the  building  of  bridges  is  also  being 
rapidly  extended.  The  Union  Bridge  Co.  is  building  ten  spans  for  the 
Missouri,  Kansas .&  Texas,  the  Ft.  Smith  bridge  for  the  Missouri  Pacific, 
and  the  Memphis  bridge  across  the  Mississippi  river. 

The  Chicago  Forge  &  Bolt  Co.  has  built  and  just  completed  this  year 
a  large  number  of  plate  girder  spans  aggregating  about  800  tons,  for  the 
St.  Louis  &  San  Francisco  Ry. 

The  Phoenixville  Bridge  Works  is  building  four  bridges  and  Detroit 
has  just  completed  three  bridges  for  the  St.  Louis,  Arkansas  &  Texas 
R.  R. 

In  the  East  and  North  there  is  also  considerable  building  and  more 
under  contract.  The  Maine  Central  has  four  bridges  under  way  at 
Union  Bridge  Co.  and  one  of  three  spans  at  Passaic.  The  New  Jersey 
Steel  and  Iron  Co.  has  several  bridges  for  the  N.  Y.  C.  &  H.  R.  Ry.  and 
is  also  building  the  Burlington  bridge  across  the  Mississippi  river  for  the 
C.  B.  &  O.  R.^R. 

At  Elmira  Bridge  Works  there  is  being  built  lor  the  N.  Y.  Central,  a 
plate  girder  span  of  115  feet  in  length.  The  girders,  ot  which  there  are 
two,  are  straight  on  top  and  bottom  and  the  web  is  108"  X^"  of  iron.  The 
plates  are  72"  wide  and  consequently  are  placed  with  the  fibre  vertical. 
There  are  three  angles  in  each  flange,  two  being  on  the  inside  of  the  web 
and  one  on  the  outside.  They  are  6"x6"X|4f"  in  section,  and  the  cover 
plates  of  flanges  are  24"  X^".  Also  Elmira  is  building  another  bridge  for 
N.  Y.  Central,  which  has  one  95'-4J4"  span  and  two  40  feet  spans  also  of 
iron. 

The  Cuyahoga  bridge  of  the  Lake  Shore  Railway  is  a  double  track 
through  drawbridge  of  305'-io><"  span,  built  of  wrought  iron  with  steel 
eyebarsby  the  Union  Bridge  Co.  at  their  Buffalo  shops.  The  total  weight 
of  the  superstructure  is  655,000  lbs.  in  round  numbers  and  the  weight  of 
the  turntable,  which  was  built  at  the  Athens  shops,  is  266,000  lbs. 

The  Ocmulgee  river  draw  built  by  the  Keystone  Bridge  Co.,  is  212 
feet  span  and  weighs  complete  including  turntable,  259,792  lbs.  This  is  a 
single  track  through  span  and  the  weights  given  both  in  this  case  and 
Cuyahoga  draw  do  not  include  the  track  or  ties,  but  only  the  actual 
bridge  and  floor  system  ready  for  the  ties. 

The  following  list  of  weights  per  running  foot  of  the  superstructure 
ready  for  the  ties  and  rails  but  not  including  same,  may  be  of  interest  to 
the  members  of  this  club.     The  weights  are   taken   from   actual    bridges 
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which  the  writer  has  personally  recorded  in  the   books  of  the  Pittsburgh 
Testing  Laboratory. 
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Many  other  instances  could  be  cited  to  illustrate  the  relation  between 
the  weights  and  spans  of  different  bridges. 

Many  other  bridges  than  those  previously  mentioned  have  been  built 
for  the  railroads  in  this  section,  notably  for  the  Lake  Shore,  the  Michigan 
Central,  N.  Y.  Central,  Pennsylvania,  Toledo  &  Ohio  Central,  Toledo, 
Peoria  &  Western,  and  Wabash  Ry.,  but  time  prevents  further  enumera- 
tion. 

The  writer  wishes  to  comment  upon  a  tew  of  the  details  of  bridge 
specifications  and  the  material  for  bridges.  Probably  the  specifications  of 
Mr.  Geo.  S.  Morison,  engineer  of  the  Memphis  and  Burlington  bridges 
are  the  most  complete  and  when  thoroughly  understood  by  the  bridge 
companies  will  be  the  most  satisfactory  to  them  as  well  as  to  the  other 
parties  concerned.     They  specify  everything,  are  arranged  systematically 
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and  are  not  susceptible  of  being  evaded.  When  material  is  specified  to 
be  of  such  a  quality  and  the  line  is  distinctly  drawn  limiting  the  same,  no 
deviation  from  these  limits  is  possible  under  these  specifications,  and  as 
soon  as  the  absolute  line  or  a  similar  one  is  used  by  all  engineers,  just  so 
much  easier  will  it  be  to  obtain  satisfactory  work.  The  writer  does  not 
mean  to  imply  that  any  condition  should  be  made  which  is  impossible  to 
comply  with,  but  that  the  condition  should  be  such  that  manufacturers 
can  comply  with  them,  and  that  then  no  deviation  from  those  conditions 
should  be  permitted.  The  general  practice  of  bridge  engineers  is  tending 
in  this  direction  and  with  improvement  in  specifications  and  in  their  en- 
forcement we  shall  find  corresponding  improvement  in  our  engineering 
structures. 

The  N.  Y.  Central  Ry.  in  specifying  steel  for  bridges,  now  requires 
only  ^^/V^  open  hearth  steel,  not  permitting  the  use  of  Bessemer  steel  in 
any  part  of  a  bridge.  The  Memphis  and  Burlington  bridges  above  re- 
ferred to  are  built  almost  entirely  oi basic  open  hearth  steel  although  acid 
open  hearth  steel  will  also  be  used  in  some  parts  of  these  bridges. 

To  many  engineers  the  use  of  Basic  open  hearth  steel  is  new  and  there- 
fore they  hesitate  before  specifying  it.  It  has  however  shown,  in  the  ma- 
terial for  Memphis  bridge,  a  uniformity  in  its  chemical  composition  which 
speaks  well  for  its  being  used  largely  in  structural  work.  The  percentages 
of  phosphorus,  sulphur  and  silicon  have  not  generally  varied  over  -/loo  of 
one  per  cent,  in  the  different  heats.  The  carbon  of  course  varies  according 
to  the  grade  of  the  steel,  (there  being  three  grades,  soft,  medium  and  high 
grade),  between  "/loo  to  7io  of  one  per  cent,  but  is  very  uniform  in  each 
o-rade.  For  steel  plates  it  is  said  that  this  material  has  given  good  satis- 
faction. 

It  was  at  first  intended  to  use  only  Bessemer  steel  in  Memphis  bridge 
but  after  making  several  tests  and  experiments  the  open  hearth  steel  was 
adopted. 

Many  bridges  are  built  under  Cooper's  specifications  which  are  so 
familiar  to  all  engineers  as  to  need  no  explanation.  The  requirements  of 
these  specifications  as  to  iron  tension  members  seems  to  the  writer  to  be  too 
high  in  the  relation  of  specimen  to  full  size  tests.  The  requirement  of 
52,000  lbs.  ultimate  on  sections  less  than  4^  square  inches  in  specimen 
test  and  50,000  lbs.  ultimate  in  full  size  test  seems  to  be  too  small  an  al- 
lowance. In  making  full  size  tests  of  iron  eyebars  to  destruction,  the 
writer  has  noticed  that  the  bars  fail  (unless  there  is  some  flaw  elsewhere) 
either  near  one  head  or  the  other,  indicating  that  the  material  has  possibly 
been  injured  in  forging  the  head.  It  would  perhaps  cause  the  material  to 
return  to  its  original  condition  to  anneal  the  e\ebar  in  the  same  way  that 
steel  eyebars  are  annealed.  The  writer  does  not  know  of  this  having  been 
done  in  any  case  but  is  of  the  opinion  that  a  few  experiments  might  be 
made  with  satisfactory  results.  Certainly  no  injury  would  be  done  and 
much  good  might  be  accomplished. 
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DISCUSSION. 
Mr.  Osborn:— I  would  suggest  that  if  Mr.  Ritchie  has  an  opportunity 
he  revise  his  paper  by  adding  the  loads  for  which  the  new  bridges  are  de- 
signed besides  the  weights  given:  that  data  regarding  weights  in  bridges  is 
certainly  very  valuable,  and  the  suggestion  is  made  that  the  list  be  in- 
creased. 

Mr.  Barber: — A  short  time  ago  I  was  investigating  the  subject  some- 
what and  found  that  there  seemed  to  be  considerable  activity  shown  in 
the  matter  of  railroad  bridge  construction  throughout  the  country.  The 
bridges  that  were  built  ten  years  ago  were  built  for  engines  and  trains  of 
a  certain  weight,  and  from  that  time  to  the  present  I  think  the  rolling 
stock  has  constantly  been  increasing  in  weight.  The  result  has  been  that 
most  all  the  old  bridges— and  even  those  built  within  a  very  few  years 
past — have  had  to  be  rebuilt. 

Mr.  SwASEY: — I  wassomewhat  interestedin  the  statement  made  in  Mr. 
Ritchie's  paper  in  regard  to  the  use  of  plate  girders.  He  mentions  one  of 
108  inches  in  depth.  We  see  a  great  many  girders  of  less  depth  than 
this,  but  do  not  hear  of  many  of  this  depth. 

Mr.  Gifford:— I  recollect  the  bridge  of  the  New  York  Central  Rail- 
road of  which  Mr.  Ritchie  speaks.  In  this  bridge,  which  I  thmk,  is 
the  longest  plate  girder  that  ever  came  under  my  notice,  beingof  115  feet 
span,  the  web  is  not  made  of  plates  108  inches  wide,  but  of  a  width  of  72 
inches,  standing  on  end. 

Mr.  Reid: — [A  visitor]  Mr.  Barber  speaks  of  the  tendency  to  in- 
crease the  weight  of  cars: — I  have  noticed  on  some  roads  that  where  en- 
gines, ten  or  fifteen  years  ago,  weighed  but  from  35  to  40  tons,  now  a 
weight  of  from  50  to  70  tons  is  the  rule.  The  Lake  Shore  Road  has  cars 
carrying  a  load  of  120,000  pounds  of  iron  ore,  this  being  exclusive  of  a 
car  weight  of  36,000  pounds,  and  on  account  of  this  gi^eat  increase  in 
weight  the  Company  is  changing  a  great  many  of  its  bridges. 

Mr.  Porter: — The  use  of  steel  seems  to  be  on  the  increase  as  ap- 
plied to  railroad  bridges;  but,  in  my  opinion,  iron  in  a  good  many  places 
is  just  as  good — perhaps  better — and  much  cheaper  on  account  of  ease  in 
working  it.  My  idea  is  that  for  bridge  work  hard  steel  is  not  very  good^ 
and  in  certain  places  in  bridges  I  much  prefer  a  soft  steel.  Last  year  the 
New  York  Central  Road  used  comparatively  soft  steel  in  their  bridge  con- 
struction; but  my  opinion  is  that  we  can  get  nothing  to  excel  iron  where 
there  is  much  abuse  shown. 

We  all  know  that  the  Engineer  of  the  Board  of  Commissioners  of 
New  York  State,  Mr.  Stowel,  is  a  strong  advocate  of  riveted  structures 
and  the  principal  re.ason  is,  as  I  understand,  that  trains  can  run  ofif  the 
track  on  the  structure  and  still  it  does  not  fall.  This,  of  course,  is  a  little 
exaggerated.  A  good  many  believe  in  another  kind  of  structure.  There 
are  some  cases  where  riveted  work  is  .preferable.  The  aim,  I  understand, 
is  to  put  steel,  in  bridges,  where  it  will  not  be  likely  to  receive  sudden 
blows.  When  the  St.  Charles  bridge  went  down  the  conductor  testified 
that  they  were  going  very  slow.  This  had  a  cast  iron  upper  chord,  but 
we  don't  know  that  it  was  the  cast  iron  which  first  failed. 
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Mr.  Searles: — The  destruction  of  one  of  the  spans  of  the  St. 
Charles  bridge  was  attributed  to  insufficient  flooring,  and  the  derailment 
of  the  car  or  the  breaking  of  an  axle  drew  the  floor-beams  together  and 
left  large  spaces  which  resulted  in  the  destruction  of  the  entire  truss,  the 
cars  falling  into  the  spaces. 

Mr.  Porter: — A  bridge  floor  should  be  not  only  notched  down,  but 
thoroughly  bolted.  Of  course,  there  is  a  little  play,  but  not  much.  Ties 
should  be  placed  eight  inches  apart  and,  sometimes,  less. 

Mr.  Palmer: — Probably  the  chief  difference  between  the  plate 
girder  and  the  truss  in  regard  to  endurance  is  that  the  plate  is  heavier,  it 
being  made  entirely  of  riveted  work.  In  American  truss  work,  bars  and 
pins  are  largely  used,  while,  the  English  rivet  their  truss  work  very 
much  more  than  we  Americans  do. 

Mr.  Baker: — Is  there  any  tendency  among  Europeans  to  the  use  of 
the  American  pin  connected  truss?  It  seems  to  me  that  if  the  American 
bridges  have  stood  the  test  of  time  and  usage  they  would  begin  to  come 
into  use  in  the  old  country  among  the  more  prominent  engineers. 

Mr.  Porter: — In  many  cases, for  short  spans,  the  road-men  prefer  to 
use  a  riveted  structure;  and  many  railroad  companies  specify  them.  There 
are  certain  local  circumstances  which  may  change  any  particular  design; 
but  the  impression  among  railroad  men  is,  I  believe,  that  the  riveted  truss 
of  70  or  80  feet  is  much  stifler  when  the  train  passes  over  it  than  the 
pin  connected  truss. 

Mr.  Biggar:— Would  not  the  argument  apply  to  longer  spans?  You 
limit  it  to  80  feet. 

Mr.  Porter:— Some  do.  Mr.  Stowel,  of  New  York,  does  not  limit 
it,  but  runs  it  up  to  200,  if  necessary. 

Mr.  Swasey: — Is  it  not  a  fact  that  greater  repairs  are  required  on  a 
riveted  than  on  a  pin  connected  structure?  The  Sixth  Avenue  Elevated 
Railroad,  of  New  York,  I  think  is  a  pin  connected  structure  and  costs 
very  little  for  repairs. 

Mr.  Biggar: — From  my  own  experience  the  i-epairs  are  considerably 
less  in  riveted  work  than  the  pin  connection,  on  an  average. 

Mr.  Rice: — I  think  the  common  impression  among  engineers  with 
whom  I  have  talked  is  that  plate-girder  work  has  been  the  most  expen- 
sive. 

Mr.  SearleS: — The  European  Engmeers  are  remarkably  conservative 
as  to  their  designs.  I  do  not  know  that  the  American  pin  system  is  being 
used  in  Europe;  but  it  is  in  Australia.  English  railroad  managers  con- 
tinue to  use  small  cars.  Perhaps  it  is  onl\-  in  America  that  we  see  large 
cars  and  prodigious  loads.  Possibly  it  is  coming  to  a  question  as  to  the 
weight  the  rail  can  stand  rather  than  the  bridge,  as  whatever  load  comes 
on  the  bridge  must  come  through  the  rail.  There  is  a  limit  to  the  crush- 
ing qualities  of  steel  if  it  is  soft  enough  to  be  safe. 

Member: — The  rivets  are  being  removed  from  the  Victoria  bridge,  at 
Montreal  by  the  bushel  every  year.  They  are  seen  lying  upon  the  ice 
beneath  during  the  winter. 

Mr.  Baker: — The  amount  of  strenirthof  a  rivet  in  a  given   structure 
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is  one  of  the  things  we  cannot  find  out,  because  the  initial  strain  upon  it 
after  coohng  is  indeterminate. 

Mr.  BiggaR: — The  statement  just  now  in  regard  to  the  Victoria  bridge 
I  do  not  think  is  really  the  fact.  It  may  be  as  described,  of  course,  the 
Victoria  bridge  is  constantly  undergoing  repairs,  and,  the  rivets  may  have 
dropped  on  the  ice.  I  think  that  so  far  as  the  Victoria  bridge  is  concerned 
it  is  as  good  a  bridge  as  any  in  America.  It  is  a  plate-girder  bridge  in 
which  there  is  is  a  great  weight  of  iron  that  might  have  been  saved. 

Mr.  Searles: — It  is  undoubtedly  true  that  a  great  many  rivets  used 
to  drop  out  in  the  winter  time — that  is,  the  heads  have  dropped  off,  from 
rivets  in  many  of  our  riveted  bridges. 

There  are  a  great  many  good  qualities  in  rivet  work.  Probably  one 
reason  why  rivet  work  is  not  more  popular  may  be  that  the  early  struc- 
tures built  in  the  riveted  fashion  were  more  or  less  defective  in  work- 
manship, while  at  the  present  time,  when  as  much  of  the  work  is  done  at 
the  shop  as  possible  upon  riveted  structures  [the  rivets  being  placed  by 
hydraulic  machinery,  and  the  strain  accurately  adjusted  to  the  size  of  the 
structure,]  the  work  is  more  uniform  in  character.  The  probability  is 
that  modern  rivet  work  will  show  better  results.  On  the  other  hand  we 
know  that  our  pin  connected  structures  are  giving  excellent  service.  The 
failure  in  either  case  may  be  attributed  to  defective  workmanship  at  the 
time  of  construction  or  insufficient  proportioning  for  modern  loads. 
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The  locations  of  the  first  railroads  built  into  Providence  were  made  to 
points  on  the  Harbor  on  the  southerly  side  of  the  city,  skirting  the  easterly 
and  southerly  sides  of  the  population  as  it  then  existed,  and  remote  from 
the  present  centre. 

The  Boston  &  Providence  Railroad  was  chartered  in  June,  1831  and  in 
August  of  the  same  year  Wm.  Gibbs  McNeil,  Captain  of  U.  S.  Engineers, 
was  engaged  by  the  Board  of  Directors  of  the  Corporation  "for  the  pur- 
pose of  determining  generally,  the  circumstances  under  which  a  railroad 
could  be  constructed  between  the  cities  of  Boston  and  Providence."  Capt. 
McNeil's  assistants  were  James  Hayward,  Lt.  Isaac  Trimble,  E.  T.  Gris- 
wold,  Lt.  W.  H.  Swift,  E.  S.  Chesborough,  Lt.  Thomas  Stockton,  Lt. 
Francis  \'inton,  J.  C.  Cadle  and  H.  E.  Rogers,  some  of  whom  were  well 
known  to  the  older  members  of  this  society. 
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In  April,  1832,  Capt.  McNeil  made  a  voluminous  report,  accompanied 
by  maps  and  profiles  and  tables  of  estimates,  appended  to  which  was  a 
very  interesting  and  elaborate  report  prepared  by  H.  E.  Rogers,  exhibit- 
ing the  geological  features  of  the  country  between  Massachusetts  and  Nar- 
ragansett  Bays. 

Very  minute  and  thorough  surveys  were  made  of  several  routes,  all 
terminating  at  India  Point.  This  seems  to  have  been  selected  from  the 
first,  by  the  projectors  of  the  road,  as  the  Southerly  terminus,  presumably 
for  the  purpose  of  making  the  most  feasible  connection  by  steamers  with 
New  York. 

For  a  railroad  line  connecting  the  two  termini  by  the  most  direct  route 
the  location,  as  finally  adopted,  was  made  v/ith  remarkable  skill  and  intel- 
ligence. In  the  light  of  present  conditions  it  would  seem  that  a  mistake 
■was  made  in  the  line  selected.  Had  the  Directors  realized  the  importance 
of  developing  local  business,  or  had  they  in  any  way  considered  what  they 
learned  later,  that  it  was  necessary  to  enter  Providence  from  the  north, 
the  route  through  Dedham,  Walpole,  Wrentham,  North  Attleborough 
and  Pawtucket  would  have  been  chosen.  This  location  would  have  been 
in  the  vicinity  of  the  stage  line  over  the  old  Boston  and  Providence  Turn- 
pike, now  known  as  Washington  street  through  all  the  towns  from  Boston 
to  Pawtucket. 

The  road  as  located  under  the  Massachusetts  charter  ended  near  the 
east  end  of  India  Bridge,  the  state  line  at  that  time  being  the  easterly 
shore  of  Seekonk  river. 

In  May,  1834,  the  Rhode  Island  Legislature  chartered  the  Boston  and 
Providence  Railroad  and  Transportation  Co.,  authorized  to  connect  with 
the  railroad  then  being  constructed  from  Boston,  to  build  a  bridge  across 
Seekonk  river,  passing  into  the  State  of  Rhode  Island  to  tide  water  in  the 
city  of  Providence,  and  to  build  wharves,  docks,  basins,  warehouses,  depots, 
etc. 

The  construction  of  the  road  was  begun  in  1832  and  completed  in 
three  years,  being  opened  from  Boston  to  Providence  in  August,  1835. 

The  original  charters  in  both  states,  provided  that  any  person  might 
enter  upon  the  road  with  his  own  cars  and  engines,  by  paying  such  tolls 
as  might  be  agreed  upon  and  established  by  the  Directors,  and  complying, 
with  such  rules  and  regulations  as  they,  from  time  to  time,  might  pre- 
scribe. Availing  themselves  of  this  provision,  Tristam  Burgess  and  others 
of  Providence,  in  1836,  obtained  a  charter  for  the  Seekonk  Branch  Rail- 
road, proposing  to  build  about  2,000  feet  of  road  at  Seekonk,  now  East 
Providence,  a  separate  station  in  Boston,  and  to  use  the  intermediate  part 
of  the  Boston  and  Providence  R.  R.  with  their  own  engines  and  cars.  The 
annoyance  caused  by  the  operation  of  these  parties  led  to  the  purchase  of 
the  property  of  the  branch  road  by  the  Boston  and  Providence,  in  1^40, 
and  the  passage  of  an  act  by  the  Massachusetts  Legislature,  forbidding 
one  railroad  corporation  to  enter,  with  its  engines,  upon  the  road  of  an- 
other company,  except  by  their  consent. 

The  Boston  and  Providence  road  was  a  tinancial  success  from  the  start. 
Notwithstanding  the  lack   of  local    traffic,  the   business  between    the  two 
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principal  cities  of  New  England,  and  that  from  the  Taun|on  and  New 
Bedford  road  acting  as  a  feeder,  being  sufficient  to  pay  good  semi-annual 
dividends,  from  December,  1835,  with  three  exceptions,  in  1855  and  1856. 

Soon  after  the  road  from  Boston  to  Providence  was  projected,  parties 
in  Rhode  Island,  Connecticut  and  New  York  secured  charters  from  the 
two  first  named  states,  for  the  New  York,  Providence  and  Boston  Railroad 
to  run  from  Providence  to  Stonington,  there  to  connect  wfth  steamers  for 
New  York.  This  road  was  built  under  the,direction  of  Wm.  Gibbs  Mc- 
Neil and  opened  to  Providence  in  1838.  Among  the  assistant  engineers  on 
the  location  and  construction  were  our  honored  fellow  member,  Mr.  James 
B.  Francis,  Mr.  A.  S.  Matthews  who  continued  in  the  service  of  the  road 
until  his  death  a  few  years  since,  and  Mr.  John  A.  Burnham,  afterwards  a 
wealthy  manufacturer.  The  location  is  a  first-class  one  from  Stonington 
to  a  point  now  known  as  Auburn,  about  five  miles  from  the  city.  From 
this  point  it  took  nearly  a  northeasterly  direction,  terminating  on  Provi- 
dence River  at  a  point  opposite  Fox  Point.  This  terminus  was  the  natu- 
ral one  in  view  of  the  desired  connection  by  ferry  with  the  Bost#n  and 
Providence  road  at  India  Point,  the  road  being  designed  as  part  of  a 
through  line  from  Boston  to  New  York.  The  projectors  in  those  days  had 
to  grope,  as  did  those  of  the  Boston  road.  There  was  small  opportunity 
tor  development  at  the  Providence  terminus  of  either  road. 

The  Stonington  road  was  not,  at  first,  a  financial  success.  The  traffic, 
although  there  was  at  that  time  practically  no  competition,  was  very 
light,  and  the  road  seemed  almost  on  the  verge  of  bankruptcy.  This  was 
partly  owing  to  the  exorbitant  rates  charged  by  the  steamboat  lines  at  the 
New  York  end,  as  was  shown  in  an  able  report  on  the  condition  and  pros- 
pects of  the  road,  made  by  Capt.  McNeil  in  1840.  In  this  report  he  rec- 
ommended the  purchase  of  steamers  by  the  company,  in  order  to  make 
an  independent  line  from  Providence  to  New  York,  and  also  suggested  the 
building  ot  a  bridge  across  Providence  river,  to  avoid  the  detention  to 
through  travel  of  about  half  an  hour  caused  by  the  ferrv. 

In  the  course  of  a  few  years  the  prospects  of  the  road  began  to  brighten 
and  when  in  1846  the  Boston  and  Providence  secured  an  entrance  into 
Providence  in  connection  with  the  Providence  and  Worcester  Railroad, 
the  Directors  saw  that  an  opportunity  was  presented  for  the  company  to 
improve  its  fortunes.  A  charter  was  secured  for  an  extension  from  Au- 
burn, and  in  1848  the  road  terminating  at  the  Cove  lands,  was  completed. 
From  the  time  of  this  new  departure,  the  success  of  this  road  has  been 
uninterrupted. 

In  1845,  the  Boston  and  Providence  road  was  threatened  with  a  loss  of 
business  by  the  building  of  an  opposition  road  from  Attleboro  to  Paw- 
tucket,  to  connect  at  the  latter  place  with  the  Providence  and  Worcester 
Railroad,  then  being  constructed  from  Providence  to  Worcester.  This 
was  rather  a  startling  condition  of  things  for  managers  so  conservative  as 
were  those  of  the  old  road.  But  they  proved  equal  to  the  occasion,  and  in 
March,  1846,  a  charter  was  obtained  for  a  branch  road  which  was  imme- 
diately built  from  a  point  south  of  Dodgeville,  on  the  main  line,  to  the 
state  line  in  the  direction  of  Central  Falls.     In  the  same  charter  authority 
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was  granted  to  make  a  connection  with  the  Providence  and  Worcester 
railroad,  in  Rhode  Island,  and  to  purchase  depot  accommodations  in  the 
city  of  Providence.  Under  this  authority  a  joint  ownership  with  the 
Worcester  road  was  secured,  of  the  location  from  the  junction  at  Central 
Falls  to  the  city  and  of  portions  of  the  terminal  station  and  grounds,  and 
a  separate  ownership  of  other  parts. 

After  these  roads  had  completed  their  plans  for  entering  the  city  the 
first  important  question  was  the  erection  of  a  depot.  The  Providence  and 
Worcester  being  the  first  on  the  ground  took  the  initiative,  and  in  1846 
petitioned  the  city  government  for  the  right  to  erect  a  suitable  depot.  It 
was  along  time  before  permission  could  be  obtained.  Several  committees 
considered  the  matter,  and  finally  the  right  was  granted  and  the  construc- 
tion begun.  The  structure,  which  is  the  one  now  standing,  is  of  comely 
ex/erfial  appearance.  It  was  first  built  in  two  sections,  the  westerly  part 
bemg  owned  by  the  Boston  and  Providence  and  the  easterly  by  the  Prov- 
idence and  Worcester.  The  part  now  used  as  a  restaurant,  bemg  joint 
property  of  the  two  roads,  was  built  later,  the  whole  completed  in  184.8. 

The  building  of  the  extensions  of  the  Boston  and  Stonington  roads 
was  an  effectual  remedy  for  the  defects  of  the  first  locations,  and  together 
with  the  construction  of  the  Providence  and  Worcester,  proved  of  im- 
mense benefit,  not  only  to  themselves  but  to  the  city.  The  city  grew  rap- 
idly, and  there  was  a  corresponding  increase  in  the  travel  and  freight 
traffic  over  these  three  roads. 

The  Hartford,  Providence  and  Fishkill  Railroad  was  chartered  by  the 
Rhode  Island  General  Assembly  in  1852  and  built  soon  afterwards.  The 
Providence  and  Springfield,  chartered  in  1857  wasbuilt  to  Pascoag  in  1873. 
These  two  roads  were  built  with  a  view  to  giving  greater  facilities  for  wes- 
tern connections,  and  each  had  its  terminus  on  the  Cove  lands,  the  first 
named  with  passenger  accommodations  at  the  Union  Station. 

In  1873  Mayor  Doyle  appointed  a  commission,  which  a  year  or  two  later 
proposed  a  radical  change  in  the  railroad  system  of  Providence  by  aban- 
doning the  joint  location  of  the  Boston  and  Worcester  roads,  from  a  point 
north  of  Corliss'  Engine  Works,  and  building  a  new  road  west  of  Smith's 
Hill,  terminating  in  a  butt-end  station  west  of  the  Cove  basin  about  one 
quarter  of  a  mile  from  the  present  station.  This  scheme  fell  through,  as 
the  railroad  companies  saw  no  good  reason  for  giving  up  the  valuable 
franchise  held  by  them,  and  the  city  did  not  seem  inclined  to  take  their 
property  for  other  public  use,  the  only  purpose  for  which  it  would  legally 
be  taken. 

During  all  those  years  there  was  a  constantly  increasing  demand  for 
improved  terminal  facilities  on  the  part  of  the  business  men  of  the  city. 
The  railroad  companies  had  little  chance  for  expansion,  except  upon  city 
land. 

In  August,  1 88 1,  the  Boston  and  Providence  and  Providence  and  Wor- 
cester railroad  companies  petitioned  the  city  government  for  the  grant  or 
purchase  of  certain  filled  and  unfilled  lands  belonging  to  the  city.  This 
petition  led  to  action  on  the  part  of  the  city  council,  whicli  resulted  in  the 
appointment  by  Mayor   Hayward   of  what   was   commonlj-  known  as  the 
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Goddard  commission,  consisting  of  Wm.  Goddard,  S.  S.  Sprague,  Robert 
Knight,  H.  E.  Wellman  and  Charles  Warren  Lippitt,  all  well  known  busi- 
ness men  of  the  city. 

Under  instructions  of  the  city  council,  the  Commissioners  were  "to 
appraise  the  lands  belonging  to  the  city  known  as  the  'cove'  and  'cove 
lands,'  to  fix  the  price  thereof,  and  to  negotiate  the  sale  or  exchange  of  the 
whole  or  any  part  of  said  lands  with  the  several  railroad  companies  desir- 
ing to  purchase  the  same;  also  to  report  to  the  city  council,  on  or  before 
April  I,  1882,  a  plan  or  plans  for  the  increase  of  railroad  terminal  facili- 
ties for  both  freight  and  passengers,  and  such  new  streets  as  may  be  neces- 
sary in  consequence  of  the  adoption  of  their  proposed  plan  or  plans,  with 
authority  to  employ  a  secretary  and  such  assistance  of  engineers  or  other- 
wise as  may  be  deemed  necessary  to  the  proper  performance  of  their 
duty." 

The  Commissioners  entered  upon  their  duties  in  December,  188 1,  with 
the  avowed  purpose  of  meeting  the  representatives  of  the  different  rail- 
road companies  in  a  spirit  of  friendliness,  and  with  their  united  help  to 
work  out  a  plan  which  would  be  benertcial  both  to  them  and  to  the  city. 

During  their  investigations  they  gave  several  public  hearings  which 
were  largely  attended,  the  public  interest  in  the  matter  being  very  great. 
They  endeavored  to  acquaint  themselves  with  the  general  sentiment  of 
the  citizens  of  Providence  respecting  the  location  of  passenger  and  freight 
stations,  the  questions  of  filling  up  the  Cove  and  of  grade  crossmgs,  and 
they  also  invited  the  opinion  of  eminent  scientific  authorities  with  respect 
to  the  influence  upon  the  public  health  and  the  effect  upon  the  harbor  of 
Providence  of  filling  the  Cove,  and  of  its  occupation  for  railroad  purposes. 

These  investigations  satisfied  the  Commissioners  that  the  opposition  to 
filling  the  Cove  was  very  limited,  that  the  opinion  in  favor  of  abolishing 
grade  crossings  was  unanimous,  and  that  the  solid  sense  of  the  people  of 
the  city  favored  the  retention  substantially  of  the  present  site  of  the  pas- 
senger station  instead  of  its  abandonment  for  one  remote  or   inaccessible- 

The  Commissioners  made  their  report  April  17,  1882.  The  plan  pro- 
posed provided  for  filling  the  Cove  basin;  reserving  walled  channels  for 
the  waters  of  the  Woonasquatucket  and  Moshassuck  rivers,  the  widening 
of  Exchange  Place  about  125  feet  and  the  location  of  the  passenger  station 
on  its  northerly  line,  substantially  in  the  rear  of  the  present  station,  and 
for  overhead  crossings,  cariying  the  highways  over  the  railroad. 

Upon  the  presentation  of  this  report,  I  was  employed  by  the  Boston  and 
Providence  railroad  to  make  an  estimate  of  the  cost  of  the  Commissioners' 
plan,  to  that  company,  and  to  report  upon  its  feasibility.  Mr.  John  W. 
Ellis  was  employed  for  a  similar  purpose  by  the  Providence  and  Worcester 
company.  The  property  of  these  two  companies  was  held  so  much  in 
common  that  we  made  our  investigations  jointly.  Upon  making  our  re- 
ports, our  companies  decided  that  the  cost  of  the  scheme  was  too  great . 
We  found  the  feature  of  the  overhead  crossing  proved  to  be  very  expen- 
sive. Besides  we  were  not  satisfied  with  this  method  of  approaching  the 
freight  yards  and  houses  of  the  two  roads,  which  were  to  be  placed  on  the 
westerly  side  of  the  main  track,  upon  the  present  area  of  the  Cove. 
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During  our  investigations  of  this  plan,  it  occurred  to  us  that  the  ele- 
vated system  was  the  proper  one,  keeping  in  view  the  main  purpose  the 
Commissioners  wished  to  accomplish.  The  suggestion  of  this  to  the 
Commissioners  was  cordially  received  by  them,  and  the  idea  was  soon  de- 
veloped into  what  was  known  as  the  "Goddard  Plan".  Later  1  acted  as 
Consulting  Engineer  for  the  New  York,  Providence  and  Boston  road  in 
developing  the  scheme  for  the  entrance  of  the  roads  from  the  west,  into 
the  Union  Station.  The  engineers  of  the  railroad  companies  were  in 
frequent  consultation  with  the  City  Engineer  of  Providence,  and  with  the 
Commissioners,  from  the  summer  of  1882  to  the  time  of  the  presentation 
of  their  second  report  to  the  city  council,  December  27,  1883.  Mr. 
Charles  Warren  Lippitt  dissented  from  the  majority  and  made  a  minor- 
ity report.  While  he  agreed  to  the  engineering  features  of  the  plan,  he 
differed  from  the  majority  as  to  the  method  of  building  the  station, 
favoring  its  being  done  by  a  terminal  station  company  instead  of  the 
railroad  companies  in  possession  of  the  present  property. 

The  majority  report  and  plan  weie  immediately  accepted  by  the  city 
council,  and  within  two  months  by  the  Boston  and  Providence,  the  New 
York,  Providence  and  Boston,  and  the  Providence  and  Worcester  rail- 
road companies. 

The  plan  contemplated  an  elevated  station,  with  an  approach  from 
Smith  street  on  a  grade  of  about  23  feet  per  mile,  and  from  the  west  on  a 
grade  of  18^  feet  per  mile.  The  station  was  to  front  on  Exchange  Place, 
which  was  to  be  widened  to  the  extension  of  the  north  line  of  Washington 
street,  the  centre  of  the  building  being  one  hundred  feet  west  of  the  centre 
of  the  present  station.  The  Cove  was  to  be  tilled  in,  reserving  an  ample 
channel  for  the  Woonasquatucket  river,  the  Moshassuck  being  carried 
under  Canal  street.  Highways  were  to  be  built  across  the  Cove,  con- 
necting with  Smith's  Hill,  two  to  be  carried  under  the  elevated  structure, 
one  at  each  end  of  the  train  house,  which  was  to  be  1,000  feet  long.  The 
highways  were  to  be  on  substantially  level  grades. 

Some  modifications  of  the  plan,  desired  by  the  engineers,  would  prob- 
ably have  saved  it  from  certain  prejudices  which  were  afterwards  de- 
veloped. 

The  Commissioners  were  authorized  by  the  City  Council  to  negotiate 
with  the  railroad  companies  for  the  sale  or  exchange  of  lands,  but  there 
was  lacking  legislative  authority  for  taking  land.  Upon  application  to  the 
General  Assembly,  a  joint  Special  Committee  was  appointed  to  consider 
and  report  upon  a  bill  to  enable  the  City  of  Providence  and  the  railroad 
companies  to  carry  out  the  plan  adopted  by  the  city,  and  accepted  by  the 
railroads,  for  the  increase  of  railway  terminal  facilities.  Hearings  were 
given  running  through  nearly  five  weeks  of  March  and  April,  1884. 

Much  opposition  to  the  Commissioners'  plan  was  developed,  led  by  the 
late  George  H.  Corliss  and  the  late  Judge  Charles  S.  Bradley.  The  main 
point  and  aim  of  the  opposition,  as  presented  to  the  committee,  was  that 
the  railroad  companies  ought  to  be  compelled  to  move  from  their  present 
situation  to  the  Cove  lands  west  of  Gaspce  street.  They  seemed  to  forget 
that    the    railroads,  as   much   as   the   city,  were  parties  whose   assent  was 
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necessary  to  make  any  plan  for  increased  terminal  facilities  effective. 
The  cry  of  "railroad  monopoly"  was  raised,  also  "Chinese  Walls,"  and 
the  bridges  under  the  elevated  road  were  designated  as  "rat  holes," 
although  their  capacity  for  the  admission  of  light  was  larger  than  that  of 
the  bridges  under  the  elevated  railroad  and  station  at  Philadelphia,  and 
were  of  about  the  same  length.  Much  eloquence  was  expended  by  Judge 
Bradley  and  others  upon  the  beauties  of  the  Cove  Basin  and  Promenade. 

Mr.  Corliss  brought  forward  a  plan  similar  to  that  of  the  Commission 
of  1873.  This  seemed  to  be  the  favorite  scheme  of  the  opponents  of  the 
Commissioners'  plan,  especially  of  those  owning  land  west  of  Smith's 
Hill,  and  in  the  Woonasquatucket  Valley  west  of  the  Cove  lands,  also  of 
the  esthetic  gentlemen  interested  in  preserving  the  Cove  as  a  Public 
Park.  With  the  "plain  people"  of  Ward  10,  "railroad  monopoly"  was 
sufficient  ground  for  opposition. 

Many  of  the  solid  business  men  of  Providence,  merchants  and  manu- 
facture! s,  appeared  before  the  Committee  in  advocacy  of  the  Commis- 
sioners' plan.  They  recognized  the  fact  that  the  railroads  took  a  natural 
course  when  they  located  into  Providence  through  the  Moshassuck  Valley 
from  the  north,  and  the  Woonasquatucket  Valley  from  the  west,  and  also 
that  the  vested  interests  of  the  railroads  in  the  lands  they  occupied  under 
condemnation,  by  act  of  the  General  Assembly,  were  as  sacred  as  those 
of  any  private  individual. 

The  Committee  reported,  and  the  Legislature  passed  a  bill  granting 
the  authority  asked  for.  It  authorized  the  taking  of  land  covering  an 
extensive  area  between  Smith's  Hill  and  the  works  of  the  Nicholson  File 
Company,  without  committal  to  any  definite  plan. 

Acting  under  this  authority,  the  Commissioners,  (who  were  the  four 
first  named  of  the  original  Commission),  continued  their  labors  for  carry- 
into  effect  the  plan,  until  November,  1886,  when  the  Providence  and 
Worcester  Company  finally  rejected  the  plan.  Rather  than  spend  any 
considerable  sum  for  improvements  in  Providence,  the  managers  of  that 
road  seemed  to  prefer  a  prospective  ten  per  cent,  lease  of  their  property, 
based  on  a  million  increase  of  capital  stock,  soon  after  applied  for  to  the 
Massachusetts  Legislature,  on  the  pretext,  in  part,  of  the  necessity  for 
making  these  very  improvements.  In  the  correspondence  of  the  Presi- 
dent of  the  company  with  Col.  Goddard,  it  was  contended  that  it  was 
impracticable  to  build  the  structures  proposed  in  the  Cove,  on  account 
of  the  very  difficult  foundations,  an  opinion  contrary  to  that  of  his  own 
engineer.  This  correspondence  is  "interesting  reading"  to-day,  in  view 
of  actual  tests  that  have  been  made,  and  of  what  is  now  going  on  in  the 
Cove  under  city  contracts. 

As  soon  as  the  Worcester  road  withdrew  its  acceptance  of  the  plan, 
the  Goddard  Commission  resigned,  after  devoting  a  great  deal  of  their 
time,  for  nearly  five  years,  ably,  conscientiously  and  gratuitously  to  the 
service  of  the  city. 

"Terminal  facilities"  continued  to  be  a  subject  of  agitation  before 
Committees  of  the  City  Council  and  of  the  General  Assembly,  during  the 
winter,  spring  and  summer  of  1887,  but  with  no  result   till   September  of 
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the  same  year,  when  the  City  Council  passed  a  resolution,  requesting  the 
Mayor  "to  appoint  a  Commission,  to  consist  of  three  impartial  and  disin- 
terested persons  residing  without  the  State,  who  shall  be  practical  and 
skilled  railroad  engineers,  and  who  shall,  as  soon  as  possible,  visit  the  City 
of  Providence,  and  after  making  a  thorough  examination  of  the  present 
terminal  facilities  of  the  railroads  entering  the  Cove  lands  within  the 
said  city,  the  topography  of  the  lands  contiguous  and  adjacent  thereto, 
together  with  the  requirements  for  an  adequate  accommodation  of  the 
public,  report  to  the  City  Council,  for  their  approval,  the  best  plan  in 
their  judgment  for  enlarged  terminal  facilities  tor  said  railroads,  inclu- 
ding therein  locations  and  general  plans  for  a  new  passenger  station, 
freight  houses,  together  with  approaches  and  track  connections  therewith." 

Acting  under  the  authority  given  by  this  resolution,  Mayor  Robbins 
appointed  as  a  Commission  of  Expert  Engineers,  Joseph  M.  Wilson  of 
Philadelphia,  D.  J.  Whittemore  of  Milwaukee,  and  Alfred  P.  Boiler  of 
New  York. 

The  plan  the  Commission  reported  to  the  City  Council,  April  13th, 
1888,  provided  for  a  new  location  around  the  foot  of  Smith's  Hill,  a  pas- 
senger station  to  be  located  near  the  old  State's  Prison,  the  tilling  in  of  the 
Cove  Basin,  preferably  for  a  public  park,  and  the  elimination  of  grade 
crossings,  the  crossings  to  be  carried  overhead.  The  passenger  station 
was  to  comprise  a  train  shed  560  feet  in  length,  with  five  tracks  under 
cover,  flanked  on  the  south  by  the  station  building  proper,  and  facing  the 
proposed  park.  Two  of  the  tracks  were  for  through  passenger  business, 
and  three  for  local  trains.  There  were  to  be  two  tracks  outside  the  train 
shed  for  through  freight. 

The  freight  yards  and  houses  of  the  roads  entering  from  the  north, 
were  to  be  between  Canal  street  and  the  through  tracks,  and  of  those 
entering  from  the  west,  between  West  Exchange  street  and  the  through 
tracks,  the  northerly  yards  extending  a  short  distance  into  the  filled  Cove 
Basin. 

Such  were  the  main  features  of  the  Experts' plan,  which  was  accepted 
by  the  City  Council  with  alacrity.  Their  chief  argument  for  the  plan  was 
the  saving  in  distance  of  1,730  feet,  and  in  curvature  of  79^4  degrees,  and 
the  consequent  saving  in  the  cost  of  operation  for  through  trains  of  about 
$10,000  per  annum. 

No  estimate  of  cost  to  the  city  or  railroads  was  made  by  the  Experts. 
They  state  in  the  first  part  of  their  report  that  "any  plan  presented  by 
them  must  be  a  reasonable  one;  that  is,  one  that  the  railroads  could  carry 
out,  and  one  that  would  not  too  violently  disturb  a  long  established  rail- 
road centre  with  its  surrounding  growth  of  business  interests."  It  was 
evidently  the  opinion  of  a  large  majority  of  the  business  men  of  Provi- 
dence that  the  change  the  Experts  proposed,  would  seriously  disturb 
existing  values  of  property.  At  least,  this  would  seem  to  have  been  their 
better  second  thought,  though  at  first  many  of  them  appeared  willing  to 
accept  this  plan,  thinking  they  could  get  no  other. 

The  location  of  the  freight  yards,  while  quite  convenient  for  those 
doing  business  south   and  east  of  the  railroad,  was  very  inconvenient  for 
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the  manufacturing  establishments  in  the  Woonasquatucket  Valley  west  of 
the  old  State's  Prison.  The  method  of  connecting  the  territory  with  the 
rest  of  the  city,  by  means  of  the  crossings  over  the  railroads,  was  not  one 
to  promote  its  future  development. 

The  passenger  station  was  badly  located  for  doing  the  growing  sub- 
urban business  of  the  different  roads. 

A  serious  objection  to  the  station  was  the  limited  accommodations 
provided  for  the  train  service,  being  about  equal  to  the  requirements  of 
the  present  time,  but  wholly  inadequate  to  the  future  growth  and  needs 
of  the  city.  Besides,  it  was  impossible  to  enlarge  the  station  in  length  or 
width,  leaving  the  streets  as  adopted  by  the  city  council. 

The  plan  was  not  acceptable  to  any  of  the  railroad  companies. 

In  the  summer  of  1888,  the  New  York,  Providence  and  Boston  road, 
had  come  into  possession  of  the  Providence  and  Worcester  by  lease,  and 
the  Old  Colony  road,  of  the  Boston  and  Providence.  The  Managers  of 
the  two  roads  informed  the  committee  on  terminal  facilities  of  the  city 
council  that  they  wished  to  have  plans  prepared  with  a  view  to  reconcil- 
ing the  conflicting  interests  of  the  city  and  railroads. 

In  a  communication  from  the  General  Managers,  dated  July  19th,  1888, 
Mr.  E.  P.  Dawley,  Chief  Engineer  of  the  New  York,  Providence  and 
Boston  road,  and  myself,  were  instructed  to  examine  two  studies  of  pro- 
posed terminal  facilities  at  Providence,  which  had  been  placed  in  their 
hands,  and  to  report  upon  the  same,  estimating  the  cost  etc.  One  was 
for  an  elevated  road  and  station,  the  other  a  surface  road,  the  highways 
to  be  carried  over  it.  Either  station  was  to  be  located  in  the  rear  of  the 
present  station.  Each  combined  covered  through  tracks  with  two  butt- 
end  stations  for  local  trains.  It  was  at  once  seen  that  the  large  area  re- 
quired for  a  station  of  this  character  would  make  it  very  expensive,  with 
no  benefits  corresponding  to  the  outlay.  We  were  at  liberty  to  modify 
these  plans,  or  devise  any  other  which  we  thought  best  suited  to  the  situa- 
tion, and  were  recommended  to  study  the  plans  of  the  Rochester,  Buffalo 
and  Philadelphia  elevated  systems. 

The  General  Managers  expressed  a  view  which  agreed  with  the  pre- 
conceived opinion  of  the  engineers,  as  follows:  "The  advantages  of  an 
elevated  track  are  manifest.  All  trains  are  out  of  the  way  of  the  public; 
they  can  be  run  with  absolute  safety  to  and  from  the  station;  all  our  own 
property  can  be  fully  enclosed  and  protected.  The  platform  of  the  station 
can  be  kept  private  and  free  from  all  passengers  until  the  arrival  or  de- 
parlure  of  trains." 

Matters  were  now  simplified  by  the  combination  of  interests  of  the 
Stonington  and  Worcester  roads. 

Alter  months  of  careful  study  we  decided  upon  the  plan  which  has 
now  been  accepted  by  all  parties  interested.  This  plan,  which  has  so 
successfully  defied  adverse  criticism,  so  much  so  that  it  has  no  outspoken 
opponent,  was  designed  to  embrace  all  the  good  points  of  the  plans  that 
had  gone  before,  and  omit  all  the  bad  ones. 

It  was  designed  to  suit  the  City,  the  Railroads,  and  all  reasonable 
opponents  of  previous  schemes. 
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Of  course  grade  crossings  were  to  be  eliminated,  but  even  if  the  tracks 
were  elevated  there  must  not  be  an  elevated  station. 

There  were  to  be  no  "Chinese  walls,"  no  "rat  holes"  through  embank- 
ments, no  steps  up  into  the  depot  or  steps  down  into  the  train  shed. 

The  streets  crossing  the  railroads  were  to  be  neither  elevated  or  de- 
pressed. There  were  to  be  no  columns  in  the  streets  and  no  lack  of  head 
room  for  teams. 

To  draw  a  plan,  and  overcome  all  objections,  was  the  task  attempted. 
The  arrangement  of  freight  yards  to  suit  the  needs  of  the  different  com- 
panies was  not  the  least  difficult  problem. 

It  can  be  said  that  this  plan  has  been  designed  in  all  its  features  by  rail- 
road men  and  railroad  engineers  who  were  reasonably  familiar  with  the 
needs  of  the  railroads  in  Providence  and  the  notions  of  prominent  citizens. 
How  well  they  have  succeeded  remains  to  be  proved. 

A  description  of  how  the  plan  was  constructed  will  perhaps  most 
clearly  describe  it. 

Each  of  its  main  features  was  the  result  of  much  study,  and  final  com- 
bination and  conclusions  were  only  arrived  at  after  great  labor  in  draw- 
ing, estimating  cost,  comparing  plans,  making  trial  positions  for  the 
buildings  and  approaches,  etc.  The  first  point  to  consider  was:  Shall 
the  station  remain  near  its  present  site  or  be  removed  to  the  rear  of  the 
Cove  as  had  been  proposed  by  eminent  engineers. 

As  public  opinion  had  been  fully  expressed  on  this  point  and  was  in 
aecordance  with  the  views  of  the  management  of  the  railroads,  it  was 
finally  settled  in  favor  of  keeping  it  as  near  as  was  possible  to  the  present 
station  and  accomplish  all  else  that  was  desirable. 

The  next  question  was:  Shall  the  streets  go  over  the  tracks  or  the 
tracks  over  the  streets. 

This  question  settled  itself  in  our  minds  in  favor  of  placing  the  tracks 
over  the  streets,  for  the  following  reasons: 

First,  the  present  station  being  in  the  valley  with  down  grades  ap- 
proaching it  of  from  15  to  40  feet  per  mile  and  lying  only  a  few  feet  above 
tide  water,  it  was  impossible  to  much  further  depress  the  tracks. 

Second,  by  keeping  the  new  station  near  the  present  one  the  streets 
could  not  be  carried  over  without  long  and  winding  inclines. 

Third,  it  seemed  very  undesirable  to  forever  shut  out  the  large  Woon- 
asquatucket  valley  from  all  communication  with  the  centre  of  the  city  ex- 
cpt  by  these  overhead  bridges,  and  also  very  unfair  to  the  railroads  which 
would  of  necessity  have  their  freight  yards  located  so  that  the  bulk  of 
their  team  freight  should  be  hauled  over  these  bridges. 

Fourth,  and  finally,  what  was  more  natural,  than  to  reverse  the  track 
grades  and  let  the  tracks  approach  the  station  on  ascending  grades,  a  con- 
dition most  desirable  in  the  operation  of  a  large  station. 

The  prime  feature  contended  for  by  the  City  (next  to  the  removal  of 
grade  crossings),  in  any  plan,  has  been  direct  and  ample  street  communi- 
cation between  the  central  portion  of  the  city  and  Smith's  Hill,  so  called. 

To  meet  this  demand  a  street  80  feet  wide  was  drawn  from  the  center 
of  the   City,   or   the   square   in   front  of    the  City  Hall,  to  the  best  street 
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ascending  ihe  Hill.  The  grade  of  this  street  was  fixed  on  the  present 
surface  and  the  surface  of  the  filling  to  be  made  in  the  Cove,  it  being 
from  5  to  10  feet  above  mean  high  tide. 

This  being  the  most  direct  route  possible  between  the  centre  of  the 
City  and  the  Hill  it  could  not  be  criticised. 

To  make  it  still  more  desirable  it  was  determined  that  no  freight 
yards  should  front  thereon. 

Then  came  the  question  of  how  to  get  the  tracks  over  this  new  street 
and  not  make  a  dark  and  undesirable  crossmg. 

Only  the  through  tracks,  four  for  passenger  and  two  for  freight  were 
allowed  to  go  over,  and  as  there  were  to  be  various  other  stub  tracks  for 
local  trains  it  was  necessary  to  stop  them  on  either  side  of  this  street.  A 
bridge  was  therefore  conceived  which  would  carry  the  through  tracks  as  is 
shown  on  the  plan,  and  after  various  studies  of  how  to  arrange  the  depot 
building,  so  that  there  should  be  but  one  general  waiting  room  and  set  of 
ticket  offices  (a  feature  insisted  upon),  it  was  decided  to  bridge  this  street 
at  one  more  place,  separate  and  apart  from  the  track  crossing,  and  place 
the  waiting  room,  in  part  right  over  the  street,  thus  securing  for  it  plenty 
of  light  and  ventilation  from  above  and  easy  access  from  either  side  of 
this  particular  street,  below.  This  gave  us  as  the  plan  shows  two  bridges 
over  this  main  street,  each  of  reasonable  width,  with  14  feet  clear  height, 
and  a  stretch  of  open  daylight  118  feet  long  between. 

Two  other  streets  were  projected,  each  70  feet  wide,  under  the  track, 
each  to  serve  a  purpose  and  to  take  the  freight  business  away  from  the 
main  'thoroughfare. 

No  other  plan  has  so  well  provided  for  street  accomodation  across  the 
tracks.  Next  came  the  question  of  how  to  arrange  the  front  of  the  station 
so  that  it  could  not  be  called  an  elevated  station.  This  was  done  by 
placing  it  back  just  far  enough  to  permit  of  sloping  the  approaches  to  a 
reasonable  carriage  grade  on  either  side  of  the  main  street  to  the  hill. 
There  are  provided  up  this  slope  four  carriage  approaches,  two  with  grades 
of  four  feet  per  one  hundred,  one  of  three  feet  per  hundred  and  one  of 
two  feet  per  hundred. 

There  are  also  left  on  this  gentle  slope  about  seven  acres  of  ground  to  be 
made  into  an  attractive  public  garden. 

There  are  no  steps  up  into  the  depot  from  the  point  where  a  carriage 
will  leave  its  occupants. 

The  track-approaches  to  the  station  are  on  embankments  and  have  a 
rise  of  about  30  feet  per  mile  or  a  total  rise  of  about  8  feet  above  the 
point  where  the  new  grade  leaves  the  present  track.  There  are  no  walls 
designed  to  sustain  the  embankments. 

The  depot  building  is  to  be  of  ample  size  to  meet  all  requirements. 

The  train  shediwill  be  200  feet  wide  in  the  clear  and  1,000  feet  long  on 
the  rear  line. 

The  baggage  and  express  rooms  are  so  located  that  the  busi  ness  may 
be  conveniently  done  without  being  in  the  way. 

Large  and  desirable  rooms  have  been  provided  for  under  the  train 
shed,  fronting  on  the  main  street  through  the  depot,  for  the  use  of  a  public 
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cab  company,  so  that  passengers  may  descend  from  the  waiting  room  and 
enter  these  carnages  without  going  out  of  doors. 

The  bridge  floors  over  the  streets  have  received  a  good  deal  of  study 
and  it  is  expected  with  floors  of  moderate  thickness  to  span  the  70  and  80 
foot  streets  with  columns  only  on  the  curb  lines.  This  is  done  by  means 
of  cantilever  brackets.  All  of  the  bridge  floors  will  be  of  the  Pencoyd  cor- 
rugated shapes,  trough  section,  and  be  perfectly  water-tight. 

The  bridge  over  the  river  will  have  the  same  floor  and  be  a  deck  span 
sufficient  to  carry  the  train  shed  in  addition  to  the  tracks. 

The  track  systems  have  all  been  so  designed  that  the  movement  of  all 
switches  and  signals  will  be  controlled  by  an  interlocking  system  and 
worked  from  a  tower  at  either  end  of  the  station  and  are  so  arranged  that 
any  train  on  any  main  track  approaching  the  station  can  be  run  in  on 
to  any  track  in  the  station  and  the  same  can  be  done  in  the  opposite  direc- 
tion. 

The  saving  in  distance  for  through  trains  over  the  present  alignment, 
is  840  feet,  while  the  saving  by  the  expert's  plan  was  i  ,730  feet.  The  saving 
in  curvature  is  79,^  degrees,  the  same  as  by  the  expert's  plan.  The  max- 
imum degree  of  curves  is  673  and  by  the  expert's  plan,  10. 

The  through  freight  tracks,  two  in  number,  will  pass  the  station  in  the 
rear  of  the  train  shed. 

It  may  not  be  apparent  without  attention  being  called  to  it  that  the 
curve  through  the  station  is  a  compound  curve,  compounded  on  the 
centre  line  of  the  main  street  through  the  depot.  This  was  done  in  pref- 
erence to  a  simple  curve  throughout,  to  bring  all  the  construction  "of  the 
depot  building  square  to  the  street  at  this  point  and  make  the  whole  work 
and  plan  symmetrical  about  this  one  axis. 

It  is  expected  that  the  furnishings  and  architecture  of  the  depot 
will  be  equal  to  the  best  of  such  structures  in  the  United  States. 

On  reflection  it  seems  that  the  whole  scheme  is  simple  enough,  but  a 
large  amount  of  study  has  been  given  to  it  in  every  detail,  from  the  posi- 
tion of  the  pile  foundation  in  its  solid  gravel  bed  under  the  station  up  to 
and  including  such  things  as  investigations  into  comparative  width  ol 
platforms  between  tracks  and  tracks  per  number  of  trains,  in  the  various 
stations  throughout  the  country,  and  we  hope  that  the  fifteen  years  of 
study,  with  the  production  ot  many  plans  has  served  to  finally  develope 
the  best  thing  for  the  situation. 

The  freight  yards  have  been  carefully  sized  to  meet  the  needs  of  the 
different  companies. 

The  freight  yard  of  the  Old  Colony  railroad  will  cover  the  land  be- 
tween Smith  street  and  the  projected  street  under  the  east  end  of  the 
train  shed,  bounded  on  the  east  by  Canal  street  and  on  the  west  by  the 
elevated  railroad.  The  freight  yard  of  the  Worcester  Division  of  the  New 
York,  Providence  and  Boston  road  will  be  reached  by  this  projected  street 
and  cover  the  land  between  the  elevated  tracks  and  the  new  location  of 
Gaspce  street.  The  freight  yard  of  the  New  York,  Providence  and  Boston 
railroad  will  cover  about  430,000  square  feet  of  land  between  West  Ex- 
change street  and  the  elevated  railroad,  lying  west  of  the  jirojccted  street 
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under  the  west  end  of  the  train  shed.  The  freight  yards  of  the  New  York 
and  New  England  and  Providence  and  SpringHeld  roads  will  be  reached 
by  this  projected  street  and  will  cover  so  much  of  the  land  nortli  of  the 
elevated  .lailroad  as  they  may  require. 

By  an  act  of  the  General  Assembly  of  Rhode  Island  the  Old  Colony 
Railroad  Company  and  the  New  York,  Providence  and  Boston  Railroad 
Company  are  authorized  to  construct  a  passenger  station  and  the  ap- 
praches  thereto,  in  accordance  with  this  plan.  In  the  construction  of  the 
station  these  corporations  are  required  to  "provide  convenient  and  suita- 
ble accommadations  therein  and  upon  and  over  said  approaches  thereto 
for  all  other  railroads  now  or  hereafter  entering  or  terminating  in  the  city 
of  Providence." 

These  descriptions  relate  to  the  arrangement  of  passenger  and  freight 
facilities  at  or  near  the  Cove,  or  in  the  central  location.  ''Terminal  facil- 
ities" for  Providence  should  include  a  system  of  circuit,  or  belt  roads,  con- 
necting all  the  sulDurbs  with  the  central  station.  One  of  the  most  im- 
portant of  these  connections  is  that  of  the  Providence,  Warren  and  Bristol 
railroad,  by  means  of  an  elevated  road  through  South  Water  street,  a 
charter  for  which  has  been  granted  by  the  General  Assembl)'  to  the  Old 
Colony  Railroad  Compao)'.  This  will  supply  a  long  felt  want  of  direct 
connection  of  the  centre  of  the  city  with  the  east  shore  of  Narragansett 
Bay  and  with  the  cities  of  Fall  River  and  Newport.  The  location  of  the 
passenger  station  is  a  favorable  one  and  the  elevation  of  the  tracks  in  it 
has  been  fixed  with  special  reference  to  a  connection  with  the  elevated 
road. 

The  New  York,  Providence  and  Boston  Railroad  Company  has  been 
granted  the  right  to  build  a  bridge  across  Providence  river  at  F"ox  Point. 
By  building  this  bridge,  with  proper  connections  from  its  easterly  end  to 
the  east  shore  of  Seekonk  river  and  northerly  with  the  elevated  railroad 
through  South  Water  street,  important  circuit  lines  can  be  formed,  con- 
necting the»central  station  with  Olneyville,  Elmwood,  Auburn,  Roger 
W^illiams  Park,  Harbor  Junction,  Fox  Point,  East  Providence,  Rumford, 
East  Junction,  Hebronville,  Pleasant  View,  Valley  Falls,  Central  Falls, 
Pawtucket  and  Woodlawn. 

The  cities  of  Providence  and  Pawtucket  and  their  suburbs  arc  rapidly 
growing  and  now  contain  a  population  estimated  at  220,ocx). 

The  completion  of  these  lines   will   furnish   unsurpassed   facilities  for 
running  rapid  transit  trains,  and  will  result  in  a  greatly  accelerated  in- 
crease of  population  and  business,  wnth  corresponding  benefits  to  the  rail- 
.  road  companies  owning  and  operating  the  roads. 

Important  as  is  this  briefly  outlined  system  of  belt  roads  for  the  pas- 
senger business  of  Providence,  it  is  still  more  important  in  connection 
with  the  freight  traffic,  as  it  connects  all  the  railroads  entering  Providence 
with  the  deep  water  front  on  both  sides  of  the  river,  and  allows  through 
freight  and  freight  interchanges  to  be  taken  around  the  city  without  going 
through  the  central  passenger  locality. 

By  means  of  the  belt  line  and  the  extension  of  the  tracks  of  the  New 
York,  Providence  and  Boston  road  from  Allen's  avenue  to  Crawford  street 
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bridge,  as  proposed  by  the  Goddard  Commission  in  their  report  of  1882,  a 
connection  can  be  made  with  all  the  wharves  in  the  city.  With  this  work 
accomplished,  the  inconvenient  and  dangerous  tracks  in  Market  square 
and  Dorrance  street  can  be  removed. 

With  the  whole  scheme  carried  into  effect,  Providence  will  be  pro- 
vided with  a  railroad  system  sufficient  for  its  rapid  growth  and  develop- 
ment for  lift)-  years. 


THE  ASYLUM  STREET  CROSSING  AT  HARTFORD,  CONN. 


By  L  .  B.  BiDWELL,  Member,  Boston  Society  of  Civil  Engineers. 


[Read  May  21,  1890.] 

In  the  year  1842  an  extension  of  the  New  Haven  and  Hartford  Rail- 
road was  made  to  Springfield,  Mass.  At  that  time  the  Hartford  station 
was  on  the  southeast  side  of  what  is  now  Bushnell  Park,  at 
the  foot  of  Mulbur}-  street;  and  the  New  York  and  Hartford  road 
approached  the  station  from  the  south  and  swung  across  Park  river,  near 
its  present  shops  of  that  road,  and  across  what  is  now  the  Park  on  what 
was  called  the  long  curve,  of  about  6,500  feet  (run  on  chords  of  200  feet, 
with  a  radius  of  5,000  feet,  each  full  station  representing  200  feet 
and  so  numbered.)  Leaving  the  station  at  Mulbury  street  the 
Springfield  extension  passed  to  the  west  and  north,  over  the  Park, 
River,  and  crossed  Asylum  street  at  grade  near  the  present  depot  site 
thence  north  across  low  swampy  ground  a  distance  of  i  ,700  fe^t  to  and  across 
Walnut  street  at  grade,  then  about  1,000  feet  still  farther  north 
passed  by  an  arch  under  North  Main  street  and  Albany  Avenue  near 
their  junction 

In  1 849  the  Hartford,  Providence  and  Fishkill  Railroad  was  built  parallel 
to  the  Springfield  extension  to  the  north  of  West  Main  street  and  Albany 
Avenue,  and  the  station  at  Mulbury  street  was  abandoned  and  a  Union 
station  built  just  north  of  Asylum  street,  over  which,  the  changed  tracks 
of  the  New  Haven,  Hartford  and  Springfield,  and  the  Hartford  Provi- 
dence and  Fishkill  roads  passed  at  grade.  At  this  time  there  were  no 
buildings  for  quite  a  distance  east  of  the  crossing  and  few  west  of 
it.  Both  roads  were  poor,  yet  they  together  built  what  was  then 
considered  a  very  fine  station  about  357  feet  long,  and  93  feet  wide,  with 
a  single  track  for  each  road  through  the  station,  and  with  waiting  rooms 
on  each  side.  The  architectural  effect  was  good,  certainly  preferable  to 
many  more  modern  structures  for  the  same  purpose;  and  with  the  single 
tracks,  it  was  not  inconvenient.  I  have  no  record  of  the  placing  of  a  flag- 
man, or  gates,  on  Asylum  street,  but  have  the  impression  that  it  was  about 
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i860  that  a  gate  was  placed  on  each  the  New  Haven,  Hartford  and  Springfield 
and  the  Hartford,  Providence  and  Fishkill  sides.  It  was  made  of  one  heavy 
pole,  which  swung  across  the  track  and  highway.  The  only  accident  I 
have  heard  of  there  was  caused  by  a  frightened  horse  running  down 
Asylum  street  from  the  west,  striking  the  gate  which  was  across  the  hi.gh- 
way,  swmging  and  breaking  it;  the  broken  piece  striking  a  child  on  the 
the  side-walk.  In  later  years  there  was  very  heavy  travel  on  this  street  as 
the  city  grew  to  the  west;  and  as  trains  were  increased,  and  more  or 
less  switching  was  necessarily  done  across  the  street,  the  delay  to  teams 
was  such  that  a  separation  of  grades  was  certainly  desirable. 

Much  talk  was  had,  a  good  deal  of  printers  ink  wasted,  and  some 
plans  made,  but  nothing  definite  was  done,  until  in  iS84the  Legislature 
passed  an  act  to  separate  the  grades  and  established  a  commission,  com- 
posed of  the  three  Railroad  Commissioners,  the  Mayor  of  Hartford,  and 
a  representative  for  the  two  railroads,  to  decide  on  a  plan,  and 
fixed  the  amount  to  be  paid  by  the  city  at  not  over  one-half  of  the 
expenditure,  the  balance  to  be  borne  by  the  two  railroad  companies 
equally.  It  was  expressly  stated  that  the  city  should  bear  no  part  of  the 
expense  of  anew  station  building. 

In  the  year  1867  Broad  Street  about  1,600  feet  south  from  Asylum 
street  was  carried  over  the  tracks  by  an  iron  bridge.  Walnut  street  rose 
as  it  left  the  railroads  both  to  the  east  and  west.  Asylum  street  rose  to 
the  west  with  a  grade  of  about  6  in  100;  and  to  the  east  there  was  a  slight 
descent,  to  Ford  street  about  500  feet,  then  a  gradually  increasing 
rise  further  east.  It  will  be  seen,  that  having  Albany  Avenue  2,700  feet 
north  and  Broad  street  1,600  feet  south  already  over,  and  the  railroads 
level  from  Albany  Avenue  to  the  station,  and  rising  but  about  8  feet  from 
the  station  to  Broad  street,  and  Walnut  street  rising  each  way  from  the 
track,  and  Asylum  street  rising  heavily  to  the  west,  also  with  a  rising  grade 
not  very  far  to  the  east,— that  the  physical  indications  were  all  one  way, 
that  the  street  should  be  carried  over  the  railroads.  In  June  1884  the 
Commissioners  called  on  the  railroad  companies  for  plans  for  separating 
the  grades,  and  we  presented  two,  for  carrying  the  street  over.  There 
was,  however,  on  Union  Place  just  east  of  the  station  and  between  Union 
Place  and  High  street,  valuable  property  in  business  buildings,  and  an 
expensive  church,  and  as  a  low  approach  would  in  this  case  be  required  to 
the  station,  the  main  part  of  Asylum  street  if  carried  over,  would  have 
had  to  be  swung  to  the  south  reaching  on  to,  and  taking  a  small  part  of  the 
Parkgroundsandof  the  Julius  Catline  estate,  also  valuable  land  west  of  the 
crossing.  This  was  one  of  the  earliest  considered  plans  and  commended 
itself  to  the  railroad  companies,  but  the  city  representative  opposed  any 
detour  of  the  street,  and  the  matter  was  delayed. 

In  December  1884  another  request  was  made  for  the  railroad  com- 
panies to  prepare  plans  for  a  straight-away  over  crossings  of  the  street  55 
feet  wide,  and  the  New  York  and  New  England  Railroad  Company  pre- 
sented complete  plans  leaving  the  tracks  as  they  were,  except  lowering 
them  2  feet  at  the  street,  and  giving  18  feet  clear  head  room.  A  careful 
estimate  of  the  cost  was  $140,414. 
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The  New  York  and  New  Haven  Road  at  this  time  presented  no  plan. 
The  first  decision  of  the  Commision  was  I  think  in  December  1884  and 
was  that  the  street  should  be  carried  over  the  tracks  on  its  present  site; 
the  approach  tu  the  station  was  to  be  by  stairs  on  the  east  at  Union 
Place  and  by  an  incline  on  the  west  at  Spruce  street.  This  banked  up 
somewhat  against  the  church  property  the  height  increasing  as  the  tracks 
were  approached  and  it  buried  the  lower  stories  of  the  business  blocks, 
and  doubts  were  expressed  as  to  abutters  being  able  to  get  anything  for 
thj  damage.  This  of  course  met  with  strong  opposition;  the 
city  representative  was  strenuous  in  his  objection  to  any  detour 
of  the  elevated  street.  Mg^y  16,  1885  a  plan  was  presented  by  the 
New  York  and  New  Haven  Railroad  Company  for  elevating  the  tracks, 
and  placing  the  station  between  them,  on  which  my  estimate  for  con- 
struction was  ^241,858,  not  including  the  station.  This  included  some 
supports  for  station  platform  etc.,  on  which  the  Commission  thought  the 
city  should  pay  no  part,  and  they  required  new  plans  omitting  this,  and 
reducing  the  width  to  be  occupied  for  bridges  over  Asylum  street  to  95 
feet,  and  made  the  clear  height  13  feet.  For  convenience  this  re- 
quired two  stations.  My  estimate  of  cost  of  constiliction  and  land  ex- 
clusive of  station  was  $185,140. 

On  the  22d.  of  (3ctober,  1885,  the  commission  rescinded  their  first 
order  and  adopted  the  west  side  plan.  An  engineer  employed  by  the  city 
estimated  the  cost  of  this  plan  $117,  683.  I  clauned  $145,387  in  necessary 
retaining  walls  and  land  making  a  total  of  $263,070.  The  New  York 
and  New  Haven  Company's  estimate  on  this  plan  was  about  $287,- 
000.  This  however  did  not  suit  all  the  citizens  a  few  of  whom  began  to 
think  of  the  dollars;  for  it  required  no  special  engineering  talent  to  under- 
stand that  tunneling  through  this  clay  hill,  and  the  Catline  estate 
would  be  very  expensive  This  plan  beyond  all  others  was  objec- 
tionable to  the  New  York  and  New  England  Railroad  Company,  as  it 
practically  destroyed  their  yard,  and  as  they  were  in  the  hands  of  a  Re- 
ceiver and  under  the  shelter  of  the  court,  not  much  could  be  done  with- 
out their  consent,  therefore  this  plan  did  not  progress. 

Finally  the  elevated  plan  was  adopted  as  a  compromise,  and  plans  ana 
estimites  were  made  for  elevating  about  loo  feet  in  width  with  retaining 
walls  and  earth  filling  for  a  small  arch  for  foot  passengers  at 
Church  street  produced,  three  arches  for  communication  between 
the  new  station,  which  was  to  be  on  Union  Place,  and  the  west,  and  for 
stairways  to  the  middle  platform.  This  plan,  which  was  estimated  at 
$234,643,  not  including  the  new  station  building,  was  adopted  by  the 
Commission  early  in  1887.  Later,  and  before  any  work  was  done  between 
Church  and  Asylum  Streets,  the  railroad  companies  proposed  to  put  in 
between  these  streets  an  iron  trestle  founded  on  stone  piers,  and  agreed  to 
l)car  themselves  any  increased  expense  over  the  cost  of  the  retaining 
walls,  earth  filling  and  arches;  and  the  Commission  accepted  this  change. 
The  estimated  cost  of  the  walls,  earth  filling  and  arches  was  about  $123.- 
000. 

\W  agreement  of  the  i)artiesand  the  order  of  the  Commission  the  two 
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railroad  companies  wore  to  do  all  the  work  except  the  lowering  of  Asylmn 
street  and  raising  of  Walnut  street. 

A  contract  was  made  with  John  Beattie  for  the  granite  rubble  retain- 
ing walls  at  $5.20  per  cubic  yard  and  for  the  granite  cut  face  and  rubble 
back  abutment  walls  at  $8  per  cubic  yard. 

Temporary  stations  were  erected  on  Union  Place  and  Spruce  streets, 
leaving  a  cramped  room  for  the  trains,  but  a  fair  opportunity  for  doing  the 
work  between.  On  the  New  York  and  New  England  side  between 
Church  and  Walnut  streets,  the  ground  was  originally  low  and  sloped  to 
the  west,  and  had  been  filled  with  yellow  clay,  and  the  wall  was  on  a  curve  of 
1,146  feet  radius  convex  to  the  west.  On  account  of  this  and  of  the  poor 
bond  which  coula  be  had  with  the  stock,  I  made  the  section  quite  thick  for 
the  height,  the  base  at  16  feet  below  the  coping,  being  8  feet  and  at  5  feet 
below  5^  feet.  There  was  also  a  30-inch  sewer  running  lengthwise  for 
two  or  three  hundred  feet  on  the  site  of  the  wall,  and  this  was  removed, 
and  this  space  (and  wherever  the  clay  was  soft,  about  2  feet  extra  that  was 
removed)  was  refilled  with  sand  and  gravel  thoroughly  wet  when  filled  in  and 
levelled;  on  this  the  wall  seems  to  stand  well.  Some  of  the  disadvantages 
of  thiselevated  plan  are:  that  all  trains  have  to  be  lifted  8  feet  higher  than 
the  fixed  level  at  Broad  street;  that  Walnut  street  has  been  raised  6  feet  which 
will  in  the  future,  largely  increase  the  cost  of  carrying  it  over;  that  all  pas- 
sengers have  to  climb  from  16  to  18  feet,  for  although  there  is  a  passenger 
elevator  people  do  not  find  or  readily  use  such  an  appliance  at  railroad 
stations.  All  baggage  has  also  to  be  elevated  about  13^  feet,  consuming 
much  time  and  necessitating  a  large  force  of  men.  The  exposure  to  cold 
winds  is  greater  than  on  the  lower  level. 

The  great  advantage  of  the  elevated  tracks  is  that  it  is  possible,  though 
at  some  inconvenience  and  loss  of  time,  to  compel  people  to  go  from  the 
waiting  rooms  to  the  trains  without  crossing  the  tracks.  The  arrange- 
ments are  as  follows:  From  Asylum  street  north,  to  Church  street 
(about  700  feet)  is  an  open  iron  trestle  work  resting  on  stone  piers 
with  spans  generally  of  about  25  feet,  the  tracks  being  about  16  feet  above 
the  level.  There  are  two  side  platforms  of  18  feet,  and  a  middle  plat- 
form of  24  feet.  Between  the  east  and  middle  platforms  is  a  double  track 
for  the  New  York,  New  Haven,  &  Hartford  Railroad,  and  between 
the  west  and  middle  platforms,  a  double  track  for  the  New  York  and 
New  England  Railroad,  both  of  these  tracks  are  12  feet  apart  on  centres. 
The  station  is  about  475  feet  long,  the  centre  being  63  X  179  feet,  the  north 
wing  40X  160  feet,  and  the  south  wing  40X  136  feet,  and  fronting  on  Union 
Place.  The  station  is  in  two  stories,  the  lower  one  is  about  6  feet 
above  the  general  level  of  the  surrounding  ground,  and  is  approached  by 
a  slight  slope  on  the  ground,  and  by  8  steps.  In  the  general  lower  waiting 
rooms  on  the  Union  Place  side  is  a  middle  door-way  with  a  ticket  office 
on  one  side  for  the  New  York  and  New  England,  and  the  other  side  for 
the  New  York,  New  Haven  and  Hartford.  On  the  side  which  adjoins 
the  elevated  trestle  work  there  are  two  stair- ways  of  about  16  feet  wide, 
each  divided  by  a  hand  rail  and  leading  parallel  with  the  tracks  from  each 
end  of  the  building  to  a  landing  about  13^^  feet  above  the  waiting  room 
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floor,  and  about  eight  inches  above  the  level  of  the  tracks;  and  with  large 
doors  leading  to  the  track  platform  to  the  north  bound  track  of  the  New 
York  and  New  Haven  Railroad.  Under  these  stair-ways  are  three  doors, 
one  side  door  leading  to  and  from  the  middle  platform  for  the  southbound 
track  on  the  New  York  and  New  Haven  Railroad,  one  to  and  from  the 
same  middle  platform  for  the  New  York  and  New  England  east  bound, 
and  the  middle  one  to  a  passage  from  which  one  can  go  to  the  New  York 
and  New  England  west  bound.  There  is  a  picket  fence  between  the  north 
and  south  bound  track  of  the  New  York  and  New  Haven,  and  one  between 
the  east  and  west  bound  tracks  of  the  New  York  and  New  England.  There 
are  turn-stiles  at  the  elevated  platform  level  at  a  stair-way  from  Asylum 
street  to  the  New  York  and  New  Haven  side  and  at  the  middle  platform, 
so  that  passengers  can  pass  down  from  the  trains  to  Asylum  street  but 
cannot  return  except  through  the  station.  The  stair-way  to  Asylum  street 
from  the  side  platform  on  the  New  England  side  and  the  one  at  the 
middle  from  the  same  side  platform,  have  as  yet  no  turn-stiles. 

The  arrangement  of  stairs  at  Church  street  is  the  same  as  at 
Asylum  street.  When  a  train  approaches  on  either  or  both  roads,  it  is 
announced  in  the  lower  waiting  room  and  the  passengers  are  directed  to 
the  door  which  leads  to  it. 

With  the  exception  of  those  who  are  to  take  the  north  bound  track  on 
the  New  Haven  Road,  all  passengers  who  wish  to  be  comfortable  in  cold 
weather,  must  wait  below  until  the  train  comes  in,  and  then  climb  about 
13  j^  feet  of  stairs;  for  although  there  is  a  passenger  elevator  on  the  side  of 
the  station  next  to  the  tracks,  people  either  do  not  understand  about  it,  or 
will  not  wait.  Even  if  one  wished  to  use  it,  it  would  be  useless  except 
for  the  one  north  bound  track.  In  fact  if  you  have  elevated  tracks, 
people  must  and  will  climb  these  stairs. 

There  is  an  upper  ticket  office  on  the  New  York  and  New  England 
side  platform,  which  sold  a  good  many  tickets  for  both  east  and  west,  be- 
fore the  fence  was  placed  between  the  New  York  and  New  England 
tracks;  now  it  is  practically  useless  except  for  west  bound  passengers.  All 
baggage  must  be  elevated. 

The  plan  of  the  building  and  tracks  are  best  for  leaving  the  whole 
track  level  of  the  trestle  planked  over  even  with  the  rails,  and  free  ingress 
and  egress  from  all  the  stair-ways  and  no  fences  between  the  tracks,  and 
with  the  present  method  of  using,  it  would  be  better  if  the  stair-ways  in- 
side of  the  waiting  room  were  removed,  and  four  separate  side  doors  led 
to  passages  to  each  of  the  four  tracks.  There  is  no  avoiding  inconvenience, 
and  loss  of  time  to  get,  and  keep  people  in  a  rut,  and  where  they  will  be 
reasonably  safe,  all  have  to  be  directed  and  taken  care  of  like  children. 
With  some  faults  and  inconvenience,  it  is  the  only  station  that  I  know  of 
in  this  country  where  trains  on  four  tracks  pass  by  the  station,  while  it  is 
so  arranged  that  passengers  can  go  to  and  from  any  train  without  crossing 
at  grade  any  track.  This  cannot  be  readily  done  in  any  other  way  than  by 
having  the  waiting  rooms  either  below  or  above  the  track  level,  for  cer- 
tainly it  is  enough  to  compel  passengers  to  climb  or  go  down  only  one 
flight  of  stairs,  from  a  waiting  room  to  take  a  train,  and  other  things  being 
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equal  I  should  prefer  to  liave  the  waiting  rooms  above,  and  approach  them 
if  need  be  by  an  easy  incline,  and  go  down  stairs  from  the  waiting  room 
to  take  the  train,  as  there  are  many  people  who  can  go  down  stairs,  and 
that  in  a  reasonable  time,  who  cannot  well  go  up  them,  and  even  with  four 
tracks,  the  people  from  two  of  them  might  be  discharged  generally  from 
below  from  both  outside  tracks,  and  cross  none  at  grade.  From  the  two 
inner  ones  of  course,  they  must  go  upstairs,  or  cross  one  track  at  grade.  In 
these  days,' more  than  ever  before,  time  is  money,  and  all  are  in  a  hurry, 
it  is  very  irritating  for  these  people  to  have  to  be  at  the  station  early,  or 
get  left,  and  it  is  also  hard  to  make  them  go  up  and  down  stairs  especially 
the  weak  and  infirm,  and  yet  as  I  said  before  all  must  be  taken  care  of 
like  so  many  children,  and  there  is  no  safety  for  a  railroad  company  except 
in  so  arranging  the  stations  as  to  make  delay.  The  fence  between  the 
New  York  and  New  Haven  tracks  was  put  up  a  very  considerable  time 
before  the  one  between  the  New  England  tracks,  and  a  sliding  gate  was 
placed  opposite  the  upper  landing  doors,  but  even  with  this  in  the  hands 
of  a  good  man  it  was  difficult  to  prevent  people  from  rushing  through, 
and  getting  into  danger,  so  when  the  New  England  fence  was  put  in,  no 
gate  was  left  in  either  except  opposite  the  baggage  room. 


DISCUSSION. 

Mr.  a.  W.  Locke: — I  think  this  society  is  to  be  congratulated  on 
having  two  such  able,  well  prepared  papers  as  have  been  read  by  Mr. 
Minot  and  Mr.  Bidwell  to-night. 

With  reference  to  Mr.  Bidwell's  paper  and  the  Asylum  St.  crossing  at 
Hartford,  it  seems  to  me  it  would  have  been  more  reasonable  in  that  case 
if  the  streets  had  been  carried  over  the  railroads  instead  of  raising  the 
two  railroads  to  carry  them  over  the  streets. 

The  land  is  high  on  the  north  side  of  the  tracks  and  favorable  to  the 
plan  of  raising  the  streets. 

I  have  never  heard  what  the  reasons  were  for  the  adoption  of  the  plan 
of  raising  the  railroad.  But  it  seems  to  me  like  a  plan  for  putting  the 
trouble  and  inconvenience  necessary  to  ensure  safety  all  upon  the  railroads 
and  their  patrons. 

I  believe  passengers  should  be  fully  protected  and  cared  for  when 
going  on  board  the  cars  and  when  leaving  them.  There  is  too  much  hap- 
hazard about  It  at  present  at  most  stations;  too  much  of  a  disposition  to 
require  the  passenger  to  look  out  for  himself  in  the  presence  of  moving 
trains. 

They  are  nearer  right  in  some  foreign  countries  where  passengers  are 
literally  taken  care  of  like  children.  And  they  are  not  allowed  to  cross 
a  track  at  all;  much  less  are  they  allowed  to  cross  tracks  where  express 
trains  are  liable  to  come. 
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The  elevated  railroads  of  New  York  come  as  near  to  getting  their 
passengers  in  and  out  of  their  cars  without  exposing  them  to  danger  as 
any  road  I  know  of.  The  Metropolitan  Railroad  of  London  (underground) 
has  also  an  excellent  s)stem.  The  passengers  descend  by  one  stairway  to 
a  north  bound  train  or  by  another  stairway  to  a  south  bound  train.  No 
one  is  allowed  to  step  foot  on  the  tracks. 

1  notice  that  Mr.  Bidwell  states  that  the  tracks  at  Hartford  are  12  feet 
apart  on  centres  or  only  7  feet  between  nearest  rails.  That  fs  not  dis- 
tance enough;  10  feet  would  be  much  better.  But  onh'  one  road  in  the 
country  that  I  know  of  has  so  much  and  that  is  the  Northern  Pacific, 
which,  so  fir  as  I  observed  in  riding  over  it  has  10  feet  of  space  between 
tracks  in  front  of  all  stations.  I  understood  that  this  was  arranged  by  Mr.. 
Doane,  member  of  this  society,  when  chief  engineer  of  that  road. 

The  Massachusetts  Railroad  Commissioners'  report  of  a  year  ago  con- 
tained a  very  complete  discussion  of  the  proper  methods  of  building 
stations.     I  took  a  great  deal  of  satisfaction  in  reading  it. 

Since  the  general  subject  of  terminal  facilities  seems  to  be  up  for  dis- 
cussion it  would  be  well  to  bear  in  mind  the  financial  side  of  the  case. 
The  railroads  are  only  agents  for  the  traveling  public.  Supposed  to  be 
doing  the  work  for  cost  and  a  fair  interest  on  the  investment. 

And  the  traveling  public  by  rail  and  highway  can  have  such  large  and 
desirable  improvements  as  those  at  Hartford  and  Providence  just  as  soon 
as  it  is  willing  to  pay  for  them.  It  is  desirable  to  have  safe  and  commo- 
dious stations  and  that  highway  grade  crossings  should  be  abolished  but  it 
must  be  remembered  that  the  patrons  of  the  railroad  and  the  trav- 
ellers on  the  highway  have  got  to  pay  the  bills. 

Mr  C.  F.  Allex:— One  point  that  strikes  me  rather  forcibly  in  con- 
nection with  the  scheme  of  the  railroads  at  Providence  is  that  the  public  is 
in  many  ways  so  well  accommodated  by  it.  Singularly  enough  the  scheme 
of  the  expert  commission,  appointed  in  the  interests  of  the  public,  located 
the  station  building  at  some  distance  from  the  heart  of  the  city  for  the 
supposed  benefit  of  the  railroads,  by  making  the  through  line  shorter; 
while  in  the  scheme  of  the  railroads  a  very  noticeable  feature  is  the  great 
advantage  to  the  public,  in  streets  practically  level,  as  well  as  very  direct. 
Practically  the  only  advantage  to  the  railroads  in  the  railroad  scheme  is 
that  the  public  is  better  accommodated  by  carrying  the  station  building 
nearer  the  heart  of  the  city;  so  that  the  railroad  gets  no  advantage. from 
its  own  scheme  except  what  results  from  superior  accommodation  to  the 
public;  while  the  public  is  benefitted  by  practically  every  change  made 
from  the  plans  of  the  expert  commission  appointed  in  its  interests.  It 
seems  to  me  that  a  special  merit  of  the  belt  line  lies  in  shortening  the 
distance  foi  through  freight  business,  so  that,  taken  altogether,  the  present 
scheme  accomplishes  everything  reached  by  the  expert  commission  and 
much  more  besides. 

Mr.  G.  T.  Sampson:— Without  discussing  details  of  the  plan  I  think 
that  the  general  layout  at  Providence  will  accommodate  the  public  and  the 
railroads  as  well  as  it  could  be  brought  about;  and  I  can  also  say  that  it 
seems  to  me  much  superior  to  the  plan  of  the  experts. 
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Mr.  Locke  in  speaking  about  the  financial  side  and  the  payments  for 
such  improvements,  says  that  the  expense  falls  upon  the  travelling  public; 
and  that  the  patrons  of  the  railroads  must  pay  the  bills.  This  is  certainly 
the  state  of  affairs  which  ought  to  exist,  for  it  is  only  just  to  assume  that 
every  legitimate  business  properly  handled  ought  to  not  only  support 
itself  but  in  addition  afford  a  fair  rate  of  interest  on  the  capital  invested, 
but  I  fear  it  is  not  commonly  looked  upon  in  that  light  and  the  railroad 
companies  are  considered  by  the  public  and  the  legislators  as  strong 
enough  to  assume  any  burden.  The  passenger  or  shipper  of  freight  seldom 
or  never  pays  any  increased  rates  after  such  large  expenditures.  Indeed 
there  is  a  constant  demand  for  reductions  in  rates  regardless  of  such 
matters  and  the  railroad  commissioners  in  some  states  arbitrarily  order 
such  reductions. 

As  a  rule  the  railroads  are  obliged  to  issue  additional  bonds  or  stocks  to 
pay  for  such  improvements  and  luckily,  in  most  cases,  an  increased  busi- 
ness seems  to  provide  sufficient  revenue  to  meet  the  additional  interest 
charges. 

The    public,   through    its  city  governments  or  legislative  bodies  not 

only  have   a   very   great    (1  might  say  controlling)    influence  in  saying 

what  plans  shall  be  adopted,  but  they  also  control  by  legislation  the  rate 

of  fare  to  be  paid  by  passengers  and  shippers   of  freight,  about    the   sole 

,  source  of  railroad  income. 

From  a  strictly  theoretical  standpoint  it  is  questionable  whether  ex- 
penditures for  such  purposes  ought  to  be  capitalized,  and  whether  or  not 
the  rates  should  not  be  high  enough  to  afford  a  surplus,  over  and  above  a  fair 
interest  charge,  sufficient  to  provide  for  such  emergencies. 

If  railroad  business  should  remain  at  a  fixed  volume,  without  increase, 
it  is  difficult  to  see  how  such  increased  charges  could  be  met,  and  under 
the  existing  state  of  affairs  it  is  difficult  to  see  how  the  travelling  public 
pays  the  bills. 
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By  Isham  Randolph,  Member,  Western  Society  of  Engineers. 


[Read  October  i,  1890.] 

I  feel  as  though  1  owed  an  apology  for  responding  to  the  request  made 
to  me  by  the  Chair  for  a  paper  on  the  subject  of  such  great  and  growing 
importance  as  R.  R.  signaling  and  interlocking.  An  apology  made  fitting 
by  reason  of  the  manner  in  which  I  shall  treat  the  subject  assigned  me. 
My  remarks  will  not  be  broadly  catholic  but,  so  to  speak,  narrowly 
sectarian;  and  worse  even  than  that,  it  will,  I  fear,  seem  to  you  that  I  have 
seized  upon  this  opportunity  to  blow  my  own  trumpet   and  advertise   my 
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own  wares.  My  only  excuse  lies  in  the  fact  that  I  know  a  great  deal  more 
about  what  I  have  accomplished  in  this  direction  than  1  do  about  what 
others  laboring  in  the  same  field  have  brought  to  pass.  Besides  which  the 
accomplishments  of  other  inventors  whose  inventions  have  passed  inio  the 
hands  of  the  great  companies  now  operating  in  this  field,  have  been  so 
fully  advertised  and  so  widely  discussed  that  a  discussion  of  their  merits 
here  would  be  almost  like  thrashing  over  old  straw.  What  I  have  succeeded 
in  doing  after  years  of  effort,  in  the  face  of  discouragements  so  great  and 
failures  so  frequent,  that  I  have  often  rued  the  day  which  first  turned  my 
thoughts  into  this  channel,  is  known  to  very  few,  and  1  can  but  feel  that 
you  will  be  interested  in  seeing  what  I  have  accomplished  and  in  listening 
to  a  short  history  of  my  struggles  against  heavy  odds.  In  May.  i88o,  1  re- 
ported for  duty  as  chief  engineer  of  the  Chicago  &  Western  Indiana  R. 
R.  A  few  months  later  in  an  interview  with  the  Vice-President  of  the 
company,  Mr.  Andrew  Crawford,  I  was  asked  by  him  what  1  knew  about 
R.  R.  signals  and  interlocking  devices.  I  told  him  very  frankly  that  I  did 
not  know  a  "blessed  thing"  about  them.  He  said  that  the  subject  was  a 
very  important  one  and  in  view  of  the  future  recjuirements  of  our  road  he 
wished  that  1  would  take  it  up  and  make  a  study  of  it,  ascertain  what 
there  was  then  available  and  also  see  what  I  could  devise  that  would  be 
likely  to  do  good  service.  From  that  conversation  dates  my  ambition  to 
do  something  original'in  the  direction  then  outlined.  Many  have  been 
the  nights  of  unrest  born  of  this  ambition  and  frec[uent  the  mcrtifications 
and  disappointments  which  have  grown  out  of  it.  I  investigated  the  ap- 
pliances to  be  seen  in  the  vicinity  of  Chicago,  which  at  that  day  were  very 
crude  and  unsatisfactory,  and  found  but  little  to  commend  and  much  that 
I  thought  1  could  improve  upon.  About  that  time  the  Union  Switch  and 
Signal  Co.  put  in  a  pneumatic  electrical  plant  at  the  crossing  of  the  Rock 
Island  and  Stock  Yards  tracks.  It  was  costly,  complicated,  and  not  fully 
satisfactory,  in  fact  did  not  seem  to  be  just  what  was  wanted.  There  ex- 
isted a  prejudice  through  the  west  against  derailing  appliances  as  being  in 
the  nature  of  a  cure  worse  than  the  disease,  and  I  entertained  this  preju- 
dice in  common  with  those  about  me  and  made  up  my  mind  that  what 
was  wanted  was  a  visible  signal  so  placed  that  it  would  extend  nearly 
across  the  track  at  the  height  of  a  headlight,  reasoning  that  the  breaking 
of  an  engineer's  headlight  would  be  prima  facia  evidence  of  his  having 
disregarded  the  signal  and  proof  sufficient  to  fasten  the  blame  upon  him, 
and  insure  such  discipline  for  the  offense  as  would  inspire  a  wholesome  rev- 
erence for  the  signal.  Working  on  this  line  I  evolved  the  machine  of  which 
I  exhibit  a  drawing,  rescued  from  the  debris  of  man)  moves.  It  is  an 
adaptation  of  an  old-fashioned  farm  gate,  built  on  the  principle  of  the 
parallel  ruler  which  many  of  you  may  have  seen.  A  red  light  was  sus- 
pended to  the  bar  which  stood  normally  across  the  track;  a  white  light  was 
concealed  beneath  the  hood  on  top  of  the  frame.  When  the  operator  gave 
safety  by  reversing  the  position  of  the  bar,  the  red  light  passed  behind  a 
shield,  the  hood  lifted  and  the  white  or  safety  light  was  displayed.  This 
was  considered  by  myself  and  friends  a  wonderful  achievement  and  the 
company  put  several  of  them  into  service  and  they  did  just  what   was  ex- 
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pccted  of  them  and  broke  cverv  headlight  that  attempted  to  pass  without 
the  countersign.  You  can  imagine  my  mortification  and  indignation  when 
I  took  Mr.  Jackson,  Superintendent  of  the  Union  Switch  and  Signal  Co., 
out  to  see  what  I  had  wrought,  carrying  with  me  the  hope  that  he  would 
fall  in  love  with  and  offer  to  buy  my  invention,  when  he  laughed  derisively 
without  even  doing  it  in  his  sleeve.  I  vowed  a  vow  to  myself  that  if  I 
lived  I  would  get  up  a  system  that  even  he  should  not  sneeze  at.  This  first 
taste  of  ridicule  did  not  cure  me  of  my  belief  that  1  was  on  the  right  line 
and  my  next  move  was  to  change  the  form  of  my  signal  bar  to  that  shown 
in  the  tracing  which  1  now  exhibit.  The  frame  was  retained  almost  as 
before,  but  for  the  parallel  ruler  principle  was  substituted  a  bifurcated 
bar  as  shown  hinged  to  a  boom,  the  other  end  of  which  was  made  fast  to 
the  frame.  To  the  frame  was  attached  two  flanged  wheels  bearing  upon 
the  top  edges  of  the  bifurcated  bar.  On  the  end  of  the  bar  toward  the 
track  was  a  hood  which  hung  just  over  the  center  of  the  track.  This  was 
fitted  with  red  lenses  through  which  the  light  shone  from  a  white  lantern 
pivotally  suspended  within.  The  change  from  danger  to  safety  was 
brought  about  by  a  pull  on  a  cable  or  chain  attached  to  the  boom  which 
was  drawn  up  to  a  nearly  upright  position,  bringing  with  it 
the  bar  which  was  tipped  to  the  vertical  by  the  two  wheels 
riding  upon  its  upper  edge  as  before  described.  The  pivoted 
white  light  -  swung  out  from  behind  the  red  lenses  and  the 
track  was  clear.  Several  of  these  went  into  immediate  use,  notably  four 
at  the  Auburn  crossing  of  the  Chicago  &  Western  Indiana  and  Rock 
Island  Railroads,  where  they  did  yeoman  service  for  seven  or  eight  years, 
and  were  only  removed  last  Spring  to  make  way  for  one  of  the  latest 
improved  plants  of  the  Union  Switch  &  Signal  Company.  For  the  pro- 
tection of  outlying  switches  I  got  up  a  system  of  semaphores  and  levers 
interlocked  with  the  switches,  illustrated  by  the  tracing  which  I  now 
exhibit,  1  think  that  I  read  a  paper  on  this  system  several  years  ago  which 
was  published  in  the  Journal  and  fully  illustrated.  This  system  has 
been  in  use  upon  the  C.  R.  I.  &  P.,  the  C.  M.  &  St.  P.,  the  I.  C.and  the 
C.  &  W.  1.  Railroads  and  has  unciuestioned  merit.  But  it  would  require 
more  of  your  valuable  time  than  I  have  the  assurance  to  consume  were  I 
to  take  up  in  detail  all  of  my  inventions,  good,  bad  and  indifferent,  so  I 
will  omit  those  which  have  gone  to  my  general  stock  of  experience  with- 
out adding  to  my  store  of  useful  inventions  and  come  at  once  to  recent 
and  1  believe  permanently  good  work.  1  was  converted  long  ago  to 
modern  ideas  of  what  the  railroads  ought  to  have  and  to  use  for  the  pio- 
tection  of  life,  limb,  and  property,  and  have  been  working  on  those  lines 
with  a  view,  first,  to  producing  thoroughly  reliable  devices  for  the  work 
to  be  done,  and  secondly,  to  arrive  at  the  greatest  simplicity  of  con- 
struction consistent  with  the  first  aim,  and  thirdly,  to  produce  a  system  at 
so  low  a  cost  as  to  place  it  within  the  reach  of  our  poorer  roads,  as  pro- 
tection is  coming  to  be  recognized  as  a  necessity,  a  duty  which  the  com- 
mon carrier  owes  to  the  public.  For  the  protection  of  railroad  crossings 
the  following  named  devices  are  commonly  used:  Interlocking  machine, 
(usually  placed  in  a  tower  to  facilitate  the  observations  of  the  operator), 
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mechanism  for  operating;  switches,  called  switch  machines;  detector  bars 
which  are  placed  alongside  the  rail  to  prevent  any  switch   or  derailing 
point  being  thrown  under  a  passing  train  or  engine;  home  signals  whose 
indications  are  positive  either  for  danger  or  safety,  and  distant  signals, 
which  are  cautionary.-    These  explanations  are  for  those  amt  ig  us,  if  any 
there  be,  who  are  as  ignorant  of  this  subject  as  I  was  when  I  first  began 
to  look  into  it.     I  have  here  two  models  showing  my  earlier  interlocking 
machine,  many  of  which  are  now  in  use  and  my  latest  preliminary  locking 
machine,  which  is  publicly  shown  for  the  first  time  this  evening.     The 
interlocking  in  the  original  machine  is  accomplished  by  the  movement  of 
a  locking  bar  or  plate  which  is  actuated  for  locking  by  the  circular  cams 
attached   to   the  levers  acting  against  friction  rollers  made  fast  to   the 
locking  plate;  the  unlocking  is  accomplished  by  gravit}-,  the  heavy  weight 
attached  by  a  chain  to  the  locking  plate  acting  over  the  pulley  at  one  end 
returns  the  plate  to  its  normal  position  of  all  unlocked  ready  for  action. 
The  sec[uence  of  movement  between  primary  or  switch  levers  and  second- 
ary or  signal  levers  is  accomplished  by  the  yoke  locks  (see  model)  and  the 
interlocking  between  signal  levers  governing  direction  of  movement  upon 
a  single  track  is  effected  by  a  rocker  shaft  working  in  eccentric  cams  on 
the  journals  of  the  signal  levers.     Of  these  machines  1  have  several  now 
in  constant  use.     It  is  a  good  machine,  but  unless  the  workmanship  is  very 
exact,  in   the    language    of  the   switchmen   you   can  beat  the  machine. 
Many  persons  urged  upon  me  the  importance  of  bringing  out  a  prelimin- 
ary interlocking  machine  which  means  one  in  which  the  interlocking  is 
done  with  the  grip  before  the  lever  is  moved,  and  after  two  years  of  thought 
on  the  subject  1  have  evolved  the  one  shown  in  the  half-sized  model  now 
before    you.     This  machine  is  susceptible  of  an  endless  variety  of  com- 
binations and  no  tricky  switchman  can  beat  it      The  power  is  transmitted 
from  the  grip  through  the  latch  rod  and  the  system  of  levers  and  cranks 
to  the  locking  bars  and  tumblers  beneath  the  bed   plate,  the   bed  plate 
standing  flush  with  the  floor.     In  the  normal   condition  of  the  levers  all 
primary  (switch)   levers  are   free   and  all  secondary    (signal)   levers  are 
locked.     Upon.grippinga  switch  lever  and  lifting  the  latch,  the  latches  of 
all  conflicting  switch  levers  are  instantly  locked,  the  lever  is  then  reversed 
and   as  the  latch  sinks  into  the  reverse    notch   it  releases  the   levers  of 
signals  protecting   the  switch  then   in  use.     Grasping  one  of  the   freed 
signal  levers  locks  the  switch  lever  latch  in  its  backward  or  safety  position, 
where  it  is  held  until  the  signal  lever  is  again  returned  to  danger  and  the 
latch  dropped.     I  think  that  this  machine  is  less  complex  than  any  other 
yet  devised  tor  the  purpose  and  in  efficiency  equal  to  any  of  them.     We 
will  now  follow  from  the  interlocker  outward,  taking  each  device  in  turn. 
Thus  far  I  have    constructed  only  wire  machines,  although  there  is   no 
reason  why  I  should  confine  myself  to  such  connections,  as  my  system  is 
well  adapted  to  pipe  connections.     For  m)'  compensator  I  have  adopted 
the  principle  of  the  Jene  lifting  jack.     The  connections  are  made  fast  to 
one  end  of  a  rod   which  passes  through  guide  brackets  and  an  annular 
clutch  to  the  other  (upper)  end  a  chain  is  made  fast,  which  passing  over  a 
pulley  is  weighted;  when  idle  the  clutch  rests  upon  the  lower  bracket  and 
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the  rod  plays  freely  through  it  as  the  connections  expand  or  contract,  the 
weight  drawing  in  the  expansion  or  being  lifted  by  contraction.  As  soon 
as  the  lever  is  applied  the  clutch  to  which  it  is  connected  by  a  lifting  rod 
takes  hold  and  does  the  work  assigned  to  it.  This  device  has  proven  very 
efficient.  I  show  a  model  of  one  style  of  switch  machine  and  drawin'^s  of 
a  later  device  with  which  I  am  superseding  it.  The  device  of  which  we 
have  the  model,  is  a  machine  of  great  power  and  efficiency  but  it  is  costly 
and  has  too  many  wearing  parts.  The  machine  shown  in  the  drawings 
has  the  merit  of  simplicity,  strength  and  economy.  As  you  see,  it  con- 
sists essentially  of  a  bed  plate  to  which  is  pivoted  an  equalizer,  a  couple  of 
toggle  joints  with  slotted  holes  are  attached  at  each  end  of  the  equalizer, 
and  their  other  ends  are  brought  together  at  the  center  of  a  bar  working 
in  guides,  orffe  pin  passes  through  both  toggles  and  bar;  the  bed  plate  is 
made  fast  to  the  switch  ties  so  that  the  movement  of  this  bar  may  be  par- 
allel with  the  track;  the  switch  rod  or  pitman  is  made  fast  at  one  end  to 
the  equalizer  and  to  the  throw  rail,  and  at  the  other  end,  one  pin 
passing  through  pitman  equalizer  and  toggle.  On  top  of  the  bar  to  the 
center  of  which  the  toggles  are  fixed,  is  a  smaller  bar  bolted  on  through 
slots  with  a  play  of  about  iX  inch.  The  connections  are  made  to  this 
bar.  With  the  switch  in  either  position  the  thrust  is  transmitted  thrpugh 
the  toggles  and  is  at  right  angles  to  the  movement  bar  forming  an  abso- 
lute lock.  LInderneath  the  switch  machine  is  the  frame  of  a  plunger 
lock  through  which  the  connection  is  made  to  the  signals;  unless  the  switch 
is  right  for  it  the  safety  signal  cannot  be  given  and  when  it  is  given  the 
switch  is  locked  by  it  and  cannot  be  changed  until  the  signal  is  again  set 
to  danger.  Passing  a  few  feet  beyond  the  switch  machine  we  come  to  my 
improved  cam  movement,  the  object  of  which  is  to  distribute  the  labor  of 
operating  the  several  parts.  This  device  enables  us  with  one  continuous 
stroke  of  the  lever  to  operate  the  detector  bar  first,  then  relieved  of  that 
lift,  the  labor  of  the  switch  comes  next  and  the  weight  of  the  detector  bar 
■dropping  into  position  is  transmitted  through  the  cam  movement  and 
aids  the  throw  of  the  switch.  It  consists  of  a  bed  plate  with  guides  in 
which  a  bar  works  parallel  with  the  track  and  said  bar  having  a  spike  or 
finger  at  its  center  pointing  away  from  the  track,  and  on  each  side  of  this 
finger  recesses  for  receiving  the  rollers  on  the  ends  of  a  double  crank. 
This  crank  is  made  fast  to  the  bed  plate,  as  seen  in  the  actual  machine 
now  shown  you,  and  the  connection  to  the  detector  bar  is  made  from  it. 
In  one  extreme  position  a  roller  of  the  double  crank  fits  snugly  into  the 
recess  in  the  bar  on  its  side  of  the  finger,  while  the  corresponding  roller 
on  the  other  side  is  entirely  free.  When  the  power  is  applied  to  the  bar 
to  change  the  position  of  the  mechanism,  the  crank  is  moved  by  the 
movement  of  the  bar  until  the  roller  which  was  in  the  recess  rolls  out  of 
it,  at  which  time  both  rollers  are  in  contact  with  the  face  of  the  bar  which 
is  then  relieved  of  all  strain  upon  it  except  the  slight  friction  from  the 
rollers.  The  bar  moves  forward  until  the  finger  strikes  the  reverse  roller, 
tipping  it  into  the  reverse  recess  and  completing  the  movement  of  the 
cranks.  This  machine  reduces  the  labor  on  levers  operating  switches  and 
detector  bars  amazingly.     I  had  an  operator  say  to  me  a  few  weeks  since, 
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Front   View    of    Randolph's    Preliminary    Interlocking  Machine, 

Compensator  Weights  and  pulleys  removed  to  Admit  of 

SHO^vlNG  Interlocking  Tumblers,  Dogs  and  Links. 
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End  View    of    Randolph's    Preliminary 
Interlocking    Machine. 
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Mr.  Randolph,  I  don't  like  hard  work  but  can't  you  do  something  to  this 
machine  to  make  it  work  a  little  harder,  it  throws  so  easy  that  I  feel  as  if 
it  could  not  be  doing  its  work.  We  have  now  reached  the  detector  bar, 
and  I  submit  a  drawing  of  my  own  on  which  patent  has  just  been  allowed. 
It  consists  of  a  bar  about  40  feet  long,  working  against  the  outside  of  the 
rail  and  kept  in  place  by  brackets  which  guide  it.  The  bracke  ts  are  at- 
tached by  a  clamp  or  clip  which  is  susceptible  of  adjustment  to  varying 
widths  of  head  and  base;  attached  to  the  bar  at  regular  or  suitable  inter- 
vals are  jaws  in  which  are  fixed  rollers  which  move  upon  the  rib  cast  in  the 
bracket  inclined  both  ways  from  its  center.  The  pin  which  holds  the  roller 
in  the  jaw  passes  through  a  bar  running  over  the  whole  space  occupied  by 
the  brackets.  The  force  for  moving  the  detector  bar  is  applied  through 
this  second  bar.  The  motion  of  the  detector  bar  is  only  vertical  while 
the  second  bar  moves  parallel  with  the  rail,  7.yi,  inches.  The  first  i>^ 
brings  the  detector  bar  to  its  highest  position,  some  ^yi  inch  above  the  rail, 
and  the  second  \%  drops  it  again  to  its  normal  position.  This  bar  is  easily 
attached  without  boring  the  rail  and  has  all  the  elements  of  a  first  class 
device  for  its  peculiar  uses.  We  now  come  to  the  signals.  They  are  of 
the  usual  semaphore  type  with  a  few  peculiarities.  Both  home  and  dis- 
tant semaphores  are  operated  by  one  lever  and  the  regular  sequence  of 
movement,  home  signal  first  to  safety  then  distant,  distant  signal  first  to 
danger  then  home,  is  effected  by  the  motion  plates  on  the  mast,  which  are 
so  difficult  to  picture  in  words  that  I  will  have  to  rely  mainly  upon  the 
drawings.  The  only  difference  between  the  mechanism  of  the  home  and 
distant  signals  is  in  the  different  positions  of  the  notch.  Besides  these  sig- 
nals. I  have  patented  a  pot  or  dwarf  signal  which,  like  the  other  signals, 
cannot  be  painted  in  words  by  so  poor  a  language  artist  as  I  am.  This 
invention  was  the  offspring  of  necessity;  I  had  certain  conditions  to  meet 
and  I  could  only  meet  them  with  this  machine;  and  I  got  into  the  fix  I  was 
before  such  an  idea  ever  dawned  upon  me.  At  Cayuga,  Ind.,  I  have  two  of 
these  dwarf  semaphores,  two  detector  bars  and  two  (2)  derailers,  all  oper- 
ated by  one  lever  and  the  sequence  of  movement  is  perfect.  Gentlemen, 
my  subject  is  far  from  being  exhausted,  but  I  lear  your  patience  has 
reached  its  limit,  so  I  will  close  with  a  word  of  warning  to  such  of  my 
young  comrades  as  1  may  dare  to  advise.  Avoid  invention  as  you  would 
the  wine  when  it  is  red,  and  Solomon's  temperance  lecture  rings  in  your 
ears.  You  who  have  homes  and  living  relatives,  think  of  them  and  forbear 
to  bring  reproach  upon  an  honored  name  by  willfully  lapsing  into  the  in- 
sanity of  invention.  If  you  love  your  ease  and  enjoy  nights  of  calm  re- 
pose eschew  the  evil  thing,  for  nothing  short  of  a  conscience  harrowed  by 
a  remembered  murder  can  so  effectually  murder  sleep.  If  you  have  a 
small  bank  account  and  want  to  see  it  grow,  turn  aside  from  the  patent 
lawyer  and  the  pattern  maker;  go  not  thou  in  their  ways  lest  thou  give 
thy  wages  for  that  which  profiteth  not.  But  if  the  fever  is  in  your  brain 
and  you  must  create  a  new  device,  let  it  be  a  safety  pin  or  pants  stretcher 
or  some  little  thing  like  that  which,  ministering  to  the  follies  of  mankind, 
will  beguile  them  of  their  small  change  and  make  your  pockets  plethoric, 
and  when  the  plethora  sets  in  stop  there  and  never  try  again. 
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Requirements  to  be  Complied  With  in  the  Construction  of 

Interlocking,  Signaling   and  Derailing   Devices   at 

Grade    Crossings   of    Intersecting    Lines    of 

Railroad  in  the  State  of   Illinois. 

Office  of  the  Railroad  and  Warehouse  Commission, 
Springfield   Illinois. 

The  plan  and  construction  of  Interlocking,  Signaling  and  Derailing 
Devices  to  be  used  at  grade  crossings  of  intersecting  lines  of  Railroads  in 
Illinois,  must  be  arranged  to  conform  to  the  following 

GENERAL    RULES: 

1.  The  normal  position  of  all  signals  must  indicate  danger, — derail 
points  open — and  the  interlocking  so  arranged  that  it  will  be  impossible 
for  operator  to  give  conflicting  signals. 

2.  On  level  tracks,  when  practicable,  the  derail  points  in  high-speed 
tracks  must  be  placed  three  hundred  (300)  feet  from  fouling  point  at  in- 
tersection of  crossing  tracks. 

3.  On  descending  grades,  the  derail  points  on  high-speed  tracks, 
when  practicable,  must  be  so  located  as  to  give  the  measure  of  safety 
equal  to  three  hundred  (300)  feet  on  level  track. 

4.  The  minimum  distance  for  derail  points  on  high-speed  tracks  is 
three  hundred  (300)  feet  from  fouling  point  at  crossing,  and  no  less  dis- 
tance from  crossing  will  be  approved,  on  account  of  descending  grade 
toward  crossing. 

5.  On  switching,  storage  and  slow-speed  tracks,  the  position  of  derail 
points  may  be  located  to  best  accommodate  the  traffic,  and  provide  the 
same  measure  of  safety  indicated  in  foregoing  rules. 

6.  On  single  track  railroads,  derail  points,  when  practicable,  should 
be  on  inside  of  curve,  and  when  double  track  is  used,  the  derail  points 
should  be  in  outside  rail  of  both  tracks. 

7.  Home  signal  posts  must  be  fifty  (50)  feet  beyond  point  of  derail. 
Distance  between  home  and  distance  signal  must  not  be  less  than  twelve 
hundred  (1,200)  feet.  Signal  post  should  be  placed  on  engineman's  side 
of  track  it  governs. 

8.  In  case  but  one  derail  is  furnished  in  double  track  crossing,  where 
the  current  of  traffic  is  in  one  direction,  detector  bars  must  be  provided 
on  opposite  side  of  crossing'from  derails,  and  worked  on  same  lever  as 
derail,  or  interlocked  with  it,  so  that  opposing  signal  cannot  be  given  until 
crossing  is  cleared.  In  case  trains  back  over  crossing,  after  having  passed 
over  it,  or  if  current  of  traffic  is  changed,  then  and  in  that  case  back-up 
derail,  must  be  provided. 

9.  Guard  rails  must  be  laid  on  inside  of  rail  opposite  derail,  and  com- 
mence at  least  six  (6)  teet  toward  home  signal  from  point  of  derail,  ex- 
tending from  thence  toward  crossing,  parallel  with  and  nine  inches  dis- 
tant from  traffic  rail,  total  length  two  hundred  (200)  feet,  unless  other- 
wise ordered. 
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10.  In  case  there  are  cross-overs,  turn-outs,  or  other  connecting 
tracks  involved  in  the  general  system,  the  movements  of  cars  and  trains 
upon  which  present  an  element  of  danger,  which  danger  will  be  enhanced 
by  the  passage  of  trains  on  main  tracks  over  crossings  without  stopping, 
and  consequently  at  higher  speed  than  would  be  the  case  without  the 
permit  sought,  then,  and  in  all  such  cases,  whether  such  enhanced  danger 
be  of  collision  between  different  cars  or  trains  of  the  same  road,  or  be- 
tween cars  or  trains  of  different  roads,  it  will  be  necessary,  in  addition  to 
the  protection  of  the  main  crossing,  to  provide  by  the  proper  devices  and 
appliances  against  any  such  increased  collateml  dangers  in  the  same  com- 
plete manner  that  is  required  in  the  case  of  the  main  crossing. 

11.  Application  for  inspection  of  interlocking  plant  must  be  accom- 
panied by  a  plain  diagram,  showing  location  of  crossing  and  position  of 
all  main  tracks,  sidings,  switches,  turn-outs,  etc.  The  several  tracks 
must  be  indicated  by  letters  or  figures,  and  reference  made  to  each,  ex- 
plaining the  manner  of  its  use.  The  rate  of  grade  on  each  main  track 
must  be  shown,  together  with  number  of  signals,  derails,  locks,  etc.,  cor- 
responding to  levers  in  tower. 

It  is  intended  in  this  circular  to  state  general  rules,  which  will  govern 
the  construction  of  any  proposed  system  of  interlocking.  The  business 
to  be  handled,  relative  position  and  operation  of  intersecting  lines,  may 
require  safeguards  not  mentioned  herein. 

The  system  of  derailing,  signaling  and  interlocking  must  be  connected 
and  worked,  and  be  complete  in  each  particular  before  it  will  be  ap- 
proved. 

Charles  Hansel,  Consulting  Engineer. 
Approved: 

By  the  Railroad  and  Warehouse  Commission. 

J.  A.  Paddock, 

Secretary. 
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PROCEEDI^fGS. 


BOSTON    SOCIETY   OF    CIVIL   ENGINEERS. 


October  15,  i8go.— A  regular  meeting  was  held  at  the  American  House,  Hanover 
street,  Boston,  at  19:45  o'clock.  Vice-  President  McClintock  in  the  chair.  Fiftj' 
members  and  fourteen  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

Messrs.  Charles  F.  Ba.xter,  Frank  A.  Bayley,  Charles  A.  Bowman,  Benjamin  F. 
Goodnough,  Ernest  G.  Hopson,  Arthur  C.  Moore,  were  elected  members  of  the 
Society. 

On  motion  of  Mr.  FitzGerald,  it  was  voted  to  take  from  the  table  Seriatim,  the 
amendments  to  the  Article  of  Association  of  the  Association  of  Engineering  So- 
cieties proposed  by  the  Board  of  Managers.  A  lengthy  discussion  ensued  upon 
the  advisability  of  enlarging  the  powers  of  the  Association  and  of  the  Board  of 
Managers  as  provided  in  amendment  one,  in  which  Messrs.  Allen,  Brooks  Fitz- 
Gerald, Howland,  Howe,  Porter,  Smith,  Stearns  and  Tinkham  took  part.  The  mo- 
tion to  adopt  amendment  one  was  then  defeated  by  a  unanimous  vote.  After  a 
short  discussion  the  motion  to  adopt  amendment  two  was  also  defeated. 

Mr.  Edgar  S.  Dorr  exhibited  and  explained  a  practical  diagram  for  the  rapid 
determination  of  approximate  sizes  of  sewers. 

Mr.  k.  F.  Noyes  gave  an  account  of  the  water  supply  of  Newton  and  described 
in  general  the  plan  for  enlarging  the  works.  Mr.  H.  D.  Voods  followed  with  a 
detailed  description  ol  the  covered  reStrvoir  and  filtering  conduit  now  under  con- 
struction for  that  city. 

Mr.  H.  H.  Carter  read  a  paper  giving  the  history  of  the  settlement  of  the  em- 
bankment between  Squantum  and  Moon  Island. 

Adjourned.  S.  E.  Tinkham,  Secretary. 


MONTANA  SOCIETY  OF  CIVIL  ENGINEERS. 


October  i8th,  1890.  The  regular  monthly  meeting  was  held  in  the  office  of 
Messrs.  Sizer  &  Keerl.  There  were  present  Messrs.  McRae,  Foss,  Smith,  Hovey 
and  Keerl. 

On  motion  Mr.  Foss  was  made  chairman. 

Secretary's  report  of  previous  meeting  was  read  and  approved. 

Under  the  head  of  unfinished  business,  a  letter  was  read  from  the  Secretary  of 
the  Western  Society  of  Engineers,  asking  that  a  committee  be  appointed  to  meet 
with  a  committee  of  that  society  and  committees  of  other  societies  on  October  14, 
1890,  to  make  arrangements  for  an  International  Engineering  Congress  to  meet 
during  the  World's  Fair. 

Motion  was  made  and  carried  that  the  Secretary  be  instructed  to  write  the  Sec- 
tary of  the  Western  Society  of  Engineers,  giving  cause  for  the  delay  in  answering 
his  commun  ication. 

A  letter  from  Mr.  Rogart,  Secretary  of  the  American  Society  of  Civil  Engineers, 
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was  read,  giving  price  for  transactions  of  liis  Society  for  previous  years,  and  on  mo- 
tion was  laid  on  the  table  for  future  action. 

The  application  of  Mr.  Henry  J.  Horn,  Jr.,  for  membership  was  read  and 
placed  on  file  and  the  Secretary  instructed  to  issue  the  usual  letter  ballots. 

Aletterfrom  the  Hon.  T.  H.  Carter,  M.  C,  was  read,  thanking  the  Society  for 
printed  copies  of  a  letter,  addressed  to  him,  on  the  reform  of  public  land  surveys, 
stating  that  he  would  take  pleasure  in  sending  copies  to  each  member  of  the  Public 
Lands  Committee  of  the  House  and  Senate,  and  likewise  to  every  representative 
from  the  States  particularly  interested  in  the  subject  matter. 

A  letter  was  read  from  the  Engineers'  Club  of  St.  Louis,  enclosing  the  report  of 
the  committee  of  that  Club  on  the  subject  of  affiliation  with  the  American  Society  of 
Civil  Engineers. 

It  was  moved  and  carried  that  a  committee  of  three  be  appointed  to  frame  a 
bill  for  the  protection  of  life  from  open  shafts  and  prospect  holes,  and  present  same 
to  the  Legislature  at  its  next  session. 

Messrs.  Keerl,  Hovey  and  McRae  were  appointed  as  such  committee. 

A  letter  was  read  Irom  Mr.  Benezette  Williams,  calling  attention  to  certain 
amendments  to  the  Articles  of  Association  awaiting  action  of  the  Societies. 

The  amendments  are  found  on  page  589,  volume  S,  of  the  Journ.-m.,  December 
number  for  iSSg.  Motion  made  and  carried  that  amendments  be  approved,  and 
Secretary  directed  to  notify  Mr.  Williams  accordingly. 

Adjourned.  J.  S.  Keekl,  Secretary. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 


332ND  Meeting,  September  17th,  18-^0.  The  Club  met  at  8:15  p.  m.  in  the  rooms 
of  the  Elks'  Club,  Vice-President  Burnett  in  the  Chair;  sixteen  members  present. 

The  Secretary  being  ab.'^ent,  Mr.  Melcher  was  elected  Secretary  pro  tem. 

The  minutes  of  the  331st  meeting  were  read  and  approved. 

Mr.  Richard  Klemm  was  balloted  for  and  elected. 

Applications  for  membership  were  announced  from  Frederic  Eugene  Turneaure 
endorsed  by  J.  B.  Johnson  and  R.  S.  Colnon;  and  George  Robert  Olshausen  en- 
dorsed by  J.  B.  Johnson  and  CM.  Woodward.  These  were  referred  to  the  execu- 
tive committee. 

The  report  of  the  special  committee  appointed  to  consider  and  report  upon  the 
amendments  proposed  to  the  Articles  of  Association  by  the  Board  of  Managers 
was  read  and  adopted. 

The  resignation  of  Mr.  Win.  H.  Bryan  as  secretary,  was  read  and  accepted. 

It  was  moved  and  seconded  that  the  Secretary  pro  tem.  write  to  Mr.  Bryan  a 
letter  expressing  the  appreciation  of  the  Club  for  his  faithful  services  as  Secretary. 

A  paper  was  then  read  by  Mr.  O.  L.  Petitdidiei  on  "The  Telescope— its  Optical 
Qualities  and  Application  to  Measurements,"  giving  the  history  of  the  telescope 
and  its  application  to  the  uses  of  Engineers. 

Discussion  followed  by  Messrs.  Johnson,  Holman,  Ockerson  and  Colby. 

The  executive  committee  was  instiucted  to  nominate  at  the  next  meeting  a  Sec- 
retary for  the  unexpired  term. 

Adjourned.  Chas.  W.  Melcher,  Sec'y.  pro  tem. 


333RD  Meeting,  October  i,  1890.  The  Club  met  in  the  rooms  of  the  Elks*  Club 
at  8:2b  p.m.,  President  Nipher  in  the  Chair.  Mr.  Melcher  was  elected  Secretary 
pro  tem. 

The  minutes  of  the  3 '2nd  meeting  were  read  and  approved. 

The  President  announced  that  the  Executive  Committee  had  been  unable  to 
obtain  a  quorum  since  the  last  meeting  and  hence  had  not  prepared  letter  ballots 
for  Secretary. 


PROCEEDINGS. 


549 


Messrs.  F.  E.  Tarneaure  and  Geo.  R.  Olshausen  were  balloted  for  and  elected 
to  membership. 

A  communication  was  read  from  the  ''Western  Society  of  Engineers"  with  ref- 
erence to  a  Congress  of  Engineering  Societies  at  Chicago  during  the  World's  Fair, 
and  inviting  co-operation  of  other  societies. 

It  was  moved  and  seconded  that  the  Chair  appoint  a  committee  of  three  to  at- 
tend the  meeting  at  Chicago,  Oct.  14th,  to  discuss  plans  for  carrying  out  this  project. 

Messrs.  E.  D.  Meier,  Robt.  Moore  and  J.  B.  Johnson  were  appointed  on  the 
committee. 

Mr.  Chas.  I.  Brown  then  read  the  paper  of  the  evening  giving  an  interesting 
account  of  the  construction  and  reconstruction  of  a  number  of  railway  culverts  on 
the  line  of  the  St.  Louis  iS:  San  Francisco  Ry.,  with  drawings  illustrating  the  work. 
Discussion  of  the  paper  followed  by  Messrs.  Johnson,  Nipher,  Crosby,  Brown 
Bruner,  Van  Sant  and  Russell. 

In  discussion  of  general  engineering  topics  Mr.  Johnson  brought  up  the  subject 
of  Poro's  Telescope  mentioned  by  Mr.  Petitdidier  at  the  last  meeting.  In  using 
this  form  of  instrument  for  stadia  measurement  the  distance  maybe  determined 
from  the  center  of  the  instrument  instead  of  from  a  point  the  focal  length  in  front 
of  the  instrument.  Mr.  Johnson  stated  that  Mr.  Turneaure  and  himself  had  solved 
the  equations  proving  that  this  instrument  was  mathematically  correct. 

Adjourned.  Chas.  W.  Melcher,  Secy,  pro  tem. 


334TH  Meeting,  October  15, 1890.  The  Club  met  in  the  rooms  of  the  Elks'  Club 
at  8:10  p.  m..  President  Nipher  in  the  chair  and  twenty-three  members  present. 

The  President  announced  that  the  E.xecutive  Committee  had  been  unable  to 
obtain  a  quorum  and  made  the  suggestion  that  a  committee  be  appointed  to  count 
the  ballots  for  Secretary.  On  motion  which  was  carried  the  President  appointed 
Messrs.  Gayler,  Wheeler  and  Bouton.  Mr.  Melcher  was  chosen  Secretary  pro  tem. 
and  the  minutes  of  the3V^rd  meeting  were  read  and  approved. 

Mr.  Jas.  M.  Sherman  then  read  the  paper  of  the  evening,  "Steam  Pumping  Ma- 
chinery." Discussion  followed  by  Messrs.  Farnham,  Sherman,  Flad,  Nipher  and 
Chaphe. 

The  committee  appointed  to  count  the  ballots  for  Secretary  reported  that  Mr. 
Arthur  Thacher  was  elected. 

Mr.  Laird  e.xhibited  specimens  of  paving  bricks  and  clay  from  Galesburg.  111. 
The  bricks  were  said  to  have  given  good  results  at  Galesburg.  The  cost  of  the  brick 
is  $9.00  per  thousand  f.  o.  b.  Discussion  followed  by  Messrs.  Sherman,  Laird, 
Wheeler  and  Moore. 

Adjourned.  Arthur  Thacher,  Secretary. 


CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


August  i2,  i8go.— Club  met  at  8:15,  p.  m.  President  Searles  in  the  chair.  Pres- 
ent sixteen  membeis  and  two  visitors.  The  minutes  ol  the  last  meeting  were  read 
and  approved. 

A  commimication  from  the  Western  Society  of  Engineers  requesting  the  Club 
to  appoint  a  committee  to  meet  in  Chicago  on  Tuesday,  Oct.  14,  1890,  to  aid  in  for- 
mulating a  plan  for  holding  an  International  Congress  oi  Engineers  at  Chicago,  in 
connection  with  the  World's  Fair  was  read,  and  the  President  was  instructed  to 
appoint  a  committee  of  three  for  this  purpose. 

l"he  application  of  Mr.  Geo.  C.  Lucas  for  active  membership  was  received. 

The  President  announced  that  the  "Technischer  Verein"  would  hold  a  conven- 
tion in  Cleveland  before  the  ne.xt  regular  meeting  of  the  Club. 

The  Executive  Board  was  authorized  to  take  the  necessary  action  to  extend  the 
courtesies  of  the  Club  to  the  visiting  scientists. 
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The  paper  of  the  evening  was  by  Mr.  James  Ritchie,  on  "Some  Recent  Con- 
stiuctions  of  Railway  Bridges"  but  as  he  was  unavoidably  absent  it  was  read  by 
Mr.  Walter  P.  Rice. 

After  the  reading  of  the  paper  there  followed  a  discussion  of  the  use  of  iron  and 
steel  in  bridge  construction,  of  kinds  of  steel  to  be  used,  relative  lengths  of  plate- 
girders,  and  latticed  bridges,  and  the  relative  merits  of  the  pin-connected  and 
riveted  bridges. 

The  President  then  congratulated  the  Club  on  the  success  of  the  last  meeting 
held  during  the  hot  months . 

A.  H.  Porter,  Secretary 


September  qTH,  1890.  Clubmetat  8  P.  M.,  President  Searles  in  the  chair. 
Twenty-three  members  and  five  visitors  present.  The  corresponding  Secretary 
acted  as  Secretary  of  the  meeting  in   the  absence  of  Mr.  Porter. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

A  ballot  was  taken  on  the  application  of  Mr.  George  Charles  Lucas  and  he  was 
elected  an  active  member  receiving  all  the  votes  cast. 

The  applications  for  active  membership  of  Mr.  James  William  Gallup,  Assistant 
Engineer  of  the  L.  S.  &  M.  S.  Ry.  Co.,  and  of  Charles  Henry  Benjamin,  Prof,  of 
Mechanical  Engineering  in  Case  School  of  Applied  Science,  were  reported  favora- 
bly by  the  E.xecutive  Board  and  laid  over  to  be  balloted  on  at  the  next  regular 
meeting. 

The  President  stated  that  the  Executive  Board  had  voted  at  its  last  meeting  to 
ask  the  Club  to  select  a  day,  for  instance  the  third  Tuesday  ot  October,  to  be  known 
as  "Visiting  Day,"  for  the  Club  to  visit  in  a  body  some  manufacturing  establishment 
or  other  place  of  engineering  interest  for  the  mutual  benefit  and  better  acquaint- 
ance of  the  members,  and  Mr.  Barber  made  a  motion  to  that  effect,  naming  said 
third  Tuesday  as  the  day.  Mr.  Bowler  offered  an  amendment  substituting  the  third 
Tuesday  of  each  month,  for  the  third  Tuesday  of  October;  amendment  lost.  Mr. 
Eisenmann  offered  an  amendment  giving  the  Executive  Board  authority  to  establish 
such  visiting  days  as  they  may  deem  proper;  carried.  The  President  then  stated 
that  the  original  motion  by  Mr.  Barber  had  not  been  disposed  of,  and  it  was  put  as  a 
request  from  the  Board  to  the  Club,  to  make  the  third  Tuesday  of  next  October  the 
first  of  such  visiting  days,  and  carried.  The  Secretary  read  a  letter  from  W.  B. 
Ruggles,  of  Cincinnati,  stating  that  the  Engineers'  Club  of  Cincinnati  contemplate 
asking  for  admission  to  the  Association  of  Engineering  Societies,  and  asking  for  a 
statement  of  benefits  arising  from  the  Association,  etc.  Referred  to  Prof.  Staley  to 
answer. 

A  letter  was  also  read  from  B.  E.  Fernow,  Chief  of  Forestry  Division  of  U.  S. 
Department  of  Agriculture,  submitting  three  copies  of  Bulletin  No.  4  of  the  Division, 
containing  a  report  on  "The  Substitution  of  Metal  for  Wood  in  Railroad  Ties,  by  E. 
E.  Russell  Tratman,  C.  E,"  with  a  discussion  of  the  subject  by  Mr.  Fernow,  and 
stating  that  members  could  be  suppled  with  copies  upon  application  to  the  Division. 

The  Secretary  was  instructed  to  send  acknowledgment  and  thanks  of  Club. 

The  President  appointed  Messrs.  C.  M.  Barber,  W.  P.  Rice  and  John  Eisenmann 
a  Committee  to  meet  with  Committee  of  Western  Society  of  Engineers  and  Com- 
mittees of  other  Societies  at  Chicago,  Cct.  14th,  iSgo,  to  arrange  for  an  International 
Engineering  Congress  at  the  Columbian  Exposition  in  1893. 

The  President  announced  that  owing  to  absence  from  the  city  and  business 
engagements,  Mr.  S.  T.  Wellman  had  resigned  the  Chairmanship  of  the  Committee 
on  Mechanical  Engineering. 

The  President  appointed  Mr.  Walter  Miller,  of  the  same  Committee,  Chairman 
in  place  of  Mr.  Wellman,  and  Mr.  E.  H.  Jones  to  fill  the  vacancy  on  the  Committee 
Mr.  John  Eisenmann  made  a  verbal  report  on  some  featuresoftheGerman, American 
"Technischer  Verein  '  lately  held  in  Cleveland,  and  gave  details  of  some  of  the  sub- 
jects treated  by  papers  read  at  the  meetings  he  attended. 

The  President  stated  that  the  amount  received  from  sale  of  tickets  by  the  Com- 
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mitiee  on  the  recent  Picnic  of  the  Club  fell  short  |i6.oo  of  the  expenses  of  the  affair 
and  thought  some  action  should  be  taken  to  help  the  committee  make  up  the  de- 
ficiency. 

Mr.  J.  L.  Gobeille  at  once  started  a  collection  and  raised  ^fig.oo  from  members 
present,  which  with  $6.00  contributed  by  Messrs.  Force  and  V  aughan  of  the  Com- 
mittee left  a  surplus  of  $9.00  after  paying  bills,  which  was  left  in  the  hands  of  the 
President  to  be  used  at  some  future  social  meeting  of  the  Club. 

The  Club  then  listened  to  the  paper  of  the  evening  by  Mr.  Walter  P.  Rice  en- 
titled "Lake  Currents  and  the  proposed  opening  of  the  Breakwater."  A  written  dis- 
cussion of  the  paper  by  Mr.  John  H .  Sargent  who  was  unable  to  be  present  was  read 
by  the  Secretary.  After  an  interesting  discussion  of  the  paper  by  several  members 
including  Messrs.  Whitelaw,  Force,  Eisenmann,  Gobeille,  Searles  and  others,  the 
Club  adjourned  at  10.45  P-  M.  S.  J.  Baker, 

Corresponding  Secretary. 


October,  14TH,  i8qo;— Club  met  at  8  o'clock.  Vice-President  Gobeille  in  the 
chair,  and  fourteen  members  and  five  visitors  present. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Prof.  Charles  H.  Benjamin  and  Jamer  W  .  Gallup,  were  elected  active  mem- 
bers. 

Mr.  Herman,  from  the  committee  appointed  to  secure  new  Club  rooms  reported 
that  no  steps  had  yet  been  taken  by  the  committee  in  the  matter. 

In  reference  to  "Visiting  Day"  the  chair  stated  that  a  number  of  manufacturing 
establishments  had  been  written  to,  and  that  replies  has  been  rece  ived  in  nearly 
every  instance,  stating  that  they  wjuld  be  pleased  to  have  the  C  lub  inspect  their 
respective  plants.  Among  the  firms  written  to  were:  The  Otis  Iron  &  Steel  Co. 
(Limited),  The  Brown  Hoisting  &  Conveying  Machine  Co.,  The  King  Iron  Bridge 
&  Mfg.  Co.,  The  Cleveland  City  Forge  &  Iron  Co.  and  others. 

The  E.xecutive  Board  recommended  the  election  of  Mr.  Charles  Wallace  Kelly, 
and  Mr.  Frank  Walter  Wilson  to  active  membership. 

Mr.  J.  H.  Sargent  then  read  a  paper  entitled  "Railroads;  Pastand  Prospec- 
tive," giving  a  very  interesting,  account  of  many  of  the  wonderful  improvements 
that  have  taken  place  in  comparatively  recent  times  and  predicting  that  on  the 
railway  of  the  future  the  trains  will  be  moved  by  electricity. 

After  the  reading  of  the  paper  there  was  an  interesting  discussion  by  Messrs. 
Herman,  Bowler,  Roberts,  and  others,  after  which  Mr.  J.  B.  Earned  gave  a  brief 
description  of  the  suspension  bridge  on  Grand  Ave.,  St.  Louis,  which  was  followed 
by  a  description  of  the  bridge  over  the  Ohio,  connecting  Cincinnati  and  Newport, 
now  building. 

On  motion  the  Club  adjourned. 

A.  H.  Porter,  Secretary. 


WESTERN  SOCIETY  OF  ENGINEERS. 


273Rn  Meeting,  Oct.  i,  1890.— The  273d  meeting  of  the  Society  was  held  at  its 
rooms,  Wednesday  evening,  October  i,  i8qo,  at  8  o'clock  p.  m.,  President  L.  E. 
Cooley  in  the  chair,  and  some  6o  membeis  and  visitors  present. 

The  minutes  of  the  September  meeting  were  approved  without  reading  and  the 
Secretary  reported  the  meeting  of  the  Board  of  Directors  at  which  the  following 
members  were  elected. 

Chas.  E.  Hopkins,  Chas.  V.  Weston,  Theodore  Starrett,  Jacob  A.  Harman, 
Henry  E.  Gamble,  Ira  Smith  Dunning,  L.  C.  B.  Holmboe,  Chas.  J.  Morse,  Wm. 
E.  Miller,  Ridley  H.  Lawrence,  Harold  A.  Boedker. 
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In  reply  to  a  call  from  the  President  for  reports  of  Standing  and  Special  Com- 
mittees, Mr.  Chanute,  in  behalf  of  the  Committee  on  the  Reception  of  the  Iron  and 
Steel  Institute,  read  the  programme  as  finally  agreed  upon,  and  explained  the 
question  of  subscriptions  and  other  matters  connected  with  the  reception. 

Mr.  Isham  Randolph  for  the  Committee  on  "The  Chicago  Railway  Problem, 
etc.,"  stated  that  offices  had  been  rented  and  that  funds  for  tlie  preliminary  work 
had  been  received. 

Mr.  O.  Chanute  for  the  Committee  on  "Bridge  Legislation"  stated  that  the 
Committee  had  had  some  meetings.  It  has  entered  upon  the  gathering  ot  data,  and 
has  succeeded  fairly  well  in  getting  some  of  them.  The  Committee  has  undertaken 
lo  ascertain,— First,  what  legislation  concerning  bridges  has  been  had  in  foreign 
countries,  and  it  has  obtained  the  legislation  in  Great  Britain,  France,  Austria,  and 
Germany,  of  which  it  will  give  an  abstract  in  its  report.  It  has  also  obtained  the 
data  concerning  legislation  heretofore  proposed  in  the  United  States,  and  has  also 
obtained  data  concerning  the  practice  of  the  leading  railroads  in  the  United  States, 
more  especially  in  regard  to  bridge  iioors, which  is  considered  the  one  important  thing 
for  legislation  to  touch  upon.  It  will  take  some  months  for  the  Committee  to  gather 
all  the  data  it  wants  to  piesent  to  the  Society,  and  it  hopes  that  when  it  finally  hands 
in  its  report,  it  will  have  gathered  all  the  information  necessary  to  arrive  at  a  correct 
opinion  of  the  subject,  and  to  judge  as  to  what  legislation  is  best,  and  \vhat  is  pos- 
sible to  accomplish. 

Mr.  Isham  Randolph  then  read  an  interesting  paper  on  "Railroad  Signalling 
and  Interlocking"  wiiich  will  be  printed  in  the  November  issue  of  the  Journal. 

President:— We  have  with  us  this  evening  the  Consulting  Engineer  of  the 
Railway  and  Warehouse  Commission,  at  whose  instance  this  subject  was  largely 
brought  to  the  attention  of  the  Society,  and  who  probably  has  some  views  to  ex- 
press on  this  subject,  which  we  would  be  very  glad  to  hear;  but  in  addition  to 
what  he  might  wish  to  say  in  the  matter,  I  think  the  Society  would  be  pleased  to 
hear  in  regard  to  what  the  legislation  of  the  State  and  the  policy  of  the  Railway  and 
Warehouse  Commission  contemplate,  so  that  those  who  are  not  especially  posted 
on  this  cjuestion  can  have  some  general  ideas  to  grasp.  We  are  not  all  posted  on 
the  technic  of  this  thing.  I  shall  be  pleased  if  Mr.  Hansel  would  take  up  that  part 
of  the  subject  and  give  us  a  little  information. 

Mr.  H.\.\sel:— I  had  no  idea  of  saying  anything  to-night.  The  object  I  had  in 
asking  for  a  discussion  of  these  topics  was  in  order  to  help  myself.  The  Commis- 
sioners, with  the  view  of  gathering  geneial  knowledge  regarding  all  safety  appli- 
ances, at  my  suggestion,  authorized  and  ordered  me  to  make  a  lull  and  e.xhaustive 
e.xamination  of  all  safety  appliances.  You  all  know  that  that  is  an  endless  task  to 
undertake,  and  which  I  could  not  accomplish.  However,  I  have  taken  up  the  sub- 
ject under  three  headings,  one  of  which  is  interlocking.  You  have  all  seen  the  arti- 
cles in  Scribner,  on  Feats  of  Engineering,  and  also  seen  the  article  in  regard  to 
Safety  Appliances.  In  that  article  the  author  claims  Inter-locking  is  a  feature  of 
safety  to  the  public.  That  is  the  primary  object.  .At  the  same  time,  he  says  that 
the  best  engineers  will  not  de-rail  a  train.  It  seems  to  me  it  we  take  out  the  factor 
of  safety,  it  becomes  a  machine  for  the  convenience  of  handling  traffic,  but  we  all 
know  the  engineers  do  not  stop  at  the  crossings.  It  is  generally  understood  that 
where  we  have  double  tracks  crossing  single  track  of  line,  where  the  current  of 
traffic  is  in  one  direction  all  the  time  on  the  double  track,  that  it  was  unnecessary  to 
have  derails  e.xcept  on  the  side  against  the  current  of  traffic.  It  has  occurred  to 
me  from  noting  the  operation  of  these  lines  that  as  soon  as  the  caboose  is  over  the 
detector  bar,  there  is  nothing  to  preven?  the  Tower  man  from  giving  a  conflicting 
signal.  I  have  accepted  some  of  these  plants  but  since  that  lime,  I  have  altered  the 
requirements,  so  that  it  is  necessary  to  put  a  detector  bar  on  the  opposite  side  of  the 
crossing  from  the  derail,  so  that  a  clear  signal  cannot  be  given  when  any  car  is  on 
the  crossing.  I  sent  your  secretary  a  copy  of  our  requirements.  There  are  other 
things  which  come  up  in  Inter-locking,  in  which  the  danger  of  the  crossing  adds  to 
the  danger  of  the  whole,  and  for  that  reason,  we  introduce  another  feature  in  our 
requirements,  which  provides  for  .  nother  point  outside  of  the  actual  crossing.  Now 
the  law  of  1889,  wliich  gives  the   commission   power   to   authorize   the   operation   of 
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Inter-locking,  sitnply  states  that  tlie  crossing  sliall  be  protected,  but  I  think  you  will 
all  uphold  nie  when  I  take  the  position  that  it  would  be  folly,  and  unwise  to  lose 
sight  of  everything  except  the  crossing.  We  might,  in  protecting  it,  introduce  a 
new  element  of  danger,  which  would  exceed  the  old  danger  of  crossing. 

The  object  of  all  these  enquiries  is  that  I  have  been  touching  them  up  on  all 
these  things,  and  I  am  anxious  to  have  our  commission  in  Illinois  at  the  head  if  we 
can.  Instead  of  following  other  States,  I  want  them  to  lead,  and  it  was  with  the 
idea  of  becoming  familiar  with  all  safety  appliances  which  had  any  feature  to  their 
credit,  that  this  report  was  asked'for,  and  I  would  be  glad  to  furnish  copy  ot  our  re- 
port, although  I  have  no  idea  that  it  would  be  of  any  information,  except  that  I  have 
gone  over  the  laws  of  all  the  States,  and  taken  note  of  any  action  that  any  State  has 
taken  in  regard  to  safety  appliances. 

Illinois  has  never  taken  any  action  in  the  matter  except  in   1874,   when   they  re- ' 
quired  that  all  passenger  cars  should  have  automatic  couplers.    That  is  the  only 
action  that  Illinois  has  taken  with  regard  to  safety  appliances,  and  there  will  proba- 
bly be  some  demand  in  that  line  at  this  next  session,  and  we  intend  to  have  a  re- 
port on  hand,  so  they  may  have  the  information  if  they  desire  to  act  in  the  matter. 

Now,  as  regards,  couplings,— we  have  all  discussed  that  I  suppose,  and  I  have 
given  it  considerable  attention.  I  have  a  great  deal  of  respect  for  the  action  of  the 
car  builders,  and  think  that  while  we  have  not  yet  got  the  ideal  coupler,  that  if  we 
settle  upon  a  type,  the  inventor  will  give  us  the  proper  design.  .'\s  uniformity  in 
everything  is  what  we  must  ask  for,  I  am  against  any  action  of  our  State  Legisla- 
ture as  regards  any  safety  appliance  which  is  not  only  inter-state,  but  inter-national. 
We  all  know  that  our  traffic  is  not  confined  within  the  United  States  It  goes  to 
Canada  and  old  Mexico,  and  any  law  that  any  State  would  pass  would  be  an  evil. 
I  have  advocated  the  idea  that  if  the  Congress  of  the  United  States  would  pass  a 
law  requiring  couplers  and  air  brakes  of  a  certain  style  on  all  cars  as  they  were  re- 
paired, and  all  new  cats  that  were  sent  out,  and  the  provisions  of  this  law  were  car- 
ried out  in  each  State  through  its  commissioners,  it  would  be  a  good  thing.  Massa- 
chusetts and  some  other  States  have  asked  Congress  to  authorize  the  Inter-State 
Commerce  Commission  to  handle  this  subject.  I  think  if  the  commissioners  of  all 
the  States  were  authorized  to  act  in  this  matter,  they  could  do  it.  Figuring  557  cars 
for  each  100  miles  of  railroad  operated,  we  would  have  something  like  55,000  freight 
cars  in  Illinois,  and  there  are  237,0:10  freight  cars  owned  by  companies  operating  in 
Illinois.  If  we  count  on  19  engines  for  each  100  miles  of  operated  line  in  Illinois,  we 
would  have  1,800  engines,  which  to  equip  with  air  brakes  on  engine  and  cars  would 
cost  over  $3,000,000,  or  85^  per  cent,  of  the  gioss  freight  earnings  of  all  the  compa- 
niesof  Illinois,  so  that  we  see  that  we  cannot  command  the  introduction  of  any  de- 
vice of  this  kind  except  by  degrees. 

President:— I  think  we  have  all  been  very  much  interested  in  what  Mr.  Hansel 
has  had  to  say.  There  were  one  or  two  questions  which  occurrea  to  me  while  he  was 
talking.  I  suppose  your  idea  would  be  that  all  this  authority,  in  place  of  being  en- 
acted in  specific  legislation,  ought  to  be  lodged  in  somebody  who  has  discretion  to 
apply  it,  that  it  can  be  made  to  harmonize  with  other  States,  so  that  each  State  will 
not  be  adopting  service  devices  which  will  not  be  in  harmony  with  inter-state  com- 
munication. 

Mr.  Hansel:— The  Master  Car  Builders  have  been  the  only  society  who  had 
nerve  enough  to  come  forward  and  say  "We  will  adopt  a  certain  line  of  car  coupler," 
a  certain  type  of  air  brake-  Commissioner  Mason  says,  in  his  annual  report  of  '89, 
that  the  introduction  of  automatic  couplers  has  not  been  attended  with  the  result 
he  hoped  for,  and  I  think  that  no  good  will  come  out  of  the  automatic  coupler  ques- 
tion until  Congress  says  that  the  type  of  coupler  shall  be  so  and  so .  I  do  not  mean  to 
say  that  the  style  and  device  should  be  exactly  so,  but  the  type  shall  be  so  and  so. 
After  they  have  decided  that  question  it  is  easy  enough  for  each  State  to  act  in  har- 
mony. Otherwise,  the  State  of  Michigan  will  allow  them  to  put  in  any  one  of  the 
thousand  types  that  we  have,  whereas  Ohio  would  select  a  few  and  Indiana  would 
select  a  few,— all  different,  so  that  it  does  not  seem  to  me  that  any  action  of  State 
Legislature  will  ever  solve  the  question . 

President:— Is  the  question  of  safety  of  bridges  assigned  to  your  Commission? 
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Mr.  Hansel:— Yes,— I  attempted  to  cover  everything,— with  a  blanket.  I  took 
up  that  subject  in  this  way.  The  State  of  New  York  has  caused  drawings  and  re- 
ports of  the  age  and  kind  of  every  bridge  in  the  State  to  be  made.  Now,  while  the 
engineering  skill  brought  to  bear  in  getting  up  this  report  was  considerable, — the 
moral  effect  was  considerable,  because  a  great  many  companies  knew  that  their 
bridges  were  not  entirely  safe,  and  added  to  their  strength  before  they  made  that 
report  to  the  engineer  in  charge.  I  have  advocated  a  similar  policy  in  Illinois,— that 
every  railroad  in  Illinois  shall  tabulate,  in  the  order  that  they  stand,  every  bridge. 
It  was  not  a  Forth  nor  an  Eads  bridge  that  caused  the  Chatsworth  disaster,  and  it 
occurs  to  me  that  the  small  bridges  need  more  a  ttention  than  the  large  ones.  I  ask 
that  all  the  particulars  be  furnished  and  filed  in  the  office  of  the  Commissioners.  As 
it  is  now,  the  Commissioners  only  take  cognizance  of  such  factors  in  the  physical 
operation  of  the  road  as  they  are  called  upon:  that  is,  if  anyone  enters  a  complaint, 
they  take  it  up.  We  have  9,936  miles  in  Illinois,  besides  700  miles  of  double  track, 
and  considerable  sidings,  so  that  to  inspect  each  mile  of  that  road,  and  keep  an  eye 
on  all  the  bridges,  you  know  would  take  a  considerable  force  of  engineers. 

President:— Are  Inter-locked  crossings  becoming  general? 

Mr.  Hansel:— Since  the  first  of  this  year  I  have  inspected  nineteen  machines, 
operating  565  levers.  The  Chicago  &  Alton  say  they  are  going  to  inter-lock  every- 
thing in  the  State,  and  the  Illionis  Central  are  getting  all  they  can  done  in  that  line- 
So  far  as  I  know,  there  has  not  been  one  accident  through  the  fault  of  the  inter- 
locking. 

There  is  one  thing  that  I  took  up  in  connection  with  the  Inter-locking,  and  that 
is  that  there  are  no  reports  made  to  the  Commissioners  of  the  operation  of  the  inter- 
locking. Alter  it  is  accepted,  we  take  no  further  action  in  the  matter,  and  I  think 
that  they  should  give  us  a  monthly  report.  Now,  the  Commission  is  empowered  to 
order  all  these  things,  but  we  have  not  got  down  to  it  yet. 

Mr.  Randolph:— Mr.  Hansel  was  speaking  of  the  matter  of  protecting  double 
track  crossings.  I  think  1  know  the  very  crossing  to  which  he  refers,  and  I  was  down 
there  not  long  ago  when  a  train  passed  over  that  crossing, — got  clear  of  the  detec- 
tor bar  on  the  south  side,  and  then  backed  down  and  stood  over  the  crossing,  and 
there  was  nothing  to  prevent  the  man  in  the  Tower  from  giving  the  signal  on  the 
other  road. 

Another  question  we  had  up  was  the  proper  position  for  the  Guard  Rail, — 
whether  on  the  inside  or  the  outside.  After  a  general  consultation  it  was  decided 
that  the  inside  was  the  best,  but  I  have  been  talking,  since,  with  the  Superintendent 
of  one  of  the  roads,  and  he  tells  me  that  his  experience  is  that  it  is  not  the  best.  He 
says  it  should  be  on  the  outside. 

Mr.  Hansel:— In  speaking  about  the  Guard  Rail,— we  had  eight  inches  for  the 
distance  between  the  heads  of  the  stop  rail  and  the  Guard  Rail,  and  in  my  requn-e- 
ments,  I  have  ad  led  an  inch  to  that.  I  don't  think  it  makes  any  particular  difterence 
whether  it  is  on  the  inside  or  the  outside 

Speaking  of  that  Detector  bar  on  the  opposite  side  of  the  crossing,  I  did  not 
undeistand  whether  my  friend  Mr.  Randolph  advocated  that  idea,  or  whether  he 
was  against  it.  I  went  down  to  Madison  on  the  Illinois  Central,  with  the  Chief  En- 
gineer, Mr  Moore, 'and  there  were  some  things  he  did  not  have  in,  and  as  I  had  not 
ordered  these  bars  before,  I  told  him  I  would  not  say  anything  about  it  at  that  time 
but  hereafter,  I  wanted  them  in.  He  said,  "That  is  a  good  idea,  and  I  also  want 
them  in,"  and  he  ordered  them,  and  they  are  in  now.  They  operate  with  the  home 
signal  and  you  cannot  get  the  home  signal  tmtil  you  throw  your  detector  bar  on  the 
other  side  of  the  crossing,  and  you  can't  do  that  until  the  car  is  over  the   crossing. 

Mr.  Randolph:— I  am  thoroughly  in  accord  with  you  in  believing  that  they 
should  be  on  bothsid  '  s. 

Mr.  Hansel:— I  took  up  drawbridges  with  the  other  hundred  and  one  items. 
In  the  law  of  18^9,  there  was  no  provision  made  for  inter-locking  on  draw-bridges. 
As  the  law  now  stands,  we  should  come  to  a  stop  before  crossing.  There  are  a 
great  many  ot  such  bridges  in  the  State  of  Illinois  that  are  not  operated  as  the  law 
intended,  and  I  have  advocated  the  addition  of  the  inter-locking  law  of  '89  provid- 
ing  that   draw  bridges  be  so  equipped.    At  Bridgeport,  Chicago,  is  a  very  fine  ma- 
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chine.  The  tower  is  over  Ihe  eneineer's  house,  and  the  engineer  can  make  no  effort 
to  operate  his  engine  to  turn  the  bridge  until  he  is  allowed  by  the  inter-locking  de- 
vices. The  connections  of  the  bridge  are  all  made  of  inch  gas  pipe,  and  eyes  and 
hooks  and  everything  has  to  be  placed  Ijefore  they  can  open  the  bridge.  Under 
such  conditions  they  claim  it  is  much  safer  to  allow  trains  to  cross  an  inter-locked 
bridge  than  to  have  them  supposed  to  stop  before  one  that  is  not  locked,  so  I  pro- 
pose we  shall  have  such  an  act  as  will  allow  railroads,  by  a  small  expenditure,  to 
inter-lock  bridges  and  go  over  them  without  stopping  the  same  as  grade  crossings. 

Mr.  Strobel;— I  have  nothing  to  say  except  that  I  should  like  to  ask  Mr.  Han- 
sel whether  there  are  any  de-railing  devices  required  for  drawbridges. 

Mr.  Hansel:— When  these  devices  are  used,  the  commissioners  have  no 
authority  to  authorize  trains  to  cross  the  bridge  without  stopping  first.  The  only 
thing  we  expected  was  that  the  interlocking  would  protect  them,  Vjut  if  the  law  is 
enacted  so  as  to  permit  them  to  cross  the  bridge  without  stopping  first,  it  will  save 
them  all  the  stops  at  the  bridge.  I  don't  have  any  idea  that  they  stop  at  all  but 
under  the  law  they  would  have  to,  even  though  it  is  inter-locked.  I  would  ask  that  you 
call  on  the  different  members  for  their  ideas  on  any  safety  device  that  they  have  in 
their  mind,  either  couplers  or  any  other  device.  The  State  of  Connecticut,  I  think 
it  is,  has  asked  that  a  hand  rail  be  put  upon  the  freight  cars.  I  should  like  to  get 
some  idea  on  that,  and  other  appliances,  if  you  have  not  any  other  business  on 
hand. 

Mr.  \Villi.\ms:— I  am  not  at  all  familiar  with  inter-locking  devices,  Ijut  dealing 
with  men  who  do  routine  work,  I  find  accidents  occur  from  forgetting  to  do  the  little 
work  they  have  to  do.  These  inter-locking  devices  I  have  read  of,  and  that  have 
been  discussed  here  tonight,— as  I  understand  them,  requirealeverto  moveaswitch, 
and  then  an  additional  lever  to  move  the  signals.  Now.  I  would  like  to  ask  the 
gentlemen  who  are  posted  on  these  matters,  if  any  effort  has  been  made  to  reduce 
that  to  one  motion.  I  have  read  recently  of  the  devices  that  were  used  in  handling 
the  guns  in  our  war  ships,— some  of  the  latest  improved  devices,  and  they  so  ar- 
ranged the  lever  that  it  would  require  a  man  of  practically  no  intelligence  to  pro- 
duce the  movement  that  he  wanted,  the  same  as  though  he  caught  hold  of  the  lever 
with  his  hands  and  lifted  the  article  direct.  It  requires  quite  a  delicate  mechanism  to 
bring  about  that  result.  It  occurred  to  me  that  it  was  possible,— whether  an  effort 
has  been  made  in  that  direction  I  do  not  know,  to  make  the  one  lever  move  all  the 
signals  necessary  to  one  adjustment  for  the  passing  of  trains  in  one  direction.  It 
seemed  to  me  that  would  be  a  desired  result  in  connection  with  inter-locking  de- 
vices.     Information  has  also  been  asked  regarding  a  hand  rail  at  the  end  of  the 

rs.  I  know  very  little  about  that,  more  than  the  danger  and  difficulties  that  are 
connected  with  the  coupling  of  cars,— and  that  the  hand  rail  is  a  very  desirable 
thing.  It  frequently  happens  that  men  are  required  to  be  about  cars  that  are  not 
professional  railroad  men.  They  get  in  between  the  cars  and  a  hand  rail  device  it 
seems  to  me  would  be  a  very  desirable  thing  to  have,  and  the  switchmen,  in  their 
association  have  recommended  it  as  one  of  the  desirable  features  to  add  to  car  con- 
struction, and  it  adds  very  little  to  the  cost. 

President:— What  system  is  used  in  East  St.  Louis. 

Mr.  Hansel:— That  is  pneumatic,  but  it  is  a  compilation  of  ideas  that  have 
been  from  time  time  added.  I  really  do  not  know  very  much  about  it  because  they 
have  added  to  it  from  time  to  time,  as  their  ideas  have  enlarged. 

In  answering  the  question  in  regard  to  putting  more  on  one  lever,  I  would  say 
that  the  tendency  is  to  put  too  much  on  a  lever.  It  is  easy  enough  to  hang  them 
on.  I  suppose  that  the  idea  in  having  them  on  one  lever  was  to  simphfy  the  thing 
so  that  the  man  could  not  organize  an  accident.  I  would  say  that  before  he  can 
give  the  safe  signal,  he  has  to  throw-  his  de-rail  lever,  so  that  he  can  not  give  the 
safety  signal  without  it  is  safe.  It  is^a  mechanical  impossibility,  so  there  is  no  object 
in  adding  too  much  to  one  lever."  In  a  comp  icated  switch,  it  is  nesessary  to  have 
more  than  one  lever.  I  would  say  that  Illinois  has  10  per  cent,  of  the  inter-locking 
machines  in  the  United  States. 

A  circular  comprising  the  requirements  to  be  complied  with  in  the  construction 
.of  Inter-locking,  signalhng  and  derailing  devices  at  grade  crossings  of  intersecting 
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lines  of  railroads  in  the  State  of  Illinois,  issued  from  the  office  of  the  Railroad  and 
Warehouse  Commission,  Springfield,  Illinois,  will  be  printed  in  connection  with  Mr. 
Randolph's  paper  and  the  discussion  in  an  early  issue  of  the  Journal. 

Alter  some  closing  remarks  by  the  President  the  meeting  was  adjourned. 

John  W.  Weston, 

Secretary. 


EdiU>>-.<  rtprinting'  articles  from  this  journal  are 
reguefttd  to  credit  both  the  Journal  and  the 
Satiety  before  which  such  articles  were  read. 
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WATER     SUPPLY     AND    ITS     DE\'ELOPMENT    FOR    SMALL 
CITIES  IN    THE  WEST. 


By  Wynkoop  Kiersted, 


[Read  before  the  Engineers'  Club  of  Kansas  City,  Nov.  7.] 

The  object  of  the  present  paper  is  to  consider  in  a  popular  way  the 
development  of  public  water  supplies;  particularly  with  reference  to  the 
many  progressive  towns  in  this  portion  of  the  West. 

So  many  towns  have  failed  to  realize  their  anticipations  in  securing  a 
public  water  supply,  that  the  town  authorities  seem,  either  to  have  been 
ill-advised,  or,  to  have  misapprehended  actual  conditions;  some  cases  of 
failure  are  directly  due  to  inappropriate  methods  of  development. 

An  experience  gained  by  one  or  several  successive  failures  is  expensive 
and  undesirable.  Small  towns  can  ill  afford  to  pay  for  information  on 
such  matters  two  or  three  times  its  market  value.  It  is  much  better  to  pre- 
clude failure  by  a  thorough  and   systematic  investigation. 

No  matter  what  the  size  of  the  town  may  be,  this  question  of  water 
supply  so  involves  the  health,  happiness  and  protection  of  the  community, 
that  it  demands  the  best  and  most  disinterested  consideration  of  town 
authorities. 

Small  communities  relying  on  cisterns  and  wells,  often  cling  to  them 
when  the  growth  of  the  town  should  encourage  better  protection.  Cisterns 
are  usually  for  the  storage  of  rain-water,  and  many  suppose  that  from  this 
source  comes  the  purest  and  best  supply  for  domestic  uses.  This  view  is 
all   very   proper,  when  it   refers  only  to  the   use  of  water  for  ordinary 
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kitchen  purposes;  but,  if  it  includes  its  use  as  a  potable  water  it  is  an 
erroneous  one,  for  the  reason  that  noxious  and  soluble  gases  and  fine  dust 
emanating  from  animal  and  vegetable  life,  from  the  decay  of  organic  sub- 
stances, from  the  disintegration  of  mineral  matter  and  from  fuel  combus- 
tion, are  as  native  to  the  air  as  sediment  is  to  a  flowing  river,  and  the  rain 
as  it  descends,  absorbs  these  atmospheric  impurities,  surrounds  them  with 
conditions  favorable  to  chemical  action  and  reaches  the  earth  in  a  state  of 
greater  or  less  impurity. 

Even  this  source  of  pollution  need  not  render  rain-water  in  the  vicinity 
of  small  towns,  unfit  for  a  general  domestic  use,  were  it  kept  from  other 
contaminations;  but,  on  the  contrary,  by  contact  with  painted  and  dirty 
roofs  and  gutters  on  the  way  to  the  cistern,  and  the  great  liabilitiy  of  these 
receptacles  to  the  percolation  of  surface  water;  additional  sources  of  pollu- 
tion are  encountered. 

Within  the  cisterns  the  conditions  are  unfavorable  for  the  circulation 
of  air  and  water,  and  any  gases  arising  from  the  enclosures  are  readily  ab- 
sorbed. Thus  it  is  that  rain  water,  by  the  time  it  is  used  can  become  ex- 
ceedingly impure. 

Open  wells  draw  towards  them  the  ground  water  from  considerable  dis- 
tances in  all  directions,  and,  when  in  the  vicinity  of  cess-pools  and  privy 
vaults,  become  a  receptacle  for  their  subsurface  drainings.  It  is  commonly 
thought  that  water  by  percolating  through  the  ground  will  become  pure. 
This  idea,  however,  must  have  its  limitations,  since  water  to  be  purified  by 
natural  filtration  must  pass  through  porous  and  well  drained  soils  permit- 
ting of  a  free  circulation  of  air,  and  the  process  of  oxidation;  but  when 
draining  through  or  from  deposit  vaults  into  the  deep  sub-soils,  it  is  simply 
filtered,  and  may  enter  a  neighboring  well  perfectly  clear,  but  most  dan- 
gerously foul  with  matter  in  solution. 

Even  drive  wells,  with  an  iron-encasing  tube,  are  not  exempt  from 
such  dangers  of  pollution,  because  there  being  no  storage  capacity  to  a 
drive  well  as  to  open  wells,  a  depletion  of  the  soil  extends  in  all  directions 
immediately  upon  draft,  and  this  depletion  is  more  extended,  the  greater 
and  more  continuous  the  operating  power  attached  to  the  well,  so  that  it 
is  only  necessary  for  the  drainage  from  vaults  in  the  vicinity  to  reach  this 
affected  district   in  order  to  find  access  to  the  well. 

Cisterns  and  wells  are  of  course  a  necessity  in  the  early  history  of  a 
community,  but  they  demand  constant  vigilance  as  the  price  of  freedom 
from  contamination;  and  in  estimating  the  quality  of  the  water  from  either 
soiuxe,  it  is  never  safe  to  depend  on  appearances,  for  though  the  water 
from  them  maybe  clear  and  sparkling,  it  is  not,  for  all  this,  necessarily 
pure;  even  sewage  may  be  clear  as  crystal. 

Both  methods  of  water  supply  can  well  be  discarded  for  everything 
^but  the  ordinary  house  uses,  as  soon  as  the  town  can  afford  to  procure  water 
from  some  safe  and  reliable  source. 

The  waters  of  drainage  and  percolation,  collected  naturally  in  r  ivers, 
lakes  and  in  porous  sub-soils,  are  the  immediate  source  of  large  local  sup- 
plies, and  may  be  divided  into  surface  and  sub-surface  supplies,  and  even 
these  facilities  are  more  or  less  limited  according  to  the  localitv. 
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Of  the  surface  supplies,  the  best  comes  from  some  one  of  the  great 
rivers.  These  waters,  by  flowing  over  and  through  uneven  beds  of  sihcious 
sand  and  gravel  of  considerable  slope,  and  by  being  brought  continually 
in  contact  with  the  air.  are  freed  from  organic  matter  by  oxidation.  The 
retained  impurities  are  chiefly  sediment  m  suspension,  which  are  readily 
disposed  of  by  settlement  in  basins  or  by  filtration.  What  hardness  there 
may  be  in  such  waters  is  usually  not  sufficient  to  interfere  with  general 
domestic  service.  The  intake  from  such  a  source  should  be  located  m  a 
main  channel,  and  at  a  point  above  the  town,  where  pollution  from  sew- 
age and  manufacturing  waste,  cannot  reach. 

Lakes  in  this  central  western  district,  if  they  exist  at  all,  are  usually 
unfit  for  furnishing  good  water  and  can  scarcely  be  considered  here. 

Circumstances  sometimes  favor  impounding  reservoirs,  which  store 
surface  waters  collected  from  a  more  or  less  extensive  water  shed.  Such 
supplies  are  desirable  where  the  impounded  water  can  possess  depth,  at  the 
expense  of  superficial  area;  and  can  be  free  from  contact  with  vegetable 
soils  and  polluted  surface  drainage.  When  the  drainage  valleys  are  broad 
the  stream  burdened  with  sediment,  the  vegetable  soils  deep,  and  the  sub- 
soils porous,  the  conditions  are  very  unfavorable  for  the  construction  of 
dams  and  the  storage  and  maintenance  of  pure  water. 

Many  inland  towns  are  so  situated  that  surface  water,  either  cannot  be 
obtained  at  all,  or  it  is  at  an  expense  beyond  their  present  means;  conse- 
quently resort  must  be  had  to  sub-surface  supplies;  and  these  may  be  both 
from  deep  and  from  shallow  sources. 

The  deep  sources  furnish  water  by  means  of  artesian  wells,  from  the 
the  ancient  geological  formations,  consequently  it  is  liable  to  the  impreg- 
nations of  mineral  matter. 

The  shallow  supplies,  often  in  considerable  quantities,  come  from  the 
drift  formations  of  sand,  marl  and  gravel  from  50  to  150  feet  in  depth,  and 
are  usually  good  for  all  house  purposes. 

In  locating  a  water  supply  of  this  kind,  caution  is  to  be  observed,  for 
absolute  reliance  on  a  yield  from  such  a  source  is  extremely  hazardous  un- 
less preceded  by  a  thorough  and  skilled  investigation. 

In  the  first  place  the  laws  governing  ground  water  flow  are  to  be  strictly 
observed,  and  are  practically  the  same  as  those  governing  the  flow  of  sur- 
face waters.  The  movement  of  the  water  through  the  ground,  however, 
is  very  slow,  due  to  the  great  resistance  of  the  soil;  and  this  resistance 
varies  with  its  degree  of  fineness — for  instance:  water  will  pass  very  freely 
through  a  mass  of  boulders  or  coarse  gravel;  more  slowly  through  sand; 
the  rate  of  flow  decreasing  as  the  material  becomes  more  finely  divided; 
clay  permitting  very  little  to  pass. 

Much  also  depends  on  the  extent  of  the  water  bearing  material;  whether 
it  is  an  extensive  reservoir,  holding  water  collected  from  man\-  square 
miles  of  water  shed,  or  is  simply  a  pocket  supplied  in  the  immediate  local- 
ity to  become  exhausted  by  a  short  season  of  pumping  or  during  a  drought. 

It  is  evident  from  the  character  of  such  rivers  as  the  Platte,  Republi- 
can, Kansas  and  Arkansas,  that  the  porous  soils  under  and  on  either  side 
of  them  must  be  in  a  continual  state  of  saturation,  and  constantly   trans- 


56o  ASSOCIATION    OF    ENGINEERING    SOCIETIES. 

mittin;4  the  waters  collected  from  rains  on  inland  districts;  otherwise  the 
water  in  the  river  basins  would  entirely  disappear  by  downward  filtration. 
The  fluctuations  of  the  rivers  depend  largely  upon  the  degree  of  this  satu- 
ration, and  upon  the  extent  of  these  storage  reservoirs. 

Generally  in  these  broad  valleys  almost  inexhaustible  supplies  of  water 
can  be  obtained,  in  degi-ees'of  purity  depending  upon  the  amount  of  veg- 
etable, animal  and  mineral  matter  that  is  encountered  in  the  soils.  The 
same  is  true  of  the  tributary  streams  and  valleys,  except  that  their  sup- 
plies come  from  more  limited  water  sheds,  percolate  nearer  the  ground 
surface,  and  are  consequently  more  affected  by  drought. 

Inland  towns  can  often  be  supplied  from  the  same  subterranean  reser- 
voirs as  the  river  towns,  but  in  this  case  the  depth  of  penetration  is  usually 
greater,  with  a  proportionate  increase  in  attendant  risk  and  expense. 

It  may  seem  that  these  few  statements  of  the  general  distribution  of  a 
ground  water  supply,  are  opposed  to  the  necessities  of  the  tests  heretofore 
referred  to,  but  this  is  only  apparent;  for,  while  a  knowledge  of  the  geology 
of  the  country,  of  the  meaning  of  surface  appearances  and  of  the  exist- 
ence generally  of  large  subterranean  reservoirs,  is  essential,  and  suffices 
for  predictions,  it  is  not  positive  information.  There  is  always  alack  of 
homogeneity  in  the  deep  sub-soils,  faults  in  the  geological  structm-e,  nat- 
ural upheavals  and  other  disturbances,  which,  like  boulders  in  a  surface 
stream,  so  prevent  an  uninterrupted  flow,  that  tests  in  any  locality  are 
essential  to  establish  conclusions.  When  so  much  depends  on  investiga- 
tion and  actual  test  before  the  location  of  a  water  supply  and  the  means 
of  developing  it  can  be  settled,  it  is  difficult  to  tell  why  it  is  that  commun- 
ities will  often  be  satisfied  with  a  sort  of  "Witch-Hazel"  location,  and 
accept  almost  any  device  for  securing  the  water,  without  a  proper  consid- 
eration of  its  adaptation  to  existing  conditions.  It  is  to  be  regretted 
that  such  cases  are  not  few,  and  always  involve  a  fruitless  expenditure  of 
public  funds. 

The  common  practice  of  locating  a  water  supply  on  the  public  square, 
or  on  some  vacant  lots  within  the  corporate  limits  of  the  town,  is  a  most 
precarious  proceeding.  Usually  it  is  for  no  other  reason  than  to  reduce 
the  first  cost  of  the  works,  or  because  the  man  who  makes  the  investigation 
does  not  receive  remuneration  enough  to  pay  him  for  the  trouble  of 
investigating  a  water  supply  outside  the  town  limits.  While  considera- 
tions of  economy  are  good,  and  are  particularly  necessary  with  small 
communities;  they  lose  all  force  and  argument  when  opposed  to  the  health 
and  comfort  of  the  public.  This  water  must  surely  be  drawn  from  under 
the  town,  and  most  certainly  will  be  polluted  by  the  drainage  from  priv)- 
vaults  and  cess-pools.  This  danger  has  undoubtedly  received  little  thought 
from  the  authorities  accepting  such  a  location,  and  no  doubt  many  will 
scout  the  idea,  but  from  the  very  fact  that  it  is  a  danger,  a  positive  danger, 
unseen  and  unfelt  until  it  appears  as  an  epidemic  among  the  people, 
renders  the  duty  to  avoid  it  an  imperative  one. 

As  a  matter  of  fact,  a  public  water  supply  is  usually  from  the  deeper 
water  bearing  strata,  which  are  often  separated  from  each  other  by  layers 
of  clay  or  a  mixture  of  clay  and  sand,  l^ut  frequently  of   insufficient  thick- 
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ness  to  prevent  inter-communication.  A  circulation  of  water  which  may 
have  been  impracticable  or  impossible  before  the  construction  of  a  system 
of  wells,  is,  by  their  existence  in  many  instances,  made  not  only  possible, 
but  probable;  for  the  reason,  that  in  piercing  the  various  strata,  a  chan- 
nel is  opened  for  the  passage  of  the  upper  water  to  the  inlet  of  the  wells. 

A  continuous  draught  drains  the  surrounding  ground  for  many  hundred 
feet,  producing  conditions  favorable  to  a  downward  percolation  of  water, 
so  that  any  drainage  from  underground  receptacles  of  filth,  by  the  slow 
process  of  filtration,  is  liable  to  reach  the  affected  district  and  ultimately 
to  find  access  to  the  homes  of  the  community. 

As  a  rule,  the  best  location  for  a  water  supply  is  in  the  main 
drainage  valley,  or  in  one  tributary  to  it  above  the  town  site,  for  there 
the  danger  from  underground  pollution  is  diminished,  and  the  expense  of 
interception  the  least.  Objections  are  often  raised  to  such  a  location 
near  a  stream,  because  the  water  in  the  river,  by  an  occasional  foulness, 
may  be  liable  to  taint  any  supply  in  its  vicinity.  Such  objections, 
though  plausible,  may  frequently  be  rejected  because  experience  in  var- 
ious instances  has  shown  that  filter  galleries,  even  though  located  close 
to  a  river  and  below  the  low  water  line,  receive  the  greater  part  of  their 
water  from  the  land  side. 

Though  the  water  in  a  filter  gallery  or  svstem  of  wells  fluctuates  with  a 
rise  in  an  adjoining  body  of  water,  this  does  not  prove  an  inland  flow,  but, 
as  nearer  the  fact  of  the  case,  that  this  rise  dams  the  approaching  water 
in  the  soil,  causing  it  to  rise  therein  to  accommodate  itself  to  the  new 
conditions: — as  for  example — the  water  in  wells  sunk  in  the  sand  closely 
bordering  the  ocean,  has  been  found  to  fluctuate  with  the  tide,  while 
maintaining  its  freshness;  also  in  a  very  cold  climate  the  ranges  of  the 
temperature  in  the  water  collected  in  an  uncovered  gallery,  was  noticed 
to  be  very  small,  compared  with  that  in  a  river  bordering  the  gallery.  Xo 
doubt,  there  is  always  some  inland  filtration  at  times  of  a  sudden  rise  in 
a  stream,  the  extent  depending  on  the  condition  of  the  soil  at  the  time; 
but  the  danger  of  fouling  a  well-located  water  supply  in  the  neighborhood 
is  very  slight. 

As  has  been  said,  the  only  way  of  finally  determining  a  water  supply 
after  the  site  has  been  selected,  is  by  actual  tests,  and  such  tests  must  be 
manipulated  in  a  very  careful  manner  or  the  i-esults  obtained  will  be  over- 
estimated. 

A  good  way  to  make  these  is  as  follows:  Sink  an  open  well,  three  to 
five  inches  in  diameter  into  the  water  bearing  strata,  remove  the  earth 
within  the  tube  by  means  of  a  jet  of  water  forced  through  a  small 
pipe,  one  inch  to  two  inches  in  diameter,  by  a  steam  pump.  By 
this  means  the  character  of  the  soils  passed  through  can  be 
observed.  At  various  distances  from  this  well,  and  in  at  least  two 
directions,  drive  small  pipes  1%  to  2  inches  in  diameter,  in  line, 
to  the  same  depth  as  the  first  well,  and  so  as  to  permit  free  access  of 
the  water  at  the  bottom.  A  small  pipe  for  a  pump  connection  can  be 
inserted  inside  the  large  well  and  a  pump  attached.  For  this  purpose 
a  steam  pump  is  preferable,  or,  one  that  will   permit  of    a   continuous 
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pumping  for  any  length  of  time,  practically  fulfilling  the  requirements  of 
actual  service. 

The  fluctuation  in  all  the  wells,  should  be  carefully  noted  at  stated  in- 
tervals and  at  variovs  speeds  of  operation;  the  amount  of  water  furnished 
can  be  measured  by  any  convenient  and  reliable  means.  Whenever 
pumping  ceases;  the  time  requu-ed  for  the  water  to  assume  its  original 
elevation  in  the  wells,  and  the  rate  of  change  in  this  transition,  is  to  be 
carefully  observed. 

It  will  be  noticed  that  it  takes  the  water  in  the  ground  considerable 
time  to  accommodate  itself  to  any  change  of  conditions,  so  that  for  certain 
results,  long  periods  of  pumping  are  necessary,  and  for  this  reason,  the 
work  should  not  be  hurried. 

Frequently  several  water  bearing  strata  will  be  encountered  separated 
by  layers  of  clay,  the  upper  ones  being  generally  supplied  from  local 
watersheds  and  the  soonest  affected  by  draught  and  drought,  while  the 
deeper  ones  may  collect  water  from  a  very  large  collectable  area,  and  give 
a  large  and  unintermittent  yield.  It  is  best  to  penetrate  these  deep  and 
more  extensive  reservoirs  to   insure  success. 

That  such  tests  are  the  notable  exception  throughout  this  country,  is 
true,  and  with  the  present  haste  to  develop  a  scheme  as  soon  as  decided 
upon,  the  disinclination  to  spend  money  on  preliminary  investigations,  is 
very  strong. 

When  properly  made,  they  require  a  reasonable  expenditure  of  money. 
The  methods  suggested,  however,  are  not  those  to  be  put  into  practice  by 
the  novice  or  ordinary  well-digger.  The  required  plant  can  be  found  in 
any  town,  but  the  man  under  whose  supervision  the  work  is  to  be  done, 
should  be  a  specialist,  whose  study  and  experience  makes  him  familiar 
with  all  cjuestions  of  water  supply,  the  laws  of  flow,  the  usual  conditions  of 
ground  water  storage;  and  one  who  is  trained  to  minute  observation  and 
analytical  methods  of  reasoning. 

When  a  general  public  sentiment  favors  a  water  supply,  the  time  for 
action  is  at  hand;  not,  however,  in  a  way  to  make  a  public  issue  of  the 
question  for  the  time  for  such  decisive  action  is  not  propitious. 

The  usual  custom  of  appointing  a  commission  or  committee  to  investi- 
gate the  matter  is  a  very  good  one;  and  their  trip  around  the  country  to 
inspect  various  water  works,  gives  them  a  knowledge  of  the  subject,  which 
will  be  of  great  assistance  to  them  in  their  future  duties.  It  is  serviceable 
this  far  but  no  further.  It  is  surely  a  mistake  to  let  such  an  investigation 
conclude  to  them  that  a  system  of  water  supply  or  water  works  in  any 
neighboring  town,  is  exactly  what  is  wanted  in  their  own  town,  and  so 
recommend  to  the  people  or  Common  Council;  for.  as  yet,  there  is  nothing 
to  show  its  adaptation  to  local  circumstances  and  conditions. 

The  best  way  for  such  a  committee  is,  in  the  very  beginning  of  their 
work,  to  select  a  competent  engineer  to  study  the  cjuestion  with  them;  to 
determine  by  necessary  tests  the  best  locality  for  a  water  supply,  its  quality 
and  amount;  and  the  best  means  of  developing  it.  Let  him  submit  a  re- 
port, with  an  estimate  of  cost  of  the  entire  water  works,  best  adapted  to 
the  needs  and  means  of  the  community.     This  puts  the  matter  in  a  tangi- 
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ble  form  to  present  to  the  public  for  discussion  and  vote.  They  know  then 
just  what  they  are  doing,  and  how  far  they  can  carry  their  under- 
taking. 

Such  a  prehminary  investigation  is  not  putting  the  people  to  any  extra 
expense,  for,  it  will  have  to  be  made  before  any  reliable  and  complete  set 
of  plans  are  prepared,  and  the  proper  time  to  make  it  is  before  any  popular 
vote  is  taken  on  the  issue  of  bonds  for  the  work,  or  any  franchise  granted  to 
a  Constructing  Company. 

In  most  cases  where  a  franchise  is  granted  the  people  cannot  be  too 
particular  from  where  then-  water  supply  is  coming  and  how  it  is  to 
be  preserved  from  contamination.  Such  an  investigation  and  report  as 
the  one  suggested,  is  a  community's  safeguard;  and  if  municipal  authori- 
ties would  take  such  a  rationM  view  of  the  case,  they  would  often  save 
themselves  vexations,  delays  and  embarassing  failures.  If  some  method  of 
this  kind  is  not  adopted,  but  the  works  projected  and  constructed  in  an 
unsystematic  way,  it  is  simply  a  question  of  a  few  years  before  the  expert 
will  be  called  to  perform  the  very  work  that  should  have  initiated  the  en- 
terprise; and  it  may  be  at  greater  expense  to  the  City,  for,  remodeling 
of  a  plan  is  by  no  means  economical  or  satisfactory. 

Committees  who  have  located  their  water  supply  in  the  corporate 
limits  of  the  town,  where  the  soil  is  for  years  liable  to  defilement  whether 
the  town  be  sewered  or  not,  have  particularly  this  question  to  consider  in 
a  two-fold  way.  First.  Ground  in  a  town  is  expensive,  and  they  usually 
have  made  little  or  no  provision  for  the  future  extension  of  their  works. 
Second.  The  location  is  so  opposed  to  any  proper  sanitary  regulations, 
that  it  is  only  a  matter  of  a  little  time  before  a  healthy  public  sentiment 
will  fully  appreciate  this  circumstance,  and  compel  a  -re-location  away 
from  all  possible  chance  of  such  foul  pollution. 

The  method  of  development,  as  well  as  the  location  of  a  water  supply, 
is  a  fundamental  consideration,  and  is  to  be  studied  as  an  isolated  problem,  as 
far  as  the  most  feasible  adaptation  of  a  means  to  an  end  is  concerned.  It 
IS  bad  policy  to  assume,  as  is  sometimes  done,  that  every  means  of  develop- 
ing a  water  supply,  is  worthy  of  a  general  application,  even  over  a  limited 
territory;  because  it  has  been  successful  in  any  one  or  two  places.  This  is 
simply  "putting  the  cart  before  the  horse."  The  condition  and  peculiar  re- 
quirements of  the  town  and  surroundings  must  first  be  determined;  then 
apply  that  method  most  suited  to  the  location. 

In  this  section  of  country  where  the  supply  comes  from  a  river  or  a 
reservoir  connection  is  usually  made  directly  with  pumping  machin- 
ery. Sometimes  auxiliary  filters  are  constructed  in  the  banks,  but  ex- 
perience has  shown  that  these  very  often  become  useless  by  clogging  with 
silt,  and  that  they  need  constant  attention.  Artificial  filters  are  now  con- 
structed by  several  companies,  and  great  pains  is  being  taken  to  make  them 
successful  as  an  attachment  to  a  water  works  system. 

Sediment  is  very  readily  disposed  of  by  settling  in  basins  properly  capa- 
citated to  the  size  of  the  water  works  system. 

When  ground  water  is  the  source  of  supply,  resort  is  usually  had  to  infil- 
tration galleries;  large  openwells,  systems  of  drive  wells  arranged  in  gangs 


';64  ASSOCIATION    OF    ENGINEERING    SOCIETIES. 

and  bored  wells,  sometimes  the  last  of  large  size;  each  well   fitted   with  an 
independent  steam  pump. 

Infiltration  galleries  are  usually  constructed  in  the  porous  material  near 
a  river.  Such  galleries  should  be  kept  covered,  for  the  collected  water,  be- 
ing in  reality  filtered,  is  liable  to  pollution  if  exposed  to  the  light  and  heat 
of  the  sun. 

Open  wells  are  one  of  a  variety  of  infiltration  galleries  covering  a  small 
area  of  ground,  but  penetrating  deeper  to  reach  a  suitable  water  bearing 
strata;  in  relation  to  them  it  has  been  determined  that  the  bottom  area 
alone  can  be  depended  on  to  furnish  water. 

Thorough  tests  should  precede  the  sinking  of  such  wells,  so  that  the 
various  materials  to  be  encountered,  and  their  depth,  are  definitely  known 
and  the  most  satisfactory  point  of  stopping  the  excavation  thereby  deter- 
mined. 

Serious  mistakes  have  frequently  been  made  by  unintentionally  un- 
covering deep  beds  of  quicksand  or  clay,  which  a  little  knowledge  in  ad- 
vance would  have  prevented. 

Perhaps  the  best  example  of  drive  wells  arranged  in  gangs  is  the  system 
used  in  Brooklyn,  New  York.  Here  the  wells  are  in  pairs  on  each  side  of 
a  main  suction  pipe. 

In  distributing  drive  wells  along  a  pipe  or  in  any  manner  to  draw  water 
from  the  ground,  it  is  necessary  first  to  know  the  maximum  demands  on 
the  system,  the  rate  at  which  the  soil  is  capable  of  furnishing  water,  and 
he  depth  of  the  water  bearing  strata.  No  well  should,  during  its  maxi- 
tmum  draught,  approach  the  limiting  capacity  of  the  soil  to  furnish  water; 
nor  should  the  draught  be  so  severe  as  to  permit  the  hydraulic  grade  line  to 
fall  below  the  top  of  the  entrance  to  the  pipe,  as  this  will  constantly  impair 
its  action. 

As  an  example  of  what  an  improper  distribution  of  wells  will  do,  a  case 
may  be  cited  where  a  failure  occurred  due  to  the  incapacity  of  the  soil  to 
furnish  water.  In  this  case  the  wells,  about  thirty  or  thirty-five  in  number, 
were  arranged  in  a  circle  12  feet  in  diameter,  all  having  entrance  to  a  tight 
(?)  drum.  Under  a  slow  rate  of  pumping  they  operated  very  well,  but  be- 
fore the  draught  reached  the  specified  requirement,  one  million  gallons  per 
24  hours,  the  supply  failed. 

There  was  water  enough  in  the  sub-soils,  as  had  been  determined  by 
experiment,  but  the  fineness  of  the  material  prevented  a  flow  rapid  enough, 
to  supply  the  demand  from  so  limited  an  area  of  pipe  distribution.  One- 
third  to  one-half  of  the  drive  wells  were  inoperative.  Had  the  same  num- 
ber been  properly  distributed  the  result  would  certainly  have  been  very  dif- 
ferent. 

Various  methods  of  distributing  the  wells  are  pursued,  but  unless  good 
judgment  is  shown  in  the  adaptation  of  the  method  to  the  conditions 
and  in  their  mechanical  adjustment,  they  fail  to  give  the  best  results. 

Bored  wells  5"  to  8"  in  diameter  are  sometimes  used,  when  the  water 
bearing  material  is  at  a  considerable  depth,  each  well  being  supplied  with 
an  independent  steam  pump.  Such  plants,  being  low  service,  require  a 
storage  reservoir  of  considerable  capacity  at  the  pumping  station,  additional 
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high  pressure  pumping  machinery  for  the  distribution  system,  and  large 
boiler  capacity.  The  operating  expenses  are  necessarily  heavy,  due  to  so 
many  independent  pumps,  and  the  large  amount  of  fuel  consumed  in  the 
manufacture  of  steam.  P^ach  of  these  methods  of  developing  a  water  sup- 
ply has  its  adaptation,  but  none  can  be  recommended  for  any  general  use. 
In  fact,  it  is  not  difficult  to  conceive  of  conditions,  liable  to  be  encountered, 
where  each  may,  in  turn,  have  superior  merits,  although  instances,  where 
the  last  method  can  be  economically  and  advantageously  applied  to  water 
works  are  exceptional.  Sometimes  a  combination  of  two  or  more  methods 
produces  good  results. 

A  choice  of  method,  whether  mentioned  here  or  not,  depends  upon  so 
many  things,  chiefly  upon  the  requirements  of  the  locality,  as  developed  by 
test,  that  few  suggestions  can  be  given.  It  is  best  to  rest  the  matter  with  a 
competent  specialtist,  who  is  familiar  with  all  these  things,  and  let  him  ar- 
range and  design  the  plant.  Such  a  disinterestness  is  necessary  in  the  ad- 
viser, that  he  can  investigate  the  niatter  for  the  public  good  and  not  be 
biased  by  personal  interests,  in  patented  devices  and  so  called  system  of 
water  works. 

By  looking  over  official  records  and  the  results  of  Health  Commission 
investigations  the  proof  will  be  found  ample  to  justify  the  most  vigorous 
protests  against  the  use  of  water  from  wells  or  in  the  immediate  vicinity  of 
any  town.  It  is  a  historical  fact  that  the  health  of  cities  and  towns  is  largely 
controlled  by  the  source  and  character  of  their  water  supply,  and  thousands 
of  cases  of  cholera  and  similar  diseases  are  directly  traceable  to  a  water 
supply  contaminated -by  cess  pool  drainage  and  foecal  matter.  It  is  not 
necessary  to  cite  the  many  proofs  of  this  statement.  One  has  only  to 
read  to  find  enough  to  convince  the  most  skeptical.  It  was  once  stated 
by  the  Mayor  of  New  York  namely  "When  cholera  last  visited  our  city 
every  case  could  be  traced  to  the  use  of  well  water,  where  not  a  single  case 
occurred  where  Croton  water  was  used."  In  the  terrible  scourge  in  the 
small  town  of  Plymouth,  Pa.,  in  1883,  the  death  of  every  individual  could 
be  directly  and  most  conclusively  traced  to  a  contaminated  water  supply 
eminating  from  a  single  patient  of  typhoid  fever. 


THE  STATE  AND  THE  RAILROADS. 


By  L.  p.  Morehouse,  Member  Western  Society  of  Engineers. 


[Read  November  5th,  1890.] 

The  word  "Socialism,"  a  few  years  ago,  was  a  sort  of  red  rag,  that 
whenever  brought  into  pubUc  notice  excited  the  virtuous  indignationoi  all 
good  citizens;  but,  of  late,  its  obnoxious  character  has  largely  disappeared, 
so  far  as  reading  and  thinking  people  are  concerned;  the  point  of  view 
having  changed,  and  the  lurid  color  being  softened,  under  certain  aspects, 
almost  if  not  quite  to  a  rose  tint.  Some  of  us  were  brought  up  on  the  whole- 
some democratic  doctrine,  "the  best  government  is  that  which  governs 
least,"  but  now-a-days  there  are  multitudes  of  unbelievers  who  make  no 
bones  of  scouting  this  former  corner  stone  of  American  political  orthodoxy. 
The  wonderful  changes — most  of  us  call  them  advances — in  our  material 
civilization  during  the  last  generation  have  obliged  us  to  revise  our  politi- 
cal ideas,  in  some  degree,  and  to  see  that  some  of  the  principles  of  gov- 
enment  which  seemed  eminently  sound  to  the  fathers  are  not  perfectly 
adapted  to  the  changed  social  conditions  of  the  children.  It  is  easy  to 
understand  that  the  rules  agreed  to  by  the  people  of  the  United  States  for 
mutual  protection  and  restraint  when  they  first  began  to  formulate  what 
we  call  "laws,"  however  suitable  and  efficient  for  a  people  of  little  wealth 
and  simple  habits,  with  no  large  cities,  and  almost  exclusively  agricul- 
tural in  their  pursuits,  would  fail  to  further  the  peoples' best  interests  when 
the  struggle  for  existence  on  the  one  hand  gives  to  Poverty  the  barest  liveli- 
hood, and,  on  the  other,  the  thirst  for  riches  culminates  in  the  acquisition  of 
great  wealth,  making  an  impassable  and  ever  widening  gulf  between  the 
rich  and  the  poor;  when  the  privation  of  one  class  is  emphasized  by  the 
luxury  of  another;  when  the  integrity  of  self  respecting  citizens  who  both 
made  and  observed  the  laws  is  replaced  by  the  corruption  and  venality 
which  always  attend  the  electoral  franchise  when  it  is  in  the  hands  of  the 
ignorant,  the  debased  or  the  vicious. 

Under  these  altered  conditions,  I  say,  it  naturally  follows  that  we  are 
willing  to  recast  our  original  views  and  admit  that  "the  best  government" 
must  be  positive  rather  than  negative  in  its  laws.  But  the  extension  of 
the  powers  of  a  popular  government  means  that  the  people  in  their  corpo- 
i-ate  capacity  are  taking  upon  themselves  obligations  that  primarily  per- 
tain to  individuals.  So  long  as  our  laws  are  purely  restrictive  we  think 
little  of  any  "socialistic"  tendency  in  them,  but,  a  moments  consideration 
shows  that  when  the  state  or  the  municipality  enters  upon  a  positive  pro- 
gram it  has  made  a  step  in  the  direction  of  Socialism.  In  some  things  we 
admit  that  Socialism  is  a  success.  We  would  not  dispense  with  our  pub- 
lic school  system  nor  with  paved  streets,  nor  with  sidewalks,  nor  with  street 
lamps,  nor  with  the  public  library,  nor— 1  blush  to  confess  it— even  with 
the   band   playing   in    the   park:— all  paid   for  by  the  taxpayer.     Having 
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gone  so  far  it  is  easy  to  believe  that  we  shall  surely,  if  slowly,  relegate  to 
the  government  many  things  which  arc  now  considered  wholly  within  the 
scope  of  private  enterprise.  It  is  unnecessary  to  speculate  as  to  all  the 
specific  duties  the  State  will  undertake,  but  it  is  probably  safe  to  say  that 
these  will  be  assumed  one  by  one  under  the  pressure  of  necessity,  and 
under  the  governing  principle  \.\\-aX  the  State  may  do  for  its  citizens  those 
things  ivhich  can  be  done,  on  the  w/wle,  better  by  the  gcmernment  in  its  cor- 
porate capacity  tJuin  by  an  inditndiuil  or  by  a  private  corporation. 

The  urban  governments  will  continue  to  take  the  lead,  as  the  public 
necessittes  from  time  to  time  shall  force  them  to  action;  the  experience 
of  large  cities  already  having  demonstrated  that  the  enterprises  taken 
under  their  direction  result  in  greater  economy  and  better  service  to  the 
public  than  when  such  are  controlled  by  private  parties  or  corporations 
For  instance,  no  disinterested  citizen  will  claim  that  it  would  be  wise 
on  the  part  of  the  City  of  Chicago  to  give  up  its  water  supply  to  the  con- 
trol of  a  private  company.  It  will  soon  be  admitted  that  artificial  light 
and  heat  should  also  be  supplied  by  the  city  government,  for  in  no  other 
way  can  the  rights  and  interests  of  the  public  be  so  well  maintained. 

The  general  government  will  move  more  slowly,  but,  with  the  progress 
of  urban  socialism,  there  will  be  an  increasing  willingness  on  the  part  of 
the  people  to  allow  the  federal  authority  to  exercise  functions  which, 
have  heretofore  been  latent  or  emphatically  denied.  Already  there  are  two 
matters  of  vast  importance  which  are  being  freely  discussed  and  which 
are  liable  at  any  moment  to  come  to  the  front  as  active  political  questions^ 
One  is  the  acquisition  of  the  telegraph  system  by  the  federal  government; 
— the  acquisition  of  the  railroads  of  the  country  is  the  other.  As  to 
the  former,  the  analogy  between  the  telegraph  service  and  the  postal 
service  is  so  great  that  it  is  not  difficult  to  believe  that  the  people  may 
readily  consent  to  gii^e  the  government  the  monopoly  of  both.  Appar- 
ently there  are  no  good  arguments  against  government  ownership  that  da 
not  apply  to  one  of  these  branches  of  the  public  service  as  forcibly  as  to 
the  other.  The  railroad  problem,  however,  is  not  susceptible  of  an  easy 
solution.  Theoretically,  it  may  be,  the  premises  warrant  the  conclusion 
that  government  ownership  would  be  largely  in  the  interest  of  the  people. 
The  time  has  passed  when  it  can  be  seriously  argued  that  the  railroads 
may  conduct  their  business  entirely  independent  of  government  control. 

Being  purely  the  creations  of  the  State  they  are  necessarily  subject  to  such 
restrictions  as  their  creator  may  impose,  and,  further,  having  been  granted 
their  corporate  rights  not  only  that  their  owners  may  engage  in  a  legitimate 
business  and  derive  an  income  from  it,  but  that  the  general  public  may  be 
benefited,  it  is  eminently  reasonable  that  the  people  should  be  protected 
from  injustice  on  the  part  of  what  must  always  be  more  or  less  of  a  mon- 
opoly. This  proposition  appears  self  evident  when  we  remember  that 
under  existing  social  conditions  the  whole  business  world  depends  for  its 
health  on  that  regular  circulation  through  the  arteries  of  commerce  which 
normally  pulsates  with  clock  work  regularity  over  the  net  work  of  railroad 
tracks  that  vein  the  continent.  It  is  vital  to  the  people  of  Chicago  and  of 
every  great  city  that  the  railroad  service  centering  in  their  city  should  be 
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as  regular,  as  certain,  as  the  strokes  of  the  great  pumps  which  day  and 
night,  force  the  lake  water  through  mains  and  pipes  to  their  dwellings, 
shops  and  factories;  as  essential  as  the  steady  flow  of  the  mountain 
stream  diverted  into  its  artificial  channel  is  to  the  oasis  which  without  it 
would   lapse  into  its  original  status  as  a  part  of  the   arid  Arizona  desert. 

The  business  of  transporting  and  exchanging  the  varied  products  of  the 
country  is  now  so  intimately  interwoven  with  all  other  kinds  of  business 
that  a  general  paralysis  of  all  the  industries  ol  the  country  must  necessarily 
accompany  a  similar  condition  applied  to  the  railroads.  And  whatever 
irregularities  even  attend  the  operation  of  the  latter  are  keenly  feft  by  all 
other  branches  of  business.  Therefore,  in  the  interests  of  the  public 
the  State  wisely  claims  and  exercises  a  control  over  the  roads  in  their 
dealings  with  the  people. 

So  far,  this  control  has  been  almost  exclusively  used  in  the  attempt  to 
protect  the  public  from  business  oppression  or  extortion,  although  to  a 
Imiited  degree,  police  regulations  are  in  force,  looking  to  the  greater  safety 
of  passengers  and  employees.  But  between  the  present  system  of  limited 
control  and  a  full  ownership  by  the  State,  there  is  a  wide  gulf,  and  at  this 
writing  it  appears  safe  to  say  that  the  natural  conservatism  of  the  American 
people  will  prevent  tor  a  long  time  the  acquisition  of  the  roads  by  the 
public.  That  this  will  eventually  happen  is  not  so  difficult  to  believe  after 
reading  the  recent  annual  report  of  the  president  of  the  Chicago  di:  Alton 
Railroad  Company.  Mr.  Blackstone  there  takes  the  position  that  the  re- 
strictive influence  of  the  government  has  been  so  injuriously  exercised, 
and  will  so  constantly  extend  in  this  direction,  that  the  roads  cannot  long 
be  operated  by  their  present  owners  without  running  into  irretrievable 
bankruptcy. 

He  therefore  urges  the  government,  as  a  matter  of  simple  justice,  to 
purchase  at  a  fair  price  the  property  it  has  ruined,  and  to  operate  this  it- 
self in  the  interests  of  the  public.  While  the  financial  and  administrative 
scheme  which  Mr.  Blackstone  proposes  is  plausible,  yet  its  chief  excellence 
is,  probably,  that  it  shows  a  readiness  on  the  part  of  the  existing  corpora- 
tions to  seriously  consider  this  as  a  solution  of  the  railroad  problem. 

It  may  be,  however,  that  the  practical  difficulties  of  State  ownership 
and  administration  may  be  avoided,  and  the  practical  advantages  to  all 
parties  obtained,  by  a  judicious  system  of  regulation  and  control,  leaving 
the  title  to  the  property  still  in  the  hands  of  private  owners. 

It  is  a  sound  promise  that  State  control  is  legitimate  because  the  rail- 
road is  a  creature  of  the  State  and  is  performing  a  quasi  public  service. 

But  there  is  an  implied  contract  with  the  State  that  the  owners  of  the 
j3roperty  may  make  a  profit  from  their  business;  otherwise  they  would  not 
have  entered  upon  it  and  assumed  obligations  to  the  public.  Therefore, 
while  the  State  should,  on  the  one  hand,  protect  the  public  from  extortion 
and  oppression,  it  must  see  that,  on  the  other  hand,  it  does  not  cripple  the 
corporation  in  the  performance  of  its  legitimate  business,  or  prevent  it 
from  making  a  fair  profit  in  doing  this  business.  It  is  likely  that,  before 
the  railroad  system  of  the  country  be  turned  over  to  government  owner- 
ship, a  fair  trial  will  be  made  of  a  plan  that  shall  enddavor  to  secure  their 
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reasonable  rights  both  to  the  roads  and  to  the  public.  And  it  is  probable^ 
in  the  process  of  evolution,  such  a  plan  will  be  more  and  more  closely  ap- 
proximated to  in  the  future  work  of  railroad  commissions  and  similar 
bodies. 

But,  aside  from  the  relations  which  exist  between  the  corporations  and 
the  public,  there  are  others,  of  the  highest  importance,which  pertain  to 
the  employees  of  the  roads  and  their  employers,  and  the  employees  and 
the  public.  So  far  but  little  attention  has  been  given  to  this  matter,  the 
accepted  opinion  being  that  the  employees  sustain  the  same  relations  to 
the  corporations  and  the  public  which  are  sustained  by  the  employees  of 
private  parties.  This,  however,  is  not  a  fact.  While  the  corporation,  in 
accepting  its  charter  from  the  State,  accepted  certain  obligations  to  be 
performed  on  its  part,  the  employee,  in  taking  service  with  the  corpora- 
tion, also  assumed  an  obligation  to  the  public.  The  State,  properly,  holds 
the  corporation  to  the  strict  performance  of  its  legal  duties,  and  the  cor- 
poration has  to  rely,  in  many  particulars,  on  the  faithful  performance  of 
their  duties  by  its  employees,  to  enable  it  to  carry  out  its  public  obliga- 
tions. The  people  have  a  vital  interest  in  the  continuous  and  regular 
operation  of  the  railroad.  The  performance  of  its  public  service  is  as 
much  a  necessity  as  daylight,  or  as  has  been  said  before,  as  the  regular 
supply  of  water  to  the  people  of  a  great  city.  Whatever  action  on  the  part 
of  any  body  of  men  that  would  imperil  for  a  day  even  the  water  supply  of 
this  city  would  be  universally  considered  a  great  crime  against  the  people, 
and,  were  such  an  act  attempted  it  is  pretty  certain  that,  if  no  present 
laws  could  reach  the  offenders,  some  would  speedily  be  enacted  tor  the 
purpose.  It  is  preposterous  to  suppose  that  the  citizens  would  permit  the 
pumping  engines  to  cease  work  because  their  attendants  were  at  logger- 
heads with  their  superior  officers.  And  it  is  evident  that  private  griev- 
ances must  not  be  allowed  to  work  injury  to  the  general   public   welfare. 

To  be  sure,  all  private  ciuarrels  are  in  some  degree,  detrimental  to  the 
community  at  large,  but  we  endure  these  indirect  evils  because  we  can- 
not cure  them  until  we  radically  change  human  nature. 

However,  when  men  enter  into  public  service  they  assume  an  obligation 
that  the  work  they  engage  in  shall  be  carried  out  on  their  part  for  the 
public  benefit.  In  entering  the  public  service  they,  by  that  act,  promise 
to  faithfully  carry  on  the  public  business.  In  view  of  the  alarming  fre- 
quency of  railroad  strikes  and  the  assertions  by  certain  classes  of  railroad 
employees  that  they  have  the  power  to  paralyze  the  business  of  the  whole 
country  at  the  discretion — or  want  of  discretion — of  the  chief  officers  of  a 
secret  society,  it  seems  important  that  the  people  generally,  and  railroad 
employees  particularly,  should  realize  that  the  employees  of  a  corporation 
are  a  part  of  the  corporation  in  its  transactions  with  the  public,  and  that 
the  people  will  not  long  tolerate  acts  of  the  employees  which  cripple  their 
business,  any  more  readily  than  they  do  such  acts  when  the  result  of  offi- 
cial action  by  the  corporation.  The  proposition  to  redress  private  wrongs 
by  inflicting  injuries  on  the  public  in  hopes  to  goad  it  into  active  sympa- 
thy with  one  party  to  the  quarrel,  is  so  monstrous  that  it  will  not  bear  dis- 
cussion.    The  sympathies  of  the  people  will  generally  be  with   the   em- 
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ployee  as  against  the  employer,  but  the  people  will  not  always  consent  to 
pull  the  chestnuts  out  of  the  fire  for  other  folks  and  get    none  themselves. 

It  is  clear,  that  all  questions  of  dispute  between  corporations  and  their 
employees  should  be  settled  without  interfering  with  the  business  which 
the  corporation  has  to  do  with  the  public.  Both  parties  to  such  disputes 
should  be  held  to  a  strict  accountability,  and  it  is  here  that  the  State  should 
step  in  and  act  as  arbitrator,  the  public  being  subject  to  no  loss  while  the 
dispute  is  being  adjusted.  Although  the  corporations  realize  the  power  of 
the  State  to  enforce  its  decrees,  it  remains  that  the  employees  shall  also 
accept  this  doctrine  and  see  that  it  is  the  province  of  the  State  to  protect 
its  citizens  against  all  the  evil  acts  of  corporations,  whether  these  acts  be 
those  of  officers  or  of  men. 

It  is  too  much,  however,  to  expect  that  employees  will  voluntarily  relin- 
quish the  power,  which  they  at  present  exercise,  of  attempting  to  coerce 
their  employers,  by  means  of  a  "strike"  which  not  only  inflicts  injury  on 
the  corporation  but  on  the  people.  Positive  legislation  is  recjuired  to  con- 
trol this  growing  evil.  The  first  step  is  to  educate  popular  opinion  up  to 
the  point  of  holding  all  servants  of  the  public  to  the  lull  discharge  of  their 
public  duties,  and  of  insisting  that  the  dispntes  between  officers  and  men 
shall  be  settled  without  interfering  with  the  business  of  the  people.  This 
conviction  being  established  it  will  naturally  follow  that  laws  will  be  en- 
acted making  it  a  penal  offence  for  an  employee  on  a  railroad  to  decline, 
or  refuse,  to  perform  his  ordinary  duties  until  he  has  been  relieved  from 
these  under  the  rules  of  the  service.  At  first  sight  this  may  appear  arbi- 
traryand  unjust,  but  if  the  principle  be  kept  clearly  in  view,  that  the  pub- 
lic interests  rec^uire  a  continuous  and  regular  transportation  service,  and 
that  the  employee  in  accepting  public  service  has  assumed  an  obligation  to 
serve  the  public  as  well  as  his  employer,  there  is  no  difficulty  in  accepting 
the  conclusion  that  such  restrictions  on  the  freedom  of  action  of  public 
servants  is  proper  and  desirable. 

Nor  is  this  a  new  doctrine.  It  is  only  its  proposed  application  that  is 
novel.  It  is  only  the  practice  on  the  high  seas  applied  to  the  land.  Long 
ago  the  truth  was  recognized  that  the  safety  of  the  ship  and  its  passengers 
depended  on  the  faithful  discharge,  during  the  entire  voyage,  by  each 
officer  and  man  of  his  particular  duties.  When  the  ship  has  arrived  in 
port  the  grievances  of  the  crew  may  be  redressed  by  due  course  of  law. 
But  the  passengers  must  not  suffer  or  the  safety  of  ship  and  cargo  be  im- 
periled by  a  "strike"  on  the  high  seas. 

The  United  States  Congress  has  enacted  that  "if  any  one  or  more  of 
the  crew  of  any  American  ship  or  vessel  on  the  high  seas,"  "shall  endeavor 
to  make  a  revolt  or  mutiny  on  board  such  ship  or  vessel,"  "or  shall  solicit, 
incite,  or  stir  up  any  other  or  others  of  the  crew  to  disobey  or  resist  the 
lawful  orders  of  the  master,"  "or  to  refuse  or  neglect  their  proper  duty  on 
board  thereof,"  &c.,  "every  such  person  so  offending  shall,  on  conviction 
thereof,  be  punished  by  fine,  not  exceeding  $1000,  or  by  imprisonment 
not  exceeding  five  years,  or  by  both,  &c. 

The  act  of  1790  provides  for  the  imprisonment  of  sailors  in  the  mer- 
chant marine  who  refuse  to  proceed  on  the   voyage,  and   the    same   pro- 
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visions  have  since  been  made  applicable  to  men  employed  on  tishing  ves- 
sels. Engineers  and  pilots  can  only  practice  their  vocations  after  they 
have  been  duly  licensed,  and  they  are  held  to  strict  accountability  for  the 
performance  of  their  duties.  They  are  required  to  make  oath  that  they 
will  faithfully  and  honestly  perform  all  the  duties  required  of  them  under 
act  of  Congress. 

A  pilot  can  not  refuse  to  give  his  services  to  a  vessel  requesting  them, 
nor  can  he  leave  a  ship  he  has  taken  charge  of  until  he  has  brought  her  to 
a  place  of  safety. 

Officers  and  men  employed  on  steam  vessels  by  whose  negligence  or 
inattention  to  their  duties  the  life  of  any  person  may  be  lost,  are  declared 
guilty  of  manslaughter. 

Our  government  has  not  hesitated  to  make  the  persons  engaged  in  wa- 
ter transportation  responsible  to  the  courts  for  neglect  of  their  duties,  and 
it  is  only  an  extension  of  this  authority  to  insist  that  the  persons  engaged 
in  land  transportation  shall  be  governed  by  similar  regulations. 

It  is  not  meant  that  the  servants  of  a  corporation  should  be  liable 
to  harsher  conditions  than  are  the  servants  of  private  employers, 
but  from  the  moment  they  accept  public  employment  they  relinquish 
certain  rights  pertaining  to  the  ordinary  citizen.  But  while  surrendering 
some  privileges  it  is  probable  they  would  secure  in  their  stead  something 
more  substantial.  Although  amenable  to  the  government  for  neglect  of 
duty  they  would,  on  the  other  hand, be  under  the  protection  of  the  gov- 
ernment against  injustice  on  the  part  of  the  corporation. 

While  the  State  should  prevent  loss  to  the  public,  by  holding  the  men 
strictly  to  the  performance  of  their  regular  work,  as  well  as  by  restraining 
the  corporation  from  excessive  charges  and  other  injurious  acts,  it  must 
also  see  that  the  employees  are  treated  with  due  consideration  by  their  em- 
ployer and,  further,  sustain  the  corporation  against  the  unreasonable  de- 
mands of  its  servants. 

Heretofore  the  State  has  only  used  its  authority  in  one  direction,  to 
partially  protect  the  people  from  corporate  injustice.  It  must  soon  extend 
its  power  to  still  further  protect  the  people,  and  also  extend  its  protection 
to  the  companies  and  their  employees. 

Working  on  the  line  of  the  public  welfare,  the  State  must  look  upon 
the  three  parties  as  its  children  and  so  order  that  one  of  these  interests 
shall  not  suffer  at  the  hands  of  the  other.  Practically  the  railroads  should 
be  considered  as  a  branch  of  the  public  service  and  their  employees  as  in 
the  service  of  the  government.  Every  person  entering  into  the  employ  of 
the  road  should  be  sworn  to  discharge  his  duties  faithfully,  in  accordance 
with  the  rules  of  the  service  and  the  laws  of  the  United  States,  and  that 
he  would  not  decline  or  refuse  to  perform  his  duties  until  relieved  under 
the  rules  of  the  service. 

These  rules,  and  the  United  States  laws  pertaining  to  his  duties,  would 
be  put  in  his  possession.  They  would  provide  that  in  case  of  disagreement 
between  the  road  and  its  men  the  matter  of  disagreement  should  be  re- 
ferred to  a  government  Board  of  Arbitration  whose  decision  on  the  mat- 
ter should  be  final.     On  the  part  of  the   road   there   would  be    no  escape 
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from  this  decision.    On  their  part,  the  men  might  either  aquiesce  or  leave 
the  service.     As  citizens  they  would  have  this  choice. 

The  Board  of  Arbitration  would  be  of  the  nature  of  a  court  and  its 
decisions  would  have  the  sanction  of  judicial  authority.  The  corporations, 
possibly,  might  object  to  being  brought  under  such  jurisdiction,  but  if  the 
general  welfare  demand  it,  they  will  have  to  submit.  The  employees 
could  safely  trust  the  Board  to  decide  favorably  on  all  their  just  and  reas- 
onable demands. 

The  maintenance  of  all  their  existing  organizations  and  brotherhoods 
could  still  be  kept  up,  with  only  the  restriction  that  the  present  system  of 
"strikes"  must  be  abandoned.  All  other  beneficent  features  of  labor  as- 
sociations and  orders  could  be  retained.  All  personal  rights  would  be 
still  theirs,  except  their  duties  as  public  servants  would  prevent  them  from 
inflicting  injury  on  the  public  by  a  failure  to  perform  the  work  they  had 
agreed  to  do  for  the  people.  On  the  other  hand  faithful  and  competent 
men  would  be  more  secure  in  their  positions  than  it  is  possible  for  them 
to  be  at  the  present  time,  for  the  Board  of  Arbitration  would  not  allow 
their  officers  to  discharge  them  without  reasonable  cause.  The  general 
tone  of  the  railway  service,  thus  taken  charge  of  by  the  government  as 
one  of  its  own  branches,  would  be  raised,  and  employment  in  it  would  ac- 
quire a  dignity  which  it  does  not  now  possess. 

Since  this  paper  was  written  the  Governor  of  the  State  of  Iowa  has 
publicly  said  on  this  subject: 

"It  will  not  do,"  said  the  Governor,  ''to  concede  as  a  permanent  prin- 
ciple in  our  system  of  government  that  the  great  arteries  of  commerce 
through  which  flows  the  very  life  blood  of  this  nation  may  be  clogged  at 
the  will  of  a  few  men  with  self  constituted  powers,  because  of  real  or 
fancied  wrongs  to  members  of  a  given  organization.  Already  the  State 
has  taken  these  public  thoroughfares  out  of  the  domain  of  mere  private 
property,  and  nas  elevated  them  to  the  higher  plane  of  quasi  public  im- 
provements. It  has  assumed  to  and  does  in  this  and  other  states  regulate 
the  rate  of  charges  for  the  transportation  of  passengers  and  freight  thereon; 
determine  in  many  instances  what  conveniences  they  shall  furnish  and 
what  service  they  shall  render  the  public;  defines  the  precautions  they 
shall  take  to  prevent  injuries  to  their  employees,  and  in  other  ways  exer- 
cises rights  that  can  only  be  upheld  upon  the  theor)-  that  these  are  public 
thoroughfares  over  which  the  State  may  rightfully  exercise  the  control 
necessary  for  the  protection  of  the  public.  To  say  to  those  who  would  in 
any  way  interfere  with  the  free  use  of  these  ways  by  the  public  that  they 
must  keep  their  hands  off,  and  to  enforce  that  claim  by  penalties  sufficient 
for  the  accomplishment  of  such  purpose,  is  but  a  national  extension  of 
the  same  system  to  all  classes  and  the  exercise  of  a  duty  on  the  part  of  the 
State  that,  in  the  relation  it  has  assumed  to  these  roads,  it  cannot  right- 
fully ignore." 

It  is  not  the  province  of  this  paper  to  outline  in  detail  the  composition 
of  the  Board  of  Arbitration.  Undoubtedly  more  than  one  such  Board 
would  be  required;  probably  one  for  each  state.  Acts  of  Congress  estab- 
lishing these  P)oards  could  only  .'rpply  to  inter-statc   railroads,  but  should 
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their  action  prove  satisfactory  the  respective  states  of  the  Union  would  soon 
provide  for  similar  bodies  exercisingjurisdiction  over  purely  local  roads. 

It  may  be  queried,  if  such  a  statute  as  the  one  contemplated  here- 
in could  or  would  be  enforced.  The  answer  is,  that  its  enforcement, 
or  rather  obedience  to  it,  would  depend  on  that  principle  which  governs 
in  the  application  of  all  our  laws.  Let  the  general  sentiment  prevail 
throughout  the  land  that  the  public  welfare  demands  this  law,  that  it  is  in 
the  interests  of  the  people,  that  it  is  a  necessary  additional  safeguard  for 
the  protection  of  their  property  —for  a  man's  business  is  his  available  prop- 
erty— that  it  is  a  remedy  for  evils  that  every  year  threaten  more  and  more 
darkly;  and  the  American  people  will  demand  its  enforcement  as  they 
demand  the  enforcement  of  laws  against  theft  or  arson.  But  until  the 
people  as  a  whole  feel  the  necessity  of  such  legislation,  it  were  better  not 
to  attempt  these  restrictions.  No  such  laws  can  be  carried  out  effectually 
in  the  face  of  public  apathy,  or  distrust,  or  condemnation. 

However,  as  a  practical  solution,  for  the  present,  of  this  great  industrial 
problem,  "Who  shall  own  the  railroads?"  this  plan  appears  a  reasonable 
means  between  the  "let  alone"  policy  that  claims  the  untrammeled  con- 
duct of  their  business  affairs  by  the  corporations  themselves,  and  the  ex- 
treme one  of  State  ownership.  Having  begun  on  this  line,  through  state 
and  inter-state  commissions,  it  is  logical  and  reasonable  to  proceed  in  the 
same  direction,  as  herein  indicated;  the  same  end,  the  public  weal,  being 
the  desired  goal. 

Aside  from  what  may  be  termed  the  "outside  public,"  there  is  a  large 
fraction  of  the  population  immediately  and  personally  concerned  in  the 
stability  and  prosperity  of  railroad  operation.  Mr.  Poor  estimates  1,500,000 
persons  as  directly  and  indirectly  employed  in  operating  and  maintaining 
the  railroad  business  of  the  country;  the  number,  of  course,  including  not 
only  the  men  employed  in  operating  the  roads,  but  those  engaged  in  the 
production  of  railroad  supplies,  or  in  work  immediately  dependent  on  the 
operation  of  the  roads.  This  represents  a  population  of  7,500,000,  and  if 
to  this  be  added  his  estimate  of  5,000,000  persons,  owners  of  railroad  prop- 
erty, we  have  12,500,000  people,  or  one-fifth  of  the  total  population,  person- 
ally and  deeply  interested  in  the  railroad  property  of  the  country. 

It  is,  apparently,  more  for  the  welfare  of  the  great  mass  of  these  peo- 
ple, than  even  for  the  public  generally,  that  the  State  should  further  ex- 
tend its  sovereignty  by  a  wise  control  of  both  managers  and  men.  If  this 
element  will  unite  with  the  business  men  of  the  country  in  demanding 
protection  against  the  destructive  acts  of  a  comparatively  few  individuals 
arrogating  to  themselves  powers  which  no  autocrat  would  dare  to  use,  our 
legislators  will  soon  see  the  necessity  and  propriety  of  enacting  and  en- 
forcing such  laws  as  will  enable  the  artificial  channels  of  commerce  to 
flow  unvexed  by  such  restraints  as  are  now  daily  threatened  and  too  often 
exercised. 

For  the  present  it  is  too  radical  a  step  for  the  State  to  assume  the  com- 
plete ownership  of  the  railroads.  Possibly  this  ownership  may  in  the 
future  be  the  part  of  wisdom. 
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But  let  the  movement  in  this  direction  be  a  careful  one,  and  let  us  try 
for  awhile  a  system  of  judicious  regulation  and  control.  .  Perhaps  it  may 
be  unnecessary  to  do  more  than  this. 

And  the  same  principle  may  be  applied  to  the  general  subject  of  social- 
ism; so  that  future  wisdom  may  possibly  settle  upon  a  middle  course  of 
policy  that  will  avoid  Scylla  on  the  one  side  and  Charybdis  on  the  other, 
allowing  individual  enterprise  to  develop  and  maintain  the  various  gnasi 
public  interests,  but  protecting  the  welfare  of  the  people  by  State  control. 


RAILROADS— PAST  AND  PROSPECTIVE. 
Bv  J.H.  Sargeni',  Member  Civil  Engineers'  Club  of  Cleveland. 

[Read  Oct.  14,  1890.] 

I  have  heretofore  talked  to  vou  so  much  of  my  experience  with  rail- 
roads that  the  subject  is  a  little  stale.  So  to-night  I  will  eliminate  as  much 
of  that   part  of  the  history  of  railroads  as  possible. 

The  French  style  them  "Ferro  Corriel" — Iron  Roads.  That  definition 
will  shutout  the  ancient  ways  over  which  were  hauled  the  large  masses 
of  rock  that  entered  into  the  construction  of  the  pyramids,  for  they  had  no 
iron  about  them. 

I  will  not  attempt  to  pry  further  into  the  past  to  find  the  origin  of  rail- 
ways than  their  first  introduction  into  England  for  the  sole  purpose  of 
carrying  coals  from  the  mines  to  the  nearest  waterways. 

I  will  say,  however,  that  some  kind  of  street  railway  is  suggested  in  the 
ruins  of  Pompeii.  In  at  least  one  of  its  exhumed  streets  we  find  two  par- 
allel channels  cut  or  worn  into  the  Basalt  pavement;  each  is  some  four 
inches  wide  and  three  or  four  inches  deep,  passing  through  the  center  of 
a  narrow  street.  They  are  of  the  same  gauge  as  our  standard  gauge  of 
to-day.  There  is  no  sign  of  rails  but  they  suggest  iron  shod  wheels  to 
run  in  them. 

It  was  not  before  their  birth  in  these  United  States  that  the  wooden 
sills  or  stringers  that  had  for  sometime  been  used  in  the  coal  mines  of 
England  began  to  be  plated  with  iron.  At  first  these  plates  were  of  cast 
iron  and  were  flanged  to  guide  the  unflanged  wheels.  The  wooden  sills 
were  soon  discarded  and  cast  rails  from  four  to  six  feet  long  and  strength- 
ened by  the  flange  above  and  a  ''hshbelly"  below  and  meeting  and  resting 
on  stone  blocks  were  substituted  for  them. 

I  began  my  railroad  practice  when  the  Grandfather  of  our  present 
president  was  telling  what  he  would  do  when  he  got  into  the  presidential 
"cheer."  Then  the  place  hunter  was  as  much  of  a  hustler  as  today  for 
they  worried  the  poor  man  into  his  grave  before  he  had  occupied  the 
"cheer"  a  month.     But  to  drop  irony  and  return  to  iron. 
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The  rail  then  used  in  this  country  was  a  flat  bar  of  rolled  iron  spiked 
to  a  maple  ribbon,  spiked  in  turn  to  an  oak  rail  generally  8X9.  This  plate 
rail,  however,  was  not  introduced  until  about  the  time  your  speaker  took 
his  first  lesson  in  mathematics. 

To  illustrate  the  facilities  for  acquu-ing  a  technical  education  even  at 
that  recent  date,  I  will  say  that  I  was  sent  to  a  district  school  among  the 
granite  hills  of  New  Hampshire  with  an  old  Adams  arithmetic  left  over 
by  a  deceased  uncle. 

The  pages  of  this  venerable  text  book  were  about  the  size  of  fools-cap 
and  the  book  was  about  an  inch  thick.  The  problems  were  placed  at  the 
top  of  the  page  and  space  was  left  below  upon  which  to  work  out  the 
"Sums." 

M\  industrious  uncle  had  worked  the  questions  all  out  with  pen  and 
ink.  My  teacher,  a  student  from  Dartmouth  College,  teaching  school 
winters  to  work  his  way  through  college,  said  he  "would  as  soon  have  a 
last  year's  almanac  as  that."  But  book  agents  were  not  as  plenty  then  as 
now  and  each  scholar  had  to  use  what  he  could  get.  The  old  book,  how- 
ever, was  a  constant  monitor  to  me  and  enabled  me  to  keep  at  the  head 
of  my  class.     But  let  us  return  from  raillery  to  rails. 

About  65  years  ago  a  little  war  raged  between  cast  and  wrought-iron 
rails.  The  wrought  rails  of  the  day  were  ingeniously  rolled  with  fishbelhes 
like  the  cast  rail,  to  put  the  material  where  it  would  do  the  most  good. 
They  were  made  twelve  or  fifteen  feet  long  with  bearings  every  three  feet 
with  a  fishbelly  and  lateral  swell  between  each.  This  is  a  feat  that  the 
iron  monger  of  today  would  hardly  undertake  on  a  large  scale.  Progress 
in  iron  making,  however,  is  shown,  for  the  patentees'  stretch  of  imagina- 
tion could  then  reach  no  farther  than  the  practicability  of  making  his 
rails  as  much  as  eighteen  feet  long. 

Although  at  that  day  '-Electric  Welding"  had  not  entered  into  the 
mo  t  lively  imagination,  he  proposed  to  weld  the  rails  together  to  avoid 
the  jar  at  the  joints.  Objection  was  then  made  to  the  wrought  iron  that 
it  would  laminate  by  the  "great  wheels"  passing  over  it  and  soon  waste 
away.  Its  friends  replied  that  the  rails  that  had  been  in  use  twelve  to 
fourteen  years  showed  little  sign  of  giving  way.  This  we  can  readily 
believe  when  we  learn  that  the  power  used  was  animal  power  and  that  the 
"wagons"  carried  less  than  three  net  tons  each. 

It  is  curious  to  read  the  arguments  that  those  fathers  of  railways — the 
Stephensons,  found  it  necessary  to  use  to  convince  the  public  that  wrought 
iron  was  better  for  rails  than  cast,  and  that  the  "Edge  rail"  with  the 
flange  on  the  wheel  was  better  than  the  "flat  rail"  with  a  ledge  or  flange 
three  inches  high  to  keep  the  flat  wheel  from  running  off. 

Centuries  ago  the  flat  stone  bed  for  the  wheels  of  common  carriages  to 
run  upon  was  invented.  And  when  railways  proper  began  to  be  agitated  a 
patent  was  taken  out  for  spiking  iron  rails  to  these  for  the  wheels  to  roll 
on,  and  the  first  rails  of  our  Baltimore  &  Ohio  road  were  of  this  character. 

Ten  years  before  I  was  born  a  Yankee  namesake  of  mine  invented  the 
angle  railed  railway,  like  an  elongated  mule  with  the  load  suspended   on 
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either  side  as  the  Spaniards  to  this  day  carry  truck  to  market  suspended 
in  panniers  from  each  side  of  a  mule.  By  means  of  this  animal  railway 
all  the  fuel-charcoal  for  the  city  of  Pueblo,  Mexico,  is  now  brought  down 
from  the  mountains. 

At  this  early  period  railroads  were  only  designed  for  transportation  of 
^'goods'' and  freight.  The  idea  of  conveying  passengers  by  rail  was  not 
thought  of;  passengers  had  to  take  "Foot  and  Walker's  line,"  the  saddle  oi 
the  old  fashioned   stage  coach  or  diligence. 

To  give  you  an  object  lesson  I  will  say  that  it  was  not  until  after  I  was 
fourteen  years  old  that  it  was  discovered  that  an  engine  would  progress  by 
the  friction  of  its  own  wheels. 

Engineers  expended  a  great  deal  of  ingenuity  to  find  some  method  to 
induce  an  engine  to  pull  itself  and  load  over  the  road:  a  rack  and  pinion,  a 
settling  pole,  and  finally  the  plan  of  our  modern  cable  road    was  devised. 

The  contest  between  rail  and  water  communication  was  quite  lively 
seventy-five  years  ago,  and  I  might  say  that  this  contest  has  come  down 
to  the  present  day.  But  when  we  realize  that  our  magnificent  3,000-ton 
steamers  between  Chicago  and  Buffalo  have  not  been  able  to  prevent  the 
construction  and  successful  operation  of  five  railways  between  the  same 
points,  it  would  seem  that  water  has  a  hard  road  to  travel. 

Seventy-six  years  ago  now  a  locomotive  engine  was  receiving  its  finish- 
ing strokes  in  England,  and  on  the  27th  day  of  July,  18 14  (the  year  of  the 
reader's  birth)  was  placed  upon  a  coal  road  and  drew  the  enormous  load 
of  thirty  tons  up  a  thirty-foot  grade  after  it  by  the  friction  of  its  own 
wheels.  Motion  was  communicated  by  means  of  a  pinion  upon  the 
crank,  driving  cog-wheels  upon  the  axles  of  the  car  and  attaining  the 
speed  of  four  miles  an  hour. 

However,  the  age  of  the  railway  and  locomotive  for  the  conveyance  of 
passengers  as  well  as  freight  may  be  stated  at  sixty  years.  On  the  6th  of 
October,  1829,  the  famous  competition  of  locomotives  of  the  Liverpool 
and  Manchester  Railway  took  place.  The  prize  competed  for  was  $2,500. 
The  successful  engine,  Robert  Stephenson's  "Rocket,"  weighed,  exclusive 
of  tender,  four  and  one-half  tons;  and  its  load,  including  the  tender,  was 
three  times  that  or  a  gross  load  of  seventeen  tons. 

The  journey  was  thirty  miles,  and  was  performed  at  an  average  velocity 
of  fifteen  miles  per  hour  and  an  extreme  of  tw-enty  miles.  The  power  of 
boodle  at  that  early  day  is  shown  by  the  political  hustlers  rushing  through 
a  load  of  voters  thirty  miles  inside  of  an  hour. 

The  opening  of  the  Liverpool  and  Manchester  Railroad  and  the  suc- 
cess of  their  little  "Rocket"  at  the  beginning  of  the  third  decade  of  the  pres- 
ent century  marks  the  birth  of  the  present  system  of  railways  and  started 
a  boom  in  railways  on  both  sides  of  the  Atlantic  that  has  gone  on  increas- 
ing in  geometrical  ratio  to  this  day.  I  have  been  thus  particular  in  re- 
calling to  your  minds  these  facts  with  which  you  are  doubtless  all  familiar 
that  you  may  look  upon  the  present  situation  and  realize  what  has  been 
accomplished  in  these  sixty  years,  and  see  what  a  work  you  have  before 
you  to  accomplish  as  much  in  the  next  sixty  years. 
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The  engineer  that  ran  the  first  locomotive  on  this  continent — Horace 
Allen — has  died  but  recently.  Who  can  foretell  what  means  of  transpor- 
tation our  youngest  engineer  of  to-day  may  see  when  he  reaches  the  age 
of  ninety  years? 

The  railroad  and  its  machinery  has  advanced  in  parallel  line  with  the 
navies  of  the  great  powers  of  Europe  in  their  preparations  for  defense  and 
attack.  The  heavier  and  more  destructive  machinery  demanded  of 
the  steam  engine  the  stronger  and  more  indestructible  the  Civil  Engineer 
must  make  his  road. 

The  weight  of  the  engine  has  been  multiplied  by  ten  and  its  speed  by 
three.  When  the  weight  of  the  iron  rail  had  reached  60  to  70  pounds — 
about  all  that  could  be  done  in  that  direction  had  been  done.  But  more 
speed  and  more  weight  upon  the  drivers  was  demanded. 

All  that  could  be  expected  to  be,  had  been  gotten  out  of  malleable 
iron,  when  Bessemer  brought  out  his  iron  charged  with  a  portion  of  carbon, 
being  the  hardest  known  element  it  was  natural  to  look  in  this  direction 
for  hardness.  Still  there  is  hope  of  improving  the  rail  by  making  some 
other  alloy  or  manipulation. 

At  the  demise  of  the  wrought  iron  flat  bar  thirty  years  ago,  the  most 
sanguine  failed  to  forecast  the  progress  that  railways  have  accomplished  to 
this  time.  The  roadbed  proper  improves  by  use  and  age  but  the  super- 
structure must  soon  reach  a  limit  of  endurance. 

In  the  direction  of  the  motive  power,  carriages  and  operation  we  can 
yet  look  for  much  improvement.  We  see  in  our  streets  a  little  frail  wheel 
no  bigger  than  a  man's  hand  and  a  slender  wire  able  to  rush  forward  two 
or  three  cars  with  a  hundred  passengers  twelve  miles  an  hour  with  others 
following  in  quick  succession. 

May  we  not  hope  that  this  power,  whatever  it  is,  may  yet  drive  our 
trains  with  great  speed  and  loads  from  ocean  to  ocean.  This  power.  What 
is  it?  It  is  named  electricity,  a  product  of  heat.  Some  man  has  just 
claimed  that  he  can  produce  electricity  direct  from  heat.  But  neither 
electricity  nor  heat  can  be  seen  or  weighed,  they  are  only  known  by  their 
wonderful  effects. 

When  the  oxygen  of  our  atmosphere,  a  real  substance,  devours  the 
carbon  in  our  coal  mines,  carbonic-di-oxide,  a  real  substance  is  produced 
equal  to  both  in  weight,  but  heat,  an  invisible  something  or  nothing,  with 
immense  power,  which  entering  into  water  renders  it  invisible,  may  be 
made  to  produce  electricity  another  something  or  nothing— a  force  run- 
ning along  those  slender  wires  unseen,  turns  the  wheels  that  carry  the 
cars  and  their  human  loads  through  our  streets. 

The  great  powers  of  the  universe,  attraction,  repulsion,  gravity,  heat, 
light,  electricity,  magnetism  and  life  itself  are  all  invisible  and  imponder- 
able, but  they  are  the  real  powers  of  the  universe — all  else  is  but  death. 

It  is  by  the  manipulation  of  these  invisible  powers  that  the  coming 
engineer  must  expect  to  eclipse  the  works  of  his  predecessors.  The  heat 
stored  away  in  the  coal  mines,  the  power  of  falling  water,  the  force  of  the 
winds  and  tides,  can  all  be  transformed  into  electricity  and  be  made   the 
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slave  of  man  to  go  to  the  uttermost  parts  of  the  earth  at  his  bidding  with 
only  a  slender  wire  to  move  upon. 

To  the  steamboat  engineer  I  will  say  that  I  have  witnessed  the  whole 
progress  of  steam  navigation  from  the  little  "Walk  in  the  water"  to  the  mag- 
nificent fleet  that  now  carries  more  tonnage  through  the  "Soo"  canal  be- 
tween Lakes  Superior  and  Huvon  in  a  half  year  than  the  world  sends 
through  the  Suez  canal  between  the  Atlantic  and  Indian  Oceans  in  a  twelve 
months. 

Go  on  gentlemen  with  your  creations,  you  may  yet  be  able  to  conserve 
the  very  storms  that  buffet  you  into  electricity  with  which  to  turn  your 
wheels.  Who  knows?  In  view  of  the  past  nothing  is  too  extravagant  to 
anticipate. 

Engineers  in  conclusion  let  me  ask  you  to  look  over  what  the  engi- 
neers and  pioneers  have  done  upon  this  great  chain  of  inland  seas  in  the 
central  eighty  years  of  this  nineteenth  century  creating  from  the  Indians' 
wigwam  and  the  fur  traders'  hut,  one  city  well  on  its  way  to  its  second 
million  of  people  and  three  others  movmg  on  in  their  second  quarter  mil- 
lion and  see  what  is  left  for  you  to  do. 

My  prophetic  vision  sees  the  largest  ships  provided  with  unobstructed 
waterways  from  the  Lakes  to  the  Gulf  and  from  the  Gulf  of  Mexico  to  the 
Pacific— more  than  one.  I  see  again  aluminum  rails  diving  under  the 
Niagara,  the  Detroit,  the  St.  Cl?rir,  and  the  Sault  St.  Marie  river  and  over 
your  cantilever  bridge  spanning  the  Straits  of  Mackinaw,  and  I  see  your 
vestibule  trains  rushing  over  unbroken  rails  from  Hudson's  Bay  to  the 
Straits  of  Magellan,  gathering  up  and  distributing  by  the  way  the  produce 
of  all  climates,  and  industries  of  all  peoples.  The  silver  of  the  Rocky  and 
Andes  mountains,  the  gold  of  the  Sierra  Nevadas,  the  pearls  of  Mexico, 
the  opals  of  Honduras,  and  the  diamonds  of  Peru  and  Brazil. 

And  instead  of  climbing  up  into  the  snows  of  the  Rockies,  the  Sierra 
Nevadas,  and  the  Cordilleras,  and  protecting  your  track  with  frail  snow 
sheds  I  see  you  diving  through  the  mountains  below  the  snows  and  ava- 
lanche thus  at  once  improving  your  climb  and  your  clime,  your  temper  and 
your  temperature. 

To  the  chemical  and  metallurgical  engineer  I  have  to  sa\'  we  demand 
of  you  the  reduction  to  the  metallic  state  of  aluminum,  the  sapphire,  corun- 
dum, emery,  clay,  and  its  other  abundant  ores  and  from  this  wonderful 
metal  and  its  alloys  produce  us  a  rail  that  in  hardness  and  durability  shall 
as  far  exceed  the  Bessemer  as  the  Bessemer  exceeds  the  iron.  Now  it  is 
claimed  that  steel  by  a  slight  change  in  its  manipulation — cold  rolling — 
may  be  doubled  in  its  resisting  power. 

These  are  a  few  of  the  things  dreamed  of  to  day.  But  engineers  there 
are  many  wonderful  things  not  yet  dreamed  of  in  our  philosophy. 

By  the  rules  of  the  Club,  this  evening  is  set  apart  to  be  occupied  b)  the 
Mechanical  Engineers.  It  is  by  the  request  of  the  Program  Committee 
that  I  read  my  paper  to-night,  but  in  closing  I  wish  to  say  to  the  Mechan- 
ical Engineers  that  their  ways  have  felt  the  influence  of  the  century  as 
much  as  have  the  ways  of  the  Rail  Road  Engineer. 


KAII.ROADS-I'AST  AND  I'ROSIMXJTIVE.  579 

Your  creations  have  banished  the  sickle  and  the  scythe,  the  domestic 
spinning  wheel  and  loom,  you  have  rendered  the  waterfall  and  the  wind, 
the  needle,  and  the  tallow  dip  almost  insignificant. 

But  gentlemen  you  have  not  yet  "got  there"  as  witness  the  thousands 
of  new  inventions  taken  out  yearly.  Our  manual  training  schools  are 
multiplying  thinkers,  and  brains  by  use  of  your  machines  are  doing  the 
work  of  fingers. 

I  will  also  embrace  the  opportunity  to  say  a  word  to  the  hydraulic  en- 
gineer. You  are  about  to  give  us  a  new  intake  for  the  water  we  drink  and 
1  wish  to  renew  my  protest  against  a  crib,  for  it  anests  the  surface  currents 
and  floating  ice  until  your  powerful  pumps  can  suck  down  the  filth  that 
accumulates  there.  But  instead  take  in  the  water  thirty  feet  below  the 
surface  beyond  the  reach  of  waves,  winds  and  surface  currents. 

The  oils  and  deleterious  matters  brought  down  from  the  rivers,  rising 
from  the  bottom  or  floating  away  from  the  shore  remain  on  the  surface. 
Anything  heavier  than  cold  water  sinks  to  the  bottom  before  it  can  reach 
the  intake. 

Give  us  pure  water  and  we  will  give  you  rapid  transit. 

Old  things  are  being  done  away  with  and  all  things  are  becoming  new. 

Now  that  I  have  broken  over  my  bounds  so  far  I  will  go  a  little  farther 
and  say  to  the  chemist,  the  metallurgist,  the  sanitarian,  and  architect,  you 
must  not  rest  upon  your  oars  but  give  us  new  compounds  if  not  simples, 
stronger,  and  more  indestructible  material,  and  more  healthful  and  beau- 
tiful homes. 


DISCUSSION. 


The  discussion  following  the  reading  of  the  paper  was  substantially  as 
follows: 

Mr.  Herman: — Mr.  Sargent's  paper  reminds  me  of  a  little  experience 
I  had  about  thirty  years  ago  on  a  railroad  running  from  the  City  of  Prague 
into  the  Coal  Districts.  We  started  about  five  o'clock  in  the  morning. 
Directly  after  starting  we  ran  over  several  hundred  feet  of  twenty-five 
pound  rail,  and  then  got  on  a  flat  rail.  Afterward  we  got  on  a  cast-iron 
rail.  These  cast  iron  rails  were  wonderfnl  to  see;  mostly  broken.  Very 
often  a  piece  of  the  rail  would  be  missing.  In  such  an  event  the  driver 
would  go  back  and  find  a  piece  to  fill  the  gap.  When  we  got  within  about 
three  miles  of  the  destination  a  down-grade  began,  and  here  the  driver  de- 
tached his  horses  and  the  cars  were  allowed  to  make  the  balance  of  the 
journey  alone. 

Mr.  Bowler:— Referring  fo  the  "Jersey  State  Road;"  stone  was  used 
for  ties.  As  to  the  rails  1  am  not  sure  that  they  were  cast  rails;  but  the 
first  cast  rails  used  were  according  to  Mr.  Sargent's  description.  They 
had  a  flange  on  the  side  and  were  four  feet  in  length.  In  1845  •i"<^l  1^4^ 
there  were  plenty  of  stones  that  had  been  used  for  ties  lying  on  the  side  of 
the  road,  being  useless,  wooden  ties  having  begun  to  come  into  use. 
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Mr.  IvVRliOR: — About  a  week  ago  I  was  stopping  for  a  short  time  in 
Denver  and  on  the  way  there  stopped  at  St.  Louis  and  Kansas  City,  and 
availed  myself  of  the  opportunity  to  ride  upon  the  different  street  rail- 
roads; and  when  I  reached  Denver  1  found  the  cable  cars  and  took  pains 
to  ascertain  from  every  source  at  my  command  the  relative  popularity  of 
the  two  systems,  the  electric  and  the  cable.  In  every  case  I  was  informed 
that  the  electric  road  was  the  more  pojiular.  I  visited  the  Denver  Trac- 
tion Company's  power  house  and  while  there,  in  talking  with  the  man  in 
charge,  he  indicated  to  me  that  he  thought  the  time  w;is  coming — and 
verv  shortly  tec— when  they  Mculd change  from  cable  to  electric  power. 
In  fact  thev  had  one  line  then.  I  could  not,  of  coui-se,  help  noticing  the 
difference  when  riding  first  on  one  and  then  on  the  other— the  difterence 
in  the  movement  of  the  cai-s,  especially  in  Kansas  City  where  they  go  up 
and  down  a  hill  repeatedly.  The  movement  is  much  more  jerky  and  rather 
unpleasant  on  the  cable  roads,  especially  in  goingaround  curves.  I  under- 
stand that  if  the  driver  loses  his  gi'ip  upon  the  curves  it  will  be  difficult  to 
catch  the  cable  agiiin. 

Mr.  RoiiERTS: — I  am  not  a  railroad  engineer;  nevertheless  I  may 
say  that  in  the  operation  of  electric  railways  there  are  two  problems;  one 
is  rapid  transit,  almost  irrespective  of  cost,  and  the  other  is  for  a  long  dis- 
tance passenger  traffic. 

The  idea  has  been  worked  out  by  Mr.  Sprague,  presum;^bly  within  fair 
limits,  of  the  probable  cost  of  an  electric  road  between  New  York  and 
Philadelphia.  He  shows  that  it  would  be  financially  possible  to  build 
a  road  between  Philadelphia  and  New  York,  with  a  station  for  generating 
power  at  New  York.  I  think  one  at  Trenton  and  New  Brunswick,  and 
the  other  at  Philadelphia,  about  four  stations  on  the  line — it  is  to  be  used 
entirely  for  passenger  traffic.  Mr.  Sprague  states  that  he  considei-s  it 
could  enter  competition  with  ordinary  steam  railroads,  but  probably  it 
would  be  advisable  to  charge  more  for  the  trip  inconsequence  ol  the  faster 
time  to  be  made.  That  would  be  rapid  transit  irrespective  of  cost,  and  a 
good  many  men  would  pay  to  save  an  hour. 

In  regard  to  supplanting  ordinary  steam  railroads  for  long  distances, 
Mr.  Bailey  read  an  interesting  paper  on  that  subject  about  a  year  ago, 
showing,  as  nearly  as  could  be  figured  out,  the  cost  of  furnishing  electric 
power  would  be  about  the  same  under  exactly  the  same  conditions  as  the 
road  referred  to  as  in  furnishing  steam  power. 

Mr.  Crosby  has  worked  out  the  problem  quite  thoroughly  and  shows  ac- 
cording to  his  figures,  presuming  all  mechanical  difficulties  overcome, 
that  he  could  get  a  speed  of  one  hundred  miles  per  hour;  in  limits  of 
probably  twenty-five  hoi-se  power,  and  that  according  to  this  electricity 
would  be  more  economical  than  steam  power. 

In  connection  with  the  elevated  roads,  they  have  been  looking  forward 
to  the  discontinuance  of  steam  in  favor  of  electrical  power.  The  Thomp- 
son-Houston Company  are  putting  in  a  s)-stem  on  Ninth  avenue,  using 
large  locomotives  and  hauling  the  same  train  units  of  live  cars  that  the 
elevated  roads  do  now. 
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The  elevated  road  also  comes  into  competition  with  the  cable  road.  I 
think  for  short  distances  the  cable  road  is  financially  more  successful;  ior 
long  distances,  where  there  are  many  short  curves,  the  electric  road  is 
ahead.  The  electric  roads  can  climb  a  fair  grade,  but  not  so  heavy  a 
grade  as  the  cable  can  do. 

Mr.  Gobeille: — Mr.  Fred.  Schefifler;  now  General  Superintendent  of  the 
Westinghouse  Engine  Company,  has  made  a  rather  elaborate  report  to 
show  that  electricity,  as  applied  to  the  ordinary  traffic  of  railroads,  as  we 
understand  railroads  now,  would  not  be  practicable.  This  was  opposed 
by  a  good  many  electrical  engineers,  of  course,  but  Mr.  Scheffler  thinks  he 
can  demonstrate  it. 

Professor  Howe: — At  what  rate  of  speed  do  you  understand  cars 
will  be  run  between  New  York  and  Philadelphia? 

Mr.  Roberts: — I  am  informed  that  it  will  require  but  thirty-five 
minutes  to  make  the  trip. 

Mr.  Porter: — The  New  York  elevated  roads  have  investigated  the 
subject  of  rapid  transit  thoroughly. 

I  believe  the  Siime  parties  that  put  in  the  first  electric  road  in  Cleveland 
also  put  in  an  electrical  plant  for  experimental  purposes  on  the  elevated 
roads.  After  experimenting  for  some  time  they  gave  it  up,  it  either  being 
impracticable  or  else  so  expensive  that  the  idea  could  not  be  carried  out. 
I  understand  that  several  times  since  then  the  elevated  roads  have  made 
other  experiments  on  the  same  subject.  This  summer,  as  I  understand, 
they  have  carried  on  a  more  elaborate  series  of  experiments  than  at  any 
other  time.  The  report  of  an  expert  has  shown  that  it  will  not,  for  the 
present,  be  practicable  to  use  electricity  on  the  elevated  roads  in  New  York 
unless  great  improvements  are  made.  It,  I  understand,  can  be  done,  but 
not  economically.  Possibly  the  expense  maybe  reduced  by  using  cheaper 
grades  of  coal,  etc.,  but  at  present,  with  the  cars  they  have,  and  the  traffic, 
they  could  not  advantageously  use  electricity. 

Mr.  Roberts: — In  Boston  they  have  put  up  a  structure  especially  adapt- 
ed for  an  electric  road,  after  having  abandoned  the  other;  and  they  have 
the  advantage  of  putting  in  a  lighter  structure  than  they  would  have  put 
up  for  a  steam  road  to  carry  the  same  traffic.  Even  if  it  costs  a  little 
more  for  power  it  would  be  for  their  advantage.  They  could  not  put  up  a 
steam  road  now  on  account  of  the  noise,  etc.,  whereas  they  have  overcome 
whatever  objections  there  were  to  electric  roads. 

I  understand  that  it  is  intended  to  put  in  a  road  in  the  South  seventy- 
five  miles  in  length,  from  which  we  may  be  able  to  get  a  great  many 
financial  facts,  as  well  as  other  interesting  data. 

Professor  Howe: — I  want  to  speak  about  a  steam  street  railway  sys- 
tem that  is  being  experimented  with  in  the  city  now.  The  inventor  of  this 
system  proposes  to  take  his  steam  in  every  half-mile,  and  the  car  would 
travel  until  it  reached  the  next  station.  It  would  be  taken  in  while  the 
car  was  in  motion.  A  system  of  valves  are  arranged  at  the  level  of  the 
street,  and  as  the  car  goes  over  them,  at  a  slow  rate  of  speed,  it  presses 
down  these  valves  and  opens  them,  and  the  tank  is  filled  with  steam   in 
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about  three  seconds  with  enough  to  carry  it  another  half-mile.  Nothing 
has  been  done  in  a  practical  way  yet,  except  to  show  that  steam  can  be 
taken  into  the  boiler. 

Mr.  Sargent: — About  twenty  years  ago,  when  in  New  Orleans,  I  rode 
on  a  road  of  about  three  or  four  miles  in  length  constructed  on  this  plan, 
except  that  at  each  end  of  the  road  they  forced  in  steam  at  a  very  high 
pressure,  and  carried  nothing  but  the  boiler;  and  steam  enough  was  got- 
ten in  to  propel  the  car  three  miles. 

Mr.  Porter: — In  1884  1  took  a  ride  on  this  road.  They  do  not  really 
use  a  fireless  locomotive.  They  fill  the  boiler  with  steam  and  do  not  pre- 
tend to  do  any  firing,  except  enough  to  prevent  the  steam  from  condens- 


THE  MUIR  GLACIER  IN  ALASKA. 


By  Prok.  H.  F.  Reid,  Ph.  D.,  of  the  Case  School  of  Applied 
Science,  Cleveland,  Ohio. 


[Abstract  of  some  remarks  made  before  the  Civil  Engineer's  Club  of 
Cleveland,  O.,  November  11,  1890.] 

A  party,  consisting  of  Messrs.  H.  P.  Cushing,  H.  M.  McBride,  R.  L. 
Casement,  C.  A.  Adams,  J.  F.  Morse,  and  Harry  F.  Reid,  passed  last 
summer  encamped  at  the  mouth  of  Muir  Glacier,  Alaska,  for  the  pur])ose 
of  studying  and  exploring  the  glacier. 

The  mouth  of  the  Muir  Glacier  is  situated  in  latitude  58°  50'  N.,  and 
longitude  about  136°  W.  of  Greenwich.  It  lies  among  the  mountains 
near  the  southern  end  of  the  great  St.  Elias  range,  and  drains  an  area  of 
about  a  thousand  square  miles.  The  snow  which  falls  on  this  area  is 
compressed  into  ice,  and  moves  down  like  a  river  into  an  inlet  of  Glacier 
Bay.  Here  the  glacier  ends  in  a  great  ice  wall  a  mile  "tind  a  half  broad, 
and  in  places  rising  up  more  than  two  hundred  feet  vertically  from  the 
waters' edge.  From  this  ice  front  great  masses  of  ice  continually  break 
off  with  a  loud  report  and  float  away  as  icebergs.  We  saw  some,  three  or 
four  hundred  feet  long,  standing  seventy  or  eighty  feet  out  of  the  water, 
though  usually,  in  the  act  of  falling,  the  larger  masses  break  up  into 
smaller  pieces. 

Captain  Carroll,  of  the  steamship  "Oueen,"  has  sounded  a  depth  of 
seven  hundred  and  twenty  feet  just  in  front  of  this  ice  wall;  the  ice,  which 
undoubtedly  reaches  the  bottom,  must  therefore  be  nearly  a  thousand  feet 
thick  in  the  middle. 

Our  first  work  was  to  make  a  survey  of  the  glacier  in  order  to  deter- 
mine its  size,  the  breadth  and  height  of  the  ice  front,  the  distance  and 
height  of  the  surrounding  mountains,  etc.  Our  instruments  were  sup- 
plied by  the  V.  S.  Coast  and  Geodetic  Survey.     We  measured  off  a   base 
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line  nearly  two-thirds  of  a  mile  long  on  the  west  side  of  the  inlet,  and  by 
triangulation  established  the  positions  of  a  number  of  prominent  points. 
To  these  points  we  carried  our  plane-table  and  mapped  in  the  neighbor- 
ing mountains;  fixing,  at  the  same  time,  the  positions  of  more  distant 
points,  to  which  the  plane-table  was  then  taken  and  the  work  continued. 
The  mountains  in  the  immediate  neighborhood  of  Muir  Glacier  are  not 
very  high  (only  from  six  to  seven  thousand  feet)  but  on  account  of  their 
high  latitude,  and  the  large  annual  snow  fall,  they  have  all  the  appearance 
and  characteristics  of  mountains  of  twice  their  altitude  in  the  Swiss  Alps, 
About  fifty  miles  to  the  west  tower  the  Fairweather  group  with  at  least  two 
peaks  over  fifteen  thousand  feet  high. 

The  motion  of  the  ice  interested  us  particularly.  An  expedition, 
which  visited  this  glacier  four  years  ago,  reported  that  the  motion  was 
from  sixty  to  seventy  feet  a  day.  The  glacier,  near  the  front,  is  broken  up 
by  deep  crevasses  into  innumerable  ridges  and  pinnacles  of  ice.  It  was 
by  observing  the  position  of  certain  pinnacles,  at  intervals  of  several 
days,  that  the  above  result  was  obtained.  All  observations  on  other  gla- 
ciers have  shown  motions  much  slower  than  this.  The  Mer  de  Glace,  in 
Switzerland,  moves  but  three  feet  a  day.  Fearing  that  an  error  might 
have  arisen  by  mistaking  one  pinnacle  for  another,  we  determined  to  make 
strenuous  efforts  to  force  a  way  across  the  glacier  and  plant  in  the  ice  a  set 
of  black  and  red  flags,  whose  positions  could  be  accurately  determined  by 
our  two  transits,  one  placed  on  each  side  of  the  glacier.  We  were  provided 
with  ice-axes,  such  as  are  used  by  climbers  in  the  Alps;  and  wherever 
there  was  any  danger  of  an  accident  we  were  fastened  together  by  a  rope, 
so  that  if  one  slipped  the  others  could  hold  him.  We  made  trial  after  trial, 
now  from  the  east  side,  now  from  the  west  side,  of  the  glacier;  and  finally 
succeeded  in  setting  out  a  satisfactory  row  of  flags,  though  a  short  distance 
in  the  middle  of  the  glacier  defied  all  our  efforts  to  cross  it.  The  observa- 
tions on  the  flags  showed  a  motion  of  from  eight  to  ten  feet  a  day  in  the 
most  rapidly  moving  portion  of  the  ice.  The  great  care  we  took  to  avoid 
all  sources  of  error  leaves  no  doubt  that  this  result  is  substantially  cor- 
rect. 

Muir  Glacier  shows  many  evidences  that  it  is  undergoing  great  changes- 
It  is  the  objective  point  of  excursions  which  take  place  every  summer 
from  Puget  Sound.  The  captains  of  the  steamers,  who  have  visited  it  for 
several  years,  claim  that  they  notice  a  recession  of  the  ice  front  of  a  mile 
or  more.  Though  probably  true,  this  is  somewhat  indefinite,  for  they  took 
no  means  to  determine  its  position  from  time  to  time.  We  mapped  in 
the  ice  front  and  fixed  its  position  with  respect  to  two  cairns  of  stones 
which  we  made.  If,  in  a  few  years  from  now,  some  one  will  again  fix  its 
position  with  respect  to  these  same  cairns,  the  rate  of  recession  can  be 
accurately  calculated. 

The  moraines  of  Muir  Glacier  exhibit  peculiarities  which  have  not 
been  observed  elsewhere.  About  twelve  miles  back  from  the  front  of  the 
ice  is  a  broad  valley,  which  forms  a  second  outlet  to  the  glacier.  The 
glacier  runs  four  or  five  miles  down  this  valley,  and  ends  in  a  second  ice- 
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wall  in  a  lake.    A  large  moraine  can  be  traced  from  the  top  of  thisice-wal 
back  over  the  glacier  and  down  to  the  main  ice  front,  without  anywhere 
approaching  the  mountain  side.     A  moraine  with  two  ends  and  no  appar- 
ent beginning  is  rather  a  puzzling  phenomenon. 

We  made  magnetic  demonstrations,  and  also  regular  meteorogical  ob- 
servations for  about  two  months.  The  weather  last  summer  was  unusually 
fine  for  Alaska.  However,  one  can  hardly,  with  reason,  complain  of  the 
bad  weather  when  it  does  come,  for  it  is  to  the  large  amount  of  precipita- 
tion that  we  owe  the  existence  of  the  glaciers  and  the  grand  scenery  of 
this  region. 


THE  EVOLUTION  OF  THE  ELEVATOR. 


B\  Robert  M.  Sheridan,  Member  Engineers'  Club  of  Kansas 

City. 


[Read  May  12,  1890.] 

The  business  of  building  elevators  is  an  "Infant  industry."  Within 
the  memory  of  those  who  are  still  engaged  in  its  pursuit  it  had  its 
birth. 

Our  immediate  ancestors  walked  up-stairs  and  raised  packages  of  freight 
to  their  lofts  by  means  of  a  single  sheave  arrangement  over  which  a  hempen 
rope  was  laid,  one  end  being  fastened  to  the  freight,  the  other  to  an  ordin- 
ary winch.  The  year  1855  witnessed  the  first  efforts  to  economize  manual 
energy,  in  this  direction,  by  using  steam  as  a  direct  agent  to  perform  the 
work  ot  raising  and  lowering  a  platform  upon  which  freight  was  placed. 
The  method  of  this  application  was  complicated  and  very  roundabout. 
The  engine  consumed  steam  to  the  equivalent  of  twenty  horse  power  of 
energv  ~  i  expended  it  in  the  lifting  of  less  than  one-third  that  power, 
some  freak  of  engineering,  it  was  thought  the  proper  thing  to 
over-counterweight  the  platform  so  that  the  counterpoise  equalled  the 
weight  of  the  platform  plus  the  frictional  resistance  of  the  load  rising,  and 
in  excess  of  such  requirements  there  was  allowed  about  an  additional  one- 
fifth  in  weight  to  help  the  engine  to  raise  the  load.  This  caused  the  plat- 
form to  rise  in  a  way  that  must  have  given  pride  to  the  constructor;  but 
it  was  a  good  thing  in  one  direction  only,  because  it  necessitated  the  extra 
and  purely  unnecessary  work  of  pulling  the  platform  down. 

There  are  still  a  number  of  these  machines  in  more  or  less  active  serv- 
ice in  the  warehouses  in  New  York  and  Boston,  and  occasionally  one  may 
be  stumbled  upon  as  far  west  as  the  Indiana  line.  During  the  period  em- 
braced by  the  years  1855  to  the  close  of  the  war  no  material  permanent 
improvements  were  made  in  hoisting-engines  of  this  class.  In  this,  as  in 
almost  everything  else,  the  parent  necessity  begot  the  child  invention. 
The  development  of  the  older  cities  produced  the  need  for  higher  build- 
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ings,  and  rapidly  following  such  innovations  the  "evolution  of  the  elevator" 
became  more  and  more  marked.  Passing  from  change  to  change,  im- 
provements and  blunders  closely  followed  one  another.  The  warehouse- 
man and  the  merchant  demanded  more  economical  handling  of  the 
machines  which  had  grown  to  become  so  essential  to  the  proper  conduct 
of  their  steadily  increasing  trade.  About  this  time  men  found  it  con- 
venient to  be  carried  to  their  destinations,  and  were  pleased  with  the  con- 
servation of  energy  made  possible  by  the  avoidance  of  long  and  tiresome 
stairways. 

The  user  of  the  first  elevator  for  distinctively  passenger  purposes  is  un- 
known. I  have  heard  it  stated  that  he  was  the  laziest  man  in  his  day. 
But  '-tall  oaks  from  little  acorns  grow,"  and  to-day  we  are  a  nation  of  "lazy 
men"  if  the  disinclination  to  climb  ladder-like  stairways  proves  anything. 
This  is  man's  evolution.  Had  he  been  destined  to  climb  stairs,  nature 
would  have  provided  tor  the  emergency  by  putting  a  third  joint  in  the 
legs  or  by  doubling  the  capacity  of  the  gastronemius  muscle. 

It  was  about  1870  when  the  first  regular  steam  passenger  elevator  was 
produced.  It  consisted  of  a  double  reversing  engine,  with  the  cylinders 
oscillating,  the  piston  rods  driving  a  pulley  from  which  a  belt  conveyed 
power  to  the  axle.  At  the  end  of  this  a  pinion  intermeshed  with  a 
moulded  spur  gear  upon  the  periphery  of  a  drum.  Over  this  drum,  in 
turned  grooves,  the  cables  were  wound,  conveying  the  motion  to  the  car. 
The  movement  of  this  car  was  pulsatory,  owing  to  the  spur  gearing. 

This  was  a  great  step  forward,  bounding  at  once  with  all  the  embryonic 
elements  of  success;  except  in  the  smoother  running  of  the  car.  The  last 
was  easier  of  accomplishment. 

Now  the  same  engine  is  used,  excepting  that  the  cylinders  are  station- 
ary. The  belt  is  dispensed  with  and  the  power  communicated  to  the  drum 
by  the  contact  of  a  phosphor-bronze  gear  wheel,  the  teeth  of  which  are  cut 
to  an  Epicycloidal  curve. 

This  is  driven  by  a  cut-steel  worm  fixed  upon  the  crank  shaft,  convert- 
ing the  reciprocating  motion  into  a  circular  one.  The  drum  is  made  of 
sufficiently  large  diameter  to  admit  of  considerable  speed  upon  the  car 
without  increasing  the  engine's  piston  speed  beyond  an  economical  point. 

The  development  of  this  engine  worked  an  important  stage  in  the 
manufacture  of  passenger  elevators.  The  first-named  engine  with  the 
spur-geared  combination  is  now  the  standard  steam  freight  elevator.  The 
last  one  is  now  being  used  with  unvarying  success  both  in  economy  of 
operation  and  smoothness  of  motion,  and  is  the  perfected  steam  passenger 
elevator,  rivaling  the  hydraulic  for  large  plants,  and  often  excelling  it  in 
economy  where  only  one  elevator  is  required. 

I  have  outlined  the  development  of  the  steam  elevator  engine  up  to  its 
present  condition.  At  various  times  during  twenty  years  experiments 
of  many  kinds,  tending  toward  the  use  of  water  as  a  power  for  elevator 
service,  have  been  made.  It  is  only  within  the  last  ten  that  success  suffi- 
cient to  justify  the general  introduction  of  the  hydraulic  elevator  has  been 
met  with.     The  first  decided  step  in  this  direction  brought  forth   an   ele- 
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vator  operated  by  the  water  pressure  conveyed  to  the  top  of  a  piston 
placed  vertically  within  its  cylinder.  Sheaves,  around  which  the  lifting 
cables  were  turned,  were  attached  to  the  top  of  this  piston,  and  by  placing 
the  cable  around  a  similar  sheave  at  the  top  of  the  building  the  falling  of 
the  piston  distended  the  cables  and  raised  the  car  to  which  they  were  an- 
chored. Descending,  the  weight  of  the  car  raised  the  piston  after  the 
valve  was  opened  to  free  the  water  resting  upon  it,  and  this  water,  passing 
through  an  opening  at  the  cylinder's  top,  was  conveyed  by  a  small  pipe 
placed  parallel  to  it  into  the  same  cylinder  at  its  bottom,  thus  forming  a 
resisting  force  to  prevent  the  piston's  falling  when  the  movement  of  the 
car  was  arrested. 

Contemporaneous  with  this  form  of  hydraulic  engine,  the  horizontal 
cylinder  was  developed.  In  this  machine  the  cylinder  is  horizontally 
placed  in  the  lowest  part  of  the  building,  and  the  water  pressure  being 
taken  where  it  is  naturally  the  greatest,  operates  directly  upon  the  piston, 
moving  it  in  the  forward  direction.  At  the  forward  end  of  the  piston  a 
cross-head  carries  the  sheaves,  and  at  the  rear  or  closed  end  a  cross-head, 
anchored  to  the  cylinder,  carries  a  like  number  of  sheaves.  The  cables, 
passing  over  these,  beginning  with  the  anchor  upon  the  rear  flange  of  the 
cylinder,  are  distended  by  the  water,  forcing  the  piston  forward.  By  this 
means  the  car  is  lifted.  To  lower  it  the  water  is  allowed  to  pass  out 
through  the  exhaust  part  of  the  valve,  and  when  the  car's  descent  is 
checked  the  piston  is  blocked  by  the  solid  body  of  water  against  it.  'The 
stroke  of  the  piston  varies  with  the  car's  travel,  being  proportioned  6  to  i, 
8  to  I,  lo  to  I  or  12  to  I,  depending  upon  the  various  conditions  affecting 
each  particular  case. 

Without  presenting  drawings,  it  is  not  possible  to  give  a  tangible 
description  of  the  valve  movement  which  renders  it  possible  to  start 
and  stop  the  car  rapidly  without  producing  undue  strain  upon  the 
machine,  or  communicating  an  unpleasant  and  dangerous  motion  to 
the  car. 

With  the  use  of  a  stationary  lever,  fixed  in  a  panel  within  the  moving 
car,  the  hydraulic  passenger  elevator  of  to-day  gives  a  service  adapted  to 
the  needs  of  the  tower-like  buildings  which  are  to  be  found  in  the  large 
cities.  Without  some  such  an  arrangement  it  is  not  possible  to  supply 
the  rapid  and  safe  service  which  such  buildings  absolutel)'  require. 

The  valve  of  the  old  type  in  use  upon  hydraulic  passenger  elevators 
consisted  of  a  plunger,  which  was  operated  by  the  direct  pull  of  the  rope 
within  the  car.  This  pull,  being  communicated  to  the  valve  by  means  of 
a  small  pinion  working  upon  a  rack,  permitted  the  full  working  pressure 
to  be  brought  against  the  piston  within  the  elevator  cylinder.  The  start- 
ing of  the  car  was  thus  made  abrupt  and  unpleasant,  and  the  stopping 
equally  so.  To  overcome  this  serious  objection  was  the  object  of  several 
years'  experiment. 

It  remained  for  an  outsider  to  discover  and  patent  the  vital  principle 
of  an  auxilliary  or  pilot  valve,  which,  being  first  operated  upon  by  the 
motion  given  by  the  lever  within  the  car,  allowed  the  working  pressure  to 
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gradually  force  the  main  piston,  uncovering  a  series  of  graduated  openings 
through  which  the  water  was  admitted  to  the  elevator  cylinder.  A  Mr. 
Risdon,  of  San  Francisco,  experimenting  during  the  year  1882,  upon  a 
valve  for  controlling  the  operation  of  some  machinery  for  the  manufacture 
of  sugar,  tirst  made  use  of  the  auxilliary  valve  in  connection  with  the  con- 
trolling of  a  main  piston  valve  of  the  type  mentioned.  A  somewhat  simi- 
lar pilot  valve  has  been  used  for  some  time  in  the  mechanism  employed 
for  the  steam  steering  of  vessels. 

The  question  of  safety  has  played  a  very  important  part  in  the  devel- 
opment of  elevator  machinery.  In  a  properly  designed  machine  all  other 
features  are  subordinated  to  the  desire  to  obtain  absolute  safety  under  all 
possible  conditions.  To  this  end  various  safety  devices  have  been  tested. 
Such  experiments  have  resulted  in  the  adoption  by  the  more  prominent 
elevator  makers  of  the  principle  of  the  centrifugal  governor  attached  to 
the  car.  This  arrests  the  car's  motion  when  it  travels  beyond  a  safe  speed 
and  has  proved  to  be  the  best  device  for  arresting  the  car  in  the  hatchway 
in  the  event  of  the  cables  breaking. 

The  most  prolific  source  of  accident  to  elevators  has  been  caused  bv 
the  car  becoming  ungovernable  through  the  breaking  of  the  operating 
cables  or  its  connections.  To  obviate  such  a  difficulty  an  mdependent 
automatic  stop  valve  is  placed  between  the  operating  valve  and  the  cylin- 
der. The  water,  in  passing  in  and  out  of  the  cylinder,  is  compelled  to 
pass  through  this  valve.  The  movement  of  the  elevator  piston,  at  its  ter- 
minals, closes  this  valve,  so  that  when  the  car  has  reached  the  top  floor  the 
piston  has  automatically  encountered  and  closed  the  valve,  thus  prevent- 
ing the  further  rise  of  the  car  by  cutting  off  the  water  supply.  In  descend- 
ing the  same  encounter  takes  place  when  the  car  is  within  a  few  feet  of 
the  lowest  landing.  The  exit  of  the  water  is  in  this  way  prevented,  and 
the  car  safely  and  gradually  stopped.  It  follows,  from  the  use  of  this 
valve,  that  at  the  terminal  landings  of  each  trip  the  movement  of  ♦  the 
independent  automatic  stop  valve  safely  arrests  the  car's  movement  with- 
out the  interposition  of  the  change  valve  or  any  interference  from  within 
the  car. 

It  has  been  by  the  aid  of  such  carefully  designed  devices  that  accidents 
to  properly  built  elevators  have  been  so  rare.  Indeed,  the  proportion  of 
accidents  to  the  number  of  elevators  in  use  is  insignificantly  small.  Al- 
though there  are  no  available  statistics  to  cite  in  confirmation  of  this 
claim,  yet  the  statement  will  be  accepted  for  want  of  any  contradictory 
information. 

In  summarizing  the  condition  of  the  elevator  in  the  present  stage  ot  its 
evolution,  it  is  not  necessary  to  point  out  the  many  advantages  resulting 
from  its  use.  Its  development  has  permitted  the  architects  of  our  own 
time  to  erect  Babel-like  structures,  the  necessity  for  which  is  growing 
greater  each  day.  In  the  larger  cities,  upon  all  sides,  we  are  confronted 
by  structures  rising  in  many  instances  to  the  height  of  fifteen  and  sixteen 
stories.  Such  buildings  demand  elevator  service  of  the  most  advanced 
type.     Speed,  therefore,  has  become  the  great  desideratum.     Taking  one 
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of  the  most  prominent  examples,  to  show  the  high  rate  of  speed  at  which 
passenger  elevators  are  compelled  to  travel,  the  inestimable  value  of  the 
safety  features  I  have  touched  upon  becomes  easily  apparent.  The  passen- 
ger elevators  supplying  the  service  to  the  offices  in  the  tower  of  the  Chi- 
cago Auditorium  building  travel  through  a  distance  of  two  hundred  and 
twenty  feet  at  a  speed  of  six  hundred  feet  per  minute,  or  about  seven  miks 
per  hour.  The  requirements  for  the  ordinary  buildings  compel  a  speed 
of  from  300  to  450  feet  per  minute. 

It  is  not  difficult  to  surmise  what  will  be  the  requirements  of  this 
nature  within  the  next  few  years.  There  is  no  evident  sign  of  the  inten- 
tion of  our  Architects  to  restrict  themselves  in  the  height  of  their  future 
buildings  to  "anything  under  the  sun,"  and  unless  some  "confusion  of 
tongues"  shall  come  upon  them,  we  may  find  them  emulating  the  example 
of  those  who  built  the  first  "tower"  of  which  we  have  any  definite  knowl- 
edge. 

It  is  certain  that  the  requirements  for  elevator  service  in  the  future 
will  be  somewhat  exacting. 

In  the  past  those  engaged  in  the  manufacture  of  this  class  of  machinery 
have  kept  fully  abreast  of  the  constantly  changing  conditions;  and  in  the 
future  there  is  every  reason  to  believe  that  the  elevator's  evolution,  still 
going  on,  will  follow  closely  the  necessities  of  the  demands  which  created 
it. 
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PROCEEDINGS. 
WESTERN  SOCIETY  OF  ENGINEERS. 

The  274th  meeting  of  the  Society  was  held  at  its  rooms,  V'^ednesday  evening, 
November  5,  i8go,  at  8 o'clock  p.  m.,  President  L.  E.  Cooley  in  the  chair  and  over 
40  members  and  visitors  present. 

The  minutes  of  the  October  meeting  were  approved,  and  the  Secretary  gave  a 
report  of  the  meeting  of  the  Board  of  Directors. 

The  following  gentlemen  were  elected:  Samuel  B.  Stickney,  Alva  Philbrick, 
Wm.  Gerig,  Robt.  E.  Williams,  Chas.  H.  Swigart,  Arndt  L.  Hammerberg,  Noah 
Whitley,  Wm.  T.  Blunt,  Wm.  M.  Rees,  Chas.  D.  Marx,  Wm.  Powrie,  C.  B.  Stew- 
art, Onward  Bates,  Percy  H.  Richardson,  Chas.  W.  Stewart.  Victor  Hagniann, 
(October.) 

The  following  applications  were  placed  on  file:  Bertrand  E.  Grant,  Henry  W. 
Tuttle,  Geo.  B.  Springer,  Albert  L.  Eliel. 

In  reply  to  a  call  for  reports  of  committees,  the  Secretary  presented  the  follow-- 
ing  report  of  the  convention  of  delegates  from  various  societies,  which  met  in  the 
rooms  of  the  Society  on  October  14,  15,  to  discuss  the  question  of  tlie  establishment 
of  Engineering  headquarters  and  tlie  holding  of  an  International  Engineering  Con- 
gress in  189-5. 

REPORT. 

The  convention  met  at  10  a.  m.  in  the  rooms  of  the  Western  Society  of  Engin- 
eers, 78  La  Salle  street,  Chicago,  Tuesday,  October  14,  i8qo.  The  Societies  repre- 
sented and  the  delegates  present  were  as  follows: 

The  American  Society  of  Civil  Engineers:  Wm.  P.  Sliinn,  (president)  C.  L. 
Strobel,  A.  E.  Hunt.  The  American  Society  of  Mechanical  Engineers:  Wm. 
Forsyth,  Jesse  M.  Smith.  The  American  Institute  of  Mining  Engineers:  Wm.P. 
Shinn,  A.  E.  Hunt.  Canadian  Society  ot  Civil  Engineers:  J.  D.  Barnett,  O.  Cha- 
nute.  The  American  Institute  of  Electrical  Engineers:  E.  |vl.  Izard.  The  Engin- 
eers Club  of  Philadelphia:  H.  W.  Spangler,  Wilfred  T.  Lewis,  E.  V.  d'Invilliers. 
The  Civil  Engineers's  Club  of  St.  Louis:  J.B.Johnson,  E.  D.  Meier,  Robert  E. 
McMath.  Civil  Engineers'  Club  of  St.  Paul:  L,  W.  Rundlett,  W.  W.  Curtis,  S.  D. 
Mason.  Wisconsin  Electric  Club:  Warren  S.  Johnson.  Engineering  Association 
of  the  Southwest:  E.  L.  Corthell.  Civil  Engineers' Club  of  Cleveland:  Wm.  T. 
Blunt,  John  Eisenmann.  Engineers'  Club  of  Minneapolis:  Wm.  A.  Pike,  F.  W. 
Cappelen.  The  Society  of  Civil  Engineers,  Paris  France:  E.  L.  Corthell.  The 
Engineers'  Club  of  Western  Pennsylvania:  A.  E.  Hunt.  The  Western  Society 
of  Engineers:    O.  Chanute,  D.  J.  Whittemore,  E.  L.  Corthell,  C.  L.  Strobel. 

Mr.  E.  L.  Corthell  explained  the  object  of  the  meetingand  letters  were  read  by 
the  Secretary  from  Col.  Geo.  R.  Davis,  Director-General  of  the  World's  Columbian 
Exposition,  and  the  Hon.  Benj.  Butterworth,  tlie  Secretary, both  warmly  seconding 
the  proposed  Congress,  and  promising  all  proper  aid. 

After  organization  and  discussion  a  committee  was  appointed  to  formulate  a 
plan  and  to  report  to  the  Convention,  which  adjourned  to  meet  again  next  morning; 

October  15.  The  following  report  was  submitted. 

Chicago,  111.,  Oct.  15,  iSgo. 

Jo  the  ChairDian  of  the  Convention  of  Delegates  frojn  En^ineerinir  Societies  of  the 
United  States  and  Canada: 

Dear  Sir- 

Your  committee  on  plan  for  establishing  and  maintaining  a  joint  Engineering 
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Headquarters  in  Chicago  in  1893,  during  tlie  World's  Columbian  l^xposition,  and 
for  holding  an  International  Engineering  Congress  at  some  lime  during  the  I'^xpo- 
sition,  beg  leave  to  report: 

It  finds  itself  unable  to  present  at  this  time  more  than  a  brief  outline  plan. 

The  proposition  advanced  by  the  Committee  of  the  Western  Society  ot  Engin- 
eers to  this  convention  yesterday  embodies  our  views,  with  some  changes  which  we 
have  made  in  the  plan  herewith  submitted. 

First.      ENGINEERING    HE.\DQUARTERS . 

In  view  of  the  existence  in  this  country  of  several  large  Engineering  Societies  of 
high  rank  which  will  desire  the  use  of  headquarters  for  their  own  members,  and  for 
the  entertainment  of  foreign  visitors,  and  the  inconvenience  and  expense  which 
would  result  from  the  maintenance  of  separate  establishments,  we  think  it  very  de- 
sirable that  all  the  Engineering  Societies  of  recognized  standing  in  the  United 
States  and  Canada  be  requested  to  unite  in  establishing  and  maintaining  a  joint 
Engineering  Headquarters  during  the  continuance  of  the  Exposition. 

The  Exposition  management  will  probably  furnish  space  free  of  chaige  within 
the  Exposition  buildings,  but  it  may  be  deemed  advisable  to  provide  additional 
quarters  outside:  the  headquarters  to  be  a  rendezvous  for  all  the  members  of  the 
Engineering  societies  of  this  country,  and  their  use  to  be  freely  tendered  to  all  for- 
eign Engineers. 

It  is  expected  that  the  staff  shall  consist  of  a  joint  Secretary  and  two  or  more 
assistants,  some  of  whom  shall  speak  the  principal  European  languages.  The  staff 
to  be  charged  more  especially  with: 

((;■).  To  give  information  concerning  the  location  of  various  engineering  exhib- 
its within  the  Exposition, 

(b) .  To  give  visiting  and  foreign  engineers  information  about  points  of  engin- 
eering interest,  outside  of  the  Exposition,  and  to  aid  their  investigations  in  other 
ways . 

[c] .  To  give  visiting  and  foreign  engineers  introduction  to  those  whom  they 
may  desire  to  meet,  and  to  promote  social  intercourse. 

((/).  To  keep  a  record  of  the  addresses  of  visitors  and  to  invite  them  to  the  In  • 
ternational  Engineering  Congress  hereinafter  outlined. 

It  is  estimated  that  the  expense  will  amount  to  about  $10,00.  This  it  is  sug- 
gested may  be  met  by  an  assessment  of  one  dollar  per  member  of  each  Engineering 
Society  of  this  country  which  shall  join  this  proposed  association,  and  also  by  vol- 
untary contributions.     The  details  to  be  hereafter  adjusted. 

It  is  evident  tliat  this  pl^n  will  be  far  more  economical  than  that  of  maintaining 
separate  headquarters  by  the  several  societies. 

Second.      ENGINEERING    CONGRESS. 

At  some  time  to  be  hereafter  designated  during  the  Columbian  Exposition,  it  is 
proposed  to  hold  within  the  Exposition,  in  a  building  which  the  management  thereof 
proposes  to  furnish,  an  International  Engineering  Congress  open  to  engineers  of 
all  nations.  This  Congress  to  last  six  days  and  be  conducted  in  the  English  lan- 
guage. 

Tiie  opening  session  of  welcome  and  organization  to  be  a  joint  session,  and  if 
warranted  by  the  attendance  and  the  number  of  papers  offered,  the  Congress  then 
to  Vje  divided  into  sections  to  consider  and  discuss  the  various  branches  of  Civil, 
Mechanical,  Mining,  Metallurgical,  Electrical,  Military  and  Naval  Engineering. 

A  Chairman  and  Secretary  for  each  section  to  be  designated  in  advance,  and 
the  session  to  be  so  timed  that  papers  and  discussions  on  allied  subjects  shall  not 
occur  simultaneously  so  as  to  preclude  those  interested  from  attending  several  sec- 
tions. 

The  Congress  to  terminate  with  another  joint  session  . 

All  papers,  so  far  as  practicable,  to  be  furnished  in  advance,  to  be  carefully  ex- 
amined by  the  proper  committees  under  rules  to  be  hereafter  laid  down,  and  if 
found  acceptable,  to  be  printed  for  distribution  in   advance  to  the  members  of  the 
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Congress,  at  which  they  are  to  be  chiefly  read  by  title  so  us  to  admit  of  immediate 
discHssion. 

Intending  contributors  to  be  requested  to  confine  their  papers,  so  far  as  possible 
to  such  new  and  recent  constructions,  machines,  processes,  methods,  experiments 
and  investigations,  including  proposed  standards  of  test  and  measurement  as  are  of 
engineering  importance.  Papers  on  purely  speculative  subjects  should  not  be  re- 
ceived. 

A  small  fee  say  ($2.00)  to  be  paid  by  members  attending  the  Congress,  to  defray 
expenses.  The  papers  and  discussions  to  be  subsequently  printed  and  furnished 
to  such  members  as  may  so  request  at  a  stipulated  price. 

A  Permanent  Committee  to  be  chosen  in  advance,  to  organize  the  above  pro- 
posed Headquarters  and  Congress. 

Respectfully  submitted:  E.  L.  Corthell,  O.  Chanute,  Jesse  M.  Smith,  D.  J. 
Whittemore,  C.  L.  Strobel,  W.  W.  Curtis,  J.  B.  Johnson. 

Tlie  report  was  unanimously  adopted  in  the  following  resolution: 

Resoh'cd.  That  the  report  ol  t1ie  committee  on  an  International  Congress  and 
joint  Headquarters  be  accepted,  and  that  we  report  the  same  to  our  respective  so- 
cieties, with  the  recommendation  that  action  in  approval  or  in  disapproval  of  the 
same  be  taken  within  the  next  two  months,  and  that  we  desire  the  present  commit- 
tee to  be  continued  with  power  to  carry  on  the  correspondence  and  organization 
until  its  successor  is  appointed. 

In  furtherance  of  the  plan  adopted  the  following  resolution  was  passed  by  the 
convention: 

Resohu'd,  That  it  is  the  sense  of  this  convention  that  the  general  permanent 
commit;ee  on  International  Congress  and  Engineering  Headquarters  be  composed 
of  one  member  from  each  ot  the  Societies  which  shall  join  in  the  plan,  except  that 
the  American  Society  of  Civil  Engineers,  the  American  Society  of  Mechanical  En- 
gineers, the  American  Institute  of  Mining  Engineers,  the  American  Institute  of 
Electrical  Engineers  and  the  Canadian  Society  of  Civil  Engineers,  may  each  ap- 
point two  members,  and  the  Western  Society  of  Engineers  may  appoint  three 
members  of  such  committee. 

The  tollowing  resolutions  were  also  passed: 

Resok'ed,  That  the  Secretary  be  instructed  to  prepare  minutes  of  the  proceed- 
ings of  this  convention  and  the  resolutions  adopted,  and  that  he,  as  soon  as  possi- 
ble, have  the  same  printed  and  sent  to  each  delegate,  and  the  Secretary  of  each  of 
the  Societies  represented. 

I'hat  the  Executive  Committee  of  the  Convention  be  empowered  to  call  the 
first  meeting  of  the  delegates,  provided  for  in  the  resolution  adopted,  at  such  time 
as  they  may  see  proper  after  January  i,  i8qi. 

John  W.  Weston,  Secretary. 

In  connection  with  the  above  report  the  Secretary  presented  the  following  reso- 
lution from  Mr.  Corthell,  which  was  accompanied  by  a  brief  explanation  of  what  the 
Committee  had.  done  and  the  success  which  so  far  had  attended  its  efforts  in  every 
direction  in  which  it  had  moved,  and  requested  that  the  committee  be  discharged. 

"Resolved  that  this  Society  approves  the  favorable  action  of  the  Convention  of 
delegates  from  the  National  and  Local  Engineering  Societies  of  the  United  States 
and  Canada,  held  in  this  city  on  the  14th  and  15th  of  October  last,  to  consider  the 
proposition  to  establish  a  joint  Engineering  Headquarters  and  to  hold  an  Interna- 
tional Engineering  Congress,  and  requests  the  President  to  appoint  without  delay  a 
Committee  of  three  to  represent  this  Society  on  the  General  Committee,  the  appoint- 
ment of  which  was  recommended  by  the  Convention," 

The  motion  was  seconded  and  unanimously  adopted. 

In  regard  to  the  appointment  of  a  permanent  committee  the  President  would 
take  time  to  consider  the  question,  but  he  was  under  the  impression  that  the  Society 
could  leave  the  matter  for  the  present  in  the  hands  of  the  old  Committee. 

The  amendments  to  the  Articles  of  the  Association  of  Engineering  Societies, 
printed  in  the  September  proceedings  were  then  brought  up  for  action. 

Mr.  L.  P.  Morehouse  stated,  as  a  member  of  the  Board  of  Managers,  that  these 
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Questions  were  very  seriously  considered  by  the  Board  and  it  w  as  thought  very 
proper  that  the  Societies  should  adopt  them.  He  did  not  know  of  any  reason  why 
the  Societies  should  not  unanimously  adopt  the  amendments. 

The  amendments  were  put  to  vote  and  unanimously  aaopted. 

Motions  were  then  made  for  the  appointment  of  the  usual  annual  Committees  to 
report  at  the  December  meeting;  "On  Nomination  of  Officers  for  1891"  and  "'On 
Annual  Meeting  and  Entertaiment." 

The  President  named  the  following  on  Nomination  Committee:  Messrs.  Corthell, 
Gottlieb  and  Artingstall. 

On  Annual  Meeting:  Messrs.  Lundie,  Karner  and  Alexander. 

The  paper  of  the  evening,  "The  State  and  tlie  Railroads,"  being  now  in  order, 
the  author,  Mr.  L.  P.  Morehouse,  said: 

I  am  aware  that  the  paper  which  I  am  about  to  read  is  not  properly  one  to  bring 
before  a  Society  of  this  kind,  as  it  is  not  a  professional  paper,  but  I  was  informed 
that  no  professinal  paper  had  been  offered  tor  this  evening,  and  was  asked  to  read 
this  one.  On  some  occasions  in  the  liistory  of  the  Society,  similar  papers  have  been 
presented,  and  so  it  is  not  entirely  a  breach  of  custom  or  usage.  On  leading  it  over  I 
made  up  my  mind  that  it  might  confoim  in  one  particular  to  a  professional  paper,  in 
the  fact  that  it  was,  I  thought,  about  as  dry  as  anything  that  ever  came  before  the 
Society.  If  you  look  at  it  in  the  right  light,  you  may  consider  it  professional.  Perhaps 
it  will  be  necessary  foi  me  to  say  that  I  use  the  term  "State"  in  its  broadest  sense,  as 
representing  the  people— not  the  State  of  Illinois  or  .State  of  Iowa. 

The  paper  dealt  with  the  relations  between  the  people  and  the  railroads,  the 
railroad  officers  and  the  employees,  and  railroad  employees  and  the  people.  It  will 
be  found  in  this  issue  of  the  Journ.m,. 

In  calling  for  a  discussion  the  President  remarked  upon  the  interesting  matter 
presented,  containing  much  food  tor  thought. 

Mr.  A.  C  Harding:— The  gentleman  did  not  speak  on  one  or  two  matters  that 
have  been  forced  on  my  mind,  particularly  the  bolder  ground  upon  which  our. State 
control  of  Railroads  rests:  that  is  the  interest  of  the  public.  I  do  not  think  he  went 
into  that  as  fully  as  it  warrants.  The  .State  control  of  Railroads  and  of  private  prop- 
erty does  not  rest,  in  my  mind,  on  a  simple  contract  between  the  Railroad  and  the 
State,  01  act  of  the  Legislature.  When  a  man  invests  his  money  in  damming  a 
stream,  and  building  a  mill  for  the  purpose  of  grinding  his  own  grist,  he  has  invested 
his  money  in  an  enterprise  to  which  everybody  in  the  neigborhood,— by  a  law  that 
is  older  than  any  law  we  know  of,— has  a  right  to  come  and  leave  his  grist  to  be 
ground,  and  the  rate  he  shall  charge,  or  the  fractional  part  of  the  bushel  he  shall  de- 
duct has  been  fixed  for  a  couple  of  thousand  years,  and  it  is  that  principle  which  vn- 
derlies  the  State  control  of  Railroads— the  right  of  the  public. 

Mr.  Morehouse:— My  impression  is  that  the  State  Board  of  New  York  made 
no  report  in  the  matter  of  the  New  York  Central  strike  and  undertook  no  action.  ' 
Had  the  Board  made  a  repoit  it  would  simply  have  been  an  extra  judicial  e.xpression 
of  opinion,  as  that  Board  has  no  authority  to  enforce  its  decrees  in  such  a  matter 
is  simply  a  friendly  Board  to  act  in  such  cases  between  the  corpoiation  and  the 
men,  but  it  cannot  enforce  its  holdings  or  its  decisions. 

There  is  no  law  in  any  State,  I  think  I  am  safe  in  saying,  that  will  oblige  a  cor- 
poration to  accept  the  decision  of  the  Board  as  between  employers  and  employees, 
and  there  is  certainly  nothing  obliging  the  employees  to  do  so.  The  men  can  only 
be  obliged  to  respect  such  a  decision  by  the  enactment  of  specific  laws  for  that  par- 
ticular purpose,  binding  the  employee,  when  he  enters  the  service  of  the  Company 
to  observe  these  laws  or  be  subject  to  a  penalty.  There  is;  no  power  in  the  United 
States  now  that  can  inflict  a  penalty  upon  an  engineer  or  brakeman  who  deserts  his 
train  twenty  miles  away  from  a  station,  with  a  load  of  passengers. 

Mr.  Bouri.and:— It  strikes  me  that  there  could  be  no  law  formulated  which  could 
take  in  hand  in  any  way  a  strike  that  was  proceeded  with  in  the  nature  of  that  New 
York  Central  strike,  where  the  mini  simply  walked  out,  and  look  no  antagonistic 
position.  When  the  C.  B.  (S  Q.  men  struck,  it  was  held  that  they  were  obliged  to 
do  their  work,  l)ut  when  every  other  excuse  gave  out,  they  were  sick  and  no  man 
could  gainsay  that. 
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President:— The  theory  is  that  the  employment  is  in  ihf  nature  of  any  other 
employment,  whereas  as  a  matter  of  fact,  ifis  a  public  service,  very  much  as  though 
a  man  entered  the  aimy.  It  seems  to  me  all  it  wants  is  a  few  court  decisions.  The 
propriety  of  it  is  so  obvious  that  it  could  be  reached  directly  in  the  courts. 

Mr.  Randolph:— The  President  suggests  that  it  only  needs  a  few  court  decisions 
to  decide  this  thing.    On  what  law  should  these  decisions  be  based? 

President:— The  common  law  of  public  safety;  the  general  idea  that  if  the  em- 
ployees of  the  Chicago  Gas  Works  should  stop  to-night  and  this  city  be  in  darkness; 
— it  seems  to  me  that  there  should  he  a  law  that  such  a  thing  could  not  happen.  The 
idea  that  I  throw  out  is  simply  a  crude  one  on  that  question. 

Secret.vrv:— It  has  always  appeared  to  me  that  a  leading  cause  of  the  continual 
differences  between  the  Railroads  and  the  people  is,  general  lack  of  training,  speak- 
ing broadly,  of  the  railway  officials.  It  seems  to  me  impossible  to  supply  railroad  offi- 
cers, thoroughly  qualified,  to  meet  the  demand  of  our  enormous  yearly  mileage  con- 
struction. The  people  naturally  e.\pect  that  their  rights  shall  be  at  least  respected, 
and  the  questions  involved  are  as  important  as  they  are  delicate,  requiring  a  high 
order  of  intelligence.  I  believe  that  statistics  would  show  that  the  large  majority  of 
railroad  officers  are  taken  from  the  ranks  and  most  of  us,  from  personal  experience, 
woald  scarely  consider  the  field  a  promising  one  from  which  to  select  men  equal  to 
the  hi.?h  order  of  work  demanded  under  the  present  relations  between  the  corpora- 
tions and  the  public. 

Mr.  Morehouse:— I  do  not  think  that  at  this  time  it  would  be  desirable  for  the 
Government  to  own  and  operate  all  the  roads  of  the  country,  but  it  does  seem  tome, 
that  in  the  course  of,  I  don't  know  how  many  years,  whether  twenty  or  fifty  years- 
events  come  along  so  very  rapidly  in  these  days,— in  the  course  of  time,  we  will  say, 
and  no  very  distant  time,  the  Government  may  own  all  roads,  but  as  I  have  sug- 
gssted  to-night  in  this  paper,  it  is  quite  possible  that  instead  of  coming  to  that,  a  ju- 
dicious system  of  control  may  answer  all  purposes  and  be  really  more  satisfactory  to 
the  people,  and  be  accepted  by  the  people  more  readily  than  State  ownership  would 
be.  I  am  a  little  inclined  to  that  opinion,  that  the  future  will  develop  a  policy  of  that 
sort,  and  that  while  at  the  present  time  we  do  not  see  anything  between  State  owner- 
ship and  lettins  the  roads  do  a  good  deal  a  they  want  to,  yet  a  judicial  system  of 
regulation  and  control  may  likely  accomplish  all  that  is  necessary  for  the  public,  the 
owners  of  the  roads  and  the  employees,  all  three  parties  being  intimately  and  inde- 
pendently interested  in  the  mattei-.  So  many  practical  difficulties  arise  at  once 
when  one  considers  the  immediate  acquisition  of  the  roads  by  the  State. 

Of  course  our  Government  might  pursue  the  policy  enacted  abroad  with  future 
roads,  but  you  have  your  existing  roads,  which  constitute  the  knotty  problem.  A 
very  strong  argument  against  the  Government  owning  the  roads  is  the  question  of 
politics.  You  have  to  estimate  that  element  in  some  way  before  you  can  consider 
the  matter  seriously,  and  we  cannot  eliminate  it  at  present.  I  say  it  is  one  of  the 
practical  difficulties  that  we  are  met  with. 

President:- There  was  a  time,  in  the  history  of  this  country,  when  they  even 
attempted  to  charter  our  rivers,  and  it  was  in  1807  that  it  was  first  determined  that  a 
river  was  public  property.  Harbor  and  port  dues  come  down  to  a  very  recent  day. 
Now  the  tendency  is  for  all  harbors  to  become  free.  We  know  the  situation  as  re- 
gards water  works.  Sewerage,  of  course  we  all  know  about;  gas  works,  street 
lighting,  is  to  a  certain  extent  in  this  city,  and  I  believe  will  ultimately  be  everywhere, 
as  much  as  water  works,  under  control  of  the  city,  and  I  expect  to  see  the  time 
when  no  city  in  the  State  of  Illinois  will  be  allowed  to  give  a  franchise  of  any  kind 
whatever.  It  is  a  question  I  think  that  raises  itself  in  every  man's  mind.  For  in- 
stance in  regard  to  water  works- in  the  City  of  Chicago.  We  will  suppose  that  it 
costs  from  4  to  11  per  cent,  to  collect  a  revenue  from  it,  and  you  can  collect  it  from 
the  Gas  Co-  for  iM  per  cent.,  which  is  pretty  nearly  a  matter  of  fact.  But  here  is 
the  idea.  We  have  sunk  a  capital  account  in  the  Chicago  Water  Works  to-day, 
paying  operating  expenses,  but  at  the  same  time,  if  it  were  a  private  corporation 
perhaps  we  Aould  be  paying  the  interest  on  the  immense  outlay;  and  it  is  a  question 
whether  we  cannot  afford  a  little  loose  management  in  a  thing  of  this  kind  rather 
than  to  pay  interest  on  a  capital  account  which  increases  and  grows  rather  than  de, 
creases:  so  I  do  not  know  that  the  political  argument  in  connection  with  a  matter  of 
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that  kind  is  a  serious  one.  We  like  to  pass  burglar  proof  laws,  and  then  elect  men 
to  office,  armed  with  a  "jimmy,"  let  them  break  them  open,  and  then  admire  their 
feats  afterwards. 

The  idea  which  I  have  heard  very  strongly  advanced  in  this  State,  trom  a  con- 
siderable contact  with  our  legislative  body,  in  regard  to  the  railroads  is  something 
of  this  nature:  The  railway  is  a  highway,  just  as  much  as  this  street  which  runs  by 
this  building.  The  public  interest  in  it  is  the  same  a^  in  this  streeet.  There  is  no 
difference  except  this:  If  I  had  built  this  street  for  the  public— the  public  allows  me 
to  retain  a  mortgage  on  that  street  and  to  hold  possession  of  it  until  I  pay  my  mort- 
gage off.  Now,  on  that  theory,  you  can  confiscate  all  the  railroads  that  are  in  the_ 
State  of  Illinois  by  paying  the  face  of  the  mortgage.  The  question  arises,  how  arc 
you  going  to  get  at  it,  provided  you  want  to  make  public  ownership.  This  way  has 
been  suggested:  that  it  would  be  possible  in  the  same  way  as  the  public  works  have 
been  paid  for  from  time  immemorial,  in  the  issue  of  bonds,— bonds  that  pay  them- 
selves out  in  20  or  50  years,  in  equal  annual  inst'iUments.  When  a  State  regulates  a 
railway  charge,  as  it  is  admitted  that  it  lias  the  power  to  regulate,— if  it  can  be  deter- 
mined as  to  what  its  proper  capital  account  is,  it  shall  be  allowed  to  charge  enough 
to  sink  these  annuity  bonds;  or  you  can  hypothecate  the  whole  value  of  the  road, 
stock,  bonds  and  all  at  some  valuation.  When  they  are  paid  out,  it  belongs  to  the 
State.  You  sink  the  capital  account  once  for  all.  Then  the  grand  question  would 
come  up,  who  is  to  operate  them,  and  how  are  they  to  be  managed?  That  idea  is 
drifting  around  in  many  forms  in  the  State  ol  Illinois.  I  simply  throw  it  out  as  a  sug- 
gestion, and  it  struck  me  with  very  much  greater  force  in  view  of  the  suggestions  to 
which  Mr.  Morehouse  alludes,  of  Mr.  Blackstone. 

1  think  this  is  the  idea  among  the  people  in  the  State  of  Illinois.  I  will  illustrate 
it  in  this  way.  I  don't  know  that  it  will  solve  it  or  even  approach  it.  We  have  in 
the  State  of  Illinois  12,000  or  13,000  miles  of  railroad.  We  have  about  a  mile  of  road 
for  each  fotir  miles  and  a  half  of  territory.  The  question  arises  at  once, haven't  we  put 
twice  as  much  capital  in  the  State  of  Illinois  upon  which  we  are  all  trying  to  pay 
interest,  as  there  is  any  occasion  for,  and  if  so,  hasn't  a  public  duty  been  neglected 
in  permitting  that  state  of  things  to  occur,  and  should  it  be  allowed  to  occur  in  the 
future?  There  is  another  thought  in  the  matter.  Are  the  roads  over-capitalized  in 
the  State?  Are  they  worth  $30,000  or  $6o,ooo  per  mile?  The  people  in  the  State  of 
Illinois  are  paying  interest  on  four  times  the  amount  of  capital  they  ought  to  for 
transportation  purposes  inside  the  limits  of  the  State  of  Illinois.  Suppose  that  the 
property  earns  io"o  on  its  actual  investment,  or  4%  on  its  nominal  investment  Sup- 
pose other  property  earns  a  fraction  of  i  or  2",,.  How  long  before  this  large  invest- 
ment eats  up  the  rest?  It  is  a  question  worth  thinking  about  seriously,  as  to  whether 
sooner  or  later  it  does  not  confiscate  everything  or  mortgage  everything.  I  do  not 
express  these  as  my  own  views,  but  as  illustrating  the  question. 

I  have  no  doubt  that  there  should  be  restrictions  about  paralleling  lines  and'put- 
ting  roads  through  territory  that  is  properly  occupied.  Now  what  distance  apart 
roads  should  be,— how  close  the  territory  can  be  covered,  is  a  pretty  hard  question 
to  answer.  From  having  farming  experience  in  my  earlier  days,  I  have  this  idea:  A 
farmer  won't  make  anything  by  living  closer  than  four  miles  from  a  railroad.  If  he 
lives  that  far  he  will  carry  two  loads  a  clay.  If  he  lives  closer,  he  won't  carry  any  more 
than  that. 

Mr.  BouRLAND:— Under  the  present  management,  jjoesn't  that  extra  capitali- 
zation fall  upon  the  stockholders  more  than  on  the  general  public?  Now  as  long  as 
the  State  has  control  of  chargable  rates,— as  long  as  the  State  has  its  eye  on  the  rfla- 
tions  between  the  gross  earnings  and  net  earnings,  then  doesn't  that  extra  capitaliza- 
tion come  against  the  people  who  have  put  their  money  into  that  capitalization? 

President:— I  think  it  has  resulted  in  that  way  in  the  history  of  the  majority  of 
roads. 

Mr.  Bourland:— Don't  you  think  that  our  Legislature  has  its  eye  on  these  facts 
to  the  extent  that  they  are  not  allowing  these  largely  watered  stocks  to  fix  the  rates 
upon  which  they  are  paying  for  their  freighting,  for  instance? 

.Adjourned.  John  W.  Weston,  Secretary. 
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CIVIL  ENGINEERS'  CLUB  OF  CLEVELAND. 


NovE.MBER  II,  1.890.  Club  met  8  p.m.  Twenty-six  members  and  five  visitors 
piesent.  Tlie  President  and  Vice-President  being  absent,  Mr.  W  .  R.  Warner  was 
chosen  President  pro  tern. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Mr.  James  Wallace  Kelly  and  Mr.  Frank  Walter  Wilson  were  elected  active 
members. 

Mr.  Eisenmann  reported  the  action  of  the  committee  at  Chicago,  on  Oct.  lath, 
appointed  to  formulate  plans  for  an  International  Congress  of  Engineers  in  connec- 
tion with  the  World's  Fair  in  i8:)3.  The  report  was  accepted,  the  committee  con- 
tinued and  Mr.  Wm.  T.  Blunt  added  to  the  committee. 

The  Executive  Board  recommended  for  election  as  active  members  Prof.  Harry 
:  ii  iiReid,  Prof.  Arthur  A.  Skeels,  Prof.  Dayton  C.  Miller  and  Messrs.  William 
T'  V  .j  Owen  and  Boswell  H.  St.  John. 

The  President  announced  the  reception  by  the  Club  of  a  number  of  publica- 
tions, also  a  photograph  of  a  large  cut  spur  gear  from  the  Walker  Manufacturing 
C  ompany.  On  motion  it  was  voted  to  extend  the  Walker  Manufacturing  Company 
the  thaaks  of  the  Club. 

Mr.  E.  P.  Roberts  read  a  very  interesting  report  of  some  of  the  things  seen  on 
"Visiting  Day." 

Prof.  C.  S.  Howe  read  the  following  resolutions,  and  moved  their  adoption: 

Resolved,  That  this  Club  express  our  gratification  to  the  Cleveland  City  Forge 
and  Iron  Company,  for  their  kindness  in  showing  our  members  through  their  forge 
.■nd  buckle  shop,  and  for  numerous  courtesies  shown  us  by  theii  officers. 

Resolved,  That  the  thanks  of  the  Club  are  hereby  tendered  to  the  Otis  Iron  and 
JStefc]  Company,  (Lim .)  for  an  invitation  to  inspect  their  works,  and  for  numerous 
cburtesies  shown  us  on  the  occasion  of  our  visit. 

Resolved,  That  the  Civil  Engineers' Club  of  Cleveland  express  their  acknowl- 
edgement for  favors  shown  on  the  occasion  of  our  recent  visit  to  the  works  of  the 
Piown  Hoisting  and  Conveying  Machine  Company,  and  especially  to  Mr.  Fayette 
.'irown  .md  Mr.  Alex.  Brown  for  personal  attentions  and  many  courtesies. 

The  resolutions  were  unanimously  adopted. 

>.r  Harry  Fielding  Reid,  P.  H.  D.,  then  gave  a  very  interesting  paper  on 
"The  Muir  Glacier."  Dr.  Reid  conducted  an  exploring  party  to  Alaska  this  last 
summer,  and  he  described  many  remarkable  phenonema  concerning  this  glacier, 
several  of  which  have  never  before  been  observed  in  connection  with  glaciers, 
and  some  of  which  are  exceedingly  difficult  to  account  for.  At  the  conclusion  of  the 
paper  there  was  an  interesting  discussion  of  several  of  the  phenonema  by  a  number 
of  the  members. 

Motion  was  made  to  extend  to  Dr.  Reid  the  thanks  of  the  Club.  Carried  unani- 
mously. 

The  President  read  a  telegram  of  greeting  from  S.  T.  Wellman,  J.  F.  Holloway. 
A.  Swasey,  J.  W.  Britton  and  Jos.  Leon  Gobeille,  members  of  the  Club,  attending 
the  convention  of  the  American  Society  of  Mechanical  Engineers  at  Richmond,  Va. 

Adjourned.  A.  H.  Pokter,  Secretary. 


ENGINEERS'  CLUB  OF  ST.  LOUIS. 


335TH  Meeting,  Nov.  5,  iSgo.  The  Club  met  at  8. 20  p.  m.,  at  the  Elks'  Club. 
President  Nipher  in  the  chair.  3;  members  and  3  visitors  present.  The  minutes  of 
the  3-4th  meeting  were  read  and  approved.  The  Executive  Committee  reported 
the  doings  of  its  g'-^th  meeting. 

Col.  Meier  reported  for  the  committee  appointed  at  the  s'^srd  meeting  to  attend 
the  meeting  at  Chicago  in  reference  to  a  Congress  of  Engineering  Societies  to  be 
held  at  Chicago xhiring  the  World's  Fair.    A  printed  report  of  the   meeting  held  at 
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Chicrago,  Oct.  14th  and  15th  was  read  and  placed  on  file.  It  was  moved  and  carried 
that  the  general  plan  as  set  forth  in  the  report  be  approved,  and  that  the  Club  take 
part  as  suggested,  and  appoint  one  delegate  to  act  on  the  Committee  on  Interna- 
tional Congress  and  Engineering  Headquarters. 

On  motion  Col.  E.  D.  Meier  was  elected  to  act  as  delegate  for  the  Club. 

Prof.  Nipher  then  gave  the  paper  of  the  evening,  "The  Graphical  Representa- 
tion of  the  Output  of  the  Steam  Engine." 

Professor  Nipher  discussed  the  output  of  the  steam  engine  in  terms  of  speed  and 
pressure. 

The  indicated  and  brake  horse  power  are  euch  represented  by  a  surface  if  speed 
and  mean  effective  pressure  be  taken  as  the  other  variables.  The  surface  represent- 
ing indicated  horse  power  is  an  hyperbolic  paraboloid,  and  for  all  engines  in  which 
the  volume  swept  through  by  the  piston  face  in  a  stroke  is  the  same,  the  surface  will 
be  common  to  all. 

The  brake  horse  power  surface  is  the  same  surface  projected  along  the  pressure 
a.xis  by  an  amount  equal  to  the  mean  effective  pressure  in  the  friction  card. 

For  an  engine  running  at  a  fixed  cut-off  and  without  change  in  the  throttle  the 
relation  between  boiler  pressure  and  mean  effective  pressure  becomes  determinate, 
and  indicated  and  brake  horse  power  can  therefore  be  represented  in  terms  of  boiler 
pressure. 

This  gives  two  other  surfaces,  the  positions  of  which  will  vary  to  and  fro  by  the 
action  of  the  throttle  or  a  governor  of  varying  cut-off. 

Discussion  followed  by  Messrs.  Holman,  Flad,  W^oodward,  Engler,  Meier,  Gale 
and  Ockerson. 

Prof.  Johnson  being  absent  the  paper  on  "Aerial  Navigation"  was  laid  over  for 
the  next  meeting. 

(Adjourned.)  Arthur  Thacher,  Secretary. 


336  TH  Meeting,  November  igth,  i8go.  The  Club  met  at  8:20  p.  m.  at  the  Elks' 
Club,  President  Nipher  in  the  Chair,  and  twenty-nine  members  and  siv:  visitors 
present. 

The  minutes  of  the  335th  meeting  were  read  and  approved. 

Messrs.  Meier,  Holman  and  Potter  were  elected  by  ballot  to  serve  as  a  commit- 
tee to  make  nominations  lor  officers  of  the  Club  for  the  ensuing  year. 

Prof.  J.  B.  Johnson  then  read  the  paper  of  the  evening,  "The  Natural  Limita- 
tions of  Aerial  Navigation."  Prof.  Johnson  said:  "There  are  two  natural  and  nec- 
essary resistances  to  be  overcome,  namely,  gravity  and  the  resistance  of  the  atmos- 
phere. If  buoyancy  is  obtained  by  the  use  of  hydtogen,  by  means  of  a  spindle 
sliaped  vessel,  the  voluine  ol  this  vessel  is  28,000  cubic  feet  per  ton  of  gross  load,  and 
the  resistance  in  pounds  to  forward  motion  through  the  air  is  given  by  the  equation 
R  =  0.00032  D- V- where  D  is  the  greatest  diameter  in  feet  and  V  is  the  velocity  in 
feet  per  second. 

The  gross  horse  power  required  to  propel  such  a  vessel  at   different  speeds  is — 

H.  P.  =0.0013  N'i  V'  where  N  I's  the  gross  weight  in  tons  and  V  is  the  velocity 
in  miles  per  hour. 

It  is  not  possible,  therefore,  to  ever  attain  to  a  velocity  of  over  twenty-five  or 
thirty  miles  per  hour  with  balloons,  and  since  the  wind  velocities  1,000  feet  above  the 
surface  are  more  than  three  times  those  at  the  surface  the  failure  of  balloon  naviga- 
tion is  a  foregone  conclusion. 

To  sustain  one  ton  of  load  in  the  air  by  propeller  wheels  on  vertical  axes  has 
been  .shown  to  require  6o  horse  power,  and  hence  this  is  out  of  the  question. 

Tliere  remains  only  the  flying  devices  called  aero-planes  on  wliich  to  base  one's 
hopes.  When  these  are  inclined  upward  in  front  at  an  angle  of  i"  50',  and  propelled 
at  a  rate  01  twenty-five  miles  per  hour,  one  ton  can  be  carried  at  this  speed  by  an 
expenditure  of  6  horse  power,  and  the  power  is  proportional  directly  to  the  tonnage 
and  to  the  speed.  There  would  seem  to  l)e,  however,  no  way  of  getting  started  or 
stopped  or  of  maintaining  the  equilibrium.  A  momentary  cessation  of  the  applica- 
tion of  the  power  is  likely  to  prove  disastrous.     Even   were  the  mechanical  dilflcul- 
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es  all  solved  in  any  one  of  these  lines  of  development,  the  energy  required  and 
hence  the  cost  of  this  kind  of  transport  would  forever  exclude  its  use  for  any  kind  of 
commercial  transport  in  competition  with  surface  means.  As  a  means  of  reconnois- 
sance  or  of  communication  in  time  of  war,  it  is  even  now  a  success  for  still  weather 
but  only  national  governments  are  warranted  in  expending  capital  in  the  develop- 
ment of  aerial  navigation  with  the  expectation  of  an  equivalent  return." 

Discussion  followed  by  Messrs.  Seddon,  Johnson,  Flad,  Holman,  Wheeler,  Rus- 
sell, Engler  and  Moore.  Prof.  Engler  read  a  number  of  extracts  from  foreign  pub-, 
lications  showing  what  had  been  accomplished  abroad  in  the  direction  of  aerial  nav- 
igation. 

The  paper  foi  the  next  meeting  was  announced  as  follows-  "Economic  Dimen- 
sions of  Settling  Reservoirs,"  by  J.  A.  Seddon. 

Adjourned.  Arthur  Thacher,  Secretary. 


MONTANA  SOCIETY  OF  CIVIL  ENGINEERS. 


NuvEMBER  15TH,  1890.  The  regular  monthly  meeting  of  the  Society  was  held 
..;  lilt:  office  of  Mr.  E.  H.  Beckler,  President;  Second  Vice  President  John  Herron 
'■_  ^".pied  the  chair. 

There  were  present  Messrs.  McRae,  Foss,  Kelley,  Sizer,  Haven  and  Keerl. 

.Vlinutes  of  the  previous  meeting  were  read  and  approved. 

Mr.  Henry  J.  Horn,  Jr.,  of  Helena,  was  declared  elected  to  membership. 

A  letter  was  read  from  Mr.  John  W.  Weston,  Secretary,  Western  Society  of 
r.nii'ineers,  enclosing  the  "Report  of  the  Convention  held  in  Chicago,  October  14, 
15,  lego,  to  consider  the  establishment  of  an  Engineering  Headquarters  and  the 
holding  of  an  International  Engineering  Congress,  during  the  Worlds  Columbian 
E.xposition,  1893." 

After  some  discussion  it  was  moved  and  carried  that  the  recommendations  and 
plan  conteiftplated,  as  set  forth  in  said  report  be  approved,  and  that  a  delegate  be 
appointed  to  represent  this  Society  on  the  General  Permanent  Committee.  Motion 
made  and  carried  that  Messrs.  Herron  and  Keerl  select  a  suitable  delegate  to  serve 
on  the  General  Permanent  Committee,  and  to  take  whatever  action  relative  to  such 
selection  as  in  their  judgment  appears  right. 

Tiic  question  of  changing  the  meeting  night  of  the  Society,  from  the  3rd  to  the 
ist  or  2nd  Saturday  of  the  month,  was  discussed  and  on  motion,  carried,  referred  to 
the  Committee  on  Revision  of  the  Constitution  and  By-Laws. 

Messrs.  W.  A.  Haven,  Walters.  Kelley  and  Finlay  McRae  were  appointed  a 
committee  to  nominate  ofificers  of  the  Society  for  the  ensuing  year. 

Messrs.  Walters.  Kelley  and  G.  O.  Foss  of  Helena,  and  Elliott  H.  Wilson  of 
Butte  were  appointed  a  Committee  of  Arrangements  for  the  Annual  Meeting  and 
Banquet  of  the  Society,  to  be  held  January  17th  next. 

(Adiourned.)  J.  S.  Keerl,  Secretary. 


INDEX  DEPARTMENT. 

ANNUAL  SUMMARY. 

It  is  proposed  to  furnish,  in  this  dcpartfnent,  as  complete  an  Index  us  may  be  of  cur- 
rent Engineering  Literature  of  a  fragmentary  character.  A  short  note  will  be  append- 
ed to  each  title,  inte?tded  togrive  sufficiejit  in  formation  to  enable  the  reader  to  decide  whether 
or  not  it  is  worth  his  while  to  obtain  or  consult  the  paper  itself.  The  Index  will  be 
mostly  limited  to  society  and  mag-azine  articles,  and  special  eng'i?ieer  ing-  reports  ofg-en- 
era  I  interest  and  value.  It  is  printed  in  the  monthly  issues  of  the  JOURNAL,  ^«  but  one 
side  of  the  paper,  so  that  the  titles  may  be  cut  out  and  pasted  on  cards  or  i?i  a  book,  and  is 
here  collected  7vith  additional  cross  references. 


LIST   OK  PERIODICALS  INDEXED. 

American  Architect  (Am.  Arch.),  weekly,  Ticknor  &.  Co.,  211  Tremont  street, 
Boston,  Mass.:  single  copy,  is  cents. 

American  Engineer  (Am.  Engr.),  weekly.  Gaff  Building,  Chicago,  111.;  per  year, 
$2;  single  copy,  j  cents. 

American  Machinist  (Am.  Mach.),  weekly,  93  Fulton  street,  New  York;  per  year, 
$2.;o;  single  copy,  Scents. 

American  Manufacturer  and  Iron  World  (Am.  Mfr.),  weekly,  Pittsburgli,  Pa.; 
per  year,  $4;  single  cop^,  10  cents. 

Electrical  Review  (Klec.  Rev.),  weekly,  22  Paternoster  Row,  London,  E.  C;  per 
year,  21s.  td. ;  single  copy,  4d. 

Engineering    Record    (  Eng.  Record),  weekly,   277   Pearl  street.  New  York, 
per  year,  ^4:  single  copy,  12  cents. 

Engineering  News  (Eng.  News),  weekly,   Tribune   Building,  New   York:  per 
year,  $- :  single  copy,  12  cents. 

Engineering  and  Mining  Journal  (E.  &  M.  Jour.),  weekly,  27  Park  Place,  New- 
York:  per  year,  |i:  single  copy,  lo  cents. 

Engineering  (Lon.  Eng.),  weekly,  London,  England;  per  year,  $10;  single  copy, 
2$  cents. 

Indian  Engineering  (Ind.  Eng.),  weekly,  Calcutta,  India;  "Ss.  per  year;  single 
copy,  8  Annas. 

Journal  of  the  Franklin  Institute  (Jour.  Fran.  Inst.),  nionthl>    Franklin  Insiitute, 
Philadelphia,  Pa.:  per  year,  S?;  single  copy,  "o  cents. 

Journal  of  the  Association  of  Engineering  Societies  (Jour.  Assn.  Eng.  Soc), 
monthly,  78  La  Salle  street,  Chicago:  per  year,  $3;  single  copy,  30  cents. 

Journal  of  the  Society  of  Arts  (Jour.  Soc.  Arts),  weekly,  London,  England;  single 
copy,  6d. 

Mechanics  (Mechanics),  monthly,  907  Arch  Street,  Philadelphia,  Pa.;  per  year, 
$1 ;  :  ingle  copy,  10  cents. 

Power  (Power),  monthly,  113  Liberty   Street,  New  York;   per  year,  $i;  single 
copy,  10  cents. 

Pioceedings  American  Institute  of  Mining  Engineers  (Proc.  A.  I.  M.  E.),  i.^ 
Burling  Slip,  New  York :  per  year,  $5. 

Proceedings  of  the  United  States  Naval  Institute  (Proc.  U.  S.  N.  I.),  quarteily, 
United  States  Naval  Institute,  Annapolis,  Md. ;  per  year,  $3.50;  single  copy,  $1. 

Railroad  and  Engineering  Journal  (R.  R.  &  Eng.  Jour.),  monthly,  45  Broadway, 
New  York;  per  year,  %'K;  single  copy,  2;  cents. 

Railroad  Gazette  (R.  R.  Gaz.),  weekly,  73  Broadway,  New  York;  per  year,  $4.20; 
single  copies.  10  cents. 

Railway  Review  (Ry.  Rev.),  weekly,  The  Rookery,  Chicago,  111.:  per  year,  $4. 

Scientific  American  Supplement  (Sci.  Am.  Sup.),  weekly,  361  Broadway,  New 
Yoik:  per  year,  $5;  single  copy,  10  cents. 

Scientific  American  (Sci.  Am.),  weekly,  361  Broadway,  N.  Y.,  per  year,  f3. 

Street  Railway  Journal  (St.  Ry.  Journ.),  monthly,  113  Liberty  street,  New  York; 
per  year,  #2. 

The  Electrical  Engineer  (Elec.  Engr.),  monthly,  11  Wall  street.  New  York;  per 
per  year,  %y.  single  copy,  '0  cents. 

The  Electrical  World  (Elec.  World),  weekly,  177  Times  building.  New  York;  per 
year,  $3;  single  copy,  10  cents. 

The  Engineer  (Lond.  Engineer),  weekly,  London,  England;yer  year,  $10;  single 
copy,  25  cents. 

The   Railway  Master  Mechanic    (Mast.    Mech.),   monthly,    "The    Rookery," 
Chicago,  111. :  per  year,  $r ;  single  copy,  10  cents. 

The  .Mechanical  World  (\lech.  World),  weekly,  Manchester,  England;  per  year, 
8s.  8d. :  single  copy,  i  penny. 

The   Street   Railway  Gazette   (St.   Ry.   Gaz.),   monthly,  8  Lakeside    Building, 
Chicago:  per  year,  $2;  single  copy,  2;  cents. 

Transactions  American  Society  of  Civil  Engineers  (Trans.  A.  S.  C.  E.),  127  E^t 
Twenty-third  street,  New  York:  per  year,  i^to. 

Transactions  Canadian  Society  of  Civil  Engineers  (Trans.  Can.  Soc.  C.  E.), 
SecV.,  McGill  University,  Montreal. 

Transactions  of  the  Technical  Society  of  the  Pacific  Coast  (Trans.  Tech.  Soc. 
Pac.  C.)      Rooms  14-1;,  408  California  street,  San  Francisco,  Cal. 
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Abt  Rack  Rail  System.     See  Railway,  Maiiitoii  &=  Pikes  Peak. 

Accidents.    See  Railroad  Accidents. 

Accumulators  in  Electric  Liffhting^.    An  excellent  article,  fully  illustrated,  re^d  os  a 

paper  before  the  Am.  Inst,  of  Electrical   Engrs.     By  George   R.   Prescott,  Jf. 

Describes  methods  of  using  and  regulating  accumulators  in  various  classes  of 

electric  lighting  work.    Elec-  Ettg:,  November,  1889. 
Address  iJ>  A/r.  IFw.  P.  ^/i/««.  President  A.  S.    C.    E.,   at   the   Cresson   meeting. 

Eng-.  News,  July  5,  1890,  pp.  Q-ii. 
.  0/  IV.  7?.  Warner,  President  C.  E.  Club,  Cleveland,  at   the   annual  banquet, 

March  29,  i8go.    Jour.  Assn.  Eng.  Soc,  July,  iSgo,  pp.  353-6. 
.  on  Retiring  from  Presidency  of  the  Western  Society  of  Engineers.     By  Mr.  E. 

L.  Corthell.    7(jz/r.  ^.r.f«.  j^^i^.  ^'c^r.,  May,  1890,  pp.  209-233. 
.  on  Retiring  from  the  Presidency  of  the  St.  Louis  Engineers'  Club.     By  Col.  E. 

D.  Meier.    Jour.  Assn. Eng.  Soc,  Feb.,  18,0,  Vol.  IX.,  pp.  43-50. 
Aerial  Navigation.    An  interesting  illustrated  lecture  delivered  by  Mr.  O.  Chanute, 

C.  E.,  at  Cornell  Univ.    R.  R.  &•  Eng.  Jour.,  July,  1890,  et  seg.  pp.  ji'^-S- 
.   The  Problem  of  Air  Navigation-.     A  popular  article  by  Prof.  R.  H.  Thurston, 

discussing  the  history  of  the  problem  and  experiments  and  observations  upon 

birds.     The  forum.  Vol.  VIII.,  18^9,  pp.  542-54- 
Aeronautics.     Vacuum  vs.  Inflation.    A  paper  by  Dr.  A.  de  Bausset,  Boston,  Mass. 

Am.  Engr.,  Nov.  29,  1890,  pp.  238-9.  et  seg. 
Allen,  Horatio.    A  brief  account  of  the  life  and  work  of  the  late   Horatio  Allen,  one 

of  the  most  prominent  of  American  engineers.    Eng.  N^ews,  ]a.T\.  11,  1890,  p.  29. 
Aluminum  and  Other  metals  Compared  and  Aluminum  in    Wrought  Iron  atid  Steel 

Castings-    Two  valuable  papers  by  Mr.  W.  J.  Keep,   read  at  the  Washington 

meeting  of  the  A.  I.  M.  E.,  Feb.,  1893.    Tables  and  diagrams,  pp.  37  and  2\. 

Trans.  A .  I.  M.  E.    An  abstract  of  the  latter  paper  is  in  E.  &•  M .  Jonr.,  Aug.  30, 

i8go,  pp.  345-7. 
.   Grabou's  Method  of  Making.  Annalcsdcs  Mines,  VolXVI,  p.  534.  The  Heroult 

process  is  described  in  Le  Genie  Civil,   May,  'ih'90.     Abstracts  of  both  of  these 

papers  are  in  Proc  Inst.  C.  E.,  Vol.  CI,  1S90,  p.  379.     Former  paper  in    E.  &=  M. 

Jour.,  Aug.  16,  i8;)o,  pp.  191-2. 
.   The  Heroult  Process  of  Smelting  Aluminum  .Uloys.    A  short  paper  by  Mr.  F. 

P.  Depew,  read  at  the  Washington   meeting  of  the  A.  I.   M.    E.,  Feb.,   1890. 

Trans.  A .  I.  Min.  Engrs. 
.   The  Manufacture  of.    An  illustrated  description  of  the  various  processes,  and 

a  table  giving  the  results  of  tests.    Reprinted  from  Le  Genie  Civil,  Sci.  Am.  Sup-, 

No.  753,  June  7,  1890,  pp.  12023-5. 
.   The  Production  o/the  Alloys  of  Aluminum  and  Silicon  in  the  Electric  Eurnace 

(Cowles'  process).  A  paper  before  Sec.  B.  British  Association,  by  J.  H.J.  Dagger 

F.  C.  S.,  F.  Q.  C,  tracing  the  development  of  the  industry  from  its  inception, 

and  givmg  concise  descriptions  of  the  new  Cowles  furnace  and  its  operation; 

also   giving  a  statement   of  the  principal  properties  of  aluminum    alloys,  as 

strength,  elasticity,  elongation,  etc    Sci.  Am.  Sup.,  Nov.  30,  1889. 

.   The  Properties  of  .Huminum.    With  some  Information  Rel  iting  to  the  Metal. 

An  article  by  A.  E.  Hunt,  J.  W.  Langley,  and  CM.  Hall,  giving  much  valuable 
information.  Chemical  analyses  of  metals,  as  made  by  several  companies. 
Specific  gravity,  strength,  and  other  physical  properties  are  fully  given.  Am. 
Manfr.,  Feb.  21,  iSgo,  p.  8.  et  seg.,  Eng  Neuis,  Feb.  22,  1890,  Vol.  XXIII.,  p.  183. 
Iron,  July  18,  1890,  et  seg. 

.  Transverse  Strength  of  Aluminutn.   Record  of  transverse  tests  made  by  A.  E. 

Hunt.    Good  deflection  and  permanent  set  are  given  for  two  tests.    Eng.  News. 
March  15,  1890,  Vol.  XXIII.,  p.  250. 
Aluminum  Bronze  atid  Brass  as  a  Suitable  Material  for  Propellers .    A  paper  read  by 
Eugene  H.  Cowles  at  meeting  of  the  American  Institute  of  Mining    Engineers, 
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Feb.  21,  1890,  at  WashiriKton.  An  interestinK  discussion,  giving  also  several 
tests.    Set.  Am.  Sup.,  April  fc,  i8go,  p.  ii8q6. 

Aluminum  Bronzes,  Physical  {)uiilitics  of.  An  ailicle  giving  some  very  interesting 
facts  concerning  the  physical  properties  of  Aluminum  Bronzes  a.s  brought  out 
by  certain  tests  made  by  Prof.  L.  Von  Tetmajer  of  Zurich  Polytechnic  School. 
Ens'.  Ne7vs,  Feb.  S,  1890,  Vol.  XXIII.,  p.  122. 

Aluminum  Steel.    See  Steel. 

American  Society  of  Mechanical  Engineers.  Volume  X.  of  the  Transactions,  just 
published,  contains  a  complete  index  of  volames  I.  to  X.  inclusive,  list  of  officers 
and  members,  rules  of  the  Society,  accounts  of  meetings  at  Scranton  (1888),  and 
Erie  (  889),  and  of  last  summer's  European  Trip  of  the  Engineers,  with  many 
valuable  papers  and  discussions,  notably  on  subjects  connected  with  Steam  En- 
gineering.   Am.  Soc.  Mcch.  Eng-.,  64  Madison  .i't'e.,  A'nc  York  Ci/y. 

Anchoring  Bolts  in  Masonry,  Ceme?if  for.     See  Cement. 

Angle  Irons,  Tests  of.    See  Tests. 

Annealing  Furnace.  An  illustrated  description  of  an  annealing  furnace  in  use  at 
the  Rhode  Island  Locomotive  Works  for  annealing  boiler  sheets  after  flanging. 
The  furnace  is  designed  for  the  largest  boiler  sheets  in  use  for  locomotives  or 
marine  boilers'.    R.  R.  Gaz.,  Feb.  7,  1J90,  Vol.  XXII.,  p.  88. 

Aqueduct.  Croton  Aqueduct.  Tlie  design  and  engineering  features  are  described 
in  a  valuable  paper  read  by  A.  C.  Chenoweth,  Engr.  in  Charge,  before  the 
Franklin  Inst.,  Jour.  Frcui.  Inst.,  Feb.,  iSi'go.  Abstract  with  map  and  profile,  in 
Sci.  Am.,  July  19,  1890,  pp.  40-1.  The  Harlem  River  siphon  and  pumping  appar- 
atus is  described  and  illustrated,  ibid,  pp,  31,  .6  A  summary  of  data  concerning 
the  old  and  new  aqueducts  is  given  in  En£^.  Nc7vs,  July  19,  1890,  p.  50.  For  de- 
scription of  the  reservoir  see  Sci.  .'Int.,  July  12,  1890,  p.  21. 

.  Croton  .4gttcduct.  Construction  of  arches  of  the  new  Croton  aqueduct,  in- 
cluding description  of  centres  used  in  building.  Efts'.  ^»d  Build.  Rec,  Dec.  14, 
1S89.  Vol.  XXI..  p.  24. 

.    New  Croton.    An  illustrated  description  of  drilling,  blasting  and  timbering. 

Enff.  &'  Build.  Rec,  May  17,  1890,  p.  376. 

.  The  Croton  Aqueduct.  A  short  illustrated  article  describing  the  dipping  ap- 
paratus for  emptying  the  Harlem  River  siphon.  Eng:  &'  Build.  Rec,  Aug.  16, 
1890,  p.  163. 

.     Croton  Aqtiedtict,  Compressed  Air  Plant  at .     Illustrated  article  in    F.ng.    6-> 

Build.  Rec,  Dec.  28,  1889,  Vol.  XXI,  p.  53. 

.    Croton  Aqueduct .  Methods  of  Ventilating  the  new  Croton  .-iqueduct.  Illustrated 

article  in  Eng.  &=  Build.  Rec,  January  25,  1890,  Vol.  XXI,  p.  117. 

— .    Plate   Girder.    Illustrated  description  of  the  new  structure  carrying  the 

Delaware  and  Raritan  Canal  over  four  tracks  of  the  Penn.  R.  R.  at  Trenton,   N. 
.    Eng  &'  Build.  Rec,  Sept.  27,  1S90,  p.  260. 

.    New  .Agtieductfor Pans.     The  new  line  is  to  be  about  6  ft,  in   diameter  and 

62  miles  long.  Description  with  map.  Le  Genie  Civil,  Vol.  XVI,  i8go,  p.  ,72. 
Abstract  in  Trans.  Inst.  C.  E.,  Vol.  C,  1890,  p.  448. 

The  Weaver  Crossing  of  the  Vyrnwy  Aqueduct.    Description  and  full-page 


illustration  showing  the  method  of  subaqueous  crossing  in  steel  pipes.  Sci.  Am. 
.S«^.,  July  19,  1S90,  No.  7  9,  pp-  12125-7. 

See  Water  Works  of  Seattle, 

Arch  at  Oakley,  O.  An  oblique  e.xtreme  skew  arch,  to  carry  a  railway  embankment 
over  another  double  track  railway.  This  valuable  paper  was  read  by  Mr.  J.  F. 
Crowell  at  the  Cresson  meeting  of  the  A.  S.  C.  E.,  Trans.  Am.  Soc.  C  E.,  Vol. 
XXIII.,  1890,  paper  No.  452,  pp.  155-76.  Discussion,  pp.  176-92.  Abstract  m  Me- 
chanics, July,  1891,  pp.  152-4. 

.    j^S  Ft.  Stone  Roadway  Arch,   Wheeling,  W.J'a.     Illustrations   of  this  hand- 
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some  bridge,  with  description  condensed  from  tlie  specifications.    A'.   A*.  Gaz., 
Aug.  15,  i8go,  p.  565.  * 

S^one,  Elyria,  O.  This  fine  highway  arch  is  briefly  described  and  illustrated. 


Clear  span  i5oleet.     Rise  27  feet.  Eftg^.  N^ews.,  May  31,  June  21,  18 ;o,  pp.  506-579. 

Arch  Bridge.  Minneapolis  Steel  Arch  DriJire.  Brief  and  well  illustrated  description 
of  main  features  of  this  structure.    En^.  15-'  Build-  Rec,  May  10,  1891,  p-  "5S. 

.  Reconstruction  Co7mcmau£^h  Arch  Brid^^e.  Illustration  showing  principal  di- 
mensions and  details  of  new  Connemaugh  viaduct,  with  brief  notice.  En£^. 
News.,  March  21,  1890,  Vol.  XXIII.,  p.  291. 

.    See  Viaduct,  St.  Guistina;  Bridge,  /Vew  Lag-an  Cast  Iron . 


Arch  Curves.  A  paper  presented  by  Mr.  H.  H,  Supplee  to  the  A.  S.  M.  E.  A  de- 
scription of  the  method  of  designing  equilibrium  arch  curves  as  patented  bj»-  T. 
J.  Lovegrove.  Ihese  curves  are  particularly  adapted  lor  sewers  and  subways. 
Diagrams,  Trans,  A.  S.  M.  E.,  Vol.  XL,  i8qo,  pp.  903-18.  Abstract  in  Mechanics. 
June,  i^'go,  pp.  126-129. 

Arch  Truss.  A  valuable  paper  by  Mr.  F.  Oilman,  giving  formulas  and  tables  of 
strains  for  trusses  where  the  upper  chord  is  any  curve.  En£^.  News,  Aus..  id, 
1890,  pp.  142-3. 

Arches.  Masonry  .Arches /or  Railway  Purposes.  A  paper  by  Mr.  W.  Bell  Dawson, 
M.  A.,  with  discussion  by  Prof.  Greene  and  others.  Trans.  Cari.  Soc.  C.  E., 
Vol.  II.,p.  2io,i88S. 

.     The  Stability  of  Loaded  Masonry  ^rir//<r,r,  by  Arthur  S.  C  Wurtele.      Trans. 

Am.  Soc.  C.  E.,  Vol.  XXIII.,  18,0,  pp.  i-i^.      Discussion,  Hid,  pp.  13-16. 

Armatures.  Drum  Armature  Windittg;  A  series  of  articles  of  some  value,  by  F. 
M.  Weymouth.    Electrician,  Nov.  7,  i8go,  pp.  8-9,  et  seq. 

Armor  Tests.  The  Steel  Armor  Tests  at  Annapolis.  Description  of  these  tests 
which  seem  to  indicate  superior  results  from  nickel  steel.  Eng-.  News,  Oct.  4, 
1P90,  pp.  295-6.  Reprinted  from  N,  V.  Su?i  in  Sci.  Am.  Sup.,  No.  772,  Oct.  18, 
i8qo,  pp.  I2.-.35-6.  yiya;///'.  <S^  .ff/fl'/'.,  Oct.,  1890,  pp.  2fo-;-i.  Some  tests  on  nickel 
steel  at  a  temperatuie  2;  degrees  below  the  normal,  are  described  in  Eng.  News, 
Nov.  29, 1890,  p.  475. 

Artesian  "Well  System  at  Memphis,  Tenn.  Desctiption  of  this  system  said  to  be  the 
raost  extensive  in  the  world.     .Sci.  Am.  Sup.,  Jan  11,  i>'6o,  p.  11,697. 

.    In  Nciv  England.     A  table  of  physical  data  regarding  3^  wells  is  given  in  the 

report  of  the  Water  Commissioners  of  Taunton,  Mass.,  for  iSSg.    It  is  reprinted 
in  the  Eng'.  (b'  Build.  Rec,  June  14,  1890,  p.  20." 

Anillery  Kxperimenis  at  Buchau  and  Taug-erhuette.  Gruson's  shielded  mountings 
and  quick  firing  guns.  LiOn.  Eng^ineer,  Sept.  2'^,  pp.  2^7-g,  et  seq.,  Iron,  Oct.  17, 
1890,  p.  339. 

Asphalt.  Two  articles  treating  respectively  of  the  excavation  and  treatment  of  "as- 
phalt comprime"  and  the  antiquity  of  the  use  of  asphalt.  Abstracted  from  me- 
moir published  by  "Compagnie  Generale  des  Asphaltes  de  France."  Eng: 
NeT.vs,  Jan.  25,  i8)n.  Vol.  XXIII.,  pp.  75  and  81. 

.    See  Bituminous  Rocks. 

Asphaltum  Grahamite,  .4lbertite,  and  Uintaite  described  and  compared  with  obser- 
vations on  bitumen  and  its  compounds.  A  paper  by  Wm.  P.  Blake,  New  Haven, 
Conn.,  Trans,  .4m.  Inst.  Mining  Eng:,  Washington   meeting,  February,  1890. 

Atmospheric  Resistance.  An  Experimental  Study  of.  A  valuable  pa oer  read  by 
Mr.  O.  T.  Crosby  before  the  West  Point  branch  of  the  Military  Institute.  Whirl- 
ing experiments  with  velocities  between  12  and  i.^o  miles  per  hour  seemed  to 
show  clearly  a  recti-linear  relationship  between  pressure  and  velocity.  Results 
plotted.  Mr.  Crosby  deduces  the  novel  equation  /"— .1441  V,  P  being  in  pounds 
per  sq.  ft.  and  Fin  miles  per  hour.  Lon.  Eng:,  May  31,  June 6  and  13.  1S90.  Eng. 
A^'rzi^j,  May3i,  June7.  14,  21,  i8qo,  pp.  506.  531.  561,  589.  Abstract  in  j^>. /?«/., 
June  7, 189 ->,  pp.  32^-S.  .Abstract  and  comments,  I.cmd.  Engineer,  June  6,  1890,  p.  461. 
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.     The  Laws  of.    A  criticism  on  Mr.   Crosby's  experiments   bv    Prof.  H.   A.' 

Hazen  of  the  U.  S.  Signal  Office.    Eitg-.  Ncius,'^\\\y  ^,   i!-'go,  p.   5.    Editorial,  p. 
14.    Another  editorial  and  letters  from  I-rof.  Hazen  and  Mr.  Crosby  discuss  the 
best  methods  of  making  experiments,  by   using  falling  bodies  and  railroad 
trains.    /r>/^.  yVe-WJ,  July  12,  1890,  pp.  57-8.    An  excellent  letter  from  Mr.  C.    F. 
Marvin, /(/.  p.  61,  discusses:  (i)  What  we  know  of  the  laws  of  air  resistance.     (2) 
How  we  can  further  determine  those  la.t-s. 
Auditorium.     The    Chicag-o    Auditorium-    An    illustrated  description    of   this  new 
building.    Many  details  of  construction  are  given.    En£.  &=  Build.  Rec,  April 
12,  1890  Vol.  XXI.,  p.  296,  tV  seq .      Wochenscrift  dcs  Oesrcrr,  Ing^cnicur  und  Arch- 
itektur  I'creins,  March  28,  if 90,  p.  12^. 
Bali-Bearing.    For  Screw  in  Nut.    Description   of  a  novel   method  of  relieving 
screws  of  friction,  by  means  of  ball  bearingnut.   Illus.  Elec  World,  Nov.  i,  1S90. 
Barrels.     Cubic  Co)itents  of  Cement  Barrels .     See  Cement  Barrels. 
Basic  Open  Hearth  Furnaces.     The  Use  of  Mag7icsitc  i?t.     From  a  paper  by  Chas. 
Walrand,  M.E.,  supplemented  from  a  paper  by  Kurt  Sorgc  in  Stafil  und  Eisctr. 
Illustrated  article  in  Am.Matifr.,  Jan,  3,  1890,  p.  7. 
Battery,  Storage.    See  Accumulators. 
Belts,  Tractive  Force  of .    See  Tractive  Force. 

Beton.  Tensile  Strength  of  Beton .  An  article  giving  valuable  data.  Wochenshrift 
des  Oesterr.  /n£^cnieur  Vercins.  A  series  of  tests  made  during  1888-9.  Evff.  Nervs 
May  17,  1890,  Vol.  XXllI.,  p.  460. 
Bituminous  Rocks  of  California.  This  rock  is  composed  of  sand  85.3  percent., 
asphaltic  material  14.4  per  cent,  and  water  and  loss  0.4  per  cent  ,  as  shown  in 
official  report  of  the  San  Luis  Obispo  Rock.  It  is  easily  disintegrated  by  action 
of  steam  and  used  in  the  ordinary  method  for  building  asphaltic  pavements, 
compressing  about  10  per  cent,  under  rollers.  Eng'.  A-' «£'j-,  November  30,  1889, 
Vol.  XXII.  p.  ^06. 
'B\&stFuTn3ice  from  a  Scientific  Point  of  I'icuK  A  series  of  lectures  byC.  R.  Alden 
Wright  before  University  College.  London.  Gives  reactions  and  much  other 
valuable  information,    .tm.  Manfr.,  Jan.  17,  1890,  p.  8.  ct  scq. 

,  Modern  Blast  Furnace   Construction.      An  illustrated  paper  by  J .  L.  White, 

Ircrn  Age,  Sept.  11, 18,  1890,  pp.  406-8,  54^-8. 
Blast  Furnaces.  The  dezwlopmcnt  of  American  Blast  Furnaces  with  special  refer- 
ence to  Large  Yields.  Very  complete  paper  by  Mr.  James  Gayley,  read  at  the 
N.  Y.  Meeting  of  the  Brit.  Iron  &  Steel  Inst.  Am.  Manfr.,  Oct.  10,  1890,  pp. 
10,  18,22.  Abstracting'.  &' AL  Jour.,  Oct.  4-PP-38S-5I.  Sci.  Am.  Sup ., No. jyf), 
Nov.  15,  I'^gi,  pp.  12394-7. 
Blasting.  Bl<nving  up  of  Basin  Wall  at  the  Royal  Albert  Docks .  An  interesting  pa- 
per by  Mr.  Jos.  E.  Thomas,  M.  I.  C.  E.,  read  before  the  Inst,  of  Marine  Engrs. 
Illustrated.     Reprinted  in  Eng.  Neivs,  Sept.  2,  1890,  pp.  265-61. 

.     Note  on  the  Form  of  Crater,  Produced  by  Exploding  Gunpowder  in  a  Homo- 

geneous  Solid.  A  brief  paper  givmg  results  ol  a  series  of  experiments  made  by 
Frank  Firmstone,  shows  crater  to  have  in  general  a  conoidal-shaped  fracture 
rather  than  a  true  conical  form.  Trans.  Atn.  Inst.  Mm.  Eng.,  Oii:\.v,-a.  meeting, 
October,  i88q. 

.     Subaqueous .     A  paper   on   the   improvement  of  navigable  waters.     Woch- 

enschrift  usterr.  Ing.  u.  Arch.  V.,  Aug.  22,  29, 1890.  Nos.  34,  35,  pp.  287-90,  295-6; 
discussion,  Nos.  35,  36,  pp.  2t,6-7,  305-7. 

.    See  Dynamite,  Aqueduct,  Explosives. 

Block  Signals.    See  Railroad  Signals. 

Boat.    Determination  of  the  actual  Track  of  a    Vessel.    Translation  of  a  paper  by 
Lieut.  I.  C.  de  Benko.     Diagrams  and  foimulas,    Proc.   U.  S.  .V.  /.  Vol.  XVI, 
No,  3.  i^'go.  pp.  431-6. 
.    See  Ferry-Boa t. 
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.     Experiments  wit/i  f.i/clwat Models.     An  elaborate  paper  read  by  Mr.  J.  Cor- 

bitt  before  the  Institute  of  Naval  Architects.  Illustrated.  Reprinted  from  En- 
ginecring:    Set.  .Am.  Sup.,  No.  753,  June  7,  1890,  pp.  11031-4. 

.    A'rtT/y  5c>tj:/.f  for  life  saving  service.     A  paper  in   two  parts  by  Ensign  A.  A. 

Ackerman,  U.  S.  N.  Folding  Plates.  Proe.  V.  S.  N.  /.,  Vol.  XVI,  No.  3,  1890. 
pp.  279-332- 

Boiler  Explosion.  " A  Terrible  Catastrophe."  An  account  of  the  boiler  explosion 
which  caused  the  wreck  of  the  Park  Central  Hotel,  at  Hartford,  Conn.,  Feb.  18, 
if-Sg:  with  illustrations  and  description  of  exploded  boiler.  The  Locomotive, 
March,  iS'^'g.    Vo?.  X.,  p.  3^. 

Boiler  Explosions.  A  Cause  of.  Abstract  of  paper  before  the  Scientific  Society  of 
Bridgeport,  Conn.,  by  F.  G.  Fowler,  describing  experiments  indicating  the  pos- 
sibility of  sudden  increase  of  pressure  due  to  air  and  gases.  R.  R.  and  Ertg-_ 
your..  May,  1890. 

ill  jSS).    Annual  report  by  Mr.  E.  B- Marten.      This  is   a  valuable  paper 

giving  a  very  brief  account  of  77  explosions  in  Great  Britain.  Tables  and  illus- 
trations.    Eug.,  July  18,  1890,  pp.  83-6. 

Boiler  Furnace.  Abstract  of  a  paper  read  before  the  X.  E.  Coast  Inst,  of  Engrs. 
and  Shipbuilders.    R'y.  Rev.,  July  12,  18  o,  p.  407. 

Boiler  Specifications.  A  paper  by  C.  G.  Darracli,  with  a  discussion  of  considerable 
interest  by  several  prominent  engineers.  Proe .  E/ig.  Club  of  Phila.,  December, 
i587,  Vol.  VI.,  pp.  179-205. 

Boiler  Trial.  Full  account  of  the  trial  of  a  Babcock  .Js:  Wilcox  boiler.  Diagrams 
and  table.     Lon.  Eug:,  July  11,  1^90,  pp.  53-^. 

Boiler  Trials.  An  article  of  some  value  containing  practical  suggestions  on  making 
boiler  tests.    Am.  Engineer,  April  2,  1890,  p.  146,  et  seg. 

Boiler  Tubes.     The  Serve  Boiler   Tube.     Account  of  experiments   made   at  Shef- 
field, Eng.,  with  these  tubes,  indicating  a  gain  of  11  to  14  per  cent,  in  fuel  econ- 
omy.    Lon.  P.iig-ineer,  Oct;  24  and  31,  1890,  p.  361.     Eng.  Nnvs,  Nov.  8,  1890,  pp 
410-11. 

Boilers.  .\  practical  paper  on  boilers,  engines,  condensers,  etc.,  by  E.  E.  Roberts, 
M.  I^.  Am.  Engr,  July  2,  30,  1890,  et  scg  ,  pp.  2,  50. 

.    A  special  number  of  The  Locomotive  treats  of  boilers,  pipes,  steam  fittings, 

nozzles  and  their  connections.  A  very  practical  paper,  fully  illustrated.  The 
/,o<:.,  Aug.  i8jo,  Vol.  XI,  No.  8,  pp.  113-2*^.  Published  by  the  Hartford  (Conn.) 
Steam  Boiler  Inspection  and  Insurance  Co. 

.     Comparison  of  the  Belpaire  and  the  Radial  Stay   Boiler.     Brief  descriptions 

and  sections  showing  details.  R.R.  (7^?:.,  Aug.  i,  1890,  p.  538.  Editorial, /i^/(f 
pp.  5<3-4. 

■ .     Construction  0/ .\Lirine  Boilers,  with  a  rieio  to  the  Use  of  Efigher  Pressure. 

A  paper  by  C.  B.  Casebourne  suggesting  constructing  marine  boilers  with  two 
shells;  the  intermediate  space  to  be  charged  with  steam  of  a  lower  temperature 
than  within  the  inner  shell,  thus  subjecting  the  inner  to  only  the  diffeience  of 
pressure.     .Mechanical  World,  ]at\.  11,  1^90,  p.  14. 

.     Corrosion  .-tround  Stay   Bolts.     Illustrated   article   showing   corroded   stay 

^  bolts  and  plates  around  stay  bolt  holes.  7»<' /.m>;w//rr,  January,  i8qo.  Vol.X., 
p.  I. 

— .  Forced  Draught  in  Boilers.  A  paper  by  H.  Williams,  Chief  Inspector  ot  Ma- 
chinery, R.N.  Reprinted  from  .Vaval  a?,d  Military  Mag.  Mech.  World,  July 
26,  1850,  (•/  seg. 

.    Marine  Boilers.    A  lecture  delivered  recently  in  both   Brooklyn  and   New 
York  by  Mr.  J.  W.  Walters.    Poioer,  December,  i88g,  p.  15. 

.     /Vormal  Indicated  Ilorsc-Po^ucr  of  .Marine  Engines  and  Boilers.     Five   tables 
■showing  the  relation  of  pressure,  heating  surface,  etc.      Mech.  World,  June   14. 

21,  l8",0,  pp.  2.'!5,  248. 
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.     On  the  Loiis^ituditiul  Riveted  Joints  0/  Steam-BoiUr  Shells.    Aa   article   by 

John  H.  Cooper,  of  Philadelphia,  Pa.,  giving  discussion  of  above  question,  form- 
ulae for  use  in  dimensioning  boiler  shells,  etc.  The  Locomotive,  July,  ihSo,  Vol. 
X.,  p.  ici. 

.    Pumps  for  Roller  Feeding.     Illustrated  article  in  The  F.oecmoii7ie,^i:'^X..,  \%%<^. 

Vol.  X.,  p.  I2Q. 

.    Ptiri/ying-Fced  Water  for  Steam  Boilers.  An  article  of  some  value  describing 

and  illustrating  three  different  devices.    Am.  Engr.,  April  9,  'bgo,  p.  1155. 

-■     Setti/ig  Boilers  over  a  Single  Furnace.     Illustrated  description  of  a  method 

of  suspending  two  or  more  boilers  over  a  single  setting  orfurnace.  The  Locomo- 
tive, April,  18  '9.  Vol.  X.,  p.  40. 

.  Small  Vertical  Boilers.  An  article  giving  many  practical  hints  concern- 
ing the  proper  designing  of  small  vertical  boilers,  from  .-7w.  .i/<7r^/w?j/.  Am. 
Engr.,  April  g,  1890,  p.  156. 

— .    Sotnc  Land  Boiler  Defects  and  ho7v  Prevented.     A  paper  of  some  practical 

value,  by  Geo.  Walker,  read  before  the  Aberdeen  Mech.  Soc  Mech  H'orld.Oct- 
4,  18:^0,  p.  13S,  et  scq.     Reprinted  in  Ain.  Engr.,  Nov.  S,  1890,  pp.  204-5,  ^^  ^^1- 

.     Steam  Boiler  Experiinents.      By  Bryan   Donkin,  Jr.,  and   Prof.  Kennedy,  F. 

R.  S.  These  papers  recoid  the  results  ot  an  extended  series  of  comparative 
experiments  upon  some  of  the  chief  types  of  boilers  in  general  use  in  England. 
LON.  Eiig. ,  July  4,  1890,  et  scg . 

.    Steel  Rivets  for  Boilers.    A  short  paper  by  Oliver  Bros,  and   Phillips.    An 

appendix  gives  the  U.  S.  Government  requirements  and  a  table  of  shearing 
tests.    R'y  Rro. ,  June  16,  1890,  p.  \-\-\.    Eng.  &=  Min.  Jour,,  July  19,  ifgo,  p.  71. 

.     The  Temperature  of  the  Fire  Surface  of  Boilers.     Summary  of  a  recent  paper 

'\\\  Annalns  du  Conscrvatoir  des  Arts  et  Metiers.      By  M.    Hersch,  in  R.  R.   Gaz. 

Dec.  13,  1889,  Vol.  XXI.,  p.  825. 
.     Tubulous  Boilers.    A  valuable  paper  read  by  Asst.  Engr.  S.  H.Leonard, 

U.  S.  A.,  before  Am.  Soc,  of  Naval  Engrs.      Reprinted  from   the  Journal  of 

the  Society.     Tables  and  illustrations  R.  R.  &-■  Eng.  Journal.,  July,  189?,  et seq., 

pp.  319-21. 
.     Water-Tube  Steam  Boilers  for  Marine  Engines.      A  paper  by    John   Isaac 

Thornycroft,  read  before  the  Inst  ,of  C.E.  19th  Nov.,  1889.    Three  folding  plates. 

ProcInsi.C.E.,  Vol.  XCIX,  paper  No.  2404,  pp.  41-56:  appendix  with  tables,  pp. 

57-70:  discussion  of  the  paper,  pp.  71-121;  correspondence,  including  tables,  pp. 

121-4S. 

.    See  Forced  Draught,  Hoisting  Plant,  Locomotive  Boilers. 

Brake.    Electro-Magnetic  Railroad  Brake.     Account  of  some  tests  of  a  new  form  of 

electric  railw-ay  brake  recently  made  in   England.    Electrical  Reviezv,Y>^c.v), 

1^89,  p.  715- 
Brake  Beams.    Mariner  cf  Flanging.     Discussion  at  a  meeting   of  the   N.  W.  R.R. 

Club.    Ry.  Rev.,Q>c\..  i\,\'iq^,-Q.z<^.    Editorial  z^/^. ,  p.  6  6. 
.     Trussed,  The  Strength,  Stiffness  and  Resistance  of .    By  Prof.  J.  B.  Johnson. 

Formulas,  and  table  of  the  result  ol  tests.    R.  R.  Gaz.,  May  30,  18,0,  pp.  373-4- 

The  table  of  tests  is  also  given  in  Mast. Meek.,  June,  i^'qo,  p.  04.      Ry.  Rev.,  May 

31,  1890,  p.  3>o. 
Brake  Shoe  Tests.    Circular  issued  by  the  committee  appointed  by  the  Master  Car 

Builders'.  Association  and  illustrative  of  methods  used  in  making  friction  tests. 

R.  R .  Gaz.,  Jan.  24,  1890,  p.  55;    Ry.  Rev.,  Jan.  25,  1890,  p.  46, 
.      Editorial  review  of  the  proposed  brake  shoe  tests    by  the   Master  Car 

Builders'  Ass'n.,  with  some  data  derived  irom  tests  already  made.    Eng.  News, 

May  17,  18,0,  Vol.  XXIII.,  p.  470. 
Brake  Shoes.     The  Best  Metal  for  Brake  Shoes.    A  paper  before   Western   Railway 

Club,  by  Mr.E.C.Case,  with  an  extended  discussion  by  other  members.    Master 

■Mechanic,  December,  i'^.''9.  Vol  I\''.,  p.  217, 
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.    Sec  Metals, /or  Brake  Shoes;  Car  wheels. 

Brake  Trials  c/ZAr  Westinghoiise  Quick-Acting  Brakes  applied  to  Frei?-ht  Trains  cm 
the  Belgian  State  Railways.  Diagrams  of  speed,  cylinder  pressure  and  valve 
operation.  //-<?«,  Oct.  31.  1S90,  pp,  379-82.  Lon.  j^'^i'. ,  Oct.  17.  pp.  460-62.  Ry . 
Rev.,  Nov.  15,  1890,  pp.  682-4. 

Brakes.  The  Thermo- Dynamics  of  the  Automatic  Vacuum  Brake  A  paper  by  Leon- 
ard Archbutt,  F.  C.  S.,  and  R.  M.  Deeley,  M  I.  M.  E.  Illustrated  Lon.  En- 
gineer, June  27,  1890,  cf  seg.,  pp.  509-11,  21-2. 

.   for  Freight  Trai?is.    The  efficiency  record  of  the  Westinghouse  lest  train  is 

given  in  tabular  form.    Eng.  News,  July  12,  1890.  p,  30. 

.    Recent  Improvements  in.     A  paper  by  H.  H.  Westinghouse,  read  befoie  the 

Am.  Ry.  Sup.  Asso.,  Oct.,  i8.;o.  R.  R.  Gaz.,  Oct.  10.  1890,  pp.  699-700.  Ry.  Rev., 
Oct.  II,  18)0,  pp  607-9.    Ry.  Age,  Oct,  11,  1890,  pp.  716-18. 

.    Some  Unconsidered  Elements  in  the  Actio7t  of  Brakes.    Analysis  of  the  forces 

acting,  and  effect  of  different  methods  of  suspending  the  beam.  By  R.  A. 
Parke.    R.  R.  Gaz.,  Oct.  24,  1890,  pp.  730-1. 

.    See  KsAtohAs,  Proceedings  Master  Carbuilders;     Railroad  accidents. 


Breakwater  and  Quay  Wall.    West  of  India  Portuguese  Railway  and  Harbor  Works. 

Illustrated  description  of  method  of  constructing  breakwater  and  quay  wall  and 

facing  same  with  concrete  blocks  of  large  size.    Indian  Engineering,  Dec.  7,  1889, 

p.  452. 
Brick  Pavements.     Specifications  for  Nebraska  City,   Neb.     Copy  of  specifications 

as  drawn  up  by  Mr.  A.  F.  Nims,  City  Engineer  of  Nebraska  City.    Eng.  News, 

March  29,  i8;o,  Vol.  XXIII.,  p,  293. 
.    Specifications  for  Fire-Clay  Brick  Pavements.     A  copy  of  specifications  as 

written  and  used  at  Cleveland,  O.,  by  Mr.  John  L.  Culley,  C.    E.    Eng.   News, 

March  S,  1890,  Vol.  XXIII.,  p.  219. 

.    By  Wm.  Kent.    E.  &>  M.  Jour.,  June  21,  iSgo,  p.  702. 

.    See  Pavements. 

Brickmaking  Machinery.    A  paper  by  M.  Powis  Bale,    M.   Inst.,   C.  E.,   giving  an 

account  of  machinery  and  methods  used  in  brick  manufacture.     Sci   Am.  Sup., 

Feb.  8,  1890,  p.  11,759. 
Bricks.    Paving  Brick.   Experiments  on.  A  paper  by -J.  F.  Fisher  giving  the  results 

of  laboratory  experiments.     Selected  Papers,    C.  E.   Club,    Univ.  of  III.,  iZS<)-<)0, 

pp.  46-52. 

Bricks.    Tabulated  results  of  tests  of  several  kinds  of  brick.     Eng.    News,   June  21, 

1890,  p.  584. 
Bridge.    Avon,  Design  and  Coustruction  of,     Bv  R.  F.  Uniacke.     One  folding  plate. 

Trans.  Can.  Soc.  C.  E.    Vol.  III.,  Pt.  II.,  1890,  pp.  272-280.    Discussion  on   ditto, 

pp.  i8i-6. 

.    Battersea  Cast  Iron  Bridge.    This  work,  designed  by  Sir  Joseph  Bazalgette, 

M.  I.  C.  E.,  is  briefly  described;  a  double-page  supplement  shows  the  elevation 
plan  and  some  details.    Lon.  .£'wi>-i»trr,  July  25,  i8go,  p.  65. 

.  Belaja  Bridge,  Samara-Ufa Railxvay,  Russia.  Double  plate,  .showing  de- 
tails of  the  truss,  and  other  illustrations  oi  this  interesting  work.  Lon.  Eng., 
July  II,  i8;o,  pp.  40-1.  Description  and  additional  illustrations  ibid.  July  25,  pp. 
90-1.  S5.  9*^-     Brief  notice  in  Ry.  Rm.,  Aug.  9,  1890,  p.  463. 

.  Boy Iston  Street  Bridge,  Boston,  Mass.  Illustrated  description  of  the  inter- 
esting skew  bridge,  with  photo  engravings  showing  process  ol  erection.  Rep. 
City  Engifieer  of  Boston,  Mass.,  1888,  p.  19. 

•  Cairo,  'The  Substructure  of  the.  A  valuable  paper  by  Mr.  Edward  H.Con- 
nor. Thirteen  tables  of  quantities  and  tests.  Six  plates.  The  paper  con- 
cludes with  the  specifications.    Jour.  Assn.  Eng.  Soc,  June,  1890,  pp.  2 ,0-323. 

.     Chittravati  Bridge,  Madras  Ry.    .^n  article  by  Edward  W.  Stoney.  descrih- 
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ing  briefly  the  construction  of  this  bridge  and  giving  in  detail  an  exhibit  of  re- 
sults of  final  test  of  same,  including  a  plate  of  deflection  diagrams.  Indian  En- 
S^neeriti£r,  April  5,  i8go,  p.  276. 

— .  Cincinnati  atrd  CovinfftoK  Elevated  Railway.  Trans/ er  and  Bridg-e  Company, 
River  Spans  of.  Description,  specifications  and  tables  of  tests.  8  folding  plates. 
Paper  by  Wm.  H.  Burr.  Trans.  Am.  Soc.  C.  E.,  Vol.  XXIII.,  i8qo.  Paper  No. 
446,  pp.  47-94- 

— .  Coteau.  An  illustrated  description  of  the  process  used  in  sinking  the  foun- 
dations of  this  Canadian  bridge  over  the  St.  Lawrence-  Open  caissons  filled 
with  concrete  were  used.    Et/s^.  News,  April  12,  1890,  Vol.  XXIII. ,  p.  338, 

— .  Dalmarnock  Bridg-e-  Fully  illustrated  description  of  this  nearly  complete 
plate  girder  bridge  at  Glasgow.  Details  of  piers,  air  locks,  etc.,  are  given.  En- 
gineering, March  2S,  I8go,  p.  385. 

— .  Deflection  of  Framed  St7-uctures  and  Distribution  0/  Stresses  over  Redundant 
Members.    By  Prof .   J- B.  Johnson,    your.  Assn.  Eng.  Soc,  May,  iSqi,  pp.  242- 

253- 

— .  Erecting  the  St.  Paul  High  Bridge.  An  interesting  illustrated  description  of 
the  traveler  used  in  erecting  this  high  bridge.  Eng.  5^'  Build.  Rec .,  Dec  21,  i8?q, 
p  38.    En^.  <3-  Build.  Rcc,  Dec.  28,  i88q,  p.  58. 

— .  Erection  of  the  Hooghley  Jubilee  Bridge,  India.  Condensed  from  a  paper 
by  Sir  Bradford  Leslie,  in  Proc.  Inst.  C.  E.  Piers,  caissons,  abutments  and  via- 
duct. E7ig.  &  Build.  A'.ff.,  Oct.  4,  1897,  pp.  277-8.  Superstructure //^/V/ ,  Oct.  25, 
pp.  328-9. 

— .  Evolution  of  the  Modern  Bridge.  A  popular  article  by  Prof.  Charles  D. 
Jameson,  giving  the  various  steps  in  the  development  of  modern  bridges  of  var- 
ious types.  Illustrated  by  several  diagrams.  Popular  Science  Alonlhly ,Yeh. 
1890,  pp    461-4S1. 

— .  Floating  the  Ohio  Connecting  Railway  Channel-Si>an.  An  ai  tide  giving  de- 
tails of  this  engineering  feat-  Inset  plate.  Eng.  &=  Build.  Rec,  Sept.  13,1850, 
pp.  2:6-30.  R.  R.  Gaz.,  h.ViZ.22,  i8go,  pp.  579-586,  Sept.  12,  iSgo,  p.  631.  Eng. 
Neivs,  Sept.  20,27,  1890,  pp.  2.-3-276. 

— .  Forth  Bridge.  A  paper  by  W.  Westhofen  of  great  value  and  interest,  fully 
illustrated  and  describing  this  great  bridge  in  a  reasonably  complete  and  satis- 
factory manner,     fond.  Engineering,  Feb.  2S,  i8go,  pp.  231-283. 

— .  Forth  Bridge.  The  final  inspection  report  on  the  Forth  bridge  by  C.  S. 
Hutchinson  and  F.  A.  Marindin,  of  the  Royal  Engineers.  Ertg.  IVen's,  March 
29,  i8qo,  Vol.  XXIII.,  p.  305. 

— .  Forth.  Floor  system  of  the  Forth  Bridge.  Illustration  and  detail  descrip- 
tion of  manner  of  laying  rails,  etc.  Rails  are  laid  in  a  trough.  Ry.  /?<•?'.,  March, 
li^go,  Vol.  XXX..  p.  151. 

.  E''orth,  Observations  on  the.  A  paper  read  by  Dr.  Charles  E.  Emeiy.  Eleva- 
tion and  sections.  Tables  of  temperature  and  diagrams  showing  temperature 
movements.     Trans.  A.  S.  C.  E.,  Vol.  XXII.,  June,  1890,  pp.  409-24. 

— .    Forth,  Wind  Pressure  071.    See  Wind  Pressure. 

.    Freight  Transfer  Bridge  recently  built  at  Hersimus   Cove,  Jersey  City,  for 

the  Pennsylvania  railroad.  Ingenious  devices  for  raising  and  lowering  the  end 
of  the  transfer  bridge  are  shown.  Illustrated  by  two  insert  plates.  F.ng.  News, 
Jan.  18,  i8go.  Vol.  XXIII.,  p.  67. 

.    IJawkesbury  Bridge.  Nezu  South  Wales .     A  short  paper  by  Chas.  O.  Burge. 

2  folding  plates.    Proc  Inst.  C  E.,  Vol.  CI.,  iSqo,  paper  No.  2121,  pp.  2-12. 

.    Kentucky  River  or  Tyrone  Cantilever  Bridge,  on  the  Le.xington  extension  of 

Louisville  Southern  Ry.,  built  by  Union  Bridge  Co.  A  general  description  is 
given  with  several  illustrations,  including  details  of  adjusting  machinery,  and  an 
inset  plate  giving  complete  strain  sheets  and  detail  drawings  of  structure,  in- 
cluding method  of  anchoring  shore  arm  of  cantilevers.  F.ng.  Nf!t<s,  April  5,  i8go. 
Vol.  XXIII. ,  p.  319. 
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.    Memphis  Bridg-e.    Abstract  of  specifications  for  superstructure,  progress, 

profile  of  pier  sinking  for  Feb.  7,  1890,  and  other  information.  A'.  R.  Gaz.,  Feb. 
21,  1890,  pp.  122-128. 

.  jl/errc/ww/j' j^r/Vi't' across  tlie  Mississippi  river  at  St.  Louis,  Mo.  An  illus- 
trated description  of  this  bridge,  including  approaches  and  proposed  terminals. 
F.nff.  News,  Dec.  21,  ihSg,  Vol.  XXII.,  p.  578. 

.    Needles  Bridge.    An  account  of  this  biidge  now  under  construction  across 

the  Colorado  River,  including  outline  profile  details  of  caissons  and  inset 
sheet  of  photo-reproduction.    A'.  R.  Gaz.,  April  25,  i8qo.  Vol.  XXII.,  p.  278. 

.  New  Lag-an  Cast  Iron  Bridge,  Belfast.  Illustrated  description  of  this  hand- 
some arch  bridge.    Lon.  Engineer,  Aug  27.  and  29,  1890. 

.  The  Proposed  Bridge  at  Nnu  Orleans.  Description  with  map  showing  loca- 
tion.    A'.  R.  Gaz.,  July  11,  i8go,  pp.  489-go. 

.    New  Orleans  Bridge  Projects.    A  review  of  the  project  proposed   by  Mr.   T. 

C.  Clarke,  for  a  high  level  bridge  over  the  Mississippi  River  at  New  Orleans.  R. 
R.  Gaz.,  May  16,  1890,  p.  336. 

,     0/ the  Ohio  Connecting R.   R.  at  Pittsburgh.     Double  inset  with  description. 

The  method  of  erection  proposed  by  C.  E.  Strobe),  C.  E.,is  also  described.  A'. 
R,  Gaz.,  June  20,  1890,  pp.  430-1. 

.    Project  for  a   Combined  Railway  and  Highway   Steel  Bt  idge  over  the  ship 

canal,  Duluth,  Minn.  By  Alfred  P.  Boiler.  C.  E.  An.  Report  of  the  Board  of 
Public    Works,  Duluth,  for  the  year  ending  Feb.  28,  iS^o,  pp.  97-104. 

.  Red  Rock,  Cantilever,  Col.  A  description  of  the  foundations  and  super- 
structure of  the  largest  cantilever  bridge  in  the  U.  S.  A  valuable  folding  inset 
shows  thedetails.    P'rg.  Navs,  Sept  27 and  Oct.  i,  1S90,  pp.  271,  303-5. 

.     Skew  Bridge  on  the  Illinois  Central  Raihvay .     Description  and  illustrations 

of  askew  span  crossing  an  82-foot  canal  at  an  angle  of  22°  20'  four  tracks;  two 
independent  spans  of  two  tracks  each.     Ry.  Rev.,  Jan.  18,  1890,  p.  32. 

.     St.  Mary's  Falls   Canal  Bridge  and  Dam.    An  illustrated  description    of 

this  draw  span,  with  attached  movable  dam.  Includes  illustrations  of  principal 
details  and  complete  strain  sheet.  Fng.  &=  Build.  Rcc.,  March  22,  iSqo,  Vol. 
21,  p.  246. 

.     .  /  Temporary  Bridge  Support.      A  paper  read  by  Mr.  j  .  Becker  before  the 

Eng.  Soc.  of  Western  Penn.,  May  25,  i8qo.  The  Jiaper  describes  the  renewal  of 
he  Ohio  River  bridge  at  Steubenville.  Discussion,  /-"rcv.  of  the  Soc.  Reprinted 
with  illustrations  in  Eng.  A'eivs,  July  12,  :Sqo,  p.  32. 

.     Thames,  New  Railway  Bridge  on  the  Thames  at  Blackfriars.     A  descriptive 

paper  by  G.  E.  W.  Cruttwell.  Folding  plate.  Proc.  hist.,  C.  E.,  Vol.  CI.  i8qo. 
Paper  No.  2401.  pp.  23-37,  Discussion  on  railway  bridges, /(^/V/,  pp.  ;8-59;  corres- 
pondence, pp,  59-72. 

.     Thames  River  Bridge.     Complete  general  description,    .\bstract   from  the 

report  of  Alfred  P.  Boiler,  Chief  Engr.  Eng.  &>  Build.  Rec.,  Oct.  11,  i^.  PP- 
295-7.  Details  of  floor  beams,  pedestals  and  piers,  ibid,  Oct,  18,  1890,  pp.  310-11. 
Drawings  of  turn-table,  rail-lifts  and  locks,  Ay.  Rez'.,  Oct.  25,  i8go,  pp.  634-5. 
Piers  and  superstructure,  id.,  Nov.  29,  i8go.  pp.  713-15.  Foundations,./?.  R. 
Gaz.,  Nov.  7,  i8qo,  pp.  763-4. 

.  The  Construction  of  the  Dufferin  Bridge  over  the  Ganges,  at  Benares  An  in- 
teresting paper  by  F.  T.  G.  Walton.  C.  I.  E.  Proc.  Inst.  C.  E..  Vol.  CI  ,  i8go. 
Paper  No.  2.98,  pp.  13-24.    Two  folding  plates. 

— .     TheNcnu  Winner  Bride  at  Kansas  City.    A  description  of  the   bridge  with 

illustrations.  A  folding  inset  shows  the  strain  diagram  and  ordering  sheet  for 
one  of  the  428ft.  trusses.    Eng  News.  July  ig,  i8go.  pp.  51-2. 

.  The  Sault  Ste.  Marie  Bridge.  View  of  this  structure  with  extract  from  a 
paper  by  G.  H.  Massy,  published  in  Proc.  Can.  Soc.  C.  E.  Eng.  News,  Oct.  18, 
i8go,  p.  334. 
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.     l\iu),r  BrUg-c,  London.     A  series  of  illustrations  of  various  ck'tails   of  this 

new  and  interesting  structure,  foundations  and  superstructure.  London  Engi- 
neer, Vol.  LXVIIL,  pp.  138,  140,  179,  202,  329,  -!36,  386,  etc.,  1889. 

.     Tcnvcr  Bridg-e  at  London.     Short   general   description  with  illustration.    A 

novelty  in  draw  bridges.     R.  R.  <5^  F.ng:  Jour.,  Oct.,  i8go. 

,      Winner  Bride  at  Kansas  City,  Mo.     Descriptive  article  with  a  very  valuable 

inset  plate  giving  the  strain  diagiani  and  ordering  sheet  as  actually  used  for 
one  of  the2S3-feet  spans  of  the  Winner  Bridge,  by  Mr.  Frank  D.  Moore,  C  E., 
the  Chief  Engineer.    Eng.  Ni-ivs,  March  15,  iSgo,  Vol.  XXIII.,  p.  249. 

.    See  Viaduct. 

Bridge  Building.  A  complete  historical  treatment  of  the  development  of  bridge 
building,  by  Joseph  M.  Wilson,  retiring  President  of  Engineers'  Club  of 
Philadelphia.  Proc.  Em;:  Ctnl'  of  P//ilad,-tp//ia,  Vol.  VII.,  No.  2,  February, 
1S89,  p.  65. 

Bridge  Calculations.  A  method  for  determining  the  ma.ximum  bending  strength 
and  shearing  stresses  in  girders  or  trusses.  Diagrams.  A  paper  by  H.  E. 
Vautelet.  Trans.  Can.  Soc.  C.  E.,  Vol.  III.,  pt.  II.,  1890,  pp  247-56.  Discussion 
on  ditto,  pp.  257-71. 

.     Aietliod  of  Calculating'  the   .Stresses  in  a  Whipple   Truss  for  a  Concentrated 

Loading.  A  valuable  paper  by  Ward  Baldwin.  The  method  is  partly  graphical 
and  partly  analytical.    Elng.  Nc-ms,  Aug.  :o,  1890,  pp.  180-1. 

.     Neiv  Graphical  Solution  of  the  Problem.      What  Position  of   Cencetitrated 

Loads  10111  cause  the  Greatest  Stress  in  any  girien  part  of  a  Truss  or  Girder.  A 
valuable  paper  by  Henry  T.  Eddy,  Ph.  D.  Folding  plate  and  2'i  figures.  Trans. 
A.  .S.  C.  /•'.,  May,  18^0,  No.  437,  pp.  259-358. 

Bridge  Designing.  Bearing  Value  of  Rivets.  A  series  of  three  graphical  diagrams 
or  tables  giving  bearing  value  of  rivets  01  pins  for  15,020  lbs.  per  sq.  in.  and 
12,000  lbs.  sq.  in.  for  diameters  from  Y^  in.  to  6-ins.  and  thickness  of  plates 
from  yi  in.toij^in.  See  article  "Safe 'Building."  . /w.  Archt .,Y&\i-  22,1890, 
p.  121. 

Bridge  Erection  at  Binghamton,  .V'.  Y.  An  account  of  the  manner  of  erectmg  a 
plate-girder  bridge  of  S5-foot  span  without  interruption  of  the  street  traffic.  Eng. 
&  Build.  Rec-,  March  8,  1890,  Vol.  XXI,  p.  213. 

Bridge  Floor  of  Buckle  Plate.  Description  ot  a  very  shallow  but  substantial  floor 
used  on  the  C.  M.  &  N.  R.  R.     Illustrated.    /I'y.  Rez:,  Aug.  30,  i°90,  pp.  508-9. 

.    Solid  Bridge  Floor,  Oriskany  Bridge,  New  York  Central  &  Hudson  R.  R.R. 

An  inset  plate  illustrating  an  excellent  example  of  the  solid  bridge  floor  system 
as  applied  to  riveted  bridge  of  66  feet  span.  Eng.  News,  Dec.  7,  18S9,  Vol. 
XXII.,  p.  :37. 

Bridge  Floors.  ICditorial  discussions  on  ^c/Zt/ y'?r/V/i>t' /''Mv.f.  R.  R.  (7i-?z.,  Oct.  31, 
1890,  p.  746. 

— .    .Short  Spans  with  floors  of  Old  Steel  Rails.     Economically   used  on   tiie  N. 

Y.  C.  &  H.  R.  R.  R.    R.  R.  Gas.,  Oct.  8,  1890,  pp.  67S-9. 

.     See  Bridge,  Ehrt/i:  Plate  Girders. 

Bridge  Guard.  Standard  Bridge  Guard  on  Savannah,  EVorida  He  Western  Ry.  Illus- 
trated description  of  a  good  form  of  re-railing  bridge  guard.  Plant  system. 
R.  R.  Gaz.,  Jan.  17,  1850,  p.  },'■• 

and  Re-railing  Device.    Plant  System.    Communication  from  Mr.  W.  B.  W. 

Howe,  C.  E.,  describing  certain  experiments  made  to  ascertain  efficiency  of 
re-railing  device.     Illus.    R.  R.  Gaz.,  ]^t\.  2,i,i%^o.     Vol.  XXII.,  p.  69. 

Bridge  Inspection.  Some  Points  on  Bridge  fnspection.  A  paper  by  Henry  Gold- 
mark,  read  before  Engineers'  Club  of  Kansas  City.  Journ .  Assn.  Eng.  Soc, 
February,  1890.    Vol.  IX.,  pp.  62-66. 

.    See  also  Bridges. 
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Bridge  Members,     See  Eye  Bars. 

Bridge  Oscillation.  Sukkur  Bridffc  Oscillation.  Some  interesting  and  somewhat 
remarkable  facts  concerning  observed  oscillation.  Ry.  Rev.,  February  22,  1890, 
p.  112. 

Bridge  Piers.  Locating'  the  Piers  0/  the  I 'an  Buren,  Ark  ,  Bridge.  St.  Louis  &  San 
Francisco  Ry.  Abstracted  from  a  paper  by  C.  D  Pardon  before  Am.Soc  C. 
E.  in  Eng. and  Build.  Rec,  Jan.  11,  1S90,  Vol.  XXI,  p.  ^6. 

.  Piers  of  the  Soidcuvrc  Viaduct,  France.  A  common  parabola  with  hori- 
zontal axis  was  taken  as  the  generating  curve  of  each  face.  An  illustrated 
description  abstracted  from  Lc  Genie  Civil.  Eng.  .'V«<),r,  J  une  28,  1890,  p.  606. 

.     Repairing  under  Water.    An  article  by  M.    Rossignol,  translated  from  !^es 

Annates  dcs  Fonts  ct  ('haiissees .     Illustrated.     R.  R.  and Entr.  Jour.,  Sept.  1890, 

pp.  3^3-95- 
.    See  also  Bridge. 

.     The  Van  Buren  Bridge  Piers.     Descriptions  and  dimensions  of  caissons, 

piers,  etc.,  with  experiments  on  cement,  mortar,  etc.  Illustrated,  l-'ng.  and 
Build.  Rec,  Feb.  8,  1890,  Vol.  XXI. ,  p.  149. 

Bridge  Supervision.    See  Highway  Bridge  Supervision. 

Bridge  Works.  JVew  Shop 0/ the  Edge  Moor  Bridge  Works.  A  complete  and  fuUy 
illustrated  description.      Eng.  and  Build.  Rec,  April  19,  i^go,  Vol.  XXI.,   p.  '?I2. 

Biidges.  .Ipplication  of  the  Principle  of  Virtual  Velocities  to  the  Determination  of 
the  Deflection  and  Stresses  0/  f^rames .  A  paper  by  Prof.  Geoige  F.  Swain,  of 
Mass.  Inst-  of  Technology,  Boston.     Jour.  Franklin   Inst.,  February,  1883,  Vol. 

CXV.,  p.   102,  ct   SCQ  . 

,  Canlila'er.    See  Cantilever  Bridges. 

— — — .  Economy  in  Bridging  Rivers.  An  article  by  Alfred  D.  Ottewell,  in  which 
he  deduces  a  formula  showing  the  number  of  spans  giving  great  fconomy  for 
any  case.    Eng.  Netus,  Dec.  14,  188-;,  Vol.  XXII.,  p.  54. 

.  Hozue  fruss  Bridges,  Oregon  Pacific  Ry.  An  article  giving  short  de- 
scription and  details  as  well  as  complete  strain  sheets  of  Howe  Truss  Bridges 
on  above  road  for  spans  of  "0  to  150  feet.  Eng.  .VVrac,  April  ;6,  1890.  Vol .  XXIII., 
p.  402. 

,  Inspection  of.    A  complete  set  of  rules  for  inspection  of  bridges,  by  Col.  H. 

S.  Haines,  General  Manager  of  Plant  system.  These  rules  present  the  method 
of  conducting  inspections  in  a  concise  manner.  R.  R.  Gaz.,  May  2,  1890,  Vol. 
XXII..  p. 3. 3. 

.    Long  Plate  Girders  and  their  Ecouomy  ■     See  Plate  Girders. 

.  Long  Span  Bridges.  A  list  of  long  span,  400  feet  or  over,  bridges  in  the  world. 

The  name,  locality,  purpose  and  number  of  spans  are  given.  R.  R.  Gaz.,  May 
2,  18-0,  Vol.  XXII.,  p.  302. 

over  the  Missouri  River .  A  diagram  giving  number  and  length  of  spans,  ele- 
vation of  lowest  point  of  superstructures,  standard  low  and  standard  high  water 
elevations,  is  given  in  Report  of  Missouri  River  Conitnissioners,  1889,  or  Appendix 
W.  W.  of  Report  of  Chief  of  Engineers,  iSfg. 

•     Pile  and  Trestle  Bridges,  Construction  of.    A  paper  read  by  A.  Amos  before 

the  N.  W.  Track  &  Bridge  Asso.  Abstract  giving  arrangement  of  details.  Ry. 
Rev.,  Oct.  4,  i8go,  p.  582. 

•     Trestle  Bridges.     Description  and  drawings  of  standard  pile  and  trestle 

bridges  of  various  railroads.  Condensed  from  W.  C.  Foster's  forthcoming  book 

on  this  subject.  A'.  R.  Gas.,  Oct.  10,  iSc;o,  p.  6g^,  efse^. 
•     Wooden  Trestle.    A  series  of  illustiated  articles  describing  existing  trestles. 

By  Wolcott  C.  Foster.  R.  R.  Gas.,  May  30,  i&qj,etse(/. 
British  Association  Adv.  Sci.      Reports  of  the  Leeds  .Meeting.     Lon.,  Eng..  Sept.  5, 

12,  ig,  1890.     Eon.  /-fee.  Rr<\,  Sept.  12,  m,  1^90,  pp.  299-316,  340-').     Iron.  Sept.  12, 

1890,  pp.  225-32. 
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Brooklyn  Bridge  Terminal  Plans.  Sketch  and  description  of  general  plan  for 
proposed  terminals.  En^r-  News,  January  ii,  1890,  p.  26;  Eng:  /Vru)s,  January 
u,  1890,  p.  37- 

Brooklyn  Bridge  Railway,  Traffic  Capacity  of.  An  exhaustive  and  valuable  paper 
discussing  this  interesting  problem  quite  completely.  Much  valuable  data  is 
given.     Illustrated.    R.  R.  Oaz.,  March  28,  1890,  Vol.  XXII.,  p.  210,  ei  seq . 

.    See  Cable,  Cable  Railroad. 

Building  Construction.     Sot>ie  Lessons  from    the  Fire.    A  paper  by  Mr.  John 
Fo.x,  at  a  meeting  of  the  Boston  Society  of  Architects,  containing  a  good  dis- 
cussion of  the  contributmg  causes  ot  this  hre,  and  several  valuable  and  practi- 
cal suggestions  concerning  the  construction   of  large  business    houses.     Am. 
Arch.,  Dec.  14,  i88q,  p.  28r. 

.     See  Auditorium,  Dome,  Floor-Construction,  Girders. 

Building  Stone.    See  Stone. 

Buildings.  The  Anchoring'  0/  Buildings,  Present  Defects  and  How  Improved.  A 
paper  read  before  the  National  Association  of  Fire  Engineers,  Sept.  11,  i^Sg,  at 
Kansas  City,  Mo.,  by  Mr.  Henry  .\.  Goetz,  New  Albany,  Ind.  Sci.  Am.  Sup., 
Dec.  21,  1889,  p.  11,645. 

.     Construction  of  elevators  and  warehouses.    9  folding  plates,     '/.eitschri/l 

desosten.  Ing.  u.  Arch  V.  {Vienna-)     Vol.  IT,  1890,  pp.  55-62. 

.    See  Fire  Proof  Buildings. 

Cable.  Breakage  of  a  Cable  on  the  Brooklyn  Bridge.  A  short  article  including  a 
tabulated  statement  of  number  of  days  of  service,  miles  hauled,  passengers 
hauled,  tons  hauled  and  ton  miles  of  four  cables.  R.  R.  (7<zz.,  April  4,  1890, 
Vol.  XXII.,  p.  232. 

.    Experiments  on  the  Wire  Rope  of  the  Superga  Railway.    A  paper  byA.Gal- 

assini  in  //  Politecnico,  1850,  p.  4^.  Three  short  tables  giving  the  breaking 
weight  and  elongation.  Abstract  in /^rijr.  Inst.,  C.E.,  Vol.  C.,  1890,  pp.  433-4- 
Eng.  and  Build.  Ree,,  July  19,  1^9:1. 

Cable-Driving  Drums.  Wear  0/  Grooves  of  Cable-Driving  Drums.  Tables  showing 
actual  wear  under  varying  conditions  are  given.  St.  Ry.  Jour.,  March,  1890, 
Vol.  VI.,  p.  147. 

Cable  Railroad.  Belleville,  Paris.  Illustrated  description.  Abstract  from  Le  Ge- 
nie Civil.    Sci.  Am.  Sup.,  Sept.  6,  1890,  No.  766,  p.  12231. 

.    Brooklyn  Bridge.    An  interesting  article,   fully  illustrated,  founded   on  Mr. 

Leverich's  pamphlet.     St  Ry.  four.,  July,  1890,  pp.  329-32. 

Cable  Railway.  Burgcnstock  Mountain  Railway .  This  new  and  interesting  line 
is  fully  described  by  A.  Sominerguth.  The  average  grade  is  53.2111  100.  The 
line  is  operated  by  two  Thury  dynamos  worked  by  turbines.  Zeitschrift  des 
Vereines  dcutscher  Ingenieure,  1890,  p.  61.  Abstract  in  Proc.  Inst.,  C.  R  ,  Vol.  C, 
1890,  pp.  434-6. 

.     Cable  Raihvay  System  of  Los  Angeles,    Cal .     An  illustrated  description  of 

tracks,  engines  and  driving  plant  and  boilers.  Endless  rope  transmission  of 
power  is  used  in  the  driving  of  machinery  and  "Hazelton  Tripod  Boilers"  of  500 
H.  P.  are  illustrated  and  briefly  described  as  they  appear  in  actual  operation. 
St.  Ry.  Jour.,  March,  iS-^o,  Vol.  VI.,  p.  97.  Sept.,  1890,  pp.  409-11. 

.     Construction,  at  Oakland,  Cal.,  in  which  the  conduit  is  formed  entirely  of 

concrete.     St.  Ry.  four.,  Dec,  1890,  p    583-5. 

.    Detail  drawing  of  the  cable  yokes  and  connections  on  Third  Ave.  and 

Broadway,  N.  Y.  lines.    St.  Ry.  Jour.,  Nov  ,  i.^'go,  pp.  54-5,  557. 

.    "A  Fine  Cable  Driving  Plant."    A  brief  description  of  the  driving  plant  of 

the  St.  Louis  Cable  and  Western  Railway.  Illustrated.  St- Ry .  Jour.,  Feb. 
i8;o,  p.  4:,. 

.    Light  Cable  Road  Construction.    A  paper  by   Frank  Van  Vleck,  before  the 

Am.  Soc.  M.  E..  describing  the  San  Diego  single  track  road.    lUus.    Fully    ab- 
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stractedini^y.  AVj^.,  Nov.  i".,  1890,  f^pp.  6S4-6.  En£.  Nncs,  Nov.  22,  1890,  pp. 
458-61,  Nov.  29,  pp.  489-90.  St.  Ry.  Jour.,  Dec,  1890,  pp.  597-601,  623.  /ran  A^e, 
Nov.  20,  1890,  pp.  i:86-90. 

.  ■Veto  Elevated  Cal'lc  Kuikoay,7''''Sfy  ('ity  .  Brief  description  with  illustra- 
tion.   Sci.A>n.,A\ig.\b,  1893,  p.  9;. 

,     Viaduct  /or   Cable  Railway,   Los  Au£^eles,    Cal.     Details  of  a  cable  railway 

viaduct,  presenting  some  novel  and  unusual  features.  Designed  by  Samuel 
G.  Artingstall,  C.  E.,  of  Chicago.    E/i£:  A'«^j-,  Jan.  25,  1890,  Vol.  XXIII,  p.  S2. 

.    At  West  Point,  N .  Y.    Cable  railway  constructed  by  C.  W.  Hunt  &  Co.,   to 

convey  coal  from  the  wharf  to  the  military  academy,  a  distance  of  1,2:0  feet  hor- 
izontally and  130  feet  vertically.    Illus.    A7it.  M/r.,  Jan.  24,  1890,  p.  7, 

.     Windi>!£r  Plant  at  St.  Eouis.     Illus.    ^w.  £'«i^y.,  July  30,  1890. 

.     Yokes  and  Stib-nhiy.    A  valuable  illustrated  article.    The  details  are  well 

shown  and  described.    St.  Ry.  Jour.,  July,  1893,  pp.  346-52,  ct  scij. 

Cable  Railway  Tunnel.    See  Tunnel. 

Cable  Railways.  Melbonrne,  Australia.  Description  with  map.  St.  Ry.JoKr.,  Feb., 
J890,  p.  60. 

.     jSlorth  and  West  Ckicaffo  .St.  Ry .  Co's.  Cable  Lines.    An  account  of  the  ex. 

tensive  Chicago  system  of  cable  railways,  showing  location,  tunnel  sections, 
variation  of  H.  P.  exerted,  etc.    St.  Ry.  your., May,  1893,  p.  213. 

.    Various  forms  of  grips  are  fully  described  and   illustrated.    An   interesting 

paper  by  C.  B.  Fairchild.    St.  Ry .  Jour.,  Aug.,  iS'90,  pp.  367-74. 

.    See  Trams. 

Cable  Traction.  Efficiency  Diagram.  A  diagram  and  explanation  by  Mr.  Frank 
Allen,  made  for  Metropolitan  Street  Ry.  Co.,  of  Kansas  City,  Mo.  En^-.  /Vews, 
May  3,  i8go,  Vol.  XXIII.,  p.  416. 

Cables  and  Driving. l/acliinery .    An  excellent  paper  by  C.  B.  Faiichild.  Fully  illus- 
trated,   St.  Ry.  your.,  Sept.,  i8qo,  pp.  423-33. 
■     Tests  0/  Wire  Ropes.  A  valuable  paper  by  A.  S.  Biggart.  Proc.  Inst.  C.  E., 

Vol.  CI.,  i^gi.    Paper  No.  2447,  pp.  231-41;  appendix  containing  8  tables,  pp. 

242-8.    En^".  N'ews,  Jan.  17,  ih'go,  pp.  50-52. 
Cable  Tramways  /;/  Edinburgh.     Description  by  Mr.  W.  N.  Colam,  who  designed 

the  details.    Fully  illustrated.     Lon.  Eng-inecr,  Aug.  8,  1890,  pp.  112,  116. 
Caissons,  Strains  in.    See  Dams. 
Calculating  Machines.    A  brief  description  of  the  remarkable  machine  invented  by 

Leon  BoUee.    Illustrated.    Mfr.  and  Build.,  July,  1850,  p.  156. 
Calorimeter,  Steam.    A  paper  by  G.  H.  Barrus,  read  at  the   meeting  of  the  A. 

S.  M.  E.    Illustrated.      Eng:  News.  May  31,  iSqo,  pp.  520-2.     Trans.  A.  S.  M.  E. 

Vol.  XI.,  1890,  pp.  790-8-8.    Abstract  in  Mechanics,  June,  1S90 

.    See  Gas  Calorimeter,  Locomotives. 

Calorimeters/(7;-  Testing-  Euels  on  a  Small  Scale,  with  Notes  on  E^uel  Testifig  Stations. 
...    By  Bryan  Donkin  and  John  Holliday.    Proc.  Inst.  C.  E.,  Vol.  CII,  1890.    Paper 

No.  24f.6,  pp.  292-304. 

Canal.  Accident  to  the  Sault  Ste  Marie  Canal  Lock.  A  short  descriptive  article  con- 
taining statistics.  Details  of  the  lock  illustrated.  E.  and  M.  your .,  Aug.  2fi, 
i8qo,  pp.  241-2.  For  a  brief  description  of  the  canal  see  Sci.  Am  Sttp.,  Sept.  6, 
ib'90.  No.  766,  p.  12231. 

-.    American  Isthmian  Routes.    A  lecture  by  Daniel  Ammen,  Rear-Admiral  U  . 

S.  N.  Historical  review  and  comparison,  showing  superior  practicability  of  the 
Nicaragua  Route,    your.  Frank.  Inst.,  December.  1889. 

.  The  Birmingham  and  Liverpool  Ship  Canal.  Brief  description ,  map  and  pro  ■ 
file  of  this  projected  work.  Lon.  Engineer,  Sept.  :6,  i8)o,  pp.  247-8,  Eng.  News, 
Oct.  25,  1890,  p.  370.  Eng.  and  Build.  Rec,  Oct.  18,  1890,  p.  310.  Iron.  Sept.  iq, 
1S90,  p.  251. 
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.    Cornwall  Catial.    By  S.  Keefer.    A  history  of  the  work  from   18:3.     Three 

folding  plates.     Trans.  Can.  Soc.  C.  R.,  Vol.  III.,  Pt.  II.,  iSgo,  pp.  297-313. 

.    See  Drainage  Canal. 

.  Head  Gates  and  Boom  0/ .V/uin  Canal,  Dolores,  Col.  Description,  with  com- 
plete details  ot  head  gate  and  boom  of  the  main  canal  of  the  Colorado  Water 
Supply  Co.  W.  H.  Wells,  Chief  Engineer,  j^^jr.  A'i^cJ,  January  4,  1S90,  Vol. 
XXIII.,  p.  7. 

Interoceanic  Communication  by  way  of  the  American   Isthmus.     A  series  of 

papers  by  Lieut.  H.  H.  Barroll,  U.  S.  N.,  giving  full  account  of  work  done  and 
various  routes  proposed.  lUus.  j'?.  R.  and  Ens'.  Jour.,  April,  May,  June,  July, 
August,  i8;o. 

.    Manchester  Ship  Canal .     A  description  of  the  locks,  gate   sluices,  bridges, 

viaducts  and  other  works  connected  with  the  canal.  Lon.  £«^.,^ay  31  and 
June  6,  1890. 

.    Manchester  Skip  Canal.    A  general  account  of  the  canal  as  a  whole.    Map 

and  profile.  \^on.  Engine er,']\\\-f  \\,\%iyi,  ct seq .  See  also  Sci.  .-Im.  Sup.,  No. 
763,  Aug.  16,  i8go,  p.  12187. 

.    N icaragua  Canal.    Across  Nicaragua  with  transit  and  machete.     By  R.  E. 

Peary.  An  address  delivered  before  the  National  Geographical  Society,  Wash- 
ington    Sci.  Am.  Sup.,  Jan.  11,  i8go,  p.  ii,6go. 

.  Nicarag'ua  Canal.  Pamphlet  describing  work,  project,  etc.,  and  giv- 
ing plates  showing  location  and  general  character  of  work.  The  Maritime 
Ship  Canal  of  Nicarag'ua.  Pamphlet  issued  by  Canal  Company,  4^  Wall 
street,  N.  Y. 

.    A  historical  paper  on  the  Nicaragua  canal,  by  Rear-Admiral  Daniel  Ammen 

Lippincott' s  Maff.,  Sept.,  1890,  No.  273,  pp.  349-59- 

,  Nicarag'ua  Inter-oceanic.    A  paper  by   Lieut.  Henry   H.   Barroll,    U.  S.  N. 

Table  of  estimates,  etc.    Maps  and  profile.    R.  R.  and  Eng:  your.,  August,  1890, 

PP-  3:1-5- 
.    Proposed  Niagara  Canal.     Sketch  showing  location  of  proposed  canal  with 

sections,  profiles,  etc.,  and  description  of  proposed  works.    Eng.  News,  May  10, 

i8qo.  Vol.  XXIII.,  p.  434. 
.    Panama  Canal.    By  Lieut.  Henry  H.  Barroll,  U.  S.  N.   Tables  of  estimates. 

R .  R.  &=  Eng.  your.,  July,  i8go,  pp.  298-300. 
.     J  he  newly  completed  Mussel  Shoals  Canal .     Brief  descriotion  with  illus.   map 

and  profile  of  this  important  improvement  on  the  Tennessee  River.  Harper  s 
Weekly,  Oct.  18,  1890,  pp.  813-14.    Eng.  &=  Build.  Rec,  Nov.  22,  1^90,  p.  400. 

Canals.  European  Itiland  Navigatitn.  Extensive  extract  from  a  report  by  Lieut.- 
Col.  William  E.  Merrill.  Eng.  and  Build.  Rec,  Nov.  22,  1891,  p.  392.  Tables  of 
canals  and  canalized  rivers  of  the  U.  S.    ibid.,  Nov.  29,  p.  411. 

in  New  York  State.     Report  of  State   Engineer  John  Bogart,  Albany,  1889. 

Cloth,  pp.  255.  The  description  of  the  present  condition  ot  the  Erie  canal  and 
its  improvements  is  quite  full.    Tables  and  plates. 

.     International  Canal  Congress  at  Manchester,  July  28th  to  August   i,   1891. 

Report  of  proceedings  of  Section  A,  dealing  with  inland  canals.  Illus.  Lon. 
Eng.,  August  8  and  15,  i8qo,  pp.  166,  181-4.  Brief  abstract  in  Etig.  News,  Aug.  30, 
1890,  p.  188. 

— -^.  Large  Irrigation  Canals.  Condensed  from  a  paper  read  before  the  Den- 
ver Soc.  of  C.  E.,  by  G.  G.  Anderson,  C.  E.  R.  R.  and Eng^  your.,  July,  1890, 
pp.  307-9- 

.    Report  of  the  Conventicm  of  the  International  Congress  on  Inland  Navigation. 

Illustrated.  Lon.  Eng.,  August  15,  22,  29,  et  seg .,  1S90.  Brief  abstracts  of  the 
papers  in  Eng .  News,  Sept.  6,  1890,  p.  210.  A  paper  giving  brief  abstracts  of 
the  proceedings  of  previous  congresses  is  in  Proc.  Inst.  C.  E.,  Vol.  CI,  1S90, 
PP    341-9- 
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Ship  Canals  in  i88<).    A  paper  by  R.  E.  Peary,  M.  Am.  Soc.  C.  E.,  reprinted 

from  Trans.  Am.  Soc.  C.  E.,  in  Sci.  .4m.  Sup-,  Feb.  i,  iSgo,  p.  11,736,  et  seq. 

Cantilever  Bridges.  A  paper  by  C.  F.  Findlay,  M.  A.,  A.  M.  Inst.,  C.  E.  This 
paper  gives  when  taken  with  discussion  thereon,  a  valuable  treatment  of  canti- 
lever bridges.     Trans.  Can.  Soc.  C.  P..,  Vol.  III.,  pp.  54-no,  1889. 

Car.  Freis^ht  Car  for  60,000  Pounds,  Union  Pacific  Railway.  Description,  prin- 
cipal dimensions,  details  ot  truck,  etc.  Ry.  R €-<■-,  April  12th,  i8go,  Vol.  XXX., 
p.  204. 

for  Street  Railroads.    See  Street  Railroads. 

.    Michigan  Central  Standard  Car  aud  Truck— bo.ooo  lbs .  capacity.    Description 

with  drawings.     Ry.  Rev.,  Oct.  11,  1890,  pp.  598-600. 

.  Neiv  Standard 50,000  lbs.  Freight  Car,  for  Chicago  &  Northwestern  Ry.  De- 
scription,"complete  details  and  weights  of  parts  are  given.  R.  R.  Gaz.,  Jan.  10, 
1^90,  Vol   XXII.,  p.  19. 

.     Schoen  Pressed  Steel  Car.    Description  and  details  of  this  somewhat  novel 

car.    R.  R.  Gaz.,  May  23,  1890,  p.  352. 

.    Side  Dump  Car.     Eighty  thousand  pounds  capacity.    New  York,  Lake  Erie 

and  Western  R.  R.  A  complete  description  of  this  novel  and  convenient  form 
of  side  dump  car,  with  inset  drawings  in  detail  ol  same.  Eng.  News,  April  19, 
1890,  Vol.  XXIII.,  p.  269. 

.    Standatd Dump  Car.    Boston  and  Albany  Railroad.     Plan,  elevation,  end 

elevation  and  section  giving  dimensions  and  details.  R .  R.  Gaz.,  March  7, 
i8.;)o,  Vol.  XXII.,  p.  157;  Ry-  Rev.,  March  8,  i8.,o,  p.  135. 

.     The  Harvey  Steel  Car.    Description  with  drawings  of  this  new  car,  built  for 

the  C.  B.  &  Q.  R.  R.    Ry.  Rev.,  Nov.  i,  1890,  pp.  650-1,  Dec.  13,  p.  747. 

Twin  Hopper  Gondola  Car.    Description  of  this  standard  coal  car,  having  a 


capacity  of  50,000  lbs.  Abstract  of  the  specifications.  Illus.  Ry.  Rev.,  Aug.  9, 
1890,  p.  460. 

Car  Buffer.  Westinffhouse  Friction  Buffer.  Elevation  plan  and  section,  with  de- 
scription of  the  latest  form  of  Wesiinghouse  Friction  Buffer.  Ry.  Rev.,  Feb.  15, 
1890,  p.  88;  Ry.  Mast.  Mech.,  Marcli,  1890,  p.  42. 

Car  Builders  Assn.  Proceedings.    .See  Railroads. 

Car  Couplers.  Life  of  the  Janney  Coupler.  Tables  showing  in  detail  the  breakage 
of  couplers  for  over  twelve  months.  Taken  from  , the  records  of  the  Manufac- 
turers.   Editorial  discussion.    A'.  R.  Gaz.,  Nov.  7,  it'gD,  pp.  764-5,  77o-i. 

.    Couplers  for  Freight  Cars  on  the  C.  B.  and  Q.  R.  R.     Tables  of  fractures 

and  photographic  record  of  broken  couplers.  R.  R-  Gaz-,]\\ne  6,  1890,  pp.  394-6. 
400.    The  same  paper  without  illustrations,  Ry.  j'?^'.,  June  7.  1890,  p.  322. 

.     Tests  of  the  Chicago  Vertical  Plane  Coupler.     Both  malleable  iron  and  cast 

steel  couplers  tested.    R.  R.  Gaz.,  Oct.  3,  1890,  p.  675. 

•     The  M.  C.  B.  Coupler  at  Interchange  Poi.its.     Illustrated.     R.  R.  Gaz.,  July 

2^,  i8c,o,  et  seg. 

.     The  M.   C.  B.  Coupler  on  (,'urves.     Diagrams  and  tables  showing  relative 

positions  of  couplers  connecting  cars  of  different  lengths,  when  on  curves. 
Editorial  discussion.    R.  R.  Gaz  ,  Oct.  3,  1890,  pp.  678,  684. 

.  The  Service  Record  of  M.  C.  B.  Standard  J anney  F'r eight  Couplers.  A  com- 
plete and  valuable  report  on  the  durability  and  record  of  many  couplers  in 
actual  service.  A  number  of  illustrations  showing  manner  of  failure  are  given. 
Eng.  News,  Feb.  15,  1890,  Vol.  XXIII.,  p.  14b.    Ry.  Rev.,  Feb.  15,  1S90,  p.  90. 

Car  Heating.     See  Heating,  Electric  Car  Heatei. 

Car  Journals.  English  Car  Journal  Lubricants  and  Methods  of  Testing.  An  article 
giving  English  practice.  By  an  engineer  of  tests  on  .in  English  railway.  R.  R. 
Gaz.,  Feb.  I4,  i8;o,  Vol. XXII .,  p.  103,  t 

.    See  Journals, 
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Car  Lubrication.    A  paper  by  W .  E.  Hall  before  Engineers'  Club,  Phila.,  Nov. 

1886.    Proc.  Etiff.  Club  of  Phila.,  Dec.  1886,  Vol.  VI.,  pp  37-42. 
Q.a^r%\^rX^rf Of  Grades.    Flood's.     lUus.    Elec.  En£:,Oci.  2(),  \%c)Ci. 

Car  Trucks,  Swings  Beam  Trucks.  Discussion  at  the  Oct.  meeting  of  the  Western 
Railway  Club,  Ry.  Rev.,  Nov.  8,  i8;o,  pp.  664-5.  Abstract  in  E?iff.  News,  Nov.  8, 
1S90,  p.  419-  Ry-  Rev.,  Nov.  15,  i8qo,  pp.  681-2.  R,  R.  Gaz,,  Nov.  14,  1890,  pp.  781-2. 

.    S-wing--Motion  and  Riff  id  Trucks.    Discussion  at  November  meeting  of  New 

Eng.  R.  R.  Club.    R.  R.  Gaz.,  November  21,  i8qo,  pp.  802-3.    ^y-  Rev.,  Nov.  22, 

1890,  p.  696. 
Car  Wheels.  A  lecture  by  Rob.  W.  Hunt  at  Cornell  University.   This  is  a  valuable 

and  complete  discussion  of  American  car  wheels.    Illus.     Sci.  Am.  Sup.,  "Nos. 

761,  762,  Aug.  2  and  9,  1890,  pp.  12156-8,  12171-3. 
.    An  interesting  pamphlet  describing  the  method  of  manufacturing  machined 

wheels.    Illus.    Issued  by  the  N.  Y.  Car  Wheel  Co.,  Buffalo,  N.  Y.    Extended 

extracts  in  E?/^.  A'ews,  July  12,  19,  I8qo,  pp.  40,  49. 

.    Steel  Tired  Wheels  and  the  Ross-Afehan  Shoe.    Discussion  at   New   Eng.  R. 

R.  Club  meeting.  R.  R.  Gaz.,  Oct.  18,  1890,  p.  247.  Enff.  A^etvs,  Oct.  18,  iSgo,  p. 
347;  Ry.  Rev.,  Oct.  18,  1850,  p.  616. 

.    "  Truing- up  old  Car  Wheels  in  five  Minutes."  A  description  and  illustration 

of  a  remarkable  new  machine  for  truing  up  both  cast-iron  and  steel  car  or  loco- 
motive wheels.    Master  Mechanic,  Jan.,  i8qo,  p.  13. 

.    See  Wheels. 

Car 'Wheels  and  Contracting  Chills.  A  discussion  before  the  Northwest  Railroad 
Club,  in  which  this  subject  is  thoroughly  discussed.  Master  Mechanic,  Dec, 
1889,  Vol.  IV.,  p.  211. 

Cast  Iron.    See  Iron,  Metals. 

Cement.  Adhesive  Strength  of  Sulphur,  Lead  and  Portland  Cement  for  Anchoring 
Bolts.  Short  article  reprinted  Irom  The  Poly tech?iic.  Careful  experiments  showed 
that  cement  is  stronger  and  more  reliable  than  either  lead  or  sulphur,  and  that 
its  resistance  is  from  400  to  500  lbs.  per  sq.  in.  of  surface  exposed.  Eng.  News , 
July  iQ,  1890,  p.  53.    Ry .  Rev.,  Nov.  i,  iE'90,  p.  650. 

.     Handsomely  printed  pamphlet  containing  record  of  tests,   etc.    Buckeye 

Portland  Cement  Co.,  Bellefontaine,  O. 

.    Portland  Cement/or  Engineering  Works.    Paper  by  Capt.  W.  W.   Maclay, 

C.  E.,  with  an  appendix  containing  abstiactsof  the  newGerman  rules  for  setting 
cements.  Published  and  distributed  gratuitously  by  James  Brand,  81  and  83 
Fulton  St.,  New  York. 

.    Results  0/  Tests.     Table  q  and  Plate  i,  in  Third  An.  Report  of  the  Boai-d  of 

Public  Works,  Duluth,  Minn.,  tSqo. 

.    See  Bridge  Piers,  Dam,  Harbor  Works,  Slag  Cement. 

Cement  Barrels.     Cubic  Contents  of.    Table  exhibiting  the  cubical  contents  of  the 

barrels  used  by  nine   cement  manufacturers.    Ejig.  News,  Feb.  22,  iSqo,  Vol. 

XXIII.,  p.  185. 
Cement  Mortar.    See  Mortar. 

Cements.    Natural  and  Artificial.     Popular  illustrated  aiticle  on  testing.     By  Prof 

La  Roy  F.  Griffin.    Pop.  Sci  Mon.,  June,  i8qo,  4.  pp. 
Chimney  Area,    An  Empirical  Fornuda  for  Chimney  Area.     Formula  and  graphical 

diagram,  as  deduced  and  used  by  Mr.  E.  M.   Hugentobler,  M.  E.,  engineer  of 

Abendroth  &   Root  Manufacturing  Company.     Eng.  News,  Dec.  7,  1889,  Vol. 

XXII.,  p.  533. 
Chimney  Draught.    Several  papers  on  this  subject  were  read  by  Prof.  De  Volson 

Wood,  J.  Burkitt  Webb  and  W.    Kent,  at  the  Cincinnati  meeting  of  the  A. 

S.  M.  E.     Trans.  Am.  Soc.  M.  E.,  Vol.  XL,  1890.    Abstracts  in  Mechanics,  July, 

1800,  pp.  168-72. 
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Chimneys /^r  Horlzaiilal  Tubular  Boilers.    Paper  by  Frederic  Stamm.  Proc.  Etiff. 

Clubof  Phila.,  Vol.  VII.,  No.  2,  Feb.,  1889,  p.  105. 
.    Stability  of  Chimneys.     Illustrated  article   of  some  value  in  The  Locomotive 

Feb.,  1889,  Vol.  X.,p.  2Q. 
.   Theory  and  Design  of .     Paper  before   the  American  Society  of  Mechanical 

Engineers  by  Horace  B.  Gale,  bringing  out  a  new  theory  of  chimney  draught, 

with  some  useful  practical  formulas.     Trans.  Am.  Sac.  M.  E.,  Vol.  XI,  i8qo,  pp. 

451-Q2.    Abstract  ni  Mechanics,  Dec,  1890. 
Civil  Engineering  /;/  Enffhmd,  Notes  on.     Paper  by  William  H.  Searles,  Member 

Civil  Engineers'  Club  of  Cleveland.     Read  September  10,   1889,  p.  7-    Discus- 
sion by  members,  p.  3.    Jour.  Asso.  Ens^.  Soc,  November,  1889,  Vol.  VIII.,  pp. 

553  to  562. 
Coal.     Testing  the  Relative  Values  of  Different  Kinds  of  Coal.     By  Wm.  Kent,  M. 

E.    Table.    Eng:  &>  Min.  Jour.,  July  19,  1890,  pp.  76-7. 

.    See  Fuel  and  Mines. 

Coal  Mining  in  Nova  Scotia.    Paper  by  E.  Gilpin,  Jr.,  Deputy   Commissioner  and 

Inspector    of  Mines,  with   discussion.      Trans.  Can.  Soc.  C.  E,,  1F88,  Vol.  II., _ 

pp.  350-400. 
Coal  Yard  Machinery.     See  Elevator. 
Coast  Defense.    See  Electric  Position  Indicator. 
Color   Blindness.     See  Railways, /'rtzc^iVfl/  Vision- Testing. 
Compound  Lumber.    ApaperbyG.  A-  M.  Liljencrantz  before  Western  Society  of 

Engineers,  discussing  various  forms  of  lumber  made  up  from  two  or  more  pieces, 

PP-  3.  7our.  Assn.  Eng.  Soc,  March,  1S90,  Vol.  IX,  p.  91. 
Compressed  A\t  for  the   Transmission  0/   Power.      Pamphlet  issued  by  Dr.  H.  S. 

Weusthoff,  Baltimore,  Md.,  containing  considerable  data  on  compressed  air 

plants  and  their  advantages.    Abstract  in  Sci.  Am.  Sup.,  Aug.  30,  i8qo,  No.  765, 

pp.  12215-8. 
.     The  Papp  System  of  Distribution  of  Power  bv    Compressed  Air  in    Paris, 

Article  giving  the  substance  of   a  recent  paper  by   Prof.    Alexander  B.  W. 

Kennedy  before  British  Association.  Eng.  A^eivs,  December  14, 1889,  Vol.  XXII, 

p.  556- 
.    See  Aqueduct;  Croton. 

Concrete  as  a  Substitute  for  Masonry  in  Bridge  Work.  Paper  by  M.  Murphy  betore 
Canadian  Society  of  Civil  Engineers.  Trans.  Can.  Soc.  C.  E.,  Vol.  II.,  pp. 
79-1  n,  18S8. 

Connecting  Rod  Ends.  Review  and  discussion  of  various  methods  of  constructing 
connecting  rod  ends.    Illus.    Mech.  World,  A\)r\\  12,  i%<y),x>.  uJ,,  et  seQ. 

Couplers.    See  Car  Couplers. 

Crane.  Description  of  the  largest  traveling  crane  in  the  world,  buill  for  the  U.  S. 
Navy  Dept.,  with  a  capacity  of  246,600  lbs.  Details  illus,  R.R.  i.'rjz.,]\\ns  20, 
1890,  pp.  431-4. 

.    See  Electric  Crane. 

■    Erecting  Crane  Used  in  the  Hudson  River  Tunnel.    Described  and  illustrated 

in  Eng.  &>  Build.  Rec,  October  25,  1890,   p.  327.     Eng.  News,  November  i-,  i8go, 

P-  4,39- 
•    Eive  Ton  Portable  Steam  Crane.    Account  of  a  crane  of  considerable  value 

as  in  handling  heavy  freight  at  stations.    Eng.  Ne7vs,  April  ?,  1S90,  Vol.  XXIII., 

p.  321. 

.  Thirty-five  Ton  Accident  and  Construction  Crane.  Illustrated  description  of 
this  powerful  and  convenient  form  of  crane  for  railway  purposes.  R.  R.  Gaz., 
March  28.  1890,  Vol.  XXII.,  p.  209. 

Cranes,  i]^  and  s-Ton  Portable  Cranes.  Complete  computations  with  stress  dia- 
grams. Translated  from  Der  Praktische  Maschinen  Constructeur,  Mech.  World, 
Oct.  II,  1890,  pp.  146-8,  et  seff. 
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Crank  Pin  Pressures  and  Steam  Distribution.  Communication  from  J.  B- Strube, 
discussing  mainly  the  r  lative  advantages  of  the  old  Stephenson  link  valve  mo- 
tion and  that  of  Mr.  Wm.  Wilson.  Gives  several  interesting  indicator  cards. 
Master  Mechanic,  Dec,  i88g,  Vol.  IV.,  p.  206. 

Creosoted  Timber.   See  Wood. 

Croton  Aqueduct.    See  Aqueduct. 

Current  Observations  in  Lake  Erie.  Preliminary  report  by  W.  P.  Rice,  City 
Engineer  of  Cleveland,  O.  This  is  a  valuable  paper  on  the  effects  of  wind  on 
currents  and  sewage  disposal.  Reprinted  in  F.vg:  &•  Build.  Rec,  June  14,  1890, 
p.  21. 

Curve  Ranger.    See  Surveying. 

Curves.     Spiral  or  Tra?tsition  Cu7-ves  for  Street  Railways,  operated  by  Mechanical 

Motors.    Paper  by  E.  L.  Woolley,  read  before  the  Am.  St.  Ry.  Asso.    St.  Ry. 

Gaz.,  October,  1S90,  p.  ig6.    St,  Ry.  Jour..  November,  1890.    En£r.  News,  Nov.  i, 

1S90,  p.  401. 
.     The  Tramway  Spiral.    Paper  by  Mr.  T.  G.  Gribble.    Location  of  curves  by 

ordinates.    St.  Ry.  Jour .,  Oct.,  1890,  pp.  493-4- 
Curves.    See  Railroad  Curves. 

Curves  and  Switches.  Aleasuremetits  0/ Curz'es  a?id  Szoitches  for  Street  Raihvays. 
A  valuable  article  by  Wm.  Rydler,  C.  E.,  giving  several  practical  suggestions 
concerning  this  sometimes  troublesome  task.  St.  Ry.  your..  M&rch,  I'&^o,  Vol. 
VI.,  p.  109. 

Dam.  At  Fairmount,  Philadelphia.  Notes  on  the  early  history  of  the  employment 
of  water  power  for  supplying  the  city  with  water,  and  building  and  rebuilding  of 
the  dam  at  Fairmount,  Philadelphia.  Illustrated.  Proc.  E7iff.  Club  of  Phila. 
August,  1886,  Vol.  v.,  pp.  372-379. 

.    Bear  Valley.    A  satisfactory  description  of  the  proposed  new  Bear  Valley 

Dam,  giving  prhicipal  dimensions,  strain  sheets,  plan,  details  of  outlet  gates  and 
gate  well;  also  specifications  for  foundations,  superstructure,  manner  of  laying 
both  faces  and  the  rubble  filling;  proportions  for  mortar,  strength  required  for 
Portland  cement,  etc.  Enff.  Neios,  November  23,  iSh'9,  Vol.  XXII.,  p.  284,  etseg., 

.     Gileppe  Dam.    Paper  by  A.  Marichal   d  escribing  this   dam  in  some  detail 

also  supplemented  by  an  article  by  same  author  discussing  the  place  of  the  pro- 
posed Quaker  Bridge  Dam.  Proc.  Eti£.  Club  0/ Phila..  Feb.  1888,  Vol.  VI.,  pp. 
243-252. 

.  New  Croton  Dam.  Comparison  of  three  proposed  sites,  with  inset,  illus- 
trating the  proposed  earth  and  masonry  dam.  E?/g'.  News,  Nov.  15,1890,  pp. 
438-9. 

.  Pochet's  Movable  Dam.  Account  of  a  new  form  of  movable  dam  after  a  sys- 
tem devised  by  M.  Leon  Pochet.  Illustrated.  Sci.  Am.  S7{p.,May  24,  1F90,  p. 
11992. 

.     The  Poses  Dam  across  the  Seine.    This  dam  is  composed  ol  folding  shutters 

or  slats  which  roll  up  like  a  Venetian  blind.  Illustrated.  Reprinted  from  /.<? 
Nature.    Sci.  Am.  Sup.  No.  758,  July  12, 1890,  p.  12111. 

.  Quaker  Bridg-e  Dam.  Report  of  Chief  Engineer  A.  Fteley  as  to  the  ques- 
tion of  its  construction.  Giver;  three  possible  sites  for  a  dam  and  advocates 
the  construction  of  a  dam  at  a  point  much  above  the  Quaker  Bridge  site. 
£«i^.  A'^oj,  Oct.  II,  i^go,  pp.  327-8.  Report  with  profiles  and  maps  in  Eng:  &= 
Build.  Rec,  Oct.  iS,  1890,  pp.  312-13.  Editorial  discussion,  ibid.  Oct.  25,  1890,  p. 
323- 

•    Quaker  Bridge.    See  Dam,  The  Gileppe. 

.     Rock  Fill  Dam  across  the  Pecos  River.     Description  by  Mr.  H.  H.  Cload, 

Chief  Eng.    IlUistiated.    Ene-  Ne-ivs,  May  17,  1890,  Vol.  XXIII,  p.  459. 
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.    South  Fork  Dam.    Discussion  on  the  cause  of  failure.    Proc .  Eng'i's.  Soc.  of 

IV.  Penn.,  Vol.  V.,  i8Sg,  pp.  89-90.  See  also  a  paper  by  Arthur  Kirk  on  Remooj- 
ingr the  Drift  yamat  yoknstown  by  the  use  0/  Dynamite.  Hid.,  up.  123-35.  L>is- 
cussion,  pp.  133-48. 

.    St.  Mary's  Falls  Canal  Bridge  and  Dam.    See  Bridge. 

.     Vyrnwy  Valley.    Full  page  engraving  of  this  beautiful  masonry  dam.  Lon. 

£«^/«^fr,  June  27, 1890,  p.  548;  brief  description,  p.  514.  Eng.  5^  Build.  Rec, 
July  12,    i8;o,  pp.  88-9. 

.    See  Reservoirs,  Water  Works,  Water  Supply,  N.  Y. 

Ua.m'BuWdins  in  Navigable  and  other  Streams.  Paper  by  Edwin  F.  Smith,  discus- 
sing the  "best  and  cheapest  forms  of  timber  dams,  as  well  as  some  details  ol 
their  construction,  which  have  by  long  experienc*?  been  found  to  give  the  best 
results."  Illustrated  by  plates.  Proc.  Eng.  Club  of  Phila.,  August,  1.^88,  Vol. 
VII,  pp.  7-15- 

Dams.  An.  Rep.  of  the  Commissioner  of  Dams  and  Reservoirs  in  the  State  of  R.I. 
By  L.  M.  E.  Stone.  Pamphlet;  84  pp.,  January,  1890.  435  reservoir  structures 
are  reported  and  13  dams  are  illustrated. 

.    Coffer  Dams  and  Floating  Caissons.     A  valuable  paper  by  Randell  Hunt,  C. 

E.  Illustrated.  "Abstracted  from  Proc.Tech.  Soc.  Pac.  Coast-  Eng.  &=  Min.  four. 
July  19  and  26,  1890,  pp.  77-9,  98-100. 

Cost  of .    A  tabular  exhibit  of  the  bids  opened  Feb.  5,  1890,  for  building  the 


Titicus  River  "Reservoir  M"  Dam,  New  York  City  supply.    The  detailed  bids 
of  twelve  contracting  firms  are  given.    Eng.  News,  Feb.   15,   1^90,  Vol.  XXIII.' 
p.  169.     Eng.  &^  Btiild Rec,  Feb.  8,  189D,  p.  i'_q. 
.    Notes  on  European  Dains .    Abstracted  article  from   communication  by  Dr. 

P.    Kreisnik  in    Wachenschrift  des   Osterrcichischcn  Ingenieur  und  Architektnr 

Vereines.    Eng.Neios,  March  15,  1890,  Vol.  XXIII,  p.  214. 

.    and  Reservoir  Embankments  for  Water  Works  in  U-  S .  and  Canada.      Plans, 

elevations  and  sections  selected  from   drawings  sent   with   official  reports  for 

publication  in  i\\e  Manual  of  .American  IVatcr  Works,  Eng.  Ne7vs,^\\ne  21,1890, 

pp.  578-9,  July  12,  1890,  p.  37. 
.    Strains  in  Curved  Dams.    A  short  mathematical  investigation  of  the  curve 

of  bending  moments  in  a  circular  caisson  or  dam  of  uniform  section.  Eng.  News, 

Aug.  16,  1890,  p.  149. 
Dams  and   Reservoirs.      The   Connecticut  Law  Concerning  Dams    and   Reset-joirs 

This  law  while  failing  at  one  critical  point  is  an  advance  on  the  almost  universal 

neglect  of  all  regulations.    Eng.  News.  April  12,  i}:'90,  Vol.  XXIII,  p.  355. 
Dead.    See  Sanitary  Disposition  of  the  Dead. 
Deflection  of  Framed  Structures.    See  Bridge,  Bridges. 
Depot.    See  Railroad  Station. 
H'x&ry  and  Reference  Book  for  Engineers.    This  is  a  substantial  volume  containing 

considerable  information,  besides  many  advertisements.    Some  account  is  given 

of  all  the  principal  English  engineering  societies;  also  tables  for  the  conversion 

of  thermometer  and  hydrometer  scales,  weights  and  measures,  and    money. 

Cloth,  4°  ,  50  cts.    Spon  &  Co.,  London  and  New  York. 
Dikes.    See  River  Improvement. 
Distance  Measuring  Micrometers.     Paper  by  W.   F.  King   before   Association  of 

Dominion  Land  Surveyors;  treating  of  fixed  and   movable  wire.    Rochou  and 

Sugeol Micrometers.    Pp.6.    Proc.  Asso.  D.  L.  S.,  Ottawa,  Feb.,  1^89,  p.  171. 
Dock.     The  Barry  Dock  Works,  including- the  Hydraulic  Machinery  and  the  Mode  of 

Tipping  Coal.  Interesting  descriptive  paper  by  John  Robinson.  3  folding  plates. 

Proc.  Inst.  C.  E.,  Vol.  CI,  1890.     Paper  No.  2155,  pp  129-46;  discussion,  pp.  152-72: 

correspondence,  pp.  173-85. 

.     The  Calliope  Dry  Dock  at  Auckland,  Nexu  Zealand.    Paper  by  Mr.  John  H. 

Swainson,  before  the  Inst.  C.  E-    Abstracts  in  Eng.  &' Build.  Rec,  Nov.  22,  1S90, 
pp.  389-90- 
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.  Tke  Esq ulnuilt  Graving'  Dock  Works,  British  Columbia.  Paper  by  W.  Ben- 
nett, Can.  M.  Soc.  C.  E.,  with  discussion  and  plates.  Tran.  Can.  Soc.  C.  E., 
Vol.  Ill,  p.  220-236,  18^9. 

.    Extension  at  Liver-pool,  with  a  Description  of  the  Port  of  Liverpool,  and  the 

River  Mersey.  Paper  read  by  Geo.  F.  Lyster,  14th  Jan.,  1890.  4  plates  and  ap- 
pendix of  statistics.  Proc.  Inst.  C.  E.,  Vol.  C,  paper  No.  2433,  P.  2-39;  discussion, 
pp.  40-84;  correspondence,  pp.  84-114. 

.  New  Tidal  Dock  at  Southampton.  Illustrated  description  with  plans  and  sec- 
tions.   Lon.  Eng-,  Sep.  12,  iSqo,  pp.  30S-10. 

.  The  Walls  of  the  West  Dock  at  the  Pert  of  Havre,  France.  Interesting  de- 
scription of  the  method  of  construction,  with  illustrations,  as  given  in  Le  Genie 
Civil,  May  17, 1800.    Abstract  in  Eng.  A'cws,  June  28,  i8go,  pp,  602-3. 

Docks.  The  Colonial  Government  Dry  Docks  at  St.  yohtis,  JVewfomtdland.  Paper 
by  H.  C.  Burchell,  giving  a  description  of  these  docks  and  reviewing  their  con- 
struction.   With  discussion.     Trans.  Can.  Soc.  C.  E.,  Vol.  Ill,  p.  202-219,  1889. 

.     Compressed  Air  Pier   Foundations  for  the  N ew  Harbor  of  La  Pallice  at  La 

Rochelle.  The  paper  is  accompanied  by  5  plates  giving  very  full  information  on 
all  parts  of  the  subject.  Annales  des  Fonts  et  Chaussces,  Nov.,  i8!-"9,  p.  455.  Ab- 
stract in  Proc.  Itist.  C.  £.,  Vol.  C,  1890,  pp.  430-2. 

Docks  and  Harbors.  Abstracts  of  valuable  papers  describing  these  works  at  Ant- 
werp, Calais,  Havre  and  other  ports,  are  published  in  Proc.  Inst.  C.  E.,  Vol.  CI, 
1890,  pp.  330-41. 

Dome.  Description  of  the  Wooden  Do^e  of  the  Temple  Beth  Zion,  Buffalo.  Plan  and 
sections.    Eng.  News,'\MVi.^'S>,  1890,  p.  609. 

—.     Investigation  of  a  Ribbed  Dome.    Mathematical  thesis  by  R.  G.   Manning. 

The  Technic.  Univ.  of  Mich.,  pp.  35--i-     50  cts. 

Drainage.     Chicago  Drainage  Problem.       The  Overflow  of  the  Desplaines    River. 

Paper  by  Ossian  Guthrie,  member  Western  Society  of  Engineers;  read  Sept., 

1889.    A  valuable  paper,     p.    17.    Jour.  Assn.  ^w^^.  6"*^.,  March,  1890,  Vol.  IX, 

p.  77- 
of  the  City  of  Mexico.    Account  of  the  present  plan  for  draining  the  city  and 

lowering  Lake  Texcoco  several  feet .     Estimate  of  quantities  of  work  and  prices 

are  also  given.    Eng.  News,  April  5,  1890,  Vol.  XXII,  p.  317.    Eng.  Nnvs,  April 

12,  18.30,  Vol.  XXIII,  p.  339. 
.    Lough  Erne  Drainage.    Paper  describing  this  important  work  by  Jas.  Price, 

Jr.    Folding  plate.    Proc.  Inst.  C.  E.,  Vol.  CI,  1890.    Paper  No.  2451,  pp.  73-91; 

discussion  and  correspondence,  ibid,  pp.  95-127. 
.    See  Railway  Embankment,  Sanitary  Engineering,  Sewage  Disposal,  House 

Drainage,  Tidal  Drains. 
Drainage  Canal.     The  Rungpur  Drainage  Canal.     Description   with   map,   of  this 

canal,  which  is  7  miles  long,  29  feet  wide  at  base,  and  slopes,  two  to  one.    hid . 

Engr.,  Oct.  iS.  pp.  312-3. 
Drainage  Specifications.    See  Plumbing  and  Drainage. 
Draw-Bridge  Interlocking.     Illustrated  description   of  a  system   of  interlocking  in 

which  an  unusual  number  of  connections  are  used,  being  operated  from  the 

bridge  tower.    New  York,  Pennsylvania  and  Ohio   Railway,  Cleveland,  O.    R. 

R.  Gaz.,  Jan.  10,  1890,  Vol.  XXII,  p.  20. 

.    Interlocking  Plant  at  the  Bridgeport  Drawbridge  in   Chicago.    Designed 

and  constructed  by  the  Union  Switch  and  Signal  Company.  General  de- 
scription, detail  illustrations,  etc.,  are  given.  Ry.  Rev*,  April  5,  1890,  Vol. 
XXX,  p.  190. 

.    See  Bridge. 

Drawing  Table.  Illustration  of  a  cheap  and  practical  form  ot  adjustable  drawing 
table.    Master  Mechanic,  December,  1889,  Vol-  IV., 'p.  210. 
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Dredging  in  the  Mersey  Dock  Estate.  Description  of  the  dredges  and  method  of 
work.    Fully  illustrated,    l.on.  En^^.,  May  31.  June  6,  1890. 

Drift  Bolts.  Experiments  on  the  Adhesive  Po2ver  of.  By  J .  B.  Tscharner.  Selected 
Papers,  C.  E.  CM,  Utiiv.  of  III.,  iSSq-qo,  pp.  53-8.  Eng:  &>  Build.  Rec,  Nov.  2q, 
1S90,  pp.  413-14 . 

Dynamite.  Removing  the  Drift  yam  at  Johnstmon  by  the  use  of  Dynamite.  See  Dam  , 
South  Fork. 

Dynamometer.  WalCace's  Graphic  Dynamometer .  Brief  description  of  a  dyna- 
mometer for  measuring  amount  of  power  consumed  by  any  machine  or  part  of 
any  machine  wiiile  in  motion.    Indian  Engineering-,  Jan.  11, 1890,  p.  30. 

Dynamos.     See  Electric  Dynamos. 

Eads,  James  B.  Eulogy  by  E.  L.  Corthell.  Jour.  Assn.  Eng.  Soc,  September,  1S90, 
pp.  45661- 

Earthwork  Specifications.  Suggested  improvements  and  changes  in  the  ordinary 
methods  of  classifying  materials  in  excavations  by  a  "Contractor,"  F.ng.  Ne^vs, 
April  5, 1S90,  Vol.  XXIII,  p.  329. 

Eififel  Tower.    See  Tower. 

Electric  Arc  Lamp,  Nine  Years  with  the.  Paper  before  the  National  Electric  Light 
Association  by  M.  D.  Law.  of  Philadelphia.  Gives  results  of  experiments  as  to 
care,  adjustment,  etc.    Elec.  World,  Feb.  22,  1890. 

Electric  Block  Signals.     See  Railroad  Signals. 

Electric  Cables.  In/liience  of  Electric  Tension  on  the  Insulation  of.  Paper  by  A. 
Palay,  in  La  Lumierc Elcctrigue,  giving  results  of  a  series  of  experiments.  Elec. 
Rev.,  Oct.  24,  1890,  pp.  485-7. 

Electric  Car.  Reversing  Gear,  Baldwin's.  Allows  motor  to  run  at  constant  speed, 
while  car  is  stopped,  or  run  forward  or  back.     Illus.    Elec.  Eng.,  Oct.  22,  li^go. 

Electric  Car  Heater.  The  Burton  Electric  Heater  for  Electric  Railway  Cars.  An 
illustrated  description  of  this  heater  with  selections  from  a  report  on  same  by 
Committee  on  Science  and  Arts  of  the  Franklin  Institute,  recommending  the 
award  of  the  "Scott  Legacy  Medal"  to  its  inventor.  St.  Ry.Jour.,  February, 
1890,  p.  48. 

Electric  Car  Truck.  The  new  Stephenson.  Built  partly  of  wood.  Has  some  valua- 
ble features.    Illus.    Elec.  Eng.,  Oct.  22.  1890. 

Electric  Cars,  Hydraulic  Gear  for.    See  Hydraulic  Gear. 

Electric  Cranes.  The  Application  of  Electricity  to  Cranes.  Paper  by  H.  D.  Wilkin- 
son, describing  briefly  their  construction.  Electrician,  October  31,  1890,  pp. 
736-7- 

.    See  Railway  Shops. 

Electric  Current  Distribrition  in  Networks  of  Conductors.  A  valuable  paper  by 
Messrs.  J.  Herzog  and  L.  Stark.  Theorems  and  diagrams.  Elec.  World,  Aug. 
23,  1890,  pp.  118-9. 

Distribution  by  Transformers.    A   valuable  paper  by  Dr.  S.  A.  Fleming,  dc- 

sciibing  different  systems.  Fully  illustrated.  /:Avv'/-/V/i7//,  July  4,  iSqo,  <•/  se<j _ 
lUec.    World,  July  26,  ib^o,  et  seg. 

•    Efficieticy  of  the  Transformer.    Paper  by  Messrs.  Calvin  Humphrey  and  W. 

H.Powell.  Tables  and  plates.  Elec.  A»i'-r.,  July  2,  1890,  pp.  16-9.  Elec.  Rex\ 
(N.  Y.),  July  5,  1890,  pp.  1 1-2.    Electrician,  July  18,  1890,  pp.  2S0-2. 

Heating  of  Conductors.  Account  of  an  excellent  experimental  investiga- 
tion into  the  laws  of  the  heating  of  conductors  by  electric  currents  under  the 
conditions  of  practice.  Results  plotted  as  curves.  By  E.  A.  Kennelly.  Elec. 
World,  Nov.  23  and  Nov.  30,  1889. 

.     See  Electric  Lighting. 

■     So/nc  Experiments  upon  Alternating  Current  Apparatus,    to  determine  the 

effect  of  heating  the  core  of  a  transformer.  Paper  read  before  the  A.  I.  E.  E.  by 
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Prof.  H.  J.  Ryan.  Tables  and  diagrams.  Elcc.  Eit^-.,  July  2,  i8qo,  pp.  12-15. 
F.lec.  Rev.  (N.  Y.).  July  5,  1890,  pp.  9-10. 

as  a  Traction  Incrcaser .    Paper  by   Elias  E.  Ries,  reprinted  from  Electrical 

World.  St.  Ry .  Gaz.,  July,  1890,  pp.  106-7.  See  also  a  paper  by  C.  Sheldon, 
id.  p.  III. 

.     Traction  Incrcaser.     Brief  summary  of  the  discussions  and  experiments  on 

the  alleged efiect  of  the  electric  current  to  increase  adhesion;  also  a  description 
of  the  Ries  machine.    Eng:  Ntnvs,  Aug.  9,  1890,  p.  117. 

.  Transjormers  for  .4lternati/i£r  Electric  Currents.  Paper  before  the  Ameri- 
can Institute  of  Electrical  Engineers,  New  York,  by  Prof.  Harris  J.  Ryan,  of 
Cornell  University,  giving  results  of  tests  of  the  efficiency  of  a  commercial  trans- 
former.   Illustrated  by  curves,  etc.    Elec   H^oz-A/,  Dec.  28,  1S89. 

Electric  Currents.  Continuous  Curretits  from  .Alternating'  Currents.  Describes 
briefly  several  methods  of  transforming  alternating  into  continuous  currents, 
and  vice  versa,  without  mechanical  commutators.  By  E.  E.  Ries.  Elec.  World, 
Nov.  23,  i88q. 

.     High  Tension  Underground  Currents.    Etiglisk  Authorities  on.    A  resume  of 

the  opinions  of  many  English  authorities  in  electrical  matters  concerning 
safety  of  transmitting  currents  of  high  voltage  underground.  Elec.  ^f^'.,  April 
18,  1890,  p.  441. 

/;/  Relation   to  the  Human  Body.    Alternating  vs.    Continuous   Currents.      A 

paper  by  H.  N.  Lawrence  and  A.  Harries,  M.  D.,  read  at  the  Leeds  meeting 

'      of  the  British  Asso.  Adv.  Sci.,  1890.    Tables.    Lon.  Elcc.  Rez'  ,  Sept.  12,  i8qo,  pp. 

301-3- 
originating  in  oi'dinary  atid  atrial   Telegratk  Conductors.      Paper  by   Mr.  A. 

R.  Bennett,  read  before  the  Inst,  of  E.  E.,  July  15,  1890.     Diagrams.     Lon.  Elec. 

Rer.,  July  25,  1890,  pp.  105-8 

Armatures.    See  Armatures. 

Electric  Dynamos.  Stanley  Alternate  Ctirrent  Arc .  Account  of  very  thorough  test 
of  the  performance  and  self-regulating  qualities  of  this  machine,  by  W.  B.  To- 
bey  and  G.  H.  Walbridge.  Paper  before  Am.  Inst.  Elec.  Engrs.  Illustrated. 
hlec.  World,  Nov.  8.  1890.    Elec.  Rev.,  (N.  Y.)  Nov,  8,  1890,  pp.  134-5. 

.     Thomson's  new  Alternating.    No  revolving  wire.    Illustrated.    Elec.   Eng, , 

July  30,  1890. 

Electric  Dynamos,  the  Coupling  aud  Control  of .  Paper  by  James  Swinburne.  Indus- 
tries, Aug.  15,  i8go,  etseg.  Abstract  in  Electrician,  Aug.  22,  1890,  et  seg .,  Elec.  Rev., 
(N.  Y.)  Sept.  6,  i8qo,  etseg. 

.     The  Design  0/  Armatures.     Paper  by  A.  Isenthal.    Rules  are   given  for  the 

number  of  layers  of  armature  wire,  depth  of  winding,  number  of  coils,  and  the 
dimensions  of  commutator,  spindle  and  pulley.  Elektrotechnische  Zeitschri/t, 
Feb.,  1890,  p.  S3. 

.    Experiments  on  the  Speed  of.     Paper  by   M.    Rechniewski,   read  before  the 

International  Soc.  of  tlectricians.  Diagrams  and  tables.  Elec.  World,  Sept. 
13,  i?90,  pp.  189-90. 

.    Low  Speed  Multipolar  Dynamos  and  Motors  for   Continuous    Currents.     By 

Frank  A.  Perret.    Elec.  Rev.,  (N.  Y.)  Nov.  29,  1890,  p.  173. 

.    Some  New  Forms  of.    An  illustrated  article  by  F.  L.  O.  Wadsworth.     Flee. 

World,  Sept.  13,  i?go,  pp.  183-4. 

.     Some  Points  in  Dynamo  and  Motor  Design.     Paper  read  by  Mr.  W.  B.  Esson 

before  Inst,  of  Electrical  Engineers  Feb.  20,  1890.  Illustrated  by  diagrams.  El- 
ectrical Review,  Feb.  20,  1890,  p.  243. 

.   See  Electric  Light  Station. 

Electric  Energy.  Distributed  by  Constant  Current.  Abstract  of  paper  read  before 
the  Electrotechnical  Society  of  Berlin,  by  Alexander  Bernstein,  describing  what 
is  likely  to  become  one  of  the  leading  systems  of  electrical  distribution  and  reg- 
ulation.   Elec.  lFi?r/(/,  Jan.  25, 1890. 
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Electric  Generator.  Novel.  New  method  of  generating  electricity  from  heat,  direct, 
by  utilizing  expansion  and  contraction.  Edison's  patent.  Illus.  Elec.  En£r., 
Sept.  3,  1890. 

Electric  Haulage.  System  used  at  the  Erie  Colliery,  near  Scranton,  Pa.  Illustrated. 
Am.  Ma/iu.,  June  20,  1890,  p.  15. 

Electric  Headlight.  Description  of  method  cf  constructing  and  the  advantages 
claimed  for  electric  headlights.  Signals  said  to  have  been  seen  easily  at  a  dis- 
tance of  1,2:0 feet.    R.  /?.  Gaz.,  Jan.  17,  li-go,  p.  39. 

/or   Locomotives.     Description  of  a  successful  electric  headlight.   Illustrated. 

Elec.    World,  Sex>i.27,  I'&g-i. 

Electric  Installations,  Safety  and  Devices  in.  Paper  before  the  National  Electric 
Light  Association,  giving  thorough  and  intelligent  discussion  of  the  subject, 
with  some  valuable  suggestions,  by  Prof.  Elihu  Thomson.  Electrical  World, 
Feb.  22,  i8qo. 

Electric  Lamps.  Incandescent,  Method  0/  'Jesting:  Data  and  plots  oi  various  in- 
candescent lamps  showing  effect  upon  nominal  efficiency  of  different  methods 
of  measuring  candle-power.  By  W.  L.  Puffer.  jS'/cr. /^>^.,  January  and  Feb- 
ruary, I'iqo. 

Electric  Launches.     En£.  Nezvs,  Aug.  23,  i8go,  p.  174. 

— — — .  Review  of  what  has  been  done,  with  estimates  of  operation  and  first 
cost.  By  Fred  Reckenzaun.  Elec.  ^«i^.,  Aug.  13,  1890.  A>i^.  A'rrw,  Aug.  23, 
1890,  p.  174. 

Electric  Light/or  Trains  on  the  C.  M.  &•  St.  P.  Ry.  Description  of  the  light  and 
heat  tender  designed  by  G.  W.  Gibbs,  M.  E.  Plan  and  sections.  Indicator 
tests.     R.  R.  Gas.,  June  13, 1890,  pp.  410-j.    Elec.  World,  June  21,  1890,  pp.  419-20. 

— .     Compared  with  other  Sources  0/  Li£ht.    See  Light- 

.     Cost  of  Arc  Lights.    A  brief  article   containing  much   valuable  information 

concemingthe  actual  cost  of  arc  lights  in  many  American  cities  The  results  are 
taken  from  report  of  investigation  by  Engineer  Commissioner  Raymond  of 
Washington,  D.  C    Set.  Am.  Sup.,  Dec.  14,  1889,  p.  11,629. 

.  Hoii)  to  Make  Arc  IJght  Circuits  Safe.  Paper  before  National  Electric- 
Light  Convention  by  J.  E.  Lockwood,  of  Detroit.    Elec.  World,  Feb.  22,  IL90. 

.  Life  and  Efficiency  of  Arc  Light  Carbons.  An  elaborate  paper  by  L.  B.  Marks, 

M.  E.,  read  before  the  Am.  Inst,  of  Elec.  Engrs.,  Boston,  May  21,  1890.  Twen- 
ty-nine tables  and  numerous  illustrations.  Elec  i^//^.,  May  28,  iJ-'go,  pp.  401-!^. 
Electrician,  June  13  and  20,  i8qo. 

.  Problems  in  the  Physics  of  an  Electric  Lamp.  A  very  interesting  lecture  de- 
livered before  the  Royal  Inst,  by  Dr.  J.  A.  Fleming.  Fully  illustrated.  Reprinted 
in  Sci.  Am.  Sup.,  Aug.  23,  1890,  No.  764,  pp.  12204-6. 

Electric  Light  Association.  Full  leport  of  the  convention  at  Cape  May,  Aug.  19-21, 
K'go.  Elec.  World,  Aug.  .^o,  iSqo,  pc.  i33-:4-  Elec.  Engr.,  Aug.  27,  1890,  pp.  207-42. 
l-:lec.  Rn:,  (N.  Y.)  Aug.  30.  i5qo,  pp.  1-3,  6-14.  ^ 

E\ectTic  L,ightCaT,  Pennsylvania  R.  R.  Brief  description  with  folding  inset.  Eng, 
Ne^vs,  Aug.  23,  1890,  p.  174. 

Electric  Light  Plant,  Keswick,  Eng.  Paper  by  Messrs.  W.  P.  P'aucus  and  E.  W. 
Cowan  read  before  the  Inst.  C.  E.  A  50-H.  P.  tuibine  furnishes  the  power.  Full 
description  with  table  of  tests  and  insert  plate.  Eng.  A'twj,  Sept.  13,  1890,  pp. 
227-9.    P''oc.  Inst.  C.  E.,  Vol.  CII,  i8qo.     Paper  No.  2459,  pp.  154-64. 

Electric  Light  Station  at  Natick,  Mass.  Some  novel  features  are  described  and 
illustrated.    Elec.  Engr.,  Aug.  6, 1890,  pp.  127-8. 

.    Development  of  Generating  Stations  for  Incandescent  Light  and  Poiver.   Paper 

before  the  National  Electric  Light  Association  by  C.  J-  Field,  giving  a  full 
description  of  the  new  Edison  station  at  Brooklyn,  with  consideration  of  cost, 
earning  capacity,  operating  expenses  and  economy.  Illus.  Elec.  World,  Feb. 
32,  1890. 
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• .    Economical  Generation  of  Steam  for .    Paper  before  the  National  Electric 

Light  Association  by  George  H.  Babcock.    Elec.  World,  Feb.  22,1890. 

.  in  Berlin.  An  illustrated  paper  by  F.  Uopenborn,  describes  the  26-ton  dy- 
namos. Elektroteckniscke  Zeitschri/t,  Vol.  V,  1S90,  p.  53.  See  also  an  article  by 
F.  Kovarik;  double  plate,  showing  details.  Wochenschri/t  des  osien.  Ing:  u. 
Arch-Vereincs,  July  18,  1890,  p.  259.     Sci.  Am.,  June  28,  1890,  p.  40". 

.  Universal  System  of  Accounts  fcr  Central  Statioti.  Paper  before  the  Na- 
tional Electric  Light  Association  by  Mr.  T.  Carpenter  Smith.  Elec.  World, 
Feb .  22,  I  ^'90. 

Electric  Lighting.  A  very  elementary  article  by  David  Solomons.  Lippincott's 
Mag:,  Oct.  i8go,  No.  274,  pp.  528-36. 

.    See  Accumulators. 

and  Fire  Insurance  Rules.     Paper  by  Mr.  Wilson  Hartnell,  read  before  the 

Brit.  Asso.  Adv.  Sci.,  giving  experiments  on  the  heating  effect  of  the  current. 
Mech.  World,  Sept.  27. 1890,  p.  128,  et  seq. 

and  Public  Safety .    An  article  by  Sir  William  Thomson  in  A^i^r/Ze  Am.  Rev., 

Feb.  1890,  Vol.  CL.,  pp.  189-197. 

in  London.    Details  of  plant  described  and  illustrated.    \^ovi..  Engineer, '&e.^\.. 

5,  12,  1890. 

in  the  Railway  Service.  A  valuable  paper  read  by  Mr.  M.  B.  Leonard,  be- 
fore the  Niagara  Falls  meeting  of  Ry.  Tel.  Superintendents.  Elec.  World,  July 
12,  1890,  pp.  28-30.  Ry.  Rev.,  July  12,  1890,  pp.  403-1.  Extracts  in  R,  R.  Gaz.,  July 
II,  1^93,  p.  487  and  Eng.  News,  July  12,  1890,  p.  39. 

of  Frankfort-oti-the-Main,  Germany.    A  commission  of  experts  reported  upon 

(i)  the  comparative  merits  of  direct  and  alternate  current  supply;  {2)  safety  and 
economy;  (3)  the  best  system  to  be  adopted.  The  report  is  published  in  Elck- 
trotechnische  Zeitschrift,  Vol.  V,  i8go,  p.  109.  Abstract  in  Prot.  Inst-  C.  E.,  Vol. 
C-,  1890,  pp.  490-2.    Eng.  &I'  Build,  Rcc,  July  19,  1S90,  p.  109. 

.    Notes  on  Central  Station  Electric  Lighting.     Paper  by  C.  H.  Yeaman,  read 

before  the  Liverpool,  Eng.  Soc,  discussing  the  different  systems.  Elec.  Rev., 
Nov.  21.  1890,  pp.  619-23. 

.      Wiring  Buildings  for  the  Electric  Light.   Article  giving  "amended  standard 

for  electric  equipments"  adopted  by  the  New  York  Board  of  Fire  Underwriters, 
Feb.  i88g.    Eng.  &=  Build.  Rec,  ]a.n.  11,  1890,  Vol.  XXI,  p.  20. 

Electric  Lightning  Arrester.  The  Wood.  Double  Break.  lUus.  Elec.  Eng.,  Nov- 
5,  1890. 

Electric  Motor.  Comparative  Tests  0/ an  Electric  Motor  and  Steam  Locomotive  on  the 
Manhattan  Ry.  A  valuable  paper  presented  by  Mr.  Lincoln  Moss  at  the  Cres- 
son  meeting,  A.  S.  of  C.  E.  Diagiams.  Mr.  Moss  concludes  from  his  experi- 
ments that  the  cost  of  direct  electric  propulsion  would  be  four  times  that  of  steam 
locomotion.  Trans.  A?n.  Soc.  C.  E.,  Vol.  XXIII,  1890,  pp.  193-116.  R,  R.  Gaz., 
July  II,  1890,  pp.  4^:8-9.  Eng.  ^^  Build.  Rec. ,]vi\y  iq,  1890,  pp.  102-3.  Ry-  Rev., 
July  26,  ligo.  Editorial  review  discusses  the  same  experiments  and  concludes 
that  they  show  a  decided  economy  in  favor  of  electric  propulsion.  Diagrams, 
R  R.  Gaz.,  July  11, 1890,  pp.  494-5.  Mr.  Moss  replies  in  the  same  journal  July  iS, 
i8go,  p.  503'. 

Electric  Motor  Power.     See  Street  Railways,  Motive  Power  for. 

Electric  Motors.  A  series  of  illustrated  articles  describing  the  various  motors  on 
the  market.    Eng.  &•  Build.  Rec,  Oct.  4,  1890,  p.  283,  ct  seq. 

as  applied  to  the  Propulsion  of  Street  Cars.    Paper  by  Nathan  S.  Possons, 

member  of  Civil  Engineers'  Club  of  Cleveland.  Read  October  8,  i8i)9.  Dis- 
cussion by  members,  four.  Assn. Eng.  Soc,  November,  1S89,  Volume  VIII.,  pp. 
563-569. 

.    Discussion  of  the  new  principle  of  constructing  alternating  current  motors 

advanced  by  Mr.  Nikola  Tesla,  by  C.  O.  Mailloux.  The  Electrical  World,  Dec. 
aS,  1889. 
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— '  in  General  Railway  Work.  Paper  by  Dr.  Louis  Bell,  read  before  the  Chi- 
cago Electric  Club.  St.  Ry.  Gaz.,  June,  1890,  et  seg .  Abstracts  in  R.  R.  Gaz., 
March  21, 1890,  p.  195;  Ry.  Rev.,  March  26,  i8qo,  p.  182. 

in   Workshops.  Paper  by  Chas.  F.Jenkins,  Stud.  Inst.  C.  E.  Illustrated.  Am. 


M/r.,  Sept.  26,  1890,  pp.  567-8.    Proc.  Inst.  C.  £.,  Vol.  CII,  1890,  Students'  Paper 
No.  270,  pp.  307-28. 

The  Proper  Basis /or  Determining-  Rates.    Paper  by  Mr.   H.    L.  Luffin,   at 


the  Cape  May  Convention  of  the  Electric  Light  Association.  28  diagrams  show 
the  variation  of  load  in  actual  service.  Elec.  World,  Aug.  30,  1890,  pp.  144-8. 
Elec-  Rev.  (N.  Y.),  August  30,  i!;90,  pp.  12-14.  Elec,  Eng.,  August  27,  1890,  pp. 
214-22 . 

Electric  Position  Indic&XoT,  Pointing-  Guns  by.  Description  of  the  instruments  and 
methods  invented  by  Lieut.  Bradley  A.  Fiske  for  indicating  the  position  of  an 
object,  such  as  that  of  a  ship  in  a  harbor  at  a  point  distant  from  the  observation 
station,  so  that  the  guns  of  a  fort,  for  example,  may  be  correctly  aimed,  when 
the  target  is  hidden  from  the  gunners  by  smoke  or  otherwise.  Elec.  World, 
March  8,  1S90.    Elec.  Eng,,  Oct.  i,  i8qo. 

.    Range' Einding by  Electricity.     The  Enemy's  Distance.    By  Park  Benjamin, 

Ph.  D.    Harper's  Mag.,  June,  I'i^o,  6  pp.    Illus. 

Electric  Power  Station.  Largest  in-  the  World.  Description  of  work  on  West  End 
Railway  Station,  Boston.    Illus.    Elec.  Eng.,  Oct.  15,  1890. 

Electric  Power  Stations.  The  power  houses  at  Providence,  R.  I.,  Knoxville,  Tenn. 
and  Indianapolis,  Ind.,  are  described  and  illustrated.  St.  Ry.  Jour.,  Aug.,  1890, 
pp.  379-83- 

,  Modern  Develop7ne?it  of .     Includes  descriptions  and  drawings  of  stations  of 

Edison  Electric  Illuminating  Co.,  of  Brooklyn,  embodying  most  recent  improve- 
ments, with  figures  on  cost,  operating  expenses,  etc.,  by  C  J.  Field.  Elec.  Eng. 
March,  1890. 

,     Standard    Type   of.       Requirements    of    the    Electric    Mutual    Insurance 

Company,  of  Boston,  for  the  construction,  equipment,  and  maintenance  of 
electric  Ught  or  power  stations  to  secure  safety  from  fire.  Elec.  Eng.,  April 
16,  1S90. 

.  The  Central  Stations  of  the  Metropolitan  Supply  Company.  Illustrated  de- 
scription of  these  large  stations,  by  Dr.  J.  A.  Fleming.  Electrician,  Oct.  24, 
1890,  pp.  703-7,  et  seg. 

.    Station.     Central  Electric.    Paper  by  C.  J.  Field,  M.  E.,  giving  a  complete 

account  of  the  latest  developments  in  Edison  central  station  practice  at  Brook- 
lyn, N.  Y.    Illus.     Elec    World,  Dec.  21,  1889. 

Electric  Power  Transmission.  A  valuable  and  comprehensive  paper  read  Feb.  19, 
1S90,  by  Mr.  Eugene  Griffin,  Boston.  Jour.  Assn.  Eng.  Soc,  Sept.,  1890,  pp. 
429-43;  discussion,  pp.  443-56- 

.     Cost  of  Long  Distance  Electrical  Power  Transmission.    Abstract  of  a  paper 

lately  read  at  a  meeting  of  the  New  England  Cotton  Manufacturers'  Associa- 
tion by  Mr.  W.  S.  Kelley,  giving  results  and  conclusions  arrived  at  in  paper. 
Pifwer,  Dec,  I'tZt),  p.  10. 

in  Minitig  Operations .     Valuable  paper  by  H.  C.  Spaulding,  before  the  A.  I. 

M.  E.,  Sept.,  1890.  Elec. Rev..  Oct.  11,  1890,  pp,  S4-5.  Elec.  Eng.,  Oct.  8,  1S90,  pp. 
391-3.    Abstract  in  Elec.  World,  Oct.  11,  1800,  p.  264. 

,  Discussion  of  economy  of  plants  now  in  operation,  showing  a  marked  increase 

over  steam.  Abstract  from  report  of  Chief  Inspector  of  Mines  in  Ohio.  E.  &^ 
M.  Jour.,  Oct.  18,  1S90,  pp.  456-7. 

Electric  Railroad.  Efficiency  Test  at  Syracuse,  N.  V.  By  G.  D.  Hulett.  Diagrams. 
St.  Ry.  Jour.,  Sept.,  i8go,  pp.  417-9. 

Power  Test^.    By  Irving  Hale.    Tabulated  results  of  experiments;  diagrams. 

Reprinted  from  ^/^^r.   World,    .fi/^c.  ^«'.,  May  30,  1890,  pp.  606-610. 
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.    Rae  System;  also,  The    Westing'house  System;  also,  Simple  Safeguards  for. 

Elec.  Eng.,  Oct.  15,  1890. 

.     The  City  and  South   London   Railway.     Description  of  the  line,  methods 

of  tunneling,  locomotive,  and  horse  power  station.  Illustrated.  Lon.  Enirineer, 
Nov.  7,  1S90,  pp.  3S2-4.  Lon.  Eng.,  Nov.  7,  iSgo,  pp.  551-2.  Elec.  Rev,,  Nov.  7, 
1890,  pp.  554-8.  Ry.  Rev.,  Nov.  29,  1890,  pp.  716-17.  Sci.  Am.,  Nov.  29,  1890,  pp. 
•?42-3- 

Electric  Railways.  A  Comparison  of  the  Single  and  Double  Trolley  Wire  Systems. 
Paper  by  Geo.  W.  Mansfield,  read  before  the  Boston  Electric  Club.  St.  Ry. 
Gaz.,  June,  1S90,  p.  S,6. 

.    Albany  and  elsewhere.      Fully  described  and  illustrated.    St.  Ry.  Jour., 

June,  1890. 

.    Paper  by  Thos.  P.  Bailey,  read  before  the  Chicago  Electric  Club,  giving  a 

brief  general  discussion.    Elec.  Rev  (N.  Y.)  Nov.  22,  i8go,  pp.  156-7. 

.    Amplication  of  Electricity  to  Street' Railways.    Valuable  paper  jby  Frank  J. 

Sprague  before  the  National  Electric  Light  Association,  giving  account  of  pro- 
gress made,  methods  now  in  successful  use  in  the  United  States,  economy  of 
operation,  electrical  and  legal  relations  to  telephone  business  and  prospects  of 
application  to  trunk  lines.  Elec.  World,  Feb.  22,  1890.  St.  Ry,  Gaz.,  March, 
1890,  p.  40. 

.     Car  Service.    A  paper  by  O-  T.  Crosby.    The  observed  coal  consumption, 

attendance  expenses,  repairs,  interest  charges,  etc  ,  etc,  are  given  for  electric 
roads  in  Washington,  Richmond,  Cleveland,  and  Scranton,  forming  a  valuable 
collection  of  data  gathered  from  actual  experience.  St.  Ry.  Gaz.,  Feb.,  i8go, 
p.  18.    Elec.  World,  Dec.  21, 1889. 

Operation  of.    Results  and  deductions  from   statistics  gathered  from  85  rail- 


way lines.    Elec.  World,  Oct.  18,  1890,  p.  274. 

,  Standard  Potential  for.     Report  by  a  committee   of  the  National  Electric 

Light  Association,  giving  data  and  recommending  500  volts.  Elec.  World,  Feb. 
22,  1890. 

.     See    Electric    Traction,    Electric    Tramway,    Electric    Storage   Batteries. 

Trams. 

'E.Wz\x\z^XoTC2i%^'Ra.\.\^x'\^%  for  Railroad  Motors.  Illustrated  description  of  the  sys- 
tem used  in  Birmingham,  Eng.  Abstracted  from  Lon.  Eng.  St.  Ry.  Jour., 
Sept.,  1890,  pp.  411-3. 

.    Storage  Batteries  and  Street  Car  Motors.    An  abstract   of  statements  from 

a  circular  of  the  "River  and  Rail  Electric  Light  Company,"  45  Broadway, 
N.  Y.,  which  will  prove  of  interest.  Eng.  News,  December  7,  i88g.  Vol.  XXII, 
P-  535- 

.    Storage  Battery  Systems  of  different  kinds  are  described  and  illustrated  in 

Si.  Ry.  Jour.,  July,  1890,  pp.  314-6,  318-9,  336. 

,    Street  Cars  at  Paris.    Some  results  of  experiments  as  to  electrical  work 

required.  Abstracted  from  Electrician.  Eng.  and  Build.  Rec,  October  4,  jSga, 
p.  274. 

.  System,  of  the  Electric  Storage  Battery  Company.  Embodies  latest  improve- 
ment in  battery  construction.     Illus.    Elec.  Eng.,  Oct.  %,  1^0. 

.    The  Working  Efficiency  of  Secondary  Cells.  A  very  valuable  paper  by  Messrs. 

Ayrton,  Lamb,  Smith  and  Woods.  Read  at  the  Edinburgh  meeting  of  the  I.  of 
E.  E.,  July  16, 1890.  Tables  and  diagrams,  Electrician,  July  25,  Aug,  i,  8  and 
15,  i8qo.  Elec.  Rev.,  (N.  Y.)  Aug.  9,  16,  i8qo.  Elec  World,  Aug.  9,  16,  23,  30,  pp. 
89,  107,  124,  158. 

Electric  Subways  ()/"A^^w  York  City.  The  Practical  Working  of .  Paper  before  the 
American  Institute  of  Electrical  Engineers  by  Wm.  Meyer,  Jr.  Illus.  Elec. 
World,  March,  1890. 
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and  Cables  in  Paris.    Description  of  cement  conduit  adapted  for  use  in  Paris, 


the  cables  being  supported  by  glass  insulating  hooks.  The  conduits  are  directly 
under  the  surface  pa^'ing,  and  have  manholes  at  each  street  intersection.    Enff. 
News,  January  25,  i8qo.  Vol.  XXIII,  p.  74. 
Electric  Tabulating  System.     The  Holleritle.    Description   of  an  electrical  method 
of  tabulating  the  census  returns,  etc.    lUus.    yom:  Frank.  Inst.,  April,  1S90. 

Electric  Traction.  A  New  Syste?n  of-  The  River  and  Rail  system  is  described  and 
illustrated,  Elec.  H^ijr/rf,  June  26,  1890,  pp.  54-5.  ^^Ar.  £«i'-.,  August  6,  i8qo,  pp. 
1.32-6.    St.  Ry.  Gaz.,  September, "iSgo,  pp.  145-7. 

.     Waller-Manvill e  System  of  Electric  Traction-    Some  novel  features   are 


shown  in  the  details  of  this  system.     Elec.  Rev.,  May  9,  if-'go,  p.  513. 

.    See  Electric  Current. 

Traction  Data.      Paper  by  A.  Reckenzaun,  read  in    London  before  the  Old 

Students.  Assn.,  April,  ]8go.  Diagrams  and  tables.  Elec.  .ffw^.,  June  18,  1890, 
pp,  480-3.  Elec.  World, ]vine  7,  iSqo,  pp.  389-90.  Elec.  Rev.,  May  9,  18(50,  p.  527,  et 
seq. 

Electric  Tramway.  Birmingham  Bristol  Road  Electric  Tranvway .  The  Elwell- 
Parker  storage  batteries  are  used.  The  plant  is  fully  described.  Lon.  Engineer, 
July  18,  1890,  p.  4S. 

• .  Report  on  the  Lineff  System  0/  Underground  Conductors  This  system,  de- 
scribed by  Gilbert  Kopp,  consists  in  a  conductor  placed  in  a  subway  without 
any  slot;  connection  being  made  by  magnetic  action  through  a  third  rail  which 
•is  laid  in  short  insulated  pieces-  Lon.  Elec.  Rev.,  July  25,  1890,  pp.  102-3.  Lon. 
Eng.,  Aug.  15,  1890, p.  129.    Elec.  Eng.,  Oct.  20,  1^90. 

■ .  7hc  Zipernowsky  Electric  Tramway  with  a  Vertical  Rail.  Illustrated  de- 
scription of  a  new  form  of  electric  tramway  having  a  single  duplex  central  sur- 
face rail  with  an  auxiliary  balancing  rail  below  the  surface  in  a  conduit  which 
may  be  adapted  for  either  cable  or  electric  traction.  Electrical  Review,  Nov, 
ir,  1889. 

Electric  Transfer  Table.     See  Transfer  Table. 

Electric  Tubes.  The  Edison  System  of  Underground  Electric  lubes.  This  ingenious 
system,  which  has  been  in  successful  operation  for  ten  years,  is  fully  described 
and  illustrated.    Ehc.  Eng..  July  2,  18^0,  pp.  4-8. 

Electric  Watt  Meter.  The  new  Thomson  Self  Recording.  Description  of  instru- 
ment and  test  of  accuracy.    Illus.    Elec  Eng.,  Nov.  5,  1890- 

Electric  AVelding.  Paper  by  C.  J.  H.  Woodbury,  read  before  the  A.  S.  of  M.  E. 
Table  is  included  showing  the  results  of  tensile  tests  of  electrically  welded  bars 
made  by  Lieut.  Col.  F  H.  Pai-ker,  U.  S.  A.  Lon.  Eng.,  June  27,  1890,  et  seg, 
p.  511.    Discussion  on  the  paper,  id.  July  4,  i^'go,  p.  9. 

— — .  Paper  by  Sir  Frederick  Bramwell.  The  Rheostat  is  fully  described  and 
table  of  tests  on  iron  and  steel  are  given.  Proc.  Inst.  C.  E.,  Vol.  CII,  iiofi, 
paper  No.  2460,  pp.  1-37.  Discussion  and  correspondence,  pp.  3S-72,  Abstracted 
in  Eng.  News,  Nov.  15,  1890,  pp.  435-6- 

.    Popular  illustrated  article    describing  the  present  condition  of  this  art. 

Man.  &=  Builder,  June,  1890,  pp.  124-6,  132. 

■ ,  applied  to  the  tnanufacture  of  Projectiles.     Paper  by  Lieut.  W.  M.  Wood,  U. 

E.  N.,read  before  the  Soc  of  Arts,  Boston,  describing  the  method  of  manu- 
facture.   Sci.  Am.  Sup.,  No.  777,  Nov.  22,  iS?o,  pp.  12413-14- 

,  on  Ship-Board.    Report  of  U.  S.  Naval  Board  on  Thomson  system  for  use  on 

ship-board,     four.  Frank.  Inst.,  July,  iJ-'go. 
,    Recent  Develop7nents  and  Improvements  in.     Prof.    Thomson   in    Elec.   Eng., 

Oct.  9,  i8-)o.    Elec.  World,  Oct.  11,  1890,  pp-  264-5. 
.     The  Thomson  Electric  Welding  Process.    An  article  stating  the  manner  in 

which  this  process  was  invented  and  perfected,  giving  the  requisites  for  an 
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electric  welding  plant,  and  showing  results  obtained  as  indicated  by  tension 
tests,  etc.     EviT.  News,  Jan.  i8,  1890,  Vol.  XXIII,  p.  65. 

Electric  Welding  Machines.  Paper  by  Hermann  Lemp,  read  before  the  meeting 
of  the  Am.  Inst,  of  Elec.  Engrs.,  Boston,  May  21,  iSgo.  Illus.  Elec.  World, 
June?,  1893,  pp.  3?!--?. 

Electric 'Wires,  Shin£  of.    See  Wiring  Chart. 

Electrical  Calculations.  Article  by  T.  O'Conor  Sloan,  Ph.  D.,  giving  a  concise  re- 
view of  the  principal  electrical  terms,  formulas  and  computations.  Article  of  a 
popular  character.    Elec.  Rev-,  April  11,  iSqo,  p.  404. 

Electrical  Capstans.  An  article  from  La  Nature,  by  M.  Max  De  Nansonty,  describ- 
ing several  applications  of  electric  power  to  driving  capstans  and  windlasses, 
for  handling  freight,  etc.,  giving  a  good  illustration  of  the  wide  applicability  of 
electricity  to  ordinary  purposes.    Elec.  Rev.,  Nov.  22,  1889. 

Electrical  Conductors.  Law  of  Economy  of.  An  interesting  paper  by  Georges 
Santarelli.  'Yxz.n'i\2X^Aixovci  La  Lumiere  Electrique.  Elec.  H'c^r/t/,  July  26,  1890, 
pp.  50-  75-7- 

Electric  Engineering.  Several  papers  on  branches  of  this  subject  were  read  at 
the  Leeds"  meeting  of  the  British  Asso.  Adv.  Sci.,  Sept.,  1890:  Tables  and  dia- 
grams. Lon  Elec.  Rev.,  Sep.  12,  iq,  1890,  pp.  299-316,  340-9.  Abstracts  of  a 
number  of  other  papers  on  the  same  subject  are  published  in  Proc.  ftist.  C.  E  , 
Vol.  CI,  1890.  pp.  387-403. 

■ at  the  Edinburgh  Exhibition.  An  interesting  article,  fully  illustrated,  describ- 
ing the  light  and  telpherage  plants.  Eng-ineer,  July  11,  ih'90,  pp.  23-5.  Aug.  15, 
1890,  p.  125.,  ** 

.    See  Steam  Engineering. 

Electrical  Plants.  Standard  Specifications  for .  The  specihcations  published  in  the 
catalogue  o{  the  United  Edison  Mfg.  Co.,  are  reprinted  in  Elec.  Rev .,'\\i\.'j  4, 
1890,  pp.  9-11. 

.      Rules  for  the  installation  of   electric  plants  as  adopted  by  the    Boston 

Fire  Underwriters'  Union.  Pamphlet.  9  PP-  Reprinted  in  Eng-  News, 
Aug,  9,  1890,  pp.  119-20.  Eng.  &-  Build.  Rec,  Aug.  16,  i8;o,  pp.  172-3.  Am. 
Arch.  Aug.  30, 1S90,  No. 765,  pp.  135-7.      Elec.  Rev.,  (N.  Y.),  Aug.  23,  i8qo,  pp.  lo-ii. 

.    See  Electric  Light  Station. 

Electrical  Theories.  A  Review  of  Modern.  By  Prof.  Wm,  A.  Anthony,  before  Am. 
Inst,  of  Elect.  Engr's.,  New  York,  Jan.  21,  iJ'go.  The  Electrical  Engineer,  Feb., 
1^90.    Elec.  World,  Feb.  i.  1890. 

Electrical  Transformers.      Wochenschrift  osten-  Ing.  u  Arch.  V.    Sept.  5,  12,1890. 

.    See  Electric  Current. 

Electricity.  Applications  of .  See  Telpherage,  lelcphones.  Street  Railways,  Rail 
roads. 

Directfrom  Fuel.    A  proposed  new  process  of   generating  electricity,  which 

promises  to  be  practical  and  economical  on  a  large  scale.  By  Olaf  Dahl.  The 
Electrical  World,  Dec.  14,  18S9. 

for  Light  and  Power,  7uith  particulars  of  Canadian  fnslallation.     Abstract  of  a 

veiy  practical  and  comprehensive  paper  read  by  Mr.  A.  J.  Lawson,  before  the 
Canadian  Soc.  of  C.  E.  Several  statistical  tables  are  included.  Elec.  Rev.,  June 
27  and  July  4,  i8qo,  pp.  733-6,  23-6. 

in  Mining.    See  Electric  Power  Transmission,  Ore  Dressing. 

in  Transportation,  Compared  with  Steam.     A  valuable  economic  paper  by  Mr. 

O.  T.  Crosby,  read  at  the  annual  meeting  of  the  Am.  Inst,  of  F21ec.  Engrs.  Six 
tables.  St.  Ry.  Gaz.,  June,  1890,  pp.  89-92.  Elec.  Engr.,  May  28,  1890,  pp.  395- 
405.    Abstract  and  comments  in  Lon.  Engineer,  June,  ,13,  1890   p.  471. 

in  Warfare,     A  lecture  by   Lieut.  B.  A.  Fiske,  U.  S.  N.    four,  Frank.  Inst., 

Sept.,  1890.    Eng.  News,  Sept.  to,  27,  1890,  pp.  250,  271-3. 
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.    See  also  Electric  Position  Indicator. 

,    Protection  from.    See  Lightning-guards. 

.     Theories  of  Electrical  Action .    A  review   of  various  theories,  by  Prof.  H.  S 

Carhart.    Abstract,  Jour.  Frank-  Inst.,  Nov,,  iS8g. 

Electricity  Meter.  Sir  William  Thomson  s  ?iew  Electricity  Meter.  Adjustable  to 
various  capacities.  Description  and  illus.  Paper  read  at  the  Leeds  meeting  of 
the  Brit.  Asso.  Adv.  Sci.    Lon.  Elec.  Rev.,  Oct.  lo,  1890,  pp.  423-4. 

^\cc\.TO  Dyn&xnxcs  0/ Stationary  Bodies.     A  valuable  mathematical  paper  by  Prot. 

H.  Hertz.     Ma.xwell's  formulas  are  deduced  without  the  aid  of  quaternions.     La 

Lumiere  Electrique,  July  i8go.   Abstract  in  Electrician.   Aug.  29, 1890,  et  seg.  Elec  ■ 

World,  Sept.,  20,  1890,  et  seg. 
Electro-Magnet.      The   Cantor  lectures  by   Prof.  S.  P.   Thompson,  D.  Sc.      Very 

valuable  and  comprehensive  papers.    Illus.    Elec.  World,  Aug.  ^o,  iSgo,  et  seg . 

Sci.  Am.  Sup.  No.  777,  Nov,  22,  i8qo,  et  seg. 

Electro-Magnetic    '^Induction     Experiments    of  Prof.    Elihu     Thomso?i.       A    paper 

read  by  Prof.  J.  A.  Fleming  before  the  Society  of  Arts.    Thirty-eight  figures. 

Elec.  Rev.,  May  23,  30,  1893,  pp.  577-618.      Elec.  World,  June  14,  21,  1890,  pp.  406-8 

422--?. 
Induction,    Prof.  Elihu  Thomson's  experiments.      A  paper  by  J.  A.  Fleming, 

Prof,   of  Elec.   Engineering,  University   College,    London.      Valuable  paper. 

Jour.  Soc.  Arts,  May  16,  iSgo,  p.  626. 
Electro-Magnetic  Reciprocating  Engine.     Paper  by  Chas.  J.  Van  Depoele,  before 

the  A.  I.  M.  E.,  at  N.  Y  ,  Sept.,  i8go.,.    Abstracted  in  Elec.  En^r.,  Oct.  8,  1890,  p. 

392;  Eng^.  News,  Oct.  4,  1890,  pp.  293-4. 

.     I elsa  Alternating-,     In  mining  work.     Illus.    Elec.  Eng.,  Aug.  13,1890. 

Electro-Pneumatic  Block  Signaling.     See  Railroad  Signaling. 

Elevated  Railways.    See  Railway,  Elevated. 

Elevations  at  Various  Points  o?i  the  Missouri  River,  reicrrcd  to  the   St.  Louis  City 

Directrix.    A  table  giving  extreme  high  and  low  water,  standard  high  and  low 

water  as  adopted  by  Missouri  River  Commission,  etc.    Report  0/  Missouri  River 

Commission,  1889,  p.  2,757.     Appendix    W.    W-  of  Report  of  Chief  of  Engineers, 

1^89. 

Elevator  and Reloaderfor  Coal.  The  Rondout  coal  yard  machinery  described  and 
illustrated.    Sci.  Am.,  June  7,  1890,  p.  360. 

Engineering.  Progress  in  Civil  and  Mechanical  Engineering  and  Architecture  for 
i88q.  Report  of  Committee  on  Civil  Eng.  &  Surv.  by  Cyrus  G.  Force,  Jr.;  on 
Mechanical  Eng'r'g  by  Walter  Miller;  and  on  Architecture  by  John  H.Richard- 
son; all  of  Engineers'  Club  of  Cleveland,  p.  9.  J ourn.  Assn.  Eng.  Soc,  March 
1890,  Vol.  IX.,  p.  127. 

.    See  Miscellaneous  Notes,  Mechanical  Engineering,  Municipal  Engineering, 

Civil  Engineering,  Sanitary  Engineering. 

Engineering  and  Technical  Literature,  Handy  List  of .  A  very  useful  catalogue  of 
books  printed  in  English  from  1880  to  ii:88  inclusive,  arranged  alphabetically  by 
authors  and  subjects;  2145  titles  and  thousands  of  cross-references.  Compiled 
and    published   by   H.  E.  Haferkorn,   Milwaukee,   Wis.  8  vo.  Cloth,  pp.  168. 

(?2.75). 
.    See  Diary. 

Engine,  Compound .  Calorimetric  Investigation  of  the  Performance  of  a  Compound  En 
gine.    A  paper  by  Mr.  W.  H.  Nauman  describing  a  test  made  on  a  compound 

Engine  at  Augsburg,  Bavaria,  and  discussing  results.    Proc  ■  Eng.  Club  of  Phila. 

Dec,  1887,  Vol.  VI.,  pp.  213-219. 
Engine,  Compound  for  Manufacturiiis  J'urposcs.    The  relative  areas  of  the  cylinders, 

and  the  regulation  of  the  pressure  in  the  receiver.     Paper  by  Charles  T.  Main. 

Transactions  Am.  Soc.  Mech.  Eng's.,  Vol.  X.,  i889. 
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— ,  Confpound Horizontal ,  with  Frikart  valve  gear.  Description  and  double  plate. 
Lon.  En£.,  June  18,  1890,  p.  739. 

— .  Corliss  Enirine  at  the  Late  Paris  Exposition  An  illustrated  description  of 
this  unusually  large  engine,  especial  attention  being  directed  to  novel  features. 
The  design  was  by  M.  Joseph  Farcot,  Saint  Ouen.  The  Mech.  World,  March  15, 
1890,  p.  106,  ct  seq.  I 

— .    See  Crank  Pin  Pressures. 

— .    See  Electro-Magnetic  Reciprocating  Engine. 

— .  Gas  Engine  Experifnents.  By  Mr.  Benj.  Davies.  Indicator  cards  and  dia- 
grams, and  methods  of  ignition.     Lon.  Etigineer,  Sept.  26,  i8go,  pp.  251-2. 

Indicators.     The  Comparison  of  Indicators.    A  paper  read  at  the   New  York 


meeting  of  Mechanical  Engineers,  Nov.,  1S89.  By  Prof.  J.  Burkitt  Webb,  Ho- 
boken,  N.  J.  A/n.  Ettgr.,  Nov.  27,  1889.  Trans.  A.  S.  M.  E.,  Vol.  XI.,  i8qo,  pp. 
311-28. 

,  Marine.      The  development  of  the  Marine  Engine,  and  the  progress  made  in 

Marine  Engineering  during  the  past  Fifteen  Years.  A  valuable  paper  by  A.  E. 
Seaton,  M.  I.  C.  E.,  read  before  the  N.  Y.  meeting  of  the  Brit.  Iron  and  Steel 
Inst.,  Oct.,  1890.    Sci.  Am.  Sup.,  No.  773,  Oct.  25, 1890,  pp.  12347-8,  et  seg. 

.    Marine  Triple-Expansion.     See  Ferry-Boat . 

,  Multicy Under,  or    Compound;  its    Theory  and  its  Limitations.      Paper  read 

before  Am.  Soc.  Mech.  Engrs.,  by  Robert  H.  Thurston,  from  advance  sheets  of 
Transactions.  Jour.  7>-(/«. /«j/.,  December,  18S9,  and  January,  1850.  Abstract 
in  Mechanics,  Dec,  1889.     Trans.  A.  S.  M.  E.,  Vol.  XI.,  1890,  pp.  13S-S7. 

,  Non-Condensitig,  Cost  of  Power  in.    Experiments  and  theoretical  discussion, 

showing  relation  of  cost  of  power  to  cut-off,  etc.,  by  Charles  E.  Emery.  Trans. 
Atn.  Soc.  Mech.  E?igrs  ,  Vol.  X.,  1889. 

.    See  Pumping  Engine. 

.     Specifications  of  a  Single    Tattdem   Compound  Corliss   Condensing   Engine. 

Mech.  World,  Nov.  i,  1890,  p.  176.  et  seq . 

Steam.    A  paper  by  Prof.  R.  H.  Thurston  on  Hirn  and  Dwelshauvers  Theory 

of.  Trans.  Am.  Soc.  Mech.  Engrs.  Vol.  XL,  iSrgo,  pp.  688-99.  Abstract  in  A/^-^rZ/.w/tj, 
June,  1890,  pp.  129-31. 

>  Steam.    A  Practical  Method    or  Reducing  the  Internal  Wastes  of  the  Steam 

Engine.  A  paper  by  Prof.  R.  H.  Thurston,  giving  results  of  some  experiments 
showing  a  considerable  saving  of  heat  by  treating  the  interior  surfaces  of  the 
cylinder,  not  rubbed,  with  acid  and  oil.  Trans.  Am.  Soc.  C.  E.,  Vol.  XXIII, 
1890,  pp.  39-43. 

.     Steam  Consumption  of  ,  at  Various  Speeds .      Paper  by  J.  E.  Denton   and  D. 

S.  Jacobus,  giving  results  of  experiments.  Trans.  Am.  Soc.  Mech.  Eng.  Vol. 
X.,i859. 

.    SteamEngine  Indicators.    A.  paper  by.  C.  F.  Budenberg,  M.  S.  read  before 

the  Sheffield  Soc.  of  Eng.  All  the  principal  forms  of  indicators  are  described 
and  their  merits  discussed.  Iron,  June,  20,  i8go,  pp.  i;3S-^o.  Lon.Ry.  Engr..  Sept. 
ib'90.  No.  12Z  et  seq. 

,  Steam,    How  to  Manage  a  SteamEngine.    A  popular  article  of  some  merit, 

Illustrated.    Sci.  Am.  Sup.,  April,  26,  1890,  p.  11927. 

-,  Steam.      The  Process  of  Steam  in  its  Development  of  Power  by  means  of   a 

Steam  Engine.  A  lecture  before  Sibley  College,  Cornell  University,  by  Chief 
Engr.  Isherwood,  U.  S.  N.,  Dec.  13,  i8Sg.  Jour.  Frank.  Inst.,  Vol.  C.  pp.  301-17, 
et  seq. 

.    See  Steam. 

.     Test  of  a  Compound  Engine  at  the   Howland  Mill,   New  Bedford,   Mass. 

A  very  valuable  article,  by  George  H.  Barrus,  M.  E.  of  Boston.  Gives  com- 
plete description  of  boilers  and  engines,  etc.,    also  exact   methods  used  in  con- 
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ducting  tests  in  all  details,  with  results,  and  discussion  of  same.    Power,  Dec, 
iSb'q,  Vol.  IX.,  No.  12,  p.  6. 

lest  of  a  ^oo  Horse  Pmver  Triple-Expansion  Engine.    Iron  Ag'e,  Nov.  13,  1890, 


pp.  843-4. 

' .  "Triumph"  Compound  Engine.  Illustrated  description  of  a  form  of  com- 
pound engine  having  three  high  and  three  low  pressure  cylinders,  each  set  of  pis- 
tons controlling  the  steam  supply  of  the  set  next  preceding;  so  serving  as  a  per- 
fect valve  device.    Ry .  Rev.,  Feb.  8,  1890,  p.  81. 

Engine  Fly  \Vheels.  A  discussion  of  the  requirements  in  various  engines.  Num- 
erous diagrams.  Mech.  World,  Nov,  22,  1890,  pp.  207-8. 

Engine  Friction.  Distribution  of  Internal  Friction,  2i.-nA  its  relation  to  speed  and 
work.  Papers  by  R,  H.  Thurston,  giving  results  of  experiments.  Trans.  Am. 
Soc.  Mech.  Enirrs.,  Vol.  X.,  i8!;9. 

Engine  Tests.  Tests  ot  several  types  of  engines  under  conditions  found  in  actual 
practice.  A  paper  by  Prof.  R.  C.  Carpenter  before  the  Cincinnati  meeting  of 
the  A.  S.  M.  E.  Trans.  A.  S.  M.  E..  Vol.  XI  ,  1890,  pp.  723-62.  Abstract  in  Eng. 
News,  Aug.  2, 1890,  p.  loS. 

Engin  e  Trials.  Results  of  Trial  of  Boiler  and  Engine  of  the  Temple  Street  Cable  Rail- 
way, Los  Angeles,  Cal.  By  F.  W.  Wood,  Gen.  Man.  St.  Ry.  four,,  Aug,,  1890, 
pp.    403-4- 

Engines.  A  Governor  for  Steam  Engines.  Paper  by  Mr.  J.  M.  Smith,  read  at  the 
Cincinnati  meeting  of  the  A.  S.  M.  E.  Trans,  A.  S.  AI.  £.,  Vol.  XI.,  1890,  pp.ioSi- 
1102.    Abstract,  Eng.  News,  July  19,  1890. 

and  Motors  burning  Petroleum.    See  Petroleum. 

.    See  Boilers. 

.    Efficiency  of  Gas  Engines.    A  paper  read  before  the  Liverpool  Eng.  Soc. 

by  Thomas   L.  Miller,  M.  E.      Lon.  .ffM^^zw^^r,  June  13,  1890,  <r^j^7.    Am.  Mf'r., 

June  27,  1890,  et  seq. 

.    See  Governors. 

.    High  Speed  in  Engines  for  Electric  Lighting.    By  Prof.  R.  H.  Thurston. 


Elec.  World,  Aug.  9,  1890,  pp.  84-5.    Am.  Manf.,  Aug.  15.  1S90,  p.  8. 

.    Leaky  Pistons  and  Indicator  Cards.     An  illustrated  paper  by  Mr.  H.  W. 

Spangler.    Proc.  Eng.  Club  of  Phila.,  Vol.  VII.,  No.  2,  Feb.  i88q,  p.  108. 

.     Normal  Indicated  Horse  Power  of  Marine  Engines  and  Boilers.     5  tables 

showing  relation  of  pressure,  heating  surface,  etc.  Mech.  World,  June  14,  21, 
1890,  pp.  235,  248. 

.  On  the  Triple-Expansion  Engines  and  Engine  Trials  at  the  Whitworth  En- 
gineering Laboratory ,  Owens  College,  Manchester.  An  elaborate  paper  read  by 
Prof.  Osborne  Reynolds,  L.  L.  D.,  F.  R.  S.,  before  the  Inst,  of  C.  E.,  loth  Dec, 
i88g.  Plate.  Proc.  Inst.  C.  E.,  Vol.  XCIX,  Paper  No.  2407,  pp.  152-7;  discussion, 
including  tables  and  diagrams,  pp.  198-253:  correspondence,  pp.  254-6'^. 

.     The  economy  of  Small  E.ngines.   Trials  of  three  small  portable  Engines.     Lon. 

Eng,,  Nov.  14,  i?90,  pp.  577-8.    Mech.  World,  Nov.  22,  iSqo,  pp.  208-9. 

Ericsson,  John:     The  Engineer,    An  interesting  account  of  the  busy  life  of  this  great 

engineer  by  Wm.  Conant  Church,  in    Scribner's  Magazine,  February,  1890,  Vol. 

VII.,  p.  169.  etseg. 
Excavation,  Submarine.    See  Submarine  Rock  Excavation. 
Excavating.    See  Freezing. 
Explosions.    See  Boiler  Explosions. 
'E.xpXosivcs  of  the  Past  and  of  the  Future.    Smokeless  Poivder,     An  interesting  article 

reprinted  from   f.a  Nature.      Illustrated.      Set.  Am,  Sup.,  No.  756,  June  j8,  1899, 

pp.  iao7i-«. 
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.     Tests  0/ the  Relative  Strenglhs  oi  nitro   glycerine  and  other  explosives.    A 

paper  by  Frederick  W.  Clark,  Chicago,  111.  Irans.  Am.  Inst,  of  Mining  En£., 
Colorado  meeting,  June,  ib'go. 

.    See  Blasting. 

Exposition.  World's  Columbian  Exposition.  Discussion  on  the  question  of  site  by 
members  of  the  Western  Soc.  of  Engrs.,  Sept.  ,^,  iSgo.  Jour.  Asso.  E?z£,  Sue, 
Sept.,  1890,  pp.  461-71. 

Eye  Bars.  On  the  Manufacture  of  Eye  Bars  for  Pin  Connected  Structures.  A  val- 
uable paper  by  William  Sellers,  describing  process  of  manufacture  at  Edge 
Moor  Bridge  Works,  for  both  iron  and  steel  eye  bars.  Tables  of  dimensions 
and  strength  are  given.  Proc.  Eng-.  Club  of  Phila.,  June,  i%h^,Wo\.Vl.,  pp. 
330-336. 

Ferroid,  .4  Neiv  Artificial  stone.    See  Stone. 

PcTvy-'Boa.X,  Double  Screiu,  Performance  of  .  Account  ot  tests  of  the  performance  of 
the  screw  ferry-boat  "Bergen"  and  a  comparison  of  the  same  with  that  of  the 
w  heel  ferry-boat  "Orange."  Illus.  Paper  before  Am.  Soc  of  Mech.  Eng'rs.,  by 
E,  A.  Stevens  and  J.  E.  Denton.  I?.  R.  andEiig.  Jour.,  March,  i8qo,  Trans. 
A.  S.  M.  E.  Vol.  XI,  1890,  pp.  372-451. 

"Transfer"  of  the  Ca?iadian  Southern  Railroad  Company.    An  illustrated  de- 

cription  of  this  new  ferry  boat,  built  by  the  Cleveland  Shipbuilding  Company 
Sei.  Am.  Sup.,  May  10,  1890,  p.  11962. 

Ferry  Steamer.  Railroad  Ferry  Steamer  "Solano."  A  complete  and  fully  illustrated 
review  of  this  interesting  boat  by  Robert  L  Harris.  Trans.  Am.  Soc.  C.E., 
April,  i8go.  Vol.  XXII.,  pp.  247-257. 

Filters.  Atialy  sis  of  Mechanical  Action  of  Filters.  A  paper  bv  Mr.  Emil  Geyelin  . 
This  paper  discusses  nearly  all  the  more  prominent  filters  in  use  and  made  for 
use  of  water  works,  and  forms  a  valuable  source  of  information.  Am.  Water 
Works  Ass'n.,  Louisville  meeting,  1889,  p.  63. 

Filtration.    Experiments  on  the  Efficiency  of  Filtration  through  Sand.     By  Dr.  Carl 

Frankel  and  C.  Piefke.    This  is  a  valuable  report  on  the  city  water  of  Berlin. 

Tables.    The  proportion  of  bacteria  in  the  unfiltered  water  to  those  in  the  filteied  ' 

was,  roughly  speaking,  1,000  to  i.     Zeitschrift  fur  Hygiene,  Vol.  VIII,  i8go,  p.  i. 

Abstracted  in  Froc.  Inst.  C.  E-,  Vol.  C,  1890,  p.  455. 
of  Natural  Waters.    A  paper  by  Mr.  T,  M.  Drown,  read  in  Boston,  Jan.  15^ 

1890.    jfour.  Assn.  Eng.  Soc,  July,  1890,  pp.  356-68.    Eng.  &'  Build.  Rec,  Nov.  22, 

1890,  pp.  394-6. 
.     The  Filtering  Plants  of  American   Water  Works.    Editorial  discussion   of 

data  from  Manual.    Eng.  News,  July  12,  1890,  pp.  58-60,    July  26,  p.  83. 

.    See  Water,  Water  Supply,  Sewage. 

Fire  Apparatus  about  Shops  afid  Buildings.  A  valuable  paper  by  Mr.  C.  J.  H. 
Woodbuiy  before  Am.  Soc.  of  Mechanical  Engineers.  Ry.  Rev.,  Dec.  4,  1889, 
Vol.  XXXI.,  p.  718:  Eng.  News,  Dec.  14,1889,  Vol.  XXII.,  p    568. 

Fire  Loss,  Method  of  Reducing.  Paper  by  C.  J.  H.  Woodbury  before  the  American 
Soc.  ot  Mech.  Engrs. ,  at  New  York  City,  describing  practical  methods  of  reduc- 
ing the  fire  loss  on  isolated  manufacturing  property.  Irans.  A.  S.  M.  E.,Vo\. 
XI,  i8qo,  pp.  271-311.    Mechanics,  Dec,  ii;89. 

Fire  Proof  Buildings.  A  letter  from  Mr.  Edward  Atkinson  in  Am.  .-ircht.,  contain- 
ing many  valuable  suggestions  concerning  fire-proof  and  slow  burning  business 
buildings.    Am.  Arch.,  Dec  21,  liiSg,  p.  293. 

Fire  Streams.     Hydraulics  of  Fire  Streams.    A  valuable  paper  by  Mr.  John  R.  Free- 
man,  M.   Am.  Soc.   C.  E.,  with  discussion  by  Clemens   Herschel,   Mansfield 
Merriman,E.  Kuichling,  Geo.  F.Swain,  J.  P.  Church,  E.B.Weston,  R.  Hering 
and  John  R.  Freeman.    Fully  illustrated  by  plates  and  diagrams.      Trans.  Am- 
Soc.  C.  E-,  Nov.  1889,  Vol.  XXI.,  pp.  .103  etseg. 
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Floods.  Rej>ori  on  the  Protection  of  the  City  ofElmii-a,  N .  F.,  Affaiiist  Floods .  A  re- 
port by  F.  Colling»food  to  the  Mayor  of  Elmira    Re-port,  Feb.  12,  iSqo. 

Floor  Construction,  A  Neiv  Fire  Proof  Floor.  A  system  of  constructing  fire  proof 
flooring  on  a  simple,  economical  and  effective  plan.  Comparative  cost  of  sev- 
eral fire  proof  systems  of  flooring  are  given.  Illustrated.  Eiiff.  News,  K'^x'-^  19, 
1890,  Vol.,  p    367. 

.    A  New  Floor  Construction.    Abstract  of  a  method  used  in   Germany  and 

described  in  "Ccntralblatt  der  Bauverwalttt//£:"'  Iron  girders  are  used  as 
usual  with  "plaster  beams"  as  filling.  Eng-.  A'ews,  April  12,  lii'go.  Vol.  XXIII., 
p.  341. 

Forced  Draught,  A  paper  read  before  the  Institute  of  Marine  Engineers,  Oct.  ig, 
18S9,  by  J.  WiUiams,  Birmingham,  England,  discussingsubject  of  forced  draught 
at  some  length.    London  Eng'ineer,  Nov.  22,  i88q,  Vol.  LXVIIL,  p.  433,  et  seq. 

Forging.  Hydraulic  Forg'i7tg'  and  the  FUnv  of  Solids.  Notes  suggested  by  alleged 
defects  in  certain  forgings  made  by  pressiye.  A  paper  by  Coleman  Sellers.  E. 
D.,  Professor  Engineering  Practice  at  Stevens  Institute  of  Technology.  A'.  A'. 
Ga«.,  Feb.  7,  1S90,  Vol.  XXII.,p.  86.    ctseq. 

Foundations  for  Drop  Presses.  Illustrated  account  of  manner  of  constructing  the 
foundations  for  a  drop  forging  plant  for  the  Gorham  Manufacturing  Co.,  at 
Providence,  R.  I.    Eiiff.  Nnvs,  Feb.  22,  i8go.  Vol.  XXIII,  p.  186. 

of  the  Northeast  and  Southeast  Quays  of  the  Outer  Harbor  of  Calais,  France 

Translation  of  part  of  a  report  on  the  Harbor  of  Calais,  recently  made  by  the 

Chief  Engineer  in  Charge,  M.  Betillart.      Illustrated.     Enff.  News,  Jan.  4, 1890. 

Vol.  XXIII,  p.  7- 
.    Recent  Prog-ress  in  Sinking  Deep  Fouiidcitious  for  Etigiticering  Works.     By 

Charles  Ormsbee,    Engineer  in  charge  of  Hawkesbury  Bridge.    From    Proc. 

of  Australian  Soc.for  the  Advancement  of  Science.  Eng.  Neius,  Feb.  i,  iS8q,  Vol. 

XXIII,  p.  114. 
,  Subaqueous.    Two  lectures  delivered  before  the  Royal  Engineers  Institute  a 

Chatham,  by  W.  R.  Kinipple.    Gives  most  recent  practice,  with  examples  from 

important  works.    Illustrated.    Lon.  Eng.,   October  10,  i8go,  pp.  439-40,  t'/ jvj^. 

Reprinted  in  Eng.  Nnvs,  Nov.  8,  1890,  pp.  413-16,  et  seq. 
tinder    Water.     The  new    Maritime  Installations  of  the  l^ort  of  Antwerp.     A 

valuable  paper  by  H.  de  Matthys,  giving  a  full  description  of  the  caissons  and 

method    of  constructing    the    quay-walls.     22   plates.     Annates    des    Travaux 

Publics  de  Belgique,  Vol.  XLXVII,  p.  i.    Abstract  in  Proc.  Inst.  C.  E.,  Vol.  CI, 

1890,  pp.  330-3. 
.     Underpinning  Yarmouth  City  Hall.    Description  of  an  interesting   case  of 

underpinning.     Illus.    Eng.  &=  Build.  Rcc,  Nov.  15, 1890,  p.  375. 
.     See  Bridge,  Cairo,  Coteau,  Dalmarnock,  Needles,  Red  Rock,  Thames,  Toiver; 

Bridge  Piers;  Dams,   Coffer;    Docks;    Freezing    Process;    Pier  on  soft  Ground; 

Lighthouse. 
Franklin  Institute.    Index  to  Reports  of  the  Committee  on  Science  and  the  Arts.  From 

1834  to  i8qo.    Covering  many  reports  of  considerable  value.    Jour.  Frank.  Inst., 

November,  1891. 
Freezing   Process  as  Applied  at  Iron  Mountain,  Mich.,  in  sinking  a  shaft  through 

quicksand.    Interesting  paper  by   D.  E.   Moran,  C.  E.    Illustrated.     School  of 

Mines   (^«<?r.,  April,  1^90,  pp.  237-54.    Abstract  in  Eng.  &>  Build.  Rec,  ]une  14, 

1890,  p.  23.     A".  R.  Gaz.,  May  26,  1S90,  p.  332. 
of  making  Excavation.    Paper  by  Mr.  Edward  L.  Abbott,  C.  E.,  read  before 

the  Boston  Society  of  Civil  Engineers,  describing  the  development  and  success 

of  this  method,    pp.  4,  four.  Assn.  Eng.  Soc,  Marcli  1890,  Vol.  IX,  p.  94.     Eng. 

&'  Build.  Rec,  May  17,  1890.    p.  378. 
Friction  Buffer.    See  Car  Buffer. 
Friction  of  Steam  Engines.     Sec  Engine  Friction. 
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Frog.     S/idiiic  ■^wiU/i  and  Parsons  Pivoted  Frog-.    See  Switch. 

Fuel.     Oil  Fnel  in  Marhte  Prad'uw    Article   of  some  value   in   Eng:  Nnvs,  Feb.  i 

i8qo,  Vol.  XXIII,  p.  loi. 
.     The  Energy  and  Utilization  of  Fuel,  Solid,  Liquid  aitd  Gaseous-    Paper  by 

Mr.  W.  R.  Taylor,  read  at  the  Washin£ton  meeting  of  the  Am.  Inst,  of  Mining 

Engineers,  February,  i8go,  pp.23.     Trans.  A.  I.  M.  E.    Am-  Manfr., Ma.rc\\  T, 

1S90,  p.  17- 
.    See  Gas,  Petroleum  Fuel,  Coal,  Wood. 

Fuel  Consumption,  Comparative  Fuel  Consumption  and  Designs  of  Compound  Loco- 
motii'es,  Royal  Sa.Kon  State  Railroads.  Two  articles,  giving  much  valuable 
data  and  information  concerning  comparative  economy  of  locomotives;  in- 
cluding many  indicator  cards,  and  a  tabulated  statement  of  results  of  actual 
experiments  on  several  locomotives.  P.  R.  Gas.,  Nov.  22  and  29,  1889,  Vol. 
XXI,  p.  782. 

Fuel  Testing.    See  Calorimeters,  Coal.  * 

Fuels.  The  Use  0/ Liguid and  Gaseous  Fuels.  Paper  of  some  value  by  Mr.  L.  H. 
Gardner  before  Am.  Water  Works  Ass'n.  Am-  Water  Works  Ass' n.  Louisville 
meeting,  1889,  p.  14- 

Furnace  Plant  at  A/eA'eesport,  Pa.  Mr.  F.  C.  Roberts,  Chief  Engr.  The  arrange- 
ment of  this  plant  seems  to  be  very  excellent.  Plan,  sections  and  full  descrip- 
tion in  Afn.  A//r.,  Aug.  8, 1890. 

Furnaces.  Flue  Gases  y?-om  Steam  Boiler  and  otker  Furnaces.  Methods  of  analysis 
to  determine  waste.     Lon.  Eng.,  Oct.  3, 1890,  pp.  383-4,  ct  seg. 

.    See  Blast  Furnace,  Basic  Open  Hearth  Furnace. 

Garbage  Crematories  and  the  Destruction  of  0}-ganic  Matter  by  Fire.  A  Valuable 
paper  by  Samuel  S.  Kilvington,  M.  D.,  President  of  Board  of  Health  of  the  city 
of  Minneapolis.    Minneapolis,  1888. 

Garbage  Disposal.  Economical  Disposal  of  Ashes  and  Other  City  Refuse,  A 
paper  by  Wolcott  C.  Foster,  giving  suggestions  and  describing  machine  for 
sorting  city  refuse.  Illustrated.  Eng.  News,  March  15,  1890,  Vol.  XXIII., 
p.  243. 

Gas.  Fuel  Gas  and  some  of  its  Applications.  Paper  by  Mr.  Burdett  Loomis,  pre- 
sented at  the  N,  Y.  Convention  of  the  A.  I.  M.  E.  Illustrations  of  plant,  Loomis 
process.  Ettg.  Neius,  Oct.  11,  1890,  pp.  317-19.  Abstract  in  Am.  Manfr.,  Oct.  10, 
1890,  p.  17.    Set.  Am-  Sup.,  No.  744,  Nov.  i,  1890,  pp.  12363-5. 

.     Natural  Gas  and  Petroleum  in  Ohio  in  i88q.    Paper  by  Mr.  Edward  Orton 

specially  prepared  for  Am-  Manfr.,  Jan.  24,  i?9o,  p.  17. 

.     Water  Gas.      Its  Manufacttire  and  Utilization.      Abstract  of  a    paper    by 

Joseph  Von  Lange.    Am.  Manfr.,  July  4,  1890,  p.  17. 

Gas  Calorimeter.      Thivaitcs.     Described   and  illustrated.    Am.  Manfr.,   Nov.  21, 

1890,  p.  17. 
Gas  Engine.     See  Engines,  Engine. 
Gas  Holder.     Three-Lift   Gas  Holder  at   Glasgorv    Corporation    Gas    Works.      An 

article    describing  this  three-liit  holder.     Illustrated  by  inset  plate  of  details. 

Some  novel  connections  are  used.    Lon-  Eng.,  March  7, 1890,  p.  296. 

Gas  Holder  Tanks,  Experiences  in  the  Construction  of .  Paper  by  Mr.  G.  A.  Hyde, 
read  in  Cleveland,  June  10, 1890.    Jour.  Assn.  Eng.  Soc,  July,  1890,  pp.  351-3. 

Gases,  Flue  Gases.    See  Furnaces. 

Gear  Teeth.  A  new  process  for  Generating  and  Cutting  the  Teeth  of  Spur  Wheels. 
Series  of  revolving  cutters  move  longitudinally,  cutting  and  at  the  same  time 
generating  the  teeth.  Paper  by  Ambrose  Swasey,  read  before  the  Richmond 
meeting  of  the  Am.  Soc.  M.  E,  Ry .  Rev.,  Nov.  22,  1890,  pp.  700-1.  Ettg.  News, 
Nov.  29, 1890,  pp.  491-2.     Iron  Age,  Nov.  27,  1890,  pp.  935-6. 
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.    Pin   Teeth  for  Bevel  Gears.    Description  of  a  new  form  of  pin  teeth  for 


bevel  gears,  with  suggestions  as  to  method  of  forming  them  by  machinery.    By 

George  B.  Grant.     Illustrated.    Am.  Mach.,  Dec.  5,  iSIig. 
Geodesy.    Distribution  of  TriangMlation  Errors,     See  Surveying. 
Girders.    Plate  and  Box  Girders.    By  Louis  D.  Berg.    This  paper  is  Ch.  X  of  Safe 

Building-.    3  original  tables  and  diagrams  showing  the  strength  of  webs,  angle 

bars  and  flanges  with  spans  from  20  it.  to  80  ft.    Am.  Arch.,  Aug.  9,  i8go.  No. 

763  (cont.  from  No.  753),  PP-  82-5. 
Governors.     The  theory  of  Cetitrifuffal  Goz<cr;;ors.    By  Sven  S.  Ekman.    Mechanics, 

No.  227,  November,  1890.  pp.  241-6. 
Graphical  Statics.    The  graphical  method  is  illustrated  by  a  number  of  force  plans, 

for  roof  trusses  and  framed  beams.  An  excellent  paper  for  students.  Mechanics, 

July,  1890,  pp.  161-4. 
Gunpowder  as  a  Propellant .     Lecture  by  Mai.  F.  W.  J.  Barker,  R.  A.     Illustrated. 

Sci.  Am.  ^w/.,  June  21,  i?qo,  No.  755,  pp.  12059-62. 

.    See  Explosives. 

Guns.     The  Maki7tg- of  Biff  Guns.     Popular  illustrated  paper  by   Henry  L.  Nelson, 

Sup.  to  Harper's  Weekly,  Aug.  2-\,  1890,  No.  1,757,  pp.  665-8. 

.    See  Artillery  Experiments. 

Harbor.     Clez'eland,  Ohio,  Outside  Harbor.     See  Railway,  Cleveland,  Loop-Line. 
Harbor  Improvements.     Floating-  Deflectors.      Equilibrium    and    stability    of   the 

floating  current  deflectors  designed  for  harbor  and  river  improvements,   by 
Prof.  L.  M.  Haupt.      Pror.    F.ng.  Cbib  of  Phila.,    December,   1886,    Vol.  VI., 
pp.  69-75. 
.     The  Harbor  of  Bayoune.     Civil   Engineering   at  the  Paris  Exhibition.     Il- 
lustrated article.    Lon.  Engineering,  Dec.  6,  I'^Sg,  Vol.  XLVIII,  p,  646. 

The  Port  of  Bordeaux.    Illustrated  article,   one  of  a  series  on  Civil  En- 


gineeiing  at  Paris  Exhibition.  Lon.  Engineering.  December  13,  1889,  Vol. 
XLVIII,  p.  681. 

.     The  Quebec  Harbor  Improvements.    Valuable  paper  by  St.  George  Boswell, 

M.  Can.  Soc.  C.  E.  The  improvements  consist  of  a  wet  dock  and  tidal 
harbor  at  the  mouth  of  River  St.  George,  and  a  graving  dock  at  St.  Joseph 
on  the  Levis  side  of  River  St.  Lawrence.  Trans.  Can.  Soc.  C.  E.,  Vol.  I, 
p.  77, 1887. 

Harbor  Studies.  Paper  of  Some  value  by  Prof.  L.  M.  Haupt,  discussing  various 
problems  relating  to  harbor  improvements,  with  especial  reference  to  the 
physical  phenomena  attending  the  formation  of  bars  at  the  entrace  to  harbors 
in  alluvial  formations.  Proc.  Eng.  Club  of  Phila.,  April,  1886,  Vol.  V,  pp. 
285-327. 

Harbor  AA^orks  Near  Saltburn,  By-the-Sea.  This  article  besides  describing  general 
character  of  works,  gives  considerable  valuable  data  concerning  the  slag 
cement  used;  chemical  and  physical  properties  are  given.  Lon.  Engineering, 
March  u-  i890'  P-  317. 

.    See  Breakwater,  Docks,  Jetties,  Littoral  Movement. 

Harbors.  Notes  on  Harbor  Facilities  of  Cler'elandfor  Handling  Coal  a-nd  Ore.  Paper 
by  Augustus  Mordecai,  read  before  the  Civil  Engineers' Club  of  Cleveland. 
Jojir.  Assn.  Eng.  Soc,  February,  1890,  Vol.  IX,  pp.  50-58. 

Heat  Tender /w  Trains  on  the  C.  M.  dr*  St.  P.  Ry.  Full  description  with  plan  and 
sections.  Electric  light  is  supplied  from  the  same  tender.  Indicator  tests  are 
tabulated.    R.  R.  Gaz.,  June  13,  1890,  pp.  410-2. 

Heating  by  Exhaust  Steam.  Article  by  R.  C.  Carpenter,  Lansing,  Mich.,  including 
tables  of  data,  sizes  of  pipes  required,  etc.    Am.  Eng.,  Jan.  22,  1890,  p.  3q. 

.  Comparative  Tests  of  a  Hot  Water  and  Steam  Heating  Plant.  Paper  pre- 
sented by  R.  C.  Carpenter,  of  Lansing,  Mich.,  giving  results  of  a  test  made 
during  winter  of  1889-90,  showmg  considerable  economy  in  the  hot  water  system 
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over  the  steam  system  Eiig-.  &=  Bvild.  Rec,  May  17,  i8qo,  p.  380.  Trans.  A ,  S. 
M.  E.,  Vol.  XI,  1890,  pp.  918-37. 

.    Hot  Water  Heating',  and  the  Relation  it  Bears  to  the  Master  Plumbers'  Trade. 

Lecture  delivered  by  W.  W.  Mackay,  M.  E.,  Supt.  Hot-Water  Heating  Dept. 
of  Richardson  &  Boynton  Co.,  N.  Y.,  at  an  open  meeting  of  the  N.  Y-  Ass'n  o 
Master  Plumbers.  The  lecture  contains  many  and  valuable  suggestions  con- 
cerning details  and  general  arrangement  of  hot-water  heating  systems.  E^ig. 
and  Build.,  Nov.  30,  1S89,  Vol.  XX,  p.  386,  et  setj. 

.     See  Ventilation  and  Heating. 

Heating  of  Trains.  Process  of  continuous  steam  heating  of  passenger  trains,  with 
inset  map  and  tables.  It  appears  that  about  25  per  cent,  of  the  passenger  cais 
of  this  country  are  equipped  for  steam  heating.  Eiig.  iVsws,  ]\\nc  "j.  i%qo,-ox) . 
541-4. 

.  Stea?n  Heating  of  Passenger  Trains  on  the  Pennsylvania  R .  R.  Full  de- 
scription of  system  employed,  by  Theo.  N.  Ely.  Illustrated,  your.  Frank  Inst., 
November,  i8qo.  Ry.  Rev.,  Novembers,  1890,  pp.  668-9.  Eng.  Nezus,  November 
15,  i8go,  pp.  445-6. 

.     The  Steam  Loop.    Illustrated  description  of  a  new  and  valuable  invention 

for  automatically  returning  condensed  steam  to  the  boiler.  E?ig.  JVezvs,  Au^. 
2,  1890,  p.  106.    Am.  Engr.,  Aug.  20,  1890,  p.  70. 

.    See  Master  Car  Builders'  Association,   report  of   the    committee    at   the 

twenty-fourth  annual  convention 

Heating  and  Ventilating  School  Houses.  Very  valuable  article  composed  of  papers 
by  Messrs.  Wm.  E.  McClintock,  Theo.  P.  Perkins  and  Prof.  S.  H.  Woodbridge. 
your.  Assn.  Eng.  Soc.,  April,  i?go,  Vol.  IX,  pp.  147-194. 

.     Warming  and  Ventilating  in  the  College  of  Physicians  and  Surgeons,  New 

York.  An  article  giving  in  considerable  detail  the  methods  employed  in 
this  building.  Illustfated.  Eng.  d^  Build.  Rec,  April  5,  i8qo.  Vol.  XXI,  p.  283, 
et  seg. 

Highway  Bridge  Supervision  yb/-  State  of  New  York.  Proposed  system  of  super- 
vision. Paper  by  Chas.  F.  Stowell,  M.  Am.  Soc.  C.  E.  Eng.  /Veu>s,  March  22, 
1890,  Vol.  XXIII,  p.  269,  etseq. 

Highways.  Resistance  to  Traction  on  Road.  Paper  read  before  Phila.  Engrs.  Club, 
by  Rudolph  Hering,  March  iS,  1882.  Table  of  actual  resistances  to  traction  for 
numerous  road  surfaces  and  velocities  is  given  with  authority  for  figures.  Eng. 
&>  Build.  Rec.,  Jan.  25,  i8qo,  p.  121. 

.    See  Macadam  Roads,  Roads. 

Hoisting  Plant.  Hydraulic  Hoisting  Plant  for  Pier  of  Booklyn  Sugar  Refining  Co- 
Paper  by  Louis  G.  Engel,  read  at  the  Richmond  meeting  of  the  Am.  Soc.  M.  E. 
Iron  Age,  Nov.  20,  1890,  pp.  894-9. 

.     The  Calumet  and  Hecla  Mining  Cos.    Description  of  this  elegant  plant,  with 

fine  engravings  of  the  qo-inch  Belpaire  boilers — the  largest  of  the  type  ever  built. 
R.  R.  Gaz.,  March  21,  li'go,  pp.  190-1. 

.    See  Pneumatic  Hoisting. 

.     See  Viaduct.  Souleuvrc. 

Holley.  Alexander  Lyman.  Inaugural  address  of  the  HoUey  Memorial  Statue, 
by  James  Dredge,  editor  of  Engineering.  Full  abstract  of  this  interesting 
address  in  Eng.  News,  Oct.  4,  1890,  pp.  305-7;  Oct.  11,  1890,  pp.  315-16.  E.xtract 
in  Eng.  &'  Build.  Rec,  Oct.  11,  1890,  p.  294.  Lon.  Engineering.  Oct.  10,  i8qo,  pp. 
433-4.  et  seg . 

House  Drainage.  Paper  read  by  George  S.  Pierson  before  the  Michigan  Engineers  ' 
Society  and  published  in  yl'/?V/4/]^iZ«  Engineers'  Annual  in  1889.  Eng.  &"  Build. 
Rec,  March  8,  1890,  Vol.  XXI,  p.  219,  et  seg. 

Hydrants.     Eire  Hydrants  in  Winter.    Several   suggestions  of  value  concerhing 
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protecting  hydrants  from  frost  and  thawing  out  frozen  ones,  by  Louis  Lesage, 
Supt.  Montreal  Water  Works.    Enir.  dy  Build.  Rcc.  Jan.  25,  iSgo,  p.  123. 

Hydraulic  Gear /(7;-7;/<?c7;-/(:  Ci?rj-.  The  Wenstrom  system.  Ilhis.  E/cr.  lii/^.,  Oci. 
22,  1890. 

Hydraulic  Hoisting  Plant.    See  Hoisting  Plant. 

Hydraulic  Machinery  al  Sf.  Lazare  Station,  Paris.  Described  fully  in  the  July,  1S90, 
number  of  the  Revue  Generate  dcs  Ctie?ni?/s  dr  Fer.  Brief  extract  in  R.  R.  Gaz., 
Nov.  28,  1890,  D.  S23. 

.    See  Dock. 

Hydraulics.  Calculations  0/  the  Mean  Horse-Power  of  a  Variable  Stream  and  the 
Cost  0/  Replacing-  the  Power  Lost  by  a  Partial  Diversion  of  the  Florv.  Paper  read 
by  Mr.  Wm.  H.  Grant.  Tables  and  folding  plates  illustrating  the  flow  of  the 
Bronx  River.  Trans.  A.  S.  C.  £.,  Vol.  XXII,  June,  1890,  paper  No.  440,  pp. 
389-402;  discussion  pp.  402-8. 

.    Plow  of  Water  in  Pipes.     The  Results  of  /nvesti£-ations  Relative  to  Formulas 

for  the.  Very  valuable  paper  by  Edmund  B.  Weston,  illustrated  by  28  plates 
and  diagrams.  Discussion  by  several  prominent  members.  Trans.  Am.  Soc.  C. 
E.,  Jan.  1890,  Vol.  XXII,  pp.  1-90. 

.    FloTV  of  Water  Throus^h  Larg^e   Gates  and  Over  a  Wide  Crest,  Experiments 

on.  Valuablejpaper  by  Mr.  Chas.  E.  Haberstroh,  member  of  the  Boston  Society 
of  Civil  Engineers,  read  May  15,1889.  lUus.,  p  \\,  Jour-.  Assn.  F.nff-  Soc,  ^m^., 
\'i",c.  Vol.  IX,  p.  I. 

.  Height  of  Jets  of -Water.  Theoretical  discussion  and  results  of  experi- 
ments.   Zeitschrift  des  osterr  In£r.  u.  Arch  V .  (Vienna),  Vol.  II,  1890,  pp.  70-4. 

.     On  Water  in  Motion.     By  James  Craig,  M.  I.  C.  E.    This  is  an  interesting 

and  suggestive  paper  containing  several  new  formulas,  among  others  'a  slope 
velocity  formula  which  lacks  demonstration.  8  tables  illustrate  the  use  of  the 
formulas.  /«rf.  ^z/^..  May  24,  31,  i8go,  pp  414-5,434-5.  See  also  an  editorial  in 
the  same  journal  June  7,  pp.  441--.  * 

,  Recent  Experiments  on  the  Flow  of  PVater  oz'er    Weirs.     ByM.  Bazin.     These 

experiments  consisted  in  gauging  a  standard  weir,  and  comparative  experi- 
ments upon  weirs  of  different  heigtits.  The  weirs  were  all  sharp  crested  of  the 
full  widtli  of  the  channel  of  approach  and  witli  lateral  chambers  to  allow  the 
air  free  access  below  the  slieet  of  falling  water.  153  experiments  were  made  in 
gauging  the  standard  weir  for  heads  ranging  from  2  inches  to  2  feet:  then 
this  weir  was  used  to  determine  the  discharge  over  others  placed  in 
the  channel  lower  down.  Seven  other  series  of  about  30  experi- 
ments each  were  thus  made  to  determine  the  variation  of  the  co- 
efficient, due  to  velocity  of  approach  and  for  various  heads.  The  values  of  the 
coefficient  tn  in  the  formula  Q—m  I h^/ sq  li  are  tabulated,  and  also  curves  drawn 
for  the  same.  These  results  are  very  reliable,  as  experiments  were  conducted 
with  great  care;  and  while  they  agree  closely  with  those  of  Messrs.  Fteley 
and  Stearns,  the  experiments  were  much  more  numerous  and  on  a  somewhat 
larger  scale.  Annates  des  Fonts  et  Chaussees,  Oct.  i?%ii.  Reprinted  in  \heProc. 
En£-rs.  Club  of  Phil  a.    Vol.  VII,  Jan.  i8go,  pp.  259-310. 

.    See   Fire   Stieams;    Sewers,  Formula  for  Afean    Velocity  of  Fhno  in;  Salt 

Works. 

Hydraulic  Formulas.  Diagram  of.  Valuable  folding  insert  compiled  by  J.  L. 
Fitzgerald,  M.  A.  S.  C.  E.  The  formulas  of  Kutter,  Trautwine,  Fanning, 
Freeman,  Ellis,  Latham  and  others  are  represented  by  curves  from  which  the 
unknown  quantity  can  be  easily  derived.  Sup.  to  En£r.  Nezvs,  Sept,  6,  1890, 
p.  206. 

Ice  Making  Plant.    Linde  System.     The   Linde   works  in   London,  said   to  possess 
the  largest  refrigerating  apparatus  in  the   world,  are  fully  described  and  illustra- 
t(>d.     Lon.  Eng-ineer.    .Sci.  .4m.  Sup  ,  No.  757,  July  3, 1890,  pp.  12089-12. 
Ice  Supplies.    Pollution  of.     Report  of  Mass.  State  Board  of  Health.    Tal)les  ari 
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given  of  many  analyses  of  water  and  ice.  'Iwaity-ftrst  Annual  Report,  ibSv,  pp. 
143-223- 

Indexing.    See  Reading  and  Indexing. 

Inspection  of  Bridges.     See  Bridges. 

Instruments.  Hand  Book  and  Illustrated  Catalos'iic  of  Engineers'  and  Surveyors'  In 
strumcnts.  Full  description  of  tlie  instruments  with  directions  for  their  care  and 
adjustment.  Articles  on  the  planimeter,  stadia  measurements,  etc.,  p.  150. 
Buff  &  Berger,  Boston. 

.    See  Distance  Measuring  Micrometers. 

Interlocking  and  Signaling.     See  Railroad  Signaling,  Draw-Bridge   Interlocking. 

Interstate  Commerce  Commission.     For  summary  of  tiiird  annual  report  and  edito- 
rial comments  on  same.    See:  R.  R.  Gas.,  Jan.  10,  1890,  Ry .  Rev.,  Jan.  11  and  17 
i8go,  En£.  News,  Jan.  11,  1890. 

.     Report  of  the  Interstate  Commerce  Commission,  by   Prof.    H.   C.   Adams. 

Abstract  of  tables  in /?.  7?.  Gaz.,  August  22  29,  1890,  pp.  5S3-90,  606.  Ry.  Rn'. 
August  23,  1890,  p.  49S.     Ed.  review  in  Ens^.  News,  August  23,  j8c;o.  pp.  16S-70. 

,    Report  of.    See  Railroad  Statistics, 

Iron.    Phosphorus  hi  Cast  Iron.    Paper  by  W.J.  Keep,  of  Detroit,   Mich.     Trans. 

Am-  Inst.  Mininff  En£:,  Ottawa  meeting,  Oct.,  1889. 
.    Some  Causes  of  the   Crystallization  of  Iron.    Paper  by  Mr.    Thos.   Morris, 

F.  G.  S.,  reprinted  from  Proc.   Liverpool  Eng.Soc.,  Am.  Mfr.,  K\>v\\  2;,   i^'go, 

et  seg. 
.     Testini"  Cast  Iron.    An  editorial  review  of  Prof.  |.  B.  Johnson's  paper  read 

before  the  A.  S.  of  C.  E.    Illus.     Lon.  Eng  ,  July  4,  1890,  pp.  19-20. 
.     The  Prog-ress  of  the  Metallurgy  of  Iron.    Address  before   British  Association 

at  Newcastle,  by  Sir  Lowthian  Bell,  F.  R.  S.    Complete  reprint.    Iron  (London) 

Nov.  8,  1^89. 

Iran  a.ndSt^e\  at  the  Paris  Exhibition.  Series  of  valuable  articles  containing  data 
concerning  production,  composition  and  qualities  of  various  irons  and  steels. 
Lon.  Engineer,  Nov.  i,  1889,  Vol.  LXVIII,  p.  367,  et  seg. 

.  International  Standard  of  Analysis  of.  A  paper  by  Prof.  John  W.  Lang- 
ley.  Proe.  Engrs.  Soc.  of  W.  Penn.,  Vol- V.,  1889,  pp.  20-5.  Discussion  pp. 
26-9. 

.    Physical  Properties  of  Iron  and  Steel  at  Higher  Temperatures.    Summary   of 

certain  notes  and  observations  by  Jas.  E.  Howard,  C.  E.,  of  Watertown  Arse- 
nal,   i?.  i?.  G<Z3.,  May  9, 1S90,  p.  316. 

.    Recent  Developments  in  Iron  and  Steel.     Paper  by  George  Burlot,  Member  of 

Civil  Engineers' Club  of  Cleveland.  Read  Nov.  12,  i88g,  p.  5.  Jour  Assn.  Eng. 
Soc,  Jan.,  i?90.  Vol.  IX,  p.  14. 

.     Requirements  of  Specifications.     By  Mr.  Jas.  Ritchie.     Jour.  Assn.  Eng.  Soc, 

May,  1890,  pp.  238-41. 

.     Scientific  Investigations  as  applied  to  the  Manufacttire  of  Iron  and  Steel.     Two 

lectures  delivered  by  Dr.  C.  R.  Alden  Wright,  F.  R.  S.,  at  University  College 
London.  Lon.  Engineer,  Dec.  27,  1890,  Vol.  LXVIII,  p.  530 :  Lon.  Engineering, 
Dec.  20, 1890,  p  724.    Iron,  Dec.  27,  1889,  p.  546. 

.     The  Couley  Lancaster  Process  of  making  iron  and  steel  direct  from   the  ore. 

An  illustrated  article  describing  the  process  in  considerable  detail  and  giving  an 
estimate  of  the  cost  of  plant  and  of  producing  ingots.  Am.  Mfr.,  Feb.  14,  1890, 
p.  7,  April  iS,  i8go. 

Iron  Making.  Early  Steps  in.  An  historical  paper  by  Wm.  F.  Durfee.  Illustrated. 
Pop.  Sci.  Mon.,  Dec.  1890,  pp.  145-72. 

Iron  "Works.  Description  of  the  Works  of  the  Bethlehem  Iron  Co.  By  W.  H.  Jaques, 
late  U.  S.  N.  Illustrated  by  photo-engravings  and  a  map  of  works.  Proc.  U. 
S.  A\  Inst.,  i88g.  Vol.  XV,  No.  4,  P-  531 ;  whole  No.  51. 
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Irrigation  iu  Ckiua.  By  Gen.  Tcheng  Ki  Tong.  Gives  an  historical  description  of 
the  great  systems  in  China.  Translated  from  Revue  Scientijigue,  Pop.  Set.  Mou-, 
Oct.  1890,  pp.  821-7. 

— .  In  Mysore.  Article  by  C.  A.  Farget,  Ex.  Eng.  P.  W.  D.,  India,  giving  con- 
siderable information  concerning  problem  to  be  solved  and  the  systems  adop- 
ted,   hidian  Engineering;  March  22,  1890,  et  seg . 

.  In  Egypt  and  the  Raizan  Reservoir .  Abstract  of  a  paper  by  Mr.  Cope  White- 
house,  read  at  a  meeting  of  Western  Society  of  Engineers,  Oct.  2,  i8Sg.  Jour. 
Assn.  Eng.  Sac,  Nov.  1889,  Vol.  VIII,  pp.  574-578. 

.    In  Idaho.    An  interesting  report  by  A.  D.  Foole,  C.  E.  on  the  irrigation  and 

reclaiming  of  certain  lands  in  Idaho.  Abstract  in  Eng.  News,  April  26,  iSqo,  Vol. 
XXIII,  p.  391. 

.     The  Functio7i  0/  the  Government  in  a  Plan  for  General  Irrigation.     Paper  by 

George  A.  Brown,  read  before  the  Engrs.  Club  of  St.  Louis.  Jour.  Assn.  Eng. 
Soc,  Vol.  IX,  Oct.,  1S90,  pp.  494-505. 

.    See  Canals. 

Irrigation  Canal.  Description  of  the  Jarapa  Irrigation  Canal,  by  Mr.  F.  C.  Finkle, 
C.  E.    Eng.  Nezvs,  May  17,  1893,  Vol.  XXIII,  p.  463. 

Irrigation  Engineering.  A  very  good  paper  by  Mr.  H.  M.  Wilson,  reviewing  the 
various  engineering  problems  to  be  considered  in  an  irrigation  scheme.  Seh.  0/ 
Mines  Qtiar.,  Vol.  XI,  p.  102,  Jan.,  iSqo. 

leiW^%  at  Port  of  La  Paliice .  An  interesting  illustrated  article  describing  methods 
used  in  construction,  etc.;  from  Lc  Genie  Civil.  Sci.  Am.  Sup  ,  Jan.  iS,  1890,  p. 
11,706. 

.  Oeean  Jetties  in  Neiu  South  Wales.  Brief  description,  with  method  of  plac- 
ing piles  in  a  rock  bottom.  By  W.  A.  Harper.  Proc.  Inst.  C.  E.,  Vol.  CII,  1^90. 
Paper  No.. 2430,  pp. 305-6.  . 

.    See  Littoral  Movements. 

Journais  and  Journal  Jiearings.  Discussion  at  the  meeting  of  the  New  England 
Railroad  Club,  including  papers  by  Mr.  Adams,  Mr.  Lauder,  on  above  subject; 
Mr.  Meneeley  on  Roller  Bearings,  and  Mr.  Shattuckon  the  Trip  Journal  Bear- 
ing; also  remarks  and  discussions  by  other  members.  Mast.  Mech.,  Dec,  1889, 
Vol.  IV,  p.  214. 

.    See  Lubricants. 

Kinematics  of   Machinery.     See  Machine  Design. 

Launches,  Electric.    See  Electric  Launches. 

Lenses.    See  Photographic  Lenses. 

Levees.    See  River  Improvements. 

Leveling  Survey  of  France.    See  Survey. 

Light.  The  Artificial  Light  cf  the  Future.  An  interesting  address  by  Prof.  E.  L. 
Nichols  before  the  N.  Y.  Electric  Club,  discussing  the  efficiency  of  various 
sources  of  light.  Elec.  Rev.,  {N.  Y.)  Nov.  29,  1890,  pp.  166-7,  70-1.  Sci.  .im.  Sup., 
No.  7S0,  Dec.  13.  1890,  pp.  12,460-2. 

.     On  the  Cheapest  form  0/  Light.    Bv  Prof.   S.  P.    Langley  and   F.  W.  Verv. 

This  is  an  interesting  paper  on  the  radiation  of  the  fire-flv  which  is  intended  to 
show  the  possibility  of  producing  light  without  heat  other  than  that  in  the  light 
itself.    3  plates.    Am.  Jour,  of  Sci.,  Aug.,  i8go,  No.  236,  Vol.  XL.,  pp.  97-113. 

Lighthouse.  Investigation  of  the  stability  of  the  proposed  Diamond  Shoals  Light- 
house. Eng.  News,  Aug.  2,  1890,  p.  100.  The  specifications  for  this  lighthouse 
are  published /iJ.  Aug.  9,  1890,  pp.  115-7.  A  folding  inset 'shows  the  details  ef 
caisson  and  substructure  as  designed  by  the  three  lowest  bidders. 

.    Stability  of.    See  Wave  Pressure. 

The  Proposed  Diamond  Shoals  Lighthouse.  Three  of  the  plans  which  were  sub- 
mitted to  the  Lighthouse  Board  for  a  150-ft-  tower  off  Cape  Hatteras,  are  de- 
scribed and  illustrated  by  a  folding  inset.     Eng.  Nfivs,  July  26,  1890,  p.  76. 
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Lighting  by  Compressed  Oil  Gas.  An  illustiated  article  reprinted  from  Le  GenieCivU, 

Sci.  Am.  Sup.,  No.  760,  July  26,  1890,  p.  12140. 
.     Of  Streets.    Tables  showing  the  cost  of  lighting  streets  by  gas,  gasoline  and    ' 

electricity,  in  different  cities  in  the  U.  S.    Eng.  News,  June  28, 1890,  p.  607. 
Lightning  Arrester.    See  Electric  Lightning  Arrester. 
Lightning-Guards  for  Telegraphic  purposes  and  the   Protection  of  Cables  from 

Lightning,  with  Observations  on  the  Effect  of  Conducting  Enclosures.    Paper 

by  Dr.  Oliver  Lodge  read  at  the  meeting  of  the  Institution  of  E.  E,    Illus    Elec, 

J?ev.,  May  16,  23,  30,  1890,  pp.  567,  592,  621. 
Littoral  Movement  of  the  New  Jersey  Coast, ^\i\\  remarks  on  Beach  Protection   and 

Jetty  Reaction.     Paper  giving  results  of  some  investigations.      By   Lewis  M. 

Haupt.    Illustrated  by  several  plates.     Trans.  Am.  Sac.  C .  E.,  Vol.  XXIII,  1890, 

Paper  No.  451,  pp.  123-41.    Discussion,  pp.  142-54. 
Locomotive.    A  complete  and  well  illustrated  description  of  the  new  C.  B.  &  Q. 

class  I  engine,  designed  for  suburban  traffic.    R.   R.    Gaz.,   Dec.   13,   1889,   Vol. 

XXI,  p.  816.    Ry.  Rev.,  Dec.  14,  1S89,  Vol.  XXXI,  p.  717. 
.    Baldwin  Ten-Wheel  Express  for  the  N .  V.  L.E.  &=  IV.  R.  R.  A  full  descrip- 
tion with  double  inset;  cross  sections  and  dimensions.  R.  R.  Gaz.,  June  13,  1J90, 

pp.  413-5- 
.    Buneir s  Road  Locomotive.    Described  and  illustrated      Lon.  £■«;?■.,  June  20, 

i8qo,  p.  739. 

.     Compound  Express  Locomotive,   with  single  driving  wheels.     Northeastern 

Railway.  England.  Details,  dimensions,  indicator  cjirds,  illustrations,  etc.,  are 
given.     Lon.  Engineer,  March  7,  1S90,  p.  185. 

.     Compotaid  Locomotive,   Michigan    Central  Railroad.      Description,   details, 

indicator' cards,  etc.    Eng.  News,  March  8,  i8qo,  Vol.  XXIII,  p.  220, 

.  Compound,  on  the  German  State  Railways.  Paper  by  H.  Hawkins,  re- 
printed from  Engineering.    Ry.  Rev . ,  July  6,  1890,  p .  393, 

.  Consolidation  Locomotive,  Union  Pacific  Railroad.  Baldwin  Co.  Descrip- 
tion, inset  plate  of  details,  illustrations  of  cylinders,  etc.,  with  table  ot  dimen- 
sions and  weights.    Ry.  Rev.,  May  3d,  1890,  Vol.  XXX,  p.  247. 

.    See  Electric  Headlight. 

.     Eight-Wheeled Locotnotive," Class  O,"  Pennsylvania  R.  R.     p'ull  page  plate 

showing  side  elevation.  Ry.Rev.,  July  26,1890.  Description,  table  of  dimen- 
sions, and  cross  sections,  ibid-    Aug.  2,  1890,  pp.  466-7. 

.  For  CoTnmon  Roads .  Brief  illustrated  description  of  an  English  steam  en- 
gine with  a  crane.    Eng.  Nnvs,  June  28,  1890,  p.  606. 

.    Four   Cylinder  Compound  Locomotive,  by  the  Baldwin   Locomotive  Works. 

Illustrated  description  showing  principal  details  and  dimensions,  as  well  as  gen- 
eral appearance  of  the  locomotive.  Eng.  News,  May  3,  ib'90.  Vol.  XXIII,  p. 
424.  R.  R.  Gaz.,  May  2,  i8go,  Vol.  XXII,  pp.  29S-306.  Mast.  Mech.,  May,  1890, 
p.  73.    Ry.  Rev.,  April  26,  1890,  p.  234. 

,  French  Passenger .     Fully  described.    Details  illustrated.      Lon.  Engineer, 

June  6,  13,  i8go. 

.    Heavy  Consolidation.     Description   of  the   general  design  used  by  the  R.  I. 

L.  Works,  with  a  table  of  dimensions  and  double-page  plate.  Mast-  Mech.,  June, 
1893,  p.  94. 

.    Heavy  10-  Wheel  Locomotive.    Description  and  abstract  of  the  specifications. 

Total  weight,  130,000  lbs.  Double  plate  and  other  illustrations.  Mast,  Mech., 
Sept.  i8?o,  pp.  ii;o-i. 

.    Indicating  a  Locomotive  on  the  Old  Colony  Railroad.    Article  describing 

method  used  and  giving  several  cards  from  an  i8x'24-inch  Old  Colony  Locomo- 
tive.   Ry.  Mast.  Mech.,  March,  1890,  p.  39- 

-.    Italian  Passenger.    Brief  description  with  illustrations.    Reprinted  from  the 

Lon.  Ry.  Eng.,  R.  R.  &=  Eng.  Jour,,  June,  iSgo,  pp.  266-!s. 
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.    Michigan  Central  Confpound .  Intercepting  and  reducing  valves  of  Michigan 


Central  compound  described  and  Illustrated  in  Ry.  Rev.,  January  25,  1890, 
P-  52- 

.    Mogul  Freight,  M.  L.  S.  &•    W.  R.  R.    Description,  general  dimensions 

and  side  elevation.    Mast.  Mech.,  July,  1S90,  p.  109. 

.    Standard  Mogul  C.  B,  &•  Q.  R.  R.    Description  with  principal  dimensions. 

Several  cross  sections.    Eng.  News,  July  t;,  1890,  pp.  6-7.     Folding  inset,  with 
elevation  and  plan  of  the  same  engine,  id-,  June  28,  1890. 

.    Standard  Mogul  0/  the  N .  V.  C.  i^  H.  R.  R.  R.    Description  of  this  fine 

locomotive  with  table  of  dimensions  and  details  of  boiler  and  frame.    Folding 
plate.    R.  R.  Gaz.,  July  25,  1890,  pp.  51Q-21. 

.     Tank  Locomotive  North  London  Ry.    Designed  for  heavy  fi eight  service. 

Lon.  Engineering,  Oct.  3,  1890,  pp.  394-5- 

.     Ten-wheel  Locomotive .    Georgia  Pacific  Railway.     Description,  illustrations, 

general   dimensions,    weight,    etc.     Eng,    Netvs,  April   5,  1890,    Vol.   XXIII, 

p.  315- 
,     Test  0/ a  Compound.    Full  report  by  G.  H.  Barrus,  M.  E.     Pamp.    S  vo.,  pp. 

55.    Illustrations  and  tables.     Pub.  by   Baldwin   Locomotive  Works.    Abstract 

in  Eng.  News,  Sept.  6,  13,  1890,  pp.  216,  224-7.    ^V-  Rei'-,  Sept.  6,  13,  20,  i8qo.    R. 

R.  Gaz.,  Sept.  12,  1890,  pp.  627-S,  634-5.      Lon.  Eng.,  Sept.  ig,  iSgo,  et  seg.    Mast. 

Mech.,  Oct.  i8go,  pp.  171-3- 
.    The  Great  Western  Broad  Gauge   Express   Engine.    Description,  table  of 

dimensions  and  double  plate.     Lon.  Eng.,  June  13,  1890,  p.  485. 

.     The  Shay  Locomotive.    Illustrated  description  of  this  locomotive  driven  by 

bevel  gears,  and  designed  for  use  on  roads  with  sharp  curves  and  steep  grades 
as  in  lumbering.    Eng.  News,  April  26,  1890,  Vol.  XXIII,  p.  386. 


.     Three-cylinder  Co?nj>ound .    Illustrated  description  of  a  new  engine  that  has 

given  excellent  satisfaction  on  the  Northern  Ry.  of  France-  Mast.  Mech,,  June, 
1890,  p.  99. 

.     Wabash   Ten-wheel  Express  Locomotive.     Has   a  peculiar  arrangement  of 

cross-head  guides.  Full  drawings,  folding  inset.  R.  R.  Gaz.,  Oct.  17,  1890, 
pp.  712-13. 

Locomotive  'BoiX^r /or  High  Pressures.  Description,  with  details  of  a  locomotive 
boiler  to  stand  a  working  pressure  of  180  pounds  per  sq.  in.,  as  constructed  by 
Rhode  Island  Locomotive  Works.     Ry.  Mast.  Mech.,  March,  1890,  p.  40. 

Locomotive  Boilers.  Experiments  to  determine  variations  in  economy  due  to 
different  lengths  of  tubes,  fire  brick  arches  and  water  arches.  This  is  a 
valuable  paper  reporting  the  results  of  extended  experiments  on  the  Paris, 
Lyons  and  Mediterranean  R.  R.  Table  and  diagrams.  R.  R.  Gas.,  July  4; 
1890,  pp.  480-2. 

with  Corrugated  Fireboxes.  Condensed  from  paper  before  German  Technical 

Railroad  Union,  by  Herr  H.  Lentz,  Engineer,  and  published  in  Glasers  Atmalen. 
Illus.    R.  R.  &-  Eng.  your..  April,  1890. 

with  Firebrick  Fireboxes.    Abstract  of  remarks  of  Herr   Bork,  Locomotive 

inspector  of  Huringian  Railroad,  before  German  Technical  Railroad  Union, 
giving  favorable  experience  with  firebrick-lined  fireboxes.  R.  R.  <&*  Eng.  7our,, 
May,  i8go. 

Locomotive  Connecting  Rods.     See  Connecting  Rod  Ends. 

Locomotive  Counterbalancing.  Paper  before  the  April  meeting  of  Western  Rail- 
way Club,  by  Mr.  W.  H.  Lewis,  Master  Mechanic  C.  B.  &  N.  Illus.  R.  R.  Gaz., 
April  25.  1S90,  Vol.  XXIII,  p.  202.  Ry.  Rev.,  April  26,  1890,  Vol.  XXX,  p.  232. 
Eng,  News,  April  26,  i8go,  Vol.  XXIII,  p.  395.  Ry .  Mast.  Mechanic,  May, 
1890,  p.  84. 

An  editorial  review  of  the  subject.    R.  R.  Gaz,,  March  21,  1890,  p.  199. 
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L  ocomotive  Testing.   By  H.  G.  Manning.  This  paper  discusses  the  proper  method 

of  making  tests.    R.  R.  Gaz.,  July  18,  i8qo,  p.  509. 
.    A  Standard  Method  of  Testins'.     By  F.   W.   Dean.    Excellent  paper  with 

tabulated  results.     R.  R.  Gaz.,  June  20  and  27,  i8go,  pp.  436-7,  453-4. 

.    Method  of  Testitiff.     By  A.  T.  Woods.    R.  R.  Gaz.,  June  13,  1890,  p.  409. 

Locomotive  Trucks.  Lateral  Motion  Trucks,  Vertical  Movtments  and  Lateral  Re- 
sistances. Editorial  discussion.  Diagrams.  ^.  ^.  G^zz.,  August  22,  29,  1890,  pp. 
586,  604-5 . 

.     Truck  Wheels  for  Fast  Passen£^er  Engines.    Short   article  calling  attention 

to,  and  suggesting  remedy  for,  the  marked  tendency  of  truck  journals  to  "heat" 
when  engines  are  run  at  high  speed.  Wheels,  in  general,  too  small.  Master 
Mechanic,  December,  1889,  Vol.  IV,  p.  204. 

Locomotive  'Wheels.  Steel  Tired  Wheels  and  the  Principles  to  be  Followed  in  Attack- 
ing^ the  Tire  to  the  Center.  Paper  read  by  Mr.  George  W.Rhodes  before  the 
Western  Railway  Club.  Discusses  the  subject  of  locomotive  tires  and  gives 
numerous  cases  of  failures.  Illustrated  by  etchings.  Proc.  West.  R.  R.  Club. 
Text  reprinted  in  Ry.  Rev.,  Nov.  8,  1890,  pp.  666-8.  Abstracted  in  En£.  News, 
Nov.  8,  1890,  p.  427.  R.  R.  Gaz.,  Nov.  7,  i8go,  pp.  768-q.  Illustrations  in  R.  R. 
Gaz.,  Dec,  5,  1890,  pp.  839-41. 

Locomotives.  American  and  English.  Two  editorials,  comparing  the  two  types  at 
considerable  length.    R.  R.  Gaz.,  April  25  and  March  g,  1890. 

.    Brick  Arches  in  Locomotive  Fire-boxes.     Report  of  the  committee  of  the  Ry. 

Master  Mechanics'  Asso.    Enff.  News,  Aug.  g,  1890,  p.  121. 

Compound.    Paper  by  Mr.  A.  T.  Woods,  read  before  the   Engineers'  Club 


of  St.  Louis.  Comprehensive  essay  comparing  different  styles  of  compound 
locomotives  with  each  other  and  with  simple  locomotives.  Tables  of  dimen- 
sions and  indicator  diagrams.  Jottr.  Assn.  En£:  Soc,  August,  iSgo,  pp.  393- 
407. 

,  Compound.  In  Germany.  Article  containing  the  opinions  of  several  promin- 
ent German  engineers  and  taken  from  Glaser's  Annalen.  Eng:  News,  May  3, 
1890,  Vol.  XXIII,  p.  414. 

.     Compound  Locomotives  on  the  East  Tennessee,  Virginia  &'  Georgia  Railroad. 

Comparative  test  of  a  simple  and  a  compound  consolidation  locomotive.  Dia- 
grams.   Eng.  News,  Nov.  22,  i8qo,  p.  458. 

,  Compound.    Papei  read  before  the  Western  Railway  Club  by  Mr.   D.  L. 

Barnes.    Mechanics ,  November,  18S9. 

,  Compound.    Report  of  Committee  to  the  23rd  convention  of  the  Am.  Ry. 

Master  Mechanics' Assn.  Excellent  paper  followed  by  discussion.  Ry.Rev., 
June  21,  1890,  pp.  354-5.  R.  R.  Gaz.,  June  27,  1890,  pp.  451-2.  Eng.  Nezvs,  June  28, 
1890,  pp.  603-4.    A'last.  Mech.,'^u\y,  iSqo,  pp.  119-120. 

.     Compound,  for  the  London  and  N.  W.  Ry.   Description,  with  engravings  and 

double  plates.    Lon.  Eng.,  July  25,  1890,  pp.  9S-100. 
,  Co7npound,  in  Russia.    Abstract  of  a  paper  by  Mr.  Thomas  Urquhart,  read 

before  the  Inst,  of  Mech.  Engrs.    Tables,  illustrations,  and  indicator  diagrams. 

Eng.  A^i?wj-,  June  14,  iSgo,  pp.  554-6. 

.    Efficiency  of.    Paper  by  W.  F.  Di.\on,  read  at  the  Cincinnati  meeting  of  the 

A.  S.  M.  E.  Trans.  A.  S.  M.  E.,  Vol.  XI,  1890,  pp.  867-92.  Abstract  in  Mechs. 
July,  1890,  pp.  166-7.    Eng.  News,  August  16,  1890. 

.  French  Historical  Locomotives .  Double  plate.  Lon.  Eng.,  June  20,  et  seq,  1890. 

.  Hauling  Capacities  of  Freight  Locomotives.  Table  giving  the  hauling  ca- 
pacities on  six  railroads;  on  level  tangents,  on  10°  curves,  and  on  various  grades. 
R.  R.  Gaz..  Nov.  21,  1890,  p.  802. 

,  Hi£h  Speed  Indicator  Cards.     A  Set  of  cards  taken  at  speeds  trom  5   to  86 

miles  per  hour,  taken  on  a  Worsdell  compound.  R.R.  Gaz.,  March  28,  i8go, 
p.  207. 
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—  in  Germany.  Progress  in  Construction-  By  a  railroad  engineer.  Illustrated. 
Wochenschrift  des  osterr  Ing-.  u.  Arch  V.  (Vienna),  Aug.  i,  8,  1890.  Nos.  31  and 
32,  pp.  269-72,  277-9. 

Outlines,  General  Ditnensions  and   Weight  0/  English  Express.    Valuable 


compilation   of  data  of  19  modern  English  and  Scotch  engines.    R.  R.  Gaz. 

May  9.  1890,  pp.  315-323. 

,  Propelling  Force  of .    See  Train  Resistance. 

.     The  Calorimeter  191  Testing.     Paper  by  Geo.  H.  Barrus,  describing  its  use 

in  the  tests  of  the   Baldwin  compound  locomotive.  May  3,  1S90;  with  records. 

R.  R.  Gaz.,  Oct.  17,  1890,  pp.  711-12. 
.     Tractive  Force.     Diagram  giving  the  tractive  force  exerted  by  locomotives 

per  I  lb.,  mean  effective  pressure  on  piston    for  all  standard  sizes  of  cylinders 

from  14x18 inches  to  22x28  inches.    Ry.  Rro.,  March  i,  1890,  p.  iig. 

Lubricants.      Measurement  of  Durability    of   Lubrica?/ts.      Paper  by   Prof.    J.  E. 

Denton,  read  before  Cincinnati  convention  of  Am.  Soc.  Mech.  Eng.,  May  13, 

1890.     Ry.  Rev.,  May  17,  1890,  Vol.  XXX,  p.  274.      Trans.  A.  S.  M.  E.,  Vol.  XI, 

1S90,  pp.  1013-28. 
— .    Lubricating  Oil.    Specifications  for  lard  oil  in  use  on  the  Pennsylvania 

Railroad,  with  methods  of  testing,  etc.,  by  C.  B.  Dudley,  Chemist,  and  F.  N. 

Pease,  Asst.  Chemist,  of  Penn.  R.  R.    R.  R.  and  Eng.  your.,  March,  i8qo. 

.    Notes  on  the  Action  of  Lubricants.    By  Prof.  J.  E.  Denton.    Concise  review 

of  the  subject.    Mechanics,  May,  1890,  p.  115. 

.    Special  Experiments  with  Liibricants.    With  reference  to  the  lubrication  of 

steam  cylinders  and  journals  subjected  to  heavy  pressure.  Description  of  ap- 
paratus. Abstract  of  a  paper  by  J.  E.  Denton,  read  before  the  Richmond 
meeting  of  the  Am,  Soc.  M.  E.    Ry .  Rev.,  Nov.  22,  1890,  pp.  699-700. 

.    See  Car  Journals,  Car  Lubrication. 

Lumber.    See  Pine  Lumber,  Compound  Lumber. 

Macadam  Roads  at  Bridgeport,  Cottn.  Article  by  Edward  P.  North,  describing  pro- 
cess in  use  at  Bridgeport  under  direction  of  Mr.  B.  D.  Pierce.  Macadam  only 
four  inches  thick  has  been  used  with  marked  success  and  economy,  costing  less 
than  40  cents  per  square  yard.  Eng.  and  Build.  Rec,  December  2S,  1889,  Vol. 
XXI,  p.  53. 

in  Union  County,  N.  V.     Brief  article  of  some  value.    Eng.  and  Build.  Rec., 

Jan.  18,  1890,  Vol.  XXI,  p.  loi. 

Machine  Designing.  The  Constructor,  a  Hand-Book  of  Machine  Design.  By  F. 
Reuleaux.  Complete  translation  of  this  great  German  standard  work  on  ma- 
chine designing  is  commenced  in  January  number  of  Mechanics,  to  be  con- 
tinued throughout  the  year.      Mechattics,  January,  1890,  p.  10,  et  seq. 

Maintenance  of  Way.    See  Rcilroad  Track. 

Map.  "  What  Constitutes  a  Map."  Paper  by  Mr.  Wm.  G.  Raymomd,  Mech.  Tech. 
Soc.  Pacific  Coast,  discussing  this  question  concisely,  yet  quite  fully,  and  pro- 
posing a  metliod  of  regulating  the  filing  of  rec  ords  by  law.  Tratis.  Tech.  Soc. 
Pacific  Coast,  February,  1890,  Vol.  VI. 

Maps  for  Railroad  Surveys.  Paper  by  Emile  Low,  calling  attention  to  the  great  ad- 
vantages of  the  method  of  drawing  railway  maps  on  comparatively  small  sheets 
as  19x24  inches.  Illustrated.  Proc .  Eng.  Club  ^/ P/i/A?.,  June,  1888,  Vol.  VI.. 
pp.  2!;9-2()2. 

,   Topographical .    See  Topographical  Maps. 

Mai  ine  Engine.     ^Qe  Marine. 

Marine  Engineering.    See  Ferry-Boat. 

Mars.  Facts  and  Speculations  Regarding  the  Planet  Mars .  A  Paper  by  Mr.  N.  B, 
Wood,  member  of  the  Civil  Engineers'  Club  of  Cleveland,  read  Nov.  26,  1889, 
p.  3.    your.\Assn.  Eng.  Soc,  January,  1890,  Vol.  IX,  p.  12. 
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Master  Car  Builders'  Association.  Report  of  the  twenty-fourth  annual  convention. 
Illustrated.  Ry .  Rev.,  June  14,  21,  1890,  pp.  336-9,  342,  344.361-3.  R-  R-  Gas., 
June  13,20,  1890,  pp.  417,421,434-6.  Ry.  Aire,  June  14,  1890,  pp.  416-20,  Mast. 
Meek.,  July,  1890. 

Master  Mechanics'  Association.  Report  of  the  twenty-third  annual  convention. 
Ry.  Rei'.,  June  21,  28,  1890,  pp;  352-7.  363-5,  370-1,  377-8.  R.  R.  Gaz-,  June  27, 1890, 
pp.  451-2,  461-2.    Ry.  Ag-e,  June  21, 1890.  pp.  4.^2-6.    Eng-.  News,  June  28,  1890. 

Materials  of  Construction,  Working  Loads  for.    See  Working  Loads. 

Measurements.  The  Refinements  of  Modern  Measurements  and  Manipulations.  A 
paper  by  J.  A.  Brashear  in  Sci.  Am.  Sup.,  April  :,  1890,  p.  11887. 

Measures.    Recent  Progress  of  the  Metric  System.    Interesting  paper  by  Dr.  R.  A. 

Gould,   member  of  the   International  Committee  of  Weights    and   Measures. 

four.  Assn.  Eng.  Soc.,  June,  1S90,  pp.  2^3-9. 

.    See  Weights  and  Measures. 

Mechanical  Engineering.     Report  of  the   meeting   of  the   Inst,  of  Mech.   Engrs. 

at  Sheffield,  July  29,  30.     This  report  contains  valuable  papers  on  steel  rails^ 

coal  mines,  the  manufacture  of  fuel  and  gas  and  the  Sheffield  Water-Works. 

Iro7i,   August  I,   1890,  pp.  92-104.    Mech.    World,  August  2,    li^o,  ct  seq.     Lon. 

Engineer,   August,   1890,  ct  seg.    Lon.   E.ng.,  August  i   and  8,   1890,   pp.    122-4, 

134-9,  171-4. 
Mechanism.     See  Machine  Desig^i. 
Metals,  Expa?ision  of,  from  Low   TemPeratttres .    Some  interesting  experiments  ct 

expansion  of  wrought  iron,  steel  and  cast  iron  between  temperatures  of  4^°   C, 

and  300°  C    By  Thomas  Andrews,  F.    R.  S.    Sci    A7n.  Sup.,  March  15,  i8t;o, 

p.  11842. 
,  Flow  of,  andits  Relation  to  Testing.    On  contraction   of  area.    Article  by  P. 

Kreuzpointner  in  Iron  Age,  Oct.  23,  1890,  pp.  700-1. 

for  Brake  Shoes,  Tests  of.     Preliminary  report  of  a  sub-committee  of  the  M.  C . 

B.  A.  Diagrams.    R.  R.  Gaz.,  May  30,  1890,  pp.  374-5-     Eng.  Neivs,  May  31, 1890, 

p.  510.    Ry.  Reu.,  May  31,  i8qo,  p.  304. 
.    Manganese  Bronze.     A  paper  of  some  length  describing  the  properties, 

uses  and  manufacture  of  this  alloy.    Illus.    Lon.  Engineer,  July  25,  1890,  pp. 

61-4. 
.     On  the  Effect  of  Permanent  Elongation  on  the   Cross  Section  of  Hard-drawn 

Wires.     Short,  but  very  interesting  paper  by  Profs.  T.Gray  and  C.  L-  Mees. 

The  results  of  a  few  experiments  are  tabulated.     Phil,  Mag.  &=>  Jour,  of  Sci., 

April,  1S90,  No.  179,  pp.  355-S. 
.     The  Effect  of  Chilling  on  the  Impact  Resistance  of  Metals.     Paper  by  Thos. 

Andrews,  giving  results  of  several  experiments  on  forgings.    Proc.  hist.  C.  E. 

Abstracted  in  Am.  Mfr.,  Nov.  21,  1890,  p.  10. 

.     The  Flow  of  Metals  and  its  Relation  to  Testing.    By  Paul  Kreuzpointner. 

Iron  Age,  July  3,  1890,  pp.  2-3. 
.     Wear  of.    See  Rails. 


.  Metric  System.     See  Measures. 

Mills  and  Mill  Engineering.  A  paper  by  Edward  Sawyer,  Member  of  Boston 
Society  of  Civil  Engineers,  read  September  18,  1889,  p.  15.  Discussion  bv 
several  members,  p.  24.  your.  Assn.  Eng.  Soc,  November,  1889,  Vol.  VIII, 
PP-  513-562.  Am.  Archt.,  December  T4,  1889.  Eng.  and  Build.  Rec,  March  22, 
1890,  p.  148. 

Mine  Surveying.     See  Surveying. 

Minerals.  Tables  of  the  Rapid  Determination  of  the  Common  Minerals  by  "External 
Signs"  and  by  the  Behavior  of  the  Minerals  before  the  Blowpipe.  A  valuable 
paper  by  A.  J.  Moses.  School  of  Mines  Quar.,  July,  1890,  Vol.  XI,  No.  4, 
PP-  334-55- 
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Mines.  Recent  Imp^'ovements  'm  the  Mechanical  Eng'ineering  of  \Coal  Mines.  Paper 
by  Mr.  Emerson  Bainbridge,  read  at  Sheffield  before  the  Inst.  Mech.  Engrs. 
This  paper  discusses  sinking  of  shafts,  pumping,  haulage,  ventilation,  screen- 
ing, etc.    Iron,  Aug.  i,  1890,  pp.  97-101. 

Mining  and  Metallurgical  Engineering.  Report  with  abstracts  of  papers  of  the  A. 
I.  M.  E.,  the  Brit.  Iron  and  Steel  Inst.,  and  the  Ver.  Deut.  Eisenhuettenleute. 
Also  accounts  of  excursions  of  the  party  to  various  points  of  engineering  inter- 
est. Eng-.News,  Oct.  4,  1890,  et  seq .  R.  R.  t^az.,  Oct.  3,  1890,  pp,  680-1 .  Ry. 
World,  OcK.  ^,\%(p,  p.  942.  R.R.  Gaz.,  Oct.  10,  1S90,  pp.  694-5.  Lon.  En£r., 
Oct.  10,  1890,  et  seq.  E.  &'  M.  Jour.,  Oct.  4,  18^,0,  pp.  392-4.  Brief  notice  in  Avi. 
Eng'r.,  Oct.  II,  1S90,  pp.  158-9. 

Miscellaneous  Notes  of  Euroj>ean  Travel.  Several  brief  accounts  of  matters  of 
engineering  interest  noted  by  members  of  Boston  Soc.  C.  E.,  during  the  1889 
excursion  of  American  engineers  to  Europe,  pp.9,  your.  Assn.  En£.  Soc., 
March,  1890,  Vol.  IX,  p.  119. 

Mortar.  Economy  of  Lime-Cement  Mortar.  The  results  of  some  experiments  indi- 
cate that  any  combination  of  lime  and  Portland  cement  is  uneconomical.  Arti- 
cle by  Prof.  I.  O.  Baker.  Afn.  Arch.,  Nov.  29,  i8go,  p.  133.  The  principal  series 
of  these  experiments  is  given  in  a  paper  by  D.  R.  Kinl<ead.  Selected  Papers,  C. 
E.  Club,  Umv.of  III.,  1889-90,  pp.  59-62. 

1  Experi}nents  on.     See  Bridge  Piers. 

Municipal  Engineering  in  Boston.  Concise  abstract  of  principal  tacts  contained  in 
Annual  Report  of  City  Engineer  of  Boston  for  1889.  Eng.  &=  Build.  Rec . ,  April  5 , 
i8i!9,Vol.  XXI,  p.  274- 

in  Liverpool.  Paving  specifications,  forms  of  sewers  and  gutters,  and  de- 
scription of  artisans  dwellings  owned  by  the  city.  From  United  States  Consul 
Sherman's  Report.  Eng.  Neivs,  Oct.  4,  1890,  pp.  368-9.  Am.  Engr.,  Nov.  i, 
1890,  pp.  188-90. 

Navigation.  Early  Histoiy  of  Steam  Navigation.  Paper  by  G.  W.  Buckwell,  M.  I. 
Mar.  Eng.    Illus.    Mech.  World,  June  21.  \^a,et seq. 

-.    Steam  Lanes  across  the  Atlantic.      Proposed  international  agreement  for 

ship  channels,  by  Lieut.  H.  H.  Barroll,  U.  S.  N.     Illus.     R.  R.  and  Eng.  Jour., 
October,  1890. 

Navy,  Sword-Ships  for  the.  Proposed  type  of  small  vessels  having  a  sword,  or  ram, 
at  the  bow  for  destroying  the  propellers  of  hostile  ships.  Illus.  Am.  Mach., 
Dec.  4,  1890. 

New  Yard.  Report  of  the  League  Island  Permanent  Improvement  Board.  Repoit 
reviews  condition  of  League  Island,  nature  of  soil,  ease  of  constructing  foun- 
dations, size,  strategic  importance,  etc.,  and  recommends  extensive  improve- 
ments amounting  in  total  to  $5,274,155.  Eng.  Ne^os,  November  23,  1889,  Vol. 
XXII,  p.  482. 

Oil.    See  Lubricants. 

Ore  Dressing  by  Electricity  at  the  Tilly  Foster  Mine.  Paper  by  F.  H.  McDowell, 
presented  at  the  N.  Y.  meeting  of  the  A.  I.  M.  E..  giving  conditions  of  opera- 
tion and  valuable  tables  of  results  for  seven  months  of  1890.  Eng.  News,  Oct. 
4,  1890,  p.  291.    Description  of  this  mine  ibid.,  April  20,  1S89. 

in  Germany.     Lon.  Engineer,  Aug.  15,  1890,  et  seq. 

Oxygen.  The  Extractitn  of  Oxygen  from  the  Atmosphere.  Article  oi  interest  in 
Enfr.  News,  April  12,  1890,  Vol.  XXIII,  p.  34i- 

Paper  Manufacture.  Lime  Sulphite  Fiber  Manufacture  in  the  United  States.  By 
Major  O.  E  Michaelis,  before  Am.  Soc.  C.  E.  Sci.  Atn.  Sup.,  Jan.  25,  1890,  p. 
11,724. 

Paris  Exposition  of  i88q.  Paper  by  Mr,  O.  Chanute,  read  in  Chicago  Feb.  5,  1S90. 
your.  Assn.  Eng.  Soc.,  July,  1890,  pp.  341-50. 

Patent  Equivalents.    A  very  valuable  and  pertinent  paper  by  Emil  Starck  of  con- 
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biderable  interest  to  patentees  and  corporations.  Scli.  of  Mines  Qtiar.,  Vol.  XI, 
p.  122,  Jan.,  1890. 

Pavements  and Pavinff  Mater ial .  A  popular  elementary  article  giving  considerable 
information.    St.  Ry.  Jour .,  July,  1890,  pp.  334-6. 

.  Cedar  Block  Carriag-e  Ways.  A  paper  by  Alan  Macdougal  before  Can- 
adian Society  of  Civil  Engineers.  Trans.  Can.  Soc.  C.  /;'.,  1888,  Vol.  II.,  p. 
185. 

.  Study  of  Street  Pavements .  A  lecture  by  Prof.  Lewis  M.  Haupt.  Illustra- 
ted by  examples  taken  from  the  City  of  Philadelphia.  Jour.  Frank,  hist,. 
Dec.,' 1889. 

.    See  Street  Pavements,  Brick  Pavements. 


Paving/(3r  Streets  of  Hiffh  Grade.  An.  Rep. Board  of  Public  Works,  Duluth,  Afinn. 
for  the  Year  ending-  Feb.  28,  i8qo,  pp.  87-93  and  plates. 

Paving  BTic\iB  and  Brick  Pavements.  A  valuable  paper  by  Chas.  P.  Chase,  C.  E., 
describing  the  manufacture  and  use  of  paving  bricks.  Illus.  7  tables.  Eng. 
IVews,  July  19  and  26,  1S90,  pp.  55,  70-3. 

Petroleum,  Pipe  Lines  for.    See  Pipe  Lines. 

.    See  Gas. 

Petroleum  Fuel.  The  Aerated  Fuel  Coinpany' s  System  of  Burning  Crude  Petroleum . 
Gives  methods  and  appliances  in  use  by  this  company.  Their  method  is  to  spray 
the  oil  by  use  of  compressed  air.  Data  given  in  article  shows  considerable  sav- 
ing in  fuel  bill  by  use  ot  oil,  as  used  by  U.  S.  Cartridge  Co.  at  Lowell,  Mass. 
Illus.    Eng.  News,  Nov.  30,  li^Sg,  Vol.  XXII,  p.  510. 

.    for  Ijocomotives.    A  paper  by  Thomas  Urquhart,    Russia,  read  before  the 

Inst,  of  Mech.  Engrs.  Fully  illustrated.  Sci.  Am.  Sup.,  September  27,  1890. 
No.  769,  et  seq .  See  also  description  of  an  improved  petroleum  motor,  ibid.,  pp. 
12282-3. 

Photographic  Lenses.  A  very  valuable  paper  by  Thomas  R.  Dallmeyer  discussing 
the  theory  and  construction  of  photographic  lenses.  Jour.  Soc.  Arts,  Ma.y  2, 
1890,  p.  583. 

Photography  Applied  to  Surveying.    See  Surveying. 

Pier  on  Soft  Ground.  Design  for.  Paper  by  Joseph  Ripley  read  before  the  Michigan 
Engineering  Society.  Gives  general  description  of  work  including  specifica- 
tions under  which  construction  was  conducted.  Eng.  &'  Build.  Rec,  March  20, 
i8go.  Vol.  XXI,  p.  265. 

.    See  Bridge  Piers. 

Pile  and  Trestle  Bridge.     See  Bridges. 

Pile  Driver,  Missouri  Pacifc  Railway.  Designed  for  effective  work  at  a  greater  dis- 
tance from  the  roadbed  than  usual.  Full  detail  drawings  and  description.  Ry. 
Re7'.,  Oct.  25  and  Nov.  8.  i8qo,  pp.  636,  666-7. 

Pile  \3tW\n%  and  Ditch  Plant.  Description  of  a  new  and  ingenious  plant  designed 
by  Mr.  A.  E.  Buchanan  which  has  been  used  on  the  O.  &  St.  L.  Ry.  Tables 
show  the  extraordinary  amount  of  work  performed  at  one-fourth  of  the 
usual  cost..  Illustrated  by  an  insert  plate.  No  patents.  Eng.  News,  August  16, 
1890,  p.  140. 

.     Cost  of  Pile  Driving.    Extract  from  Prof.  I- O.  Baker's  treatise  on  masonry 

construction,  giving  data  from  actual  practice  of  considerable  value.  Eng. 
News,  Dec.  14.  1889,  Vol.  XXII,  p.  555. 

Piles.  Destruction  of  Piles  by  Limnoria  Lignorum  andLimnoria  Terebrans  in  Boston 
Harbor.  A  special  report  on  piles  and  piling  made  under  direction  of  Assi. 
Henry  Manley.  Fully  illustrated  by  heliotypes.  Rep.  City  Engineer,  Boston, 
Mass.,  1S88,  p.  40. 

.    See  Jetties. 

Pine  Lumber.    Comparative  Value  of  Heart  and  Sap  Pine.    A  complete  discussion- 
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of  relative  merits  of  long-leaved  Southern  pine  and  the  short-leaved  yellow  pines, 

latter  being  commonly  known  as  sap  pine.    The   article  includes   tables  giving 

size  of  trees,  physical  properties  of  the  timber,  etc.      Eng:  Ncivs,   No.  30,  iSSg, 

Vol.  XXII,  p.  :o8,  et  seq. 
Pipe.    Makins'  Cast  Iron  Pipe.     Description  with  illustrations   of  molds,  etc.    Iron 

Ag^e,  Nov.  6,  1S90,  pp.  787-90. 
.    Specifications /or  Cast  Iron  Coated   Water  Pipe.    Paper  read  by  Thos.  W. 

Yardley,  Feb.,  1890.     Trans.  A.  I.  M.  E.   Reprinted  in  Fjig-,  &=  Build.  Rec„  July 

16,  1890,  p.  104, 
-■ ,     Tables  for  esti7iuiting-the  Costof  LayingCast  Iron  Water   Pipe.     Eng.  News, 

June  21,  28,  1890,  pp.  380-1,  618-9. 
Pipe  Laying.     Laying  of  Large  Mains.     A  paper  of  some  value  by   R.   S.  Wyld  be 

fore  Liverpool  Engineering  Soc      Trans.  Liverpool  Engineering  Soc,  18S9,  Vol. 

X,  pp,  20-35. 
.    Laying    Submerged    Water    Mains.     Illustrated  description  of  a  method 

which  has  been  successfully  used  by  Mr.  E.  C.  Cook,  in  laying  submerged  water 

mams.    Eng.  &=  Build.  Pec,  Jan.  25,  i8qo,  Vol.  XXI,  p.  122,  et  seq. 

.     The  '■  Wallas"  Gradient  Indicator .  An  exceedingly  simple  device  by  means 

of  which,  in  connection  with  an  ordinary  spirit  level,  workmen  can  correctly  lay 
pipes  to  any  desired  grade.  Mech.  World,  March 'i,  i8qo,  p.  Z2;  Eng.  News, 
March  15,  1890,  Vol.  XXII,  p.  250. 

.     Utider  Water.    Brief  note  describing  process  of  laying  1,000  feet  of  8-inch 

water  pipe  in  over  16  feet  of  water  at  Rouse's  Point,  N.  Y.  Eng.  Nezvs,  May  3, 
1890,  Vol.  XXIII,  p.  426. 

Pipe  Lines  for  Petroleum  A  valuable  paper  on  ''The  Different  Methods  of 
Transporting  Crude  Petroleum  in  the  United  States,"  was  read  by  Mr.  John 
H.  Harris,  before  the  Brit.  Asso.  Adv.  Sci.  An  extended  extract  giving 
details  of  the  pipe  lines  was  reprinted  in  Eng.  &=  Build.  Rec,  July  26,  ligo,  pp. 
1 16-7. 

.  New  Method  of  Constructing  [.argc  Pipe  Lines.  An  illustrated  article  de- 
scribing method  of  constructing  a  36-inch  steel  pipe  by  riveting  plates  together 
similar  to  method  of  building  boilers.    Am.  Mnfr .,  April  2'\,  1890. 

.    See  Salt  Works. 

Pipes.  Remarks  071  Hydraulic  Pipes.  Paper  by  E.  H.'Phipps  describing  the  manu- 
facture and  advantages  of  cement-lined  pipes;  with  discussion.  Proc.  Conn. 
Ass.  C  E.,  Aug.  29, 1890,  pp.  i-io. 

,  The  Mannesmann  Process  of  Making  Weldless  Tubes.  An.illustrated  des- 
cription of  this  interesting  process.  Tables  of  tests.  Eng.  Nexus,  Aug.  2,  1890, 
pp  92-3- 

.     The  .Support  of  Main  Steam  Pipes .    An  article  illustrating  the  different  forms 

of  support.  '  Atn.  Eng.,  Sept.  27,  Oct.  4,  iSgo,  pp.  134,  145. 

.     Water  Pipes.     A  valuable  paper  by  A.  H.  Rowland,  before  the  Engineers' 

Club  of  Philadelphia.  Proc.  Eng.  Club  ofPhila-,  December,  1886,  Vol,  VI,  pp. 
55-69. 

.      Water  Pipes  and  P7imps.    Air  Vessels  011.     Paper  by  Dugald  Baird  read  at 

the  meeting  of  the  Mining  Inst,  of  Scotland.    Illus.    E/ig.  &   Build.  Rec,  Sept. 

1S90,  p.  230-2. 

.     Water  Ra//i  i/7 .    See  Water  Ram. 

Plate  Girders.    Long  Plate  Girders  and  their  Economy.    An  illustraten  article  by  G. 

H.  Thomson,  Bridge  Engineer  New  York  Cen.  &  H.  R.  R.  R.      R.  R.  Gaz.  May 

23,  1890,  p.  352. 
.  With  Solid  Buckle  Plate  Floor.  Illustrated  description  of  method  of  carrying 

ballast  over  a  plate  girder  bridge  with  solid  floor,   as  constructed  by  New  York 

Central  &  Hudson  River  Railroad.    W.  Katte,  Chief  Eng. ;  Geo.    H.Thomson, 

Bridge  Eng.     E7ig.  News,  Nov.  23,  1889,  Vol.  XXII,  p.  48S. 
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V\\xm\i\n%  and  Ventilation  Itispection  in  New    York.     An  article  giving  in  detail   the 
requirements  of  the  new  New  York  law  and  the  manner  of  conducting  the  in- 
spection, etc.    Eng-.  &  Build-  Rec,  April  19,  i8go,  Vol.  XXI,  p.  315. 

Pumping  and  Drainage.  Specificatiotis.  Copy  of  specifications  for  plumbing  and 
drainage  used  by  the  division  of  plumbing  and  ventilation  of  New  York  City 
Health  Department.    Eitg.  &•  Build.  Rec,  May  10,  i8qo,  p.  362. 

Pneumatic  Hoisting.  Paper  by  H.  A.  Wheeler,  read  before  the  A.  I.  M.  E.,  at  the 
N.  Y.  meeting,  describing  the  Blanchet  system  of  hoisting  for  mines,  and  com- 
paring it  with  other  systems.    Proc.A.  I.  M.  ii.,  1S90. 

Pneumatic  Railway.     See  Railway,  Pneumatic. 

Poetsch  Process  of  Sinking-  Shafts  and  Foundations .     Sea  Freezing  Process. 

Power,  Cost  of.  See  Engine,  Transmission  of  Power,  Steam  Power,  Steam  Horse 
Power,  Water  Power. 

Power  Transmitter.  Illustrated  description  of  Shaw's  Coil  Friction  Power  Trans- 
mitter. Reprinted  from  The  Eng-incer.  Sci.  Am.  Sup.,  No.  752,  May  31,  iSgo, 
p.  12010. 

Proceedings.    Master  Car  Builders'  Assn.    See  Railroads. 

Propeller.     See  Ferry-Boat,  Screw  Propeller. 

Propeller  Blades,  Design  of.  Mathematical  paper  by  Prof.  M.  F.  Fitzgerald. 
Table  and  diagrams.     Lon.  Ettg.,  Sept.  19, 1890,  pp.  225-7. 

Proportional  Resistances.  The  Law  of  Proportional  Resistances.  Paper  by  Prof  J. 
F.  Klein,  discussing  Prof.  Kick's  law,  and  giving  practical  applications  of  same 
to  blasting,  bursting  and  collapsing  strains,  forging  under  hammers,  rolling  iron 
and  steel,  etc.  pp.  20.  lUus.  four,  of  Eng.  Soc,  Lehigh  Univ.,  Nov.  1889, 
Vol.  V,  p.  I. 

Pulley  Blocks.  Report  by  Dr.  R.  H.  Thurston  on  the  comparative  efficiency  of 
several  pulley  blocks.  Table  of  results.    Eng.  News,  July  26,  i8go,  pp.  73-4. 

Pumping  Engine.  Description  of  a  direct  action  engine  designed  to  be  operated  by 
high  heads  of  water.  One  engine  is  now  working  in  Cal.  under  a  head  720  feet, 
and  shows  an  efficiency  of  75  per  cent.  lUus.  ^9^:/.  ^w.  ^«/.,  No.  757,  July  5, 
i8qo,  p.  12092. 

.  Harrison  Street,  Chicago.      Brief  description  with  inset.     E7/g.  Navs,  May  31, 

1890,  p.  506. 

■    Test  of  the  Croydon  Water-works  engine  by  Prof.  Kennedy.    Diagrams 

and  double  plate.    l^on.Eng.,  Aug.  29,  1890,  pp.  166-9. 

.    Aljstract  of  Test  of  No.   i  Pumping  Engine,   at   Pawtucket  Water  Works, 

known  as  the  Corliss  High  Duty  Pumping  Engine.  The  tests  and  report  of  same 
were  made  by  Prof.  J  E.  Denton,  of  Stevens  Institute,  Hoboken.  N.  Y.  Tenth 
Annual  Report  of  Water  Comms.    Pawtucket,  R.  I.,  p.  3,  1890. 

Pumping  Engines.  Compound  Horizontal.  For  drainage  of  Rhymney  Iron  Mines, 
South  Waltfs.     One  lift  of  720  ft.     Lon.  Eng.,  Sept.  19,  if-'go,  p.  230. 

.    Duty    Trials  of  Chestnut  Hill  Gaskill  Punipitig  Engines  at  Boston  Water 

Works.  Complete  account  of  tests, giving  all  data  and  records.  Tests  by  Geo. 
H.  Barrus.     Report  City  Engineer,  of  Boston,  Mass.,  1888,  p.  22. 

.     Hoi^v  to  Use  Steam,  Expansively  ifi  Direct-Acting  Steaiii  Pumps.     Paper  read 

by  J.  F.  Holloway,  of  New  York,  at  the  meeting  of  the  Am  Soc.  C.  E.  in  New 
York,  November  iS'^q.  The  paper  includes  a  good  description  of  the  new 
Worthington  higli  duty  attachment  for  pumping  engines,  and  is  a  valuable  con- 
tribution to  literature  on  the  practical  use  of  compound  direct  acting  pumping 
engine.  Eng.  &=  Build.  Rec,  Nov.  30,  iSS-g,  Vol.  XX,  p.  333,  et  seq-  Trans.  Am. 
Soc.  M.  E.,  Vol.  XI,  1890,  pp.  235-53. 

at  Hull,  England.    See  Sewage  Works. 

.    Performance  of  the  Best  Modern  Engines,  compared  to  that  of  the  Cornish 
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pumping  engines  of  the  period  of  1840.    A  paper  by  Prof.  J.  E.  Denton,  Stevens 
Inst,  of  Tech.    Eng^.  News,  Dec.  28,  i88g,  Vol.  XXII,  p.  6oj,  et  scq. 

.    Standurd  Method  of'  Conducting-  Duty    Trials  of  Pumping' Engines.     Report 


of  a  committee  of  five  to  the  Am.  Soc.  Mech.  Eng.  at  Cincinnati  convention 
May  14,  1890.  The  proposed  scheme  seems  to  be  an  improvement  on  the  ordi- 
nary method.  Eng.  News,  May  17,  i8q?.  Vol.  XXIII,  p.  474,  ct  seq.  Eng. 
&=  Build.  Rec.,  May  24,  1890,  p.  392.  Trans.  Am.  Soc.  M.  E.,  Vol.  XI,  1890 
pp.  654-88. 

.     The  Screw  Pumping  Engine  at  the  Milwaukee  Flushing  Ttinncl.    Illustrated 

description  of  this  somewhat  novel  and  highly  efficient  pumping  engine  for 
flushing  out  large  tunnels.    Eng.  News,  March  8,  i8qo,  Vol.  XXIII,  p.  218. 

Pumping  V\a.nt  at  the  Harlem  River  Siphon.    See  Aqueduct. 

.    See  Sewage  Pumping  Plant. 

Pumps.  Discharge  fro7n  Reciprocating  Pumps.  "Table  of  constants  which,  multi- 
plied by  effective  number  of  strokes  per  minute,  gives  the  discharge  in  gallons 
per  hour."     The  Mech,  World,  April  5,  1890,  p.  134. 

,    For  Boiler  Feeding.    See  Boilers, 

.    See  Pipes. 

Purification  of  Water.     See  Water  Purification. 

Rail.  Ninety  Pou?id Rail  Section.  Chicago  South  Side  Elevated  Railway.  Detail 
illustration  and  description.    Ry.  Rev.,  April  19,  1890,  p.  219. 

Rail  Sections.  Standard 80  lbs  Rail  Section.  N.  Y.  L  E.  &>  IV.  R.  R.  Illustration, 
full  size,  and  description  of  this  new  form  of  rail  section.  Head  of  rail  broad  as 
compared  to  its  depth,  J4^  in.  corner  radius,  vertical  sides.  Eng.  News,  Feb.  i, 
1890,  Vol.   XXIII.  p.  3.    R.  R.  Gaz.,  June  3,  1S90,  Vol.  XXII.  p.  69. 

Rails.  A  System  of  Rail  Sections  in  Series.  A  valuable  paper  presented  by  Mr.  P. 
H.  Dudley  at  the  Washington  meeting  of  the  Am.  Inst,  of  Min.  Engr.=.,  Feb  , 
1890.  Table  of  tests  and  numerous  illustrations.  Trans.  A.  I.  M.  E.  Re- 
printed with  folding  inset  in  R.  R.  Gaz.,  Aug.  15,  i8c;o,  pp.  569-70.  Ry.  Rev., 
Aug.  23, 1890,  pp. 492-3. 

.     Considered  Chemically  ar:d  .Mechanically.  A  valuable  paper  by  Mr.  CJhrister 

P.  Sandberg,  read  at  Sheffield  before  the  Inst-  of  Mech.  Engr.  Synopsis  of  the 
discussion  on  steel  rails  at  the  International- Railway  Congress  in  Paris,  1889. 
Tables  of  tests,  etc.  Iron,  Aug-  i,  iSqo,  pp.  92-7.  R.  R.  Gaz.,  Aug.  15,  29,  1890,  pp. 
567,600.  Ry.  Rev.,  Aug.  16,  23,  i8qo,  pp.  476,  496-8.  Lon.  Engineer,  Aug.  i,  8,  i8so, 
pp.  86,  ii8-q.  Lon.  Eng.,  Aug.  i  and  8,  ib'go,  pp.  142-4,  171-3.  Mech  World,  Aug. 
i,\'?><f),etscg.  Am.  M/r.,  Aws..  22  1890,  pp.  10,  iS.  Eng.  Nezcs.  .\ug.  23,1890, 
p.  167. 

.    Foreign  Practice  as  to  Steel  Rails  and  Rail  Tests.    Abstract  of  a  valuable 

paper  by  M.  Mussy  in  the  Annates  des  Ponts  et  Chaussees .  This  essay  attempts 
to  reconcile  the  apparently  contradictory  results  of  experiments  made  by  Messrs. 
Dudley,  Gruner,  Conrad  and  Caze.  A  table  she  ws  the  present  standard  speci- 
fications for  rails  on  seven  leading  French  railways.  Eng.  News,  Aug.  23,  if-go, 
pp.  162-3. 

.    Hard  or  Soft  Rails.    Editorial  in  R.  R.  Gaz.,  Oct.  18,  1890,  pp.  702-3. 

.    Rolling  Steel  Rails.   Paper  of  some  value  by  Mr.  D.  K.  Nicholson,  Steelton, 

Pa.,  read  before  Am.  Soc.  Mech.  Eng.  Eng.  News.Ms.-^  3,  1890,  Vol.  XXIII,  p. 
416.      Trans.  A.  S.  M.  E.,  Vol.  XI,  1890,  pp  208-15. 

.     Wear  of,  as  in/7uencedby  its  Chemli  aland  Physical  Properties.    A  valuable 

paper  giving  results  of  experiments  on  rails  in  actual  service.  By  Dr.  C.  B. 
Dudley,  read  at  the  N.  Y.  meeting  of  the  Bnt.  Iron  and  Steel  Inst.  Abstracted 
in  R.  R.  Gaz.,  Oct.  10,  1890,  pp.  694-6.  Ry.  World,  Oct.  ii,  1890,  pp.  966-7.  Ry. 
Rev.,  Oct.  25,  1890,  pp.  635-S.     Iron,  Oct.  17,1810,  pp.  342-4. 

.     Wear  of  in  Szoiss  Tunnels.    Results  of  some  experiments  extending    over 

more  than  three  years.     Eng.  A-ews,  Oct.  11, 1590,  p.  313. 
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.    Wear  of  in  Musconetcong  Tunnel,  L.  V.  R.  R.     R.  R.  Caz.,  Nov.  28,  i8go, 

p.  Siq. 

.     Wear  of  Rails  as  Related  to  their  Section.    Paper  read  by  Mr.  P.  H.  Dudley 

at  Ottawa  meeting  of  Am.  Inst.  Mining  Eng.,  giving  illustrations  and  descrip- 
tions showing  behavior  of  railway  track  under  loads,  wear  of  wheels  and  tails, 
and  giving  section  of  80  pound  steel  rail  having  comparatively  broad  head,  for 
New  York  Central  and  Hudson  River  Railroad.  Ry.  Rev.,  Nov.  30,  1889,  Vol. 
XXXI,  p.  tSq.  Postscript  to  above  paper,  Ry.  Rez'.,  April  12,  1^90,  p.  210;  also 
R.  R.  Gaz.,  Feb.  2S,  1890,  p.  138. 

.     Wear  of  Steel  Rails  of  Different  Degrees  of  Hardness .  By  J.  W.  Post.  Tests 

are  given  covering  a  period  of  5  years.  Orffanfur  die  Fortschritte  des  Eisenbalm- 
wesen,  1890,  p.  14.  Abstract  with  tables  of  tests.  Proc.  Inst.  C.  E.,  Vol.  CII, 
1890,  pp.  382-4. 

.    See  Wheels  and  Rails. 

Rails  and  Rail  Fastenings.  Paper  by  James  Churchward,  C.  E.  before  the  Am. 
Soc.  Ry.  Sup's.  Abstract  in  J*?)/.  Rev.,  Oct.  18,  i8qo,  pp.  625-6,  Editorial  dis- 
cussion idid.  pp.  621-2. 

.    See  Railroad  Track. 

Railroad,  ^n  Unprecedented  Run;  226.3  Miles  iti  224  Mitiutes.  A  time  card  of  the 
Mich.  Cent.  R.  R.,  Canada  Division,  gives  the  complete  record  of  this  extra- 
ordinary run.    Ry  ^i'^,  Aug.  30,  i8?o,  p.  605. 

.  Inter  Coniinetital.  Description  and  map  of  a  proposed  route  through  Cen- 
tral America.    R.  R.  Gaz.,  April  18,  1890,  p.  262. 

.    Report  of  the  International  America?!.  Conference  relative  loan  Inter- Conti- 

netital Railroad.  Washington,  iSi^o.  Large  8  vo; pp.  214.  5  maps.  An  appen- 
dix contains  the  special  report  of  Lieut.  Geo.  A.  Zinn,  U.  S.  A.  Brief  abstract 
with  maps  in  Eng-.  Nezvs,  Sept.  6,  1890,  p,  294. 

.  Silverton  Railroad  in  Colorado.  Turn  Table  071  the  Main  Track  oj  the.  De- 
scription by  C.  W.  Gibbs.  Trans.  Am.  Soc.  C  E.  Vol.  XXIII,  1890,  Paper  No.  450, 
pp.  120-2 

■ .     The    Cheapest  Railroad  ifi    the    World.    Description    ot   the    Dublin    and 

Wrightsville  R.  R.,  19  miles  long,  costing  if3,44i  per  mile  complete.  By  Arthur 
Pew.     Trans.  Am.  Soc.  C.  E.,  Vol.  XXIII,  iSgo,  Paper  No.  449,  pp.  111-19. 

.  The  Projected  Siberian  R.  R.  This  road,  6,660  miles  long,  from  St  Pet- 
ersburg, is  described  by  A.  Zdziarski  in  R.   R.  and  Eng-.  your.,  June,  1890,  pp. 

258-61. 
Transandine.    An  interesting  account  of  the  progress  of  the   work.    Map  and 

views.    Lon.  Eng-.,  Sept.  19,  18^0,  pp-  329-32. 
Railroad  Accidents.    Derailments  attd  their   Cause.     Ed.  m  Ry,  Ag-e,    June  21,  1890, 

p.  428. 
.    For  the  year  ending  June  30,  1S89.    Table  compiled  by  Prof.  H.  C- Adams, 

Statistician  to  the  Interstate  Commission.    R.  R.  Gaz.,  May,  30,  1890,  p.  378;  also 

ibid,  June  13,  p  419-    Rv  Ag-e,  June  7, 1890,  p.  397. 
.    Statistics  of  the  U- S,  and  Great  Britain.    Comparative  tables.    Eng:  JVeios 

June  7,  1890,  pp.  5,^5-7- 
.     The  Quincy  Accident.    Massachusetts   Railroad  Commissioners'    Repoit. 

Rules  of  R.  R.  Cos.  regarding  use  of  track  jacks,  also  brake  equipment  of  Mass. 

R.  Rs.    Eng-.  News,  Nov.  22,  ilt'go,  p.  469.    R.  R.    Gaz.,   Nov.  21,  1890,   pp.  800-1. 

Editorial  discussion  ^iJ/(/,  pp.  807-8.    Ry.  /?«'.,  Nov.  22,  1893,  pp.  711-2.   Ry.  Ag-e, 

Nov.  22,  1890,  pp  827-9. 
Railroad  Buildings.     Buildings  and  Structures  of  American  Railroads.    Condensed 

from  a  forthcoming  book  by  Walter  C.  Perg.    Snoio  Sheds,  R.  R.  Gaz.,  Oct.  17. 

1890,  pp.  817-8.     Sand  Houses,  ibid,  Nov.  28,  1890,  pp.  817-18.     Sig-nal  Tozvers,  ibid, 

Oct.  i\,  i8go,  pp.  734-5,  et seq . 
.     See  Water  Tanks. 
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Railroad  Cars.     See  Cars, 

Railroad  Construction  during  the  first  half  of  1890,  in  the  United  States,  Canada  and 
Mexico.  A  table  of  4  pages  showing  lines  projected  and  under  contract  as  well 
as  new  track.  J?.  R.  Gaz.,  July  4,  iSgo,  pp.  469,  478.  Also  id.,  July  18,  1890,  pp. 
512-3. 

.    In  the  far  Western  States.     Inset  map  and  editorial.    En£,   Ne7vs,'No\.  29, 

1850,  pp-  483-4,  487. 

.  In  the  Northwestern  States  .Inset  map  wiih  accompanying  notes  and  editor- 
ial.   £n£'.  JVezus,  Aug.  2,  1890,  pp.  95-6,  102. 

.     In  the  Southerii  States .    2,800  miles  of  road  in  process  of  construction.  Inset 

map.     Eng^.  News,  June  14,  i8go,  pp.  54')-6i,  565. 

.    Statistics  of  railway  construction  east  of  Chicago  with  mset  map.  En£,  News, 

April  12,  1890,  Vol.  XXIII,  pp.  34.3-348. 

.    See  Earthwork. 

Railroad  Crossings  in  the  vicinity  of  Clark  and  Sixteenth  Streets,  Chica£ro.  Large 
inset  plan  of  this  crossing  together  with  a  brief  reading  notice.  Ry.  Rev,,  April 
12,  1890,  Vol.  XXX,  p.  210. 
Railroad  Curves.  Sharp  Curves  in  Yards .  A  valuable  paper  by  Mr.  Edwin  A.  Hill, 
read  at  Peoria,  Jan.  30,  1890.  Diagrams,  tables  and  numerous  formulas.  Report 
of  the  5th  Annual  Meeting- of  the  III.  Sac.  0/  Eng-rs.  and  Surveyors,  (socts.)  pp. 
96-126. 
.  The  Holbrook  Spiral  as  a  Transition  Curve.  Paper  by  E.  T.  Reisler  discuss- 
ing this  spiral.  Jour.  Eng.  Soc  of  Lehigh  Lhiiv.  Feb.,  1890,  Vol.  5,  No.  2,  pp. 
57-71. 

.     Transition  Curves.    An  excellent  mathematical  discussion   by  Prof.  W.  H. 

Echols,  Rollo,  Mo.    Pamphlet,  p.  19. 

.      Transition   Curves.      Letters  by   P.    H.    Philbrick,  C.    E.,    and   Franklin 

Riffle,  C.  E.  Diagrams  and  two  tables.  R.  R.  and  Eng.  Jour.,  }\\n&  \%(p,  pp. 
247-8. 

.    See  Curves. 

Railroad  Management.  A  ''symposium"  on  railroad  problemsin  the  United  States , 
is  published  in  the  A'.  Y.  Independent,  last  week  of  Aug.,  1890.  J.  P.  Meany,  ed- 
itor of  P(5(7/-"j  A/a«?<a/,  has  a  paper  on  history  and  statistics.  The  state  control 
or  ownership  of  railroads  is  discussed  by  Hon.  C.  M.  Clay,  Ex-Gov.  Larrabee, 
Prof.  Richard  T.  Ely  and  others. 

.    Premiums  to  Employes.    Translation  of  paper  submitted  to  the  International 

R.  R.  Congress  at  Paris  by  M.  Bela  Ambrosovics,  of  the   Hungarian  State  Rail- 
roads.   R.  R.  and  Eng.  y our .,  Nov .,  1890. 
Railroad  Maps.    See  Maps. 

Railroad  Signaling,  American  Practice  in  Block  Signaling.  A  series  of  papers  de- 
scribing electric,  pneumatic  and  mechanical  systems.  R.  R.  Gaz.,  May  2,  1890, 
et  seg. 

.    Interlocking a?td  Signaling.  Paper  read  by  Mr.  Chas.  Hansel  at  Peoria,  Jan. 

31,  i8go.     Rep.  of  the ^th  Annual  Meeting  of  the  III.  .Soc.  of  Engrs.  and  Surveyors, 
{50  cts.)    pp.  66-74. 
.    Electro-Pneumatic  Block  Signaling.    A  description  of  several  systems  of  sig- 
naling on  railroads.    R.  R.  Gaz.,  June  6,  1890,  pp.  392-4, 

.    Progress  in  Interlocking  Apparatus.    An  illustiated  paper  reviewing    the 

early  history  of  interlocking  and  describing  a  new  improved  machine.  Eng. News, 
Aug.  23,  1890,  pp.  158-9. 

.  Semaphores  and  Interlocking.  Abstract  of  a  paper  by  C.  H.  Hammond  be- 
fore the  October  meeting  of  Am.  Soc.  Ry.  Sup's.  Ry.  Rev.,  Oct.  18,  1890,  pp. 
623-4. 

.    Signaling  and  Interlocking.     The  Hall  System.    Descriptive  catalogue  with 
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beautiful  engravings  and  letter  press.  Pamph.  Folio,  p.  53.  Hall  Signal  Co., 
50  Broadway,  New  York.  E.xtended  abstract  in  Eng:  Neivs,  Sept.  13,  20,  i8go, 
Ry.  RezK,  Sept.  27,  1890. 

.     The  Sykes  Block  Signal  Apparatus.    Illustrated  description.    R.   R.    Gas., 

Oct.  3,  iSgo,  pp.  675-7. 

.     See  Railways,    The  [,Britisli)  Board  of  Trade  and  Railways.     Draw-Bridge, 

Interlocking. 

Railroad  Signals.  .Aiitoinatic  Block  Signals  on  (he  Boston  and  Albany.  Biief  de- 
scription of  the  method  of  signaling  that  line  from  Boston  to  Springfield.  A'. 
R.  Gaz.,  May  g,  1890,  p.  324. 

.    American  Practice  in  Block  Signaling.     The  first  of  a  series  of  papers 

giving  "a  brief  and  simple,  yet  full,  description  of  the  methods  of  signal- 
ing now  in  use  in  this  country."  R.  R.  Gaz.,  May  2,  iSgo,  Vol.  XXII,  p.  309, 
et  se<j . 

.     Die  Hydraulische  Central-Weiche  vo7i  Bianchi  und  Swctlag.      Plate  with  10 

figures.     Wochenschrift  des  osten.    tng.  u.  Arch-Vereines,  ]\i\.y  11,  1890,  pp.  254-5. 

.    Electric  Block  Signals.    Notes  from  a  lecture  by  Geo.  W.  Blodgett  on  the 

new  Hall  signal  system,  delivered  before  the  Mass.  Inst,  of  Tech.  Ry.Rev., 
July  12.  1890,  p.  406. 

in  France.    Concluding  article  of  a  long  series.    Plates.     Wochenschift  d's 

osterr.    Fng.  ti .    Arch.  V-  (Vienna),  July  25,  1890,  No  .30,  pp.  265-7. 

.     Interlocking  and  Block  Signaling  ifi   Great  Britain.     Editorial  containing 

comparative  statistics.    Etig.   News,  July  26,  1890,  p.  82. 

.    Interlocking  Signals.   Account  of  a  very  complete  and  interesting  system  of 

interlocking  signals  at  the  Ash  street  crossing  at  Chicago,  with  rules  and  regn- 
lat  ions  for  same.    Ry.  Age,  Nov.  22,  iSf-'g. 

.     Interlocking  Switch,    atid  Signal   System    at    Grand    Central   Depot,    New 

York.  A  description  of  general  characteristics  of  this  interlocking  system  with 
illustrations  of  signal  tower,  etc    Sci.  Am.,  Feb.  15,  1890,  p.  97. 

.     Some  Details  in  the  Manipulation  of  Block  Signals,     Paper  by  Mr.  \\'.  W. 

Nichols  of  the  .C.  B.  &  Q,  R.  R.,  read  at  the   convention  of   the  Telegraph 

Superintendents' Association.    A>.  ic'«'.,  July  5. 1890,  p.  388.    Abstract  in  R.  R . 

Gaz.,  July  4,  1890,  pp.  469,  478. 
.     The  Evolution  of  Railroad  Signaling.      Paper  by  C.  Herschel  Koyl,  before 

the  Franklin  Institute,  giving  a  short  popular  review  of  the  various  forms  of 

signals  nvhich  have  at  various  times  been  used.    Jour.  Frank.  Inst.,  Jan.,  iSgo, 

Vol.  XCIX,  p.  36. 
Railroad  Station.    Indianapolis  Union  Station.     Illustrated  description   of  this    new 

and  very  complete  and  satisfactory  Union  station.   R.  R.  Gaz.,  Jan.  31,  1890,  Vol. 

XXIII,  p.  69. 

of  the  Boston,  Rei'cre  Beach  and  Lynn  R.  R.  at  Bostoti.      Design  by  C.  A. 

Hammond,  C.  E.    Description  and  plans  of  the  first  and  second  floors.    R.  R 

Gaz.,  Aus- 1>  1S90,  pp.  537-S. 
.     Union  P,.issenger  Station  at  Spri7tgfield,  Mass.    Account  of  this  new  station 

together  with  plan  of  improvements  and  floor  plan   of  Lyman  street  building 

and  bird's  eye  view.    R.  R.  Gaz.,  March  14,  1890,  Vol.  XXII,  p.  170. 

Railroad  Stations  and  Yards.  Design  of.  Folding  plate  and  table  of  standards  of 
English  and  Scotch  railways.  Paper  by  R,  M.  Parkinson.  Proc  Inst.  C.  E., 
Vol.  CII,  i8go.  Paper  No.  2340,  pp.  249-70.  Abstract,  Eng.  News,'^o\.7.(),i'&()0, 
pp.  476-9. 

of  the  Chicago  and  South  Side  Rapid   Transit  R.  R.     Illustrated  description 

giving  plan,  elevation  and  cross-section  of  station.  R.  R.  Gaz.,  April  11,  1890, 
Vol.  XXIII.  p.  244. 

on  the  London  and  South  Western  Railway.    By  E.  Andrews,  M.  I.  C.  E.   Two 
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folding  plates.    Lon.  Engineer,  Sept.,  i8go,  No.  128.   The  general  elevations  and 

plans  are  reprinted  in  R.  R-  Gas.,  Sept.  iq,  ifgo,  pp.  646-7. 
.    Standard''  Overtrack"  Stations.  Harlem  Depression,  New  York  Central  and 

Hudson  River  R.  R.    Novel  design  for  stations  reviewed,  with   details    of  con- 
struction and  specifications  for  station  at  Melrose,  soon   to   be  constructed  for. 

Illus.    Enff.  News,  Feb.  8,  1890,  Vol.  XXIIl,  p.  126. 
Railroad  Statistics.       Abstract  from  a  part  of  the  annual  report  of  the  Interstate 

Commerce  Commission.     Eng-.  News,  Sept.  27,  1890,  p.  275. 
.     Comparisons  of  the  mileage,  population   and  area  of  the  U.  S.   and  other 

countries.    R.  R.  Gaz.,  July  18,  1890,  pp.  511,  513. 
/or  I't'&q  from  Poor's  Manual,  1890.     R.  R.  Gaz.,  Aug.  1,  1S90,  pp.  540,  542.    Ry. 

/P^z*.,  Aug.2,1890,  pp.  447-S.    Ry.    World,  Aug.  2,  1890,  pp.  726-7.    Eng.    News, 

Aug.  2,  1890,  pp.  97-8.    Ry.  Age^  Aug.  2,  i8qo,  p.  54^. 

,    See    Interstate  Commerce  Commission,  Railroads. 

Railroad  System  0/  Chili.     By  F.  W.  Conn.     Descriptive  paper.    R.  R.  Ga:.,  Oct. 

24,  1890,  pp.  735-7- 
Railroad  Ties.    Standard  Metal  Ties.    Paper  by  I.  S.  McGieham.    Proc.  Etigrs.  Soc 

of  W.  Penn. .Vol.  V,  1889, pp.  110-8:  discussion,  118-23. 
Railroad   Track.     Cost  of  Maintenance  of  Trial  Lengths  of  IJne  laid  with  Metal 

Sleepers  oil  the  Netherlands  State  Railway .    Table  shows  the  cost  of  niriintain- 

ing six  different  systems.    Bulletin  de  la   Commission  Internationale  du  Congres 

des  Chemins  desfer,  iJ:8q,  p.  1138.     Abstract  in  t^roc.  Inst.  C.  E.,  Vol.  XCIX,  pp. 

461-3. 
.    Fastening  Rails  to   Tics.      By  C.  C.  Wienshall,  C.  E.     This  paper  discusses 

tie  plates  of  various  kinds,  including  a  new  design  by  the  author.     lUus.    R.  R. 

Gaz.,  July  18,  1890,  pp.  505-6. 
.     General  Review  of  the  Metal  Track  Question.  Report  by  E.  Russell  Tratman, 

C.   E.,  to  the   Forestry  Div.  of  the    U.   S.   Dept.  of  Agriculture.    Fifty  pages 

of  Bulletin  No.  4-    An  e.xtended  abstract  of  a  portion  ot  this  valuable  report  is 

published  in   Ry.  Rev.,   August  23,    18,0,   et  seg .      iPy.  ^i^r,  August  23,  30,  1890, 

pp.  593,  613-4.    Eng.  Ne7i}s,  August  30,  1890,  pp.  187-S.     Am.   Maiifr.,  August  29, 

1^90,  p.  7- 
.    Roadmasters'  Asso.   of  America.     Report  of  8th   annual  convention,  Sept. 

9-10,   1890.    Eng.  News,   Sept.    13,   1890,   pp.    232-3.     R.   R.    Gaz.,  Sept.  19,  1^90, 

pp.  647-^. 
.     Track  Fastenings  in  Europe.    Some  facts  as  to  methods  in  use  as  brought 

out  at  the  International  Railway  Convention  in  Paris.    Eng.  N'ews,  Nov.  i,  1^90. 

p.  400. 
.     Track  Work.    Essays  received  in  competition  for   prize  offered  by  the  Am. 

Soc.  of  R.  R.  Supts.    Three  practical,  original,  illustrated  papers  by  Andrew 

Moiiison  (p.  26),  H.  W.  Reed  (p.  37),  and  E.  A.  Hill  (p,    18),  respectively.    Proc. 

of  the  iSth  Meeti?ig  of  the  A.  S.  of  R.   R.  Supts.,  held  in  New  York,  Oct  7,  i88q. 

The  pamphlet  can  be  obtained  through  C.  A.  Hammond,  Secy.,  350  Atlantic 

Ave.,  Boston. 

.    See  Street  Railway  Track. 

Railroad  Transfer  Table.     See  Transfer  Table. 

Railroad  Water  TanUs.    See  Water  Tanks. 

Railroad  Yards.    See  Railroad  Stations  and  Yards. 

Railroads.    A  Heavy   Train.     Brief  editorial  notice   of  a  train  of  85  cars  weighing 

about  2400  tons  hauled  by  one  engine.    R.  R.  Gaz.,  April  11,  1S96,  p.  250. 

,  Hungarian.     Brief  historical  sketch  and  some  results  of  the  workings  of  the 

new  "'zone  tariff."    R.  R.  Gaz.,  May  9,  1890. 
0/  Mexico.    Brief  history  of  the  principal  Mexican  railroads.   .Abstracted  from 

Le  Genie  Civil.    Map  and  view  of   the  Wimmer  viaduct.     Sci.  A?n.  Sup., 'No. 
752,  May  31,  1890,  p.  12011. 
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0/ Mexico.    Valuable  paper  by  William  Barclay  Parsons.     Trans..  Am.  Soc. 

C.  E  .  April,  1890,  Vol.  XXII,  pp.  235-247. 

0/ /Ac    World.    Detailed  statement  of  mileage,   Dec.  31,   188S.    R.  R.   Gaz., 

May  30,  1890. 

0/  the    World.    Statistics  reprinted  from  Archiv  fur  Eisenbahnwcsen .    Eng: 

News,  July  5,  1890,  p.  9. 

.  Operating^  by  Electricity.  Paper  by  Mr.  W.  E.  Hall,  read  before  the  Cin- 
cinnati meeting  of  the  A.  S.  M.  E.  The  paper  showed  some  of  the  advantages 
of  such  operation.  It  was  followed  by  a  discussion  in  which  Mr.  Scheffler, 
Acting  Superintendent  of  the  Westinghouse  Electric  Co.,  estimated  in  details 
the  cost  of  an  electric  railroad  plant  and  the  expense  of  operating  it;  he  showed 
that  it  is  impossible  at  present  for  electricity  to  compete  with  steam  on  long 
roads.  Eng.  Nezus,  July  12,  1890,  pp.  27-30.  Trans.  Am.  Soc.  M.  E.,  Vol.  XI, 
liQO,  pp.  839-67. 

.    Proceedings  Master   Carbuilders'  Assn.  for  i8;o.     Chicago.      Reports    of 

various  committees  on  subjects  of  interest  to  carbuilders,  with  excellent  draw- 
iugs  of  standards  adopted  for  running  gear,  brakes,  couplings,  etc.  Pamphlet 
oi  200  pages. 

.    Report  of  Railroad  Commissioners  for  State  0/  Rhode  Island,  i8qo,  contains 

considerable  information  and  data  of  a  somewhat  local  character.  E.  L.  Free- 
man, Comm'r. ,  Providence,  R.  I. 

Report  on  the  Applications  of  Electricity   to  Railways.     By  MM.  E.  Sartiaux 

and  Z.  Weissenbruch.  This  report  summarizes  the  proceedings  at  the  third  ses- 
sion of  the  "International  Railway  Congress,"  held  in  liSg  at  Paris.  Elec.  Rev., 
November  29,  i8i'9,  p.  611. 

.    Street  Railroads.    See  Street  Railroads. 

.  See  Trams. 

.     The  Earnings  of  German  Railroads  per  Kilometre-    Tables  and   diagram. 

Wochenschrift  des  osten-    Ing.  11.  Arch,  l-'ereines,  August  15,  29,  1890,  pp.  283-5, 

207-S. 

.  The  Western  Railtoad  Situation.  Article  by  Mr.  M.  L.  Scudder,  Jr.,  dis- 
cussing the  economies  of  the  present  railway  situation.  Belford's  Magazine, 
Jan..  i8cq.  Vol.  IV,  p.  227. 

Railway.  Cleveland  Loop-Line  Railway  and  Her  Magnificent  Outside  Harbor .  Paper 
by  John  H.  Sargent,  read  before  the  Civil  Engineers'  Club  of  Cleveland.  Jour. 
Assn.  Eng.  Soc,  February,  1890,  Vol.  IX,  pp.  58-62. 

•    Darjeeling-Hiiimlay an  Railroad  Rolling  Stock.    Brief  description  of  the  more 

marked  peculiarities  of  the  rolling  stock  on  this  2-foot  gauge  Indian  railway;  also 
an  illustration  showing  a  train  of  14  cars  and  engine  on  a  cuive  of  70-foot  radius. 
Ind.  Eng.,  Oct.  26,  1S89. 

.  Denver,  Colorado  Canon  and  Pacific  Railroad  Project.  Very  complete  dis- 
cussion as  to  the  practicability  of  the  route,  illustrated  by  many  engravings  from 
photographs.  By  Robert  B.  Stanton,  Chief  Engr.  Eng.  Nezos,  Oct.  iS,  iSgo, 
pp.  341-4,  353-6.     Editorial,  ibid.  pp.  349-50. 

.    Elevated  Roads  in   New    York  and  How    They  are  Taken  Care  of.    Article 

stating  methods  of  inspection  and  repairing  in  daily  use  on  the  New  York  City 
elevated  roads.  Also  illustrations  of  methods  of  supporting  roadway  while 
superstructure  or  columns   are   undergoing  repairs.     Iron  Age,  Feb.  6,  1890, 

p.  2C6. 
,  Elevated.     The  Chicago  and  South  Side  Raihvay.    General  description,  speci- 
fications, dimensions,  moments  and  stresses  of  superstructure  etc.     Illustrated. 
R.  R.  Gaz.,  April  4, 1890,  Vol.  XXII,  p.  226. 

.    Elevated.     The  Lake  Street,  Chicago.     Brief  illustrated   article  describing  the 

general  method  of  constructmg  this  elevated  road.  J.  Q.  Baird,  Chief  Engin- 
eer.   R.  R.  Gaz.,  March/,  i8go,  Vol.  XXII,  p.  154. 
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.    //;  India.    A  long  historical  and  descriptive  paper  re?.d  before  the  Society  of 

Arts  by  Sir  Theodore  C  Hope,  K.  C.  S.  I.    2  tables  of  mileage  and  a  map.  Jour. 

Soc.  Arts,  June  21,  1890,  pp.  717-26;  discussion,  pp.   726-30.    Set.  Am.  Siif.,   No. 

7:6,  July  26,  iSgo,  p.  12,136. 
.     Jnng'frau  Raihvay.    The  substance  of  a  lecture   given   by   Herr  R.   Boder 

before  Austrian  Engineers  and  Architects' Association.    Eii£r.  Neivs,   March  29, 

1890,  Vol.  XXIII,  p.2q6. 
.    Manliou  and  Pikes  Peak  Raihvay,     Brief  descriptive  article  on  this  mountain 

railway  on  the  Abt  system.    R.  R.  Gaz.,  April,  1890,  Vol.  XXII,  p.  227;  also  Eng. 

Nezus,  April  19,  1890,  p.  366. 
.    Mf.  Pilatiis,  Switzerland.     Brief  description  of  this  interesting  mountain 


railway,  including  main  dimensions  of  the  engine  and  car  combined  which  io 
used.    The  Ry.  Ag-e,  Nov.  29, 1889. 

.     Mount  Pilatas.     An  illustrated   description.     Manu.  and  Build.,  yia.y,    1890, 

p  ic6. 

.    Pikes  Peak  Rack  Railway .     Short  review  of  the  work  with  some  details  of 

the  alignment,  etc.  Also  illustration  of  locomotive  used.  Eng-.  News,OcU  i, 
iJ-'go,  p.  290 

.    Pneumatic.    An  account  of  an  ingenious  method  for  using  compressed  air 

as  a  motive  power.  The  principal  point  of  special  interest  is  the  manner  of 
opening  and  closing  the  slot  of  the  air  tube  by  a  mechanical  device  of  great  or- 
iginality.   Etig-.  Neivs,  March  22,  i^go,  Vol.  XXIII,  p.  2691 

.    Projected  J ungfrau  Railway.    An  illustrated  arttcle  by  Chas.  King.    It  is 

proposed  that  the  carnage  shall  form  a  piston  moving  in  the  tunnel  as  a  cylinder, 

the  latter  being  closed  at  both  ends  by  tight  doors.     Lon.  Eng^.,  July  4,  1890,  pp. 

7-10. 
.   See  also  an  article  by  R.  Bode  in  Wochenschrift  des  oesterrichischai  Ing-cnieur 

und  Architekten  Vereittes,  i?qo,  p.  35.    Abstract  in  Proc .  Itisf,  C.  E.,  Vol-  C,  1890, 

pp.  436-7.    Eng:  News, ]u\y  19,  i8qo,  p.  4S.    Ry.  Rev.,  July  iq,  iSqo,  p.  4t6. 

.     Telpher.    See  Telpherage. 

.     The  Cheminde  Per  Glissant.    A  very  complete  illustrated  description  of  the 

sliding  railway  exhibited  at  the  Paris   Exhibition.    Paper  read  by  Sir  Douglas 

Galton  before  the  Society  of  Arts.  Jour.  Soc.  of  Arts,  March  14, 1890,  pp.  394-407. 

Sci.  Am.  Sup  No.  75.'?,  June   7,  i8qo,  pp.  12028-31;  also  Mechanics,  Oct.  and  Nov., 

1889. 

.     Visp-Zermatt  Alt  Raihoay.    A  line  in  Soutliern  Switzerland  wliich  when 

completed  will  be  20  miles  in  length.     Description  in  i?//^.   Nctl's,  Oct.  25,   1890, 

pp.  367-8 ; 
Railway  Embankment.    Drainag-e of  a  German  Raihvay  Embankment.   A  valuable 

and  suggestive  article.    Illus.    Eng^.  Ne^us,  May  10,  1S90,  Vol.  XXIII,  p.  436. 
Railway  Grades.     The  Economics  of  Momentum  Grades.    With  especial  reference  to 

Tributary  and  Suburban  Railways,  by  Mr.  Frank  Cooper.     Proc.  Eng:    Club  of 

Phila.,  Vol.  VII,  No.  2,  Feb.,  iS.^'g.  p.  112. 
Railway  Improvements.    Modern  Improvemeuts  of  Facilities  in  Raihoay  Traveling: 

Paper  by  George  Findlay,  Assoc.  Inst.   C.  E.,   General  Manager  London  and 

Northwestern   Railway.    Jour.  Soc.  of  Arts,   Feb.  14,  1890,  Vol.  XXXVIII,  pp. 

284-303. 
Railway  Safety  Appliances.     See  Interstate  Commerce  Commission. 
Railway  Shops.     The  Cheyenne  Shops .     Union  Pacific  Raihvay .    Interesting  feature 

is  the  40-ton  electric  travelling  crane.  Description  and  illustration.  Mast.  Mcch., 

Nov.,  189a,  pp.  1S4-8.     Description  of  the  crane  in  TP^*. /?<?f.,  Nov.  8,1890,  p.  673. 
Railway  Terminals.     Fourth  Street  Extension  of  the   Chesapeake  and  Ohio  Raihvay 

at  Cincinnati.     Illustrated  description  of  this  improvement.     Ry .  Re~t'.,  March 

22,  1S90,  Vol.  XXX,  p.  163. 
.     The  Chicag-o  Raihvay  Problem,  etc.   Three  short  papers  treating  of  terminals, 
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rapid  transit,  and  the  avoiding  of  accidents  at  street  crossings.  Jour.  Assn. 
Eng-.  Soc^yin^,  1890,  pp.  273-83. 

.     Chicago  Railway  Problem,  II.     By  Max  E.  Schmidt.     Jour.  Assn.  Eng.  Soc, 

July  1890,  pp.  ;68-72. 

.    See  Brooklyn  Bridge,-  Bridge,  The  Merchants. 

Railways.  American  and  Foreign  Railways.  Paper  by  Mr.  Willard  Beahan,  mem- 
ber of  St.  Louis  Eng.  Club,  read  March  >,  1890.  The  paper  is  a  very  interesting 
and  readable  review  of  the  subject  treated,  pp.  12.  your.  Assn.  Eng.  Soc, 
March,  1890.  Vol.  IX,  p.  98. 

.  Development  of  American  Rail  and  Track.  Very  valuable  paper,  fully  illus- 
trated, by  J.  Elfreth  Watkins.  Trans.  Atn.  Soc.  C.  £•.,  April,  1890,  Vol.  XXII, 
pp.  209-233. 

.    Practical   Vision    Testing-    A  valuable  paper  by   R.   Brudenell  Carter,  F. 

R.  C.  S.,  discussing  methods  of  testing  'employees  for  color-blindness  and 
other  imperfections  of  vision.  Jour.  Soc.  Arts,  Jan  24,  1890,  Vol.  XXXVIII,  p.  100. 

.     The  [British)  Board  of  Trade  and  Railways.    Important  document  giving  in 

detail  an  extensive  list  of  requirements  lor  railways,  referring  particularly  to  the 
adoption  by  all  English  roads  of  the  block  system  of  signaling  trains,  limiting 
gradients  at  stations,  bridge  loading  and  design,  etc.  Lon.  Engineer,  Oct.  25, 
1S89,  Vol.  LXVIII,  p.  356. 

,   Timber/or.    See  Timber. 

.    Traffic  receipts,  locomotive  and  car  expenditures  on  the  principal  British 

railways.    Lon.  Engineer,  Nov.  7,  1S90,  p.  370.    Ry.  Engr.,  Nov.  1S90,  pp.  294-5. 

Rainfall  in  Hartford,  Co)in.,  and  Vicinity.  Tabular  exhibit  of  rainfall  by  three 
observers  in  this  section,  covering  a  period  from  1S75  to  1S89.  j^lh  Anttual  Rep. 
of  Board  of  Water  Cotnm's.    Hartford,  Conn.,  p.  29. 

.    Tables  and  diagram  showing  rainfall,  consumption  of  water,   temperature 

of  air  and  water  and  much  other  data  of  somewhat  local  interest,  may  be  found 
in  Report  of  City  Engineer,  of  Boston,  i!:89,  p.  40. 

Ramie  as  a  Textile  Material.  Desciiption  of  the  methods  of  culture  and  manu- 
facture of  ramie,  its  properties  and  adaptation  to  the  United  States.  By  Jules 
Juvenet.     Jour.  Frattk.  Inst.,  Nov.,  1889. 

Range  Finding  by  Electricity .     See  Electric  Position  Indicator. 

Reading  and  Indexing.  Paper  by  Prof.  Ira  O.  Baker.  Selected  Papers  C.  E.  Club. 
Univ.  of  III.,  1889-90,  pp.  II-I8- 

Refrigerating  Machine.  Perfornuirice  of  a  3-ton  refrigerating  machine  of  the  am- 
monia absorption  type.  Paper  by  Prof.  J.  E.  Denton.  Transactions  Am.  Soc 
Mech.  Etigrs., Vol.  X,  18S9. 

Refrigerating  Plant,  Test  of .  Paper  read  by  Prof.  De  Volson  Wood  at  the  Cincin- 
nati meetingof  the  A.  S.  M.  E.  Trans.  Am.'Soc.  M.  E.,  Vol.  XI,  1890,  pp.  830-9. 
Abstract  in  Eng.  News,  June  28,  1890,  p.  617. 

Reservoir.  The  West  Hallington  Reservoir.  Paper  by  C.  G.  Henzell,  describing 
the  construction  of  this  large  reservoir.  Folding  plate.  Proc.  Inst.  C.  E.,  Vol. 
,    CII,  1890,  paper  No.  2465,  pp.  271-82. 

.    See  Water  Works  of  Seattle. 

Reservoir  Dams,  Safety  of.  Measures  adopted  for  the  safety  and  service  of  reser- 
voir dams.  This  paper,  by  Dr.  P.  Kresnik,  refers  mainly  to  numerous  examples 
of  dams  constructed  across  valleys  in  France  and  Spain.  Eng.  News,  May  10, 
1890,  Vol.  XXIII,  p.  435- 

Reservoir  "M"  on  the  Titicus  River,  New  York  Supply .  Account  of  this  reservoir 
now  under  construction,  with  contoured  plan  of  location  and  inset  plate,  show- 
ing details  of  masonry  structure.  Eng.  Ne^us,  March  122,  1890,  Vol.  XXIII, 
p.  271. 

Reservoirs  at  Monimartre,  Paris.    These  new   reservoirs  consist  of  two  separate 
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buildings,  one  ol  which  contains  water  in  two  stoiies  and  the  other  in  three. 
Fully  described  and  illustrated  in  NowocUcs  Annales  de  la  Construction,  1890,  p, 
18.  Abstract  in  Proc.  hist.  C.  E.,  Vol.  C,  1890,  p,  449.  See  also  En^.  &•  Bidld . 
Rcc,  Aug.  Q,  1890,  p.  150-1.  Lon.  E7iffi7iccr,  Jan.  7,  1890,  p.  49,  Sci .  Am.  Slip., 
March  8,  1890,  p.  11819. 

The  Sodom  and  Bos'  Brook  Reservoirs  in  the  Croton  Basin,  N .    V.     Illustrated 


description  ot  the  dams.    Set.  Am.,  July  12,  iSgo,  p.  21. 

.     Water  Storage  i7i  the  West.    Article  by  Walter  G.  Bates  describing  briefly 

several  of  the  more  noteworthy  Western  storage  reservoirs,  with  illustrations  of 
noted  works.    Scribner' s  Magazine,  Jan.  ib'90,  Vol.  VII,  p.  3. 

.    See  Dams. 

Resistance  of  Materials  to  Efeformation.    See  Proportional  Resistances. 

Retaining  AA^all.  Standard Retai?ring  Wall  Section, 'Hew  York  Central  &  Hudson 
River  Railroad.  This  section  is  substantially  the  same  as  was  used  in  the  ap- 
proaches to  New  York  City,  and  lias  been  proven  to  be  amply  strong,  when  well 
constructed,  by  over  fifteen  years  of  service.  Very  brief  illustrated  article. 
Eng.  JSlews,  Nov.  30,  iSSq,  Vol.  XXII,  p.  513. 

Rheostat.    See  Electric  Welding. 

River  Basins.  The  Illhiois  River  Basin  and  Its  Relation  to  Sanitary  Engineer- 
ing. A  paper  by  L.  E.  Cooley,  C.  E.,  discussing  the  conditions  existing  at 
present  in  the  Illinois  River  basin.  Prelim.  Rep.  III.  State  Board 0/ Health, 
1889,  pp.  49-81. 

River  Discharges.  The  Computation  of.  Paper  by  Dr.  Geo.  H.Johnson,  C  E.,  dis- 
cussing the  best  method  of  computing  the  discharge  when  several  velocities  are 
observed.    Original  formulas,    .ffwi^.  AWt;.!-,  Sept.  6,  ii'90,  p.  215. 

River  Hydraulics.    See  Hydraulics,  Floods. 

River  Improvement.  Article  by  W.  H.  Wheeler,  M.  I.  C.  E.,  describing  the 
"Eroder,"  a  new  machine  for  breaking  up  bars  and  deposits  and  nii.xing  the 
material  with  the  water.    lUus.    Lon.  Engineer,  July  18,  1S90,  pp.  42-3. 

.     Application  of  the  Transporting  Power  of  Water  to  the  Deepening  of  Rn'ers. 

Paper  by  W.  H.  Wheeler,  M.  Inst.  C.  E.,  showing  that  the  transporting  power 
of  water  can  be  economically  appHed  to  deepening  and  improving  rivers.  Lon. 
Engineer.  Oct.  25,  1889,  Vol.  LXVIII,  p.  343,  etseg. 

at  Harlcfn,  Mo.,  and  Kansas  City,  Mo.  An  account  of  recent  improve- 
ments, cost,  methods  employed,  mcluding  experience  sinking  piles  by  water 
jet,  etc.  Fully  illustrated.  Details  of  nozzle  used  in  pile-sinking  given.  Re- 
port of  Missouri  River  Commission  Chief  of  E7ig.  Rep.,  iS'Sg.  Appendix  WW. 
p.  2785. 

Bank  P/otectio/i  on  the  Mississippi  Ri'c'er.     Illustrated  article  in  E7tg.  News, 


Dec.  14.  1889,  Vol.  XXII,  p.  558. 

.    Bars  at  the  Mouths  of  Tidzl  Jistuaries.    Valuable  paper  read  by  William  H 

Wheeler,  Feb.  4,  iSgo.  Folding  plate  shows  plans  and  sections  of  different  bars. 
Proc.  hist.  C.  E.,  Vol.  C,  paper  No.  2,438,  pp.  116-43;  discussion,  pp.  144-7S:  cor- 
respondence, pp.  178-216. 

.    Mississippi  River  I/npro%'e77ie7it.    General  review  of  methods  employed  with 

illustrations  of  dikes  and  revetements.  Supplement  to  Ha7pe/'s  Weekly ,  Oct.  4, 
1890. 

.  Sulla  siste77iazio7ic  dei  fuii/ti  c  torrent i  dclla  Cariiizia.  9  tables  and  2  hand- 
some folding  plates  showing  the  details  of  this  work.  Giornalc  del  Genio  Civile, 
Anno  XXVIII,  April,  iSyo,  pp.  169-99- 

River  Improvements  at  Cascl.  Short  extract  from  Centralblatt  der  Bauve7"ioaltung, 
giving  illustrated  description  of  methods  employed,  including  a  bridge  and 
"needle  dam."    Eng.  A^exvs,  May  3,  1S90,  Vol.  XXIII,  p.  418. 

at  Omaha,  Sioux  City,  Nebraska  City,  .St.  Joseph  and  Atchinson.    The  latter 

being  given  in  considerable  detail,  witli  illustrations  of  methods  of  conducting 
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the   work,  plans,  etc.     Report  of  Missouri-  River  Commission,  i88q,  or   Appendix 
\  VIV of  Report  of  Ckicf  of  Rng'ineers,  1S89. 
.    Proteclio7i  of  the  LoK<er  Mississippi   Valley  fron.  OverfJffiv.    Condensed  re- 
print of  a  paper  by  Prof.  J.  B.  Johnson,  read  in  1884.     Eng:  Ne^vs,  April  19,  1890, 
Vol.  XXIII,  p.  364. 

.      The   Danube   and    Its    Trade.     A    valuable    paper   by    Lieut.    Gen.    Sir 

John  Stokes,  touching  briefly  on  improvements,  as  well  as  giving  a  discussion 
of  the  commercial  features  of  the  subject,  yonr.  Soc.  of  Arts,  May  2,  i8go, 
P-  5r9- 

.     Jke  Mississippi  Flood  of  i8qo.     A  discussion  of  this  flood  and  the  effect 

of  levees  on  same;  mainly  by  Mr.  B.  M.  Harrod.  The  conclusion  is  that 
the  levees  have  been  beneficial.     E7/£-.   A^e'ius,  April  5,  1890,  Vol.  XXII,  p.  311;. 

,  See  Blasting,  Canal,  Mussels  Shoals- 

Rivei  Pollution  in  the  United  States.  Paper  by  Charles  C.  Brown,  presented  to  the 
Engrs.  Club  of  St.  Louis,  giving  a  resume  of  the  work  done  in  this  country  on 
this  subject  and  collection  of  results.  Jour.  Asm.  Eng:  Soc,  Vol.  IX,  Oct.  i?go, 
pp.  475-89- 

.    See  Water-Supply. 

Riveted  Joints.  Some  Recent  Tests  on  Iron  and  Steel  and  Riveted  foints.  Paper  by 
A.  W.  Brightmore  before  Liverpool  Engineering  Society.  Trans.  Liverpool 
Engineer ing-  Society.  1888,  Vol.  IX,  pp.  1-14. 
Riveted  Plates,  Tests  of .  As  to  the  rivets  filling  the  holes  when  the  number  of  the 
Plates  is  large.  Illustrated  by  sections  through  the  line  of  rivets.  R.  R.  Gaa., 
Oct.  10,  i8go,  693. 
Riveting.  A  soo-Ton  Hydraulic  Riveting  Plant.  Description,  with  detailed  illus- 
trations of  a  200-ton  hydraulic  riveter  capable  of  successfully  upsetting  rivets  3 
inches  in  diameter,     fhe Eitgiveer,  Feb.  14,  i8go,  p.  126. 

.    Ch.   I,  Sec.  Ill,  of    The  Constructor.      Illustrated.      Mechanics,  July,  1S90, 

et  scq . 

.     Net  Section  in  Riveted  Work.    Short  paper  by  Theodore  Cooper,    R.  R. 

Gas.,  Aug.  22,  1890,  p.  5S3. 

.    See  Boilers,  Bridge  Designing. 

Road  Making.  Abstract  of  a  paper  by  Prof.  J.  V.  Hazen,  Hanover,  N.  H.,  giving 
a  concise  statement  of  the  general  principles  of  road-making,  and  including 
considerable  valuable  data  concerning  actual  cost,  etc.,  of  certain  recently  con- 
stiucted  roads.  Eng.  &=  Build,  Rec,  April  26,  i8go,  Vol.  XXI,  p.  326,  et  seg. 
Road  Roller.  Nnv  Harrisbiirg Steam  Road  Roller.  Illustration  and  description  of 
a  new  and  improved  form  of  steam  road  roller.  Eng.  &=  Build.  Rec,  Feb.  15, 
i?90,Vol.  XXI,  p.  170. 

Roads  and  Road  Maintenance.  Construction  of  Roads.  Paper  by  John  P.  Prichard, 
of  Quincy,  Mass.,  iox  Eng.  &•  Build.  Rec,  Tprize  series.  Eng.  &-  Build.  Rec, 
April  19,  1890,  Vol.  XXI,  p.  310,  et  seg. 

.  Cost  of  Gravel  Roads.  Paper  by  A.  E.  Harvey,  giving  the  cost  of  some  Illi- 
nois roads.    Selected  papers  of  C.  E-  Club,  Univ.  of  fll.,  1S89-90,  pp.  23-26. 

.     County  Highways  in  Penn.  Report  on  proposed  laws.   Excellent  paper  read 

by  Thos.  H.  Johnson.  Proc.  Engrs.  Soc  of  W.  Penn.  Vol.  V,  iSSg,  pp.  36-55; 
discussion,  pp.  J5-8. 

in  England,  Repair  and  Maintenance  of .     Pamphlet  by  W.  H.  Wheeler,  M.  I. 

C.  E.    E.xtractsin  Eng.  Ne^vs,  Sept.  13, 189a,  pp.  239-40. 
.    Road  Construction.      Prize  essay  for  Eng.  &=   Build.  Rec.,hyl.V.  Pope  of 

Austin,  Texas.    Eng  &=  Bnild.  Rec,  April  12,  i8qa,  Vol.  XXI,  p.  204,  et  seg. 
.    Road  Coil  St  ruction  and  Maintenance.     Prize  essay  for  Eng.   &  Build.   Rec, 

by  Mr.  S.  C.  Thompson  of  New    York  City.     This  is  a  concise  and  valuable 

treatment  of  the  subject.    Eng.Cy'  Build  Rec,  March  29,  i8go.  Vol.  XXI,  p.  262, 

et  seg . 
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.    See  Macadam  Roads,  Highways. 

Rope.     Transmission  of  Power  by  Manila  Ropes .     See  Transmission  of  Power. 
Ss.itXy  K'p-pWa.nze.^  on  Railways,  Federal  Re£ulation  of.     See   Interstate  Commerce 

Commission. 
Salt 'Works.    One  Way  of  Obtaining  Brine.    Description  ot  reservoir  and  pipe  line 
at  the  Syracuse  Salt  Works.    Sections  and  profile.    By  Chas.  B.  Brush,    Trans, 
Am.  Soc.  C.  E.,  Vol.  XXIII,  1890,  paper  No.  447,  pp.  95-100. 
Sanitary  Disposition  of  the  Dead-      Address  by  Dr.  C.  A.  Harvey,  of  New  York,  be- 
fore the  Franklin  Institute.  The  importance  and  bearing  of  this  question  on  the 
public  health  is  evident.   Jour.  Frank.  Inst.,  Nov.  i88g.  Abstracts  in  Am.  Arc/it., 
Dec.  7,  ii:8g.  Vol.  XXVI,  p.  264. 
Sanitary   Engineering.      Papers  on  sewerage,  drainage  and  water  pollution  are 
contained  in  the  tenth  annual  report  of  the  N.  Y.  State  Board  of  Health,  Al- 
bany, i8go,  pp.  532. 
.    Report  of   the  fourth   Kansas    State    Sanitary    Convention,  including  in- 
teresting  papers  on  water  pollution  and  other  subjects.     Fi/tk   Annnal  Re- 
port of  the  Kansas  State  Board  0/  Health.    J.  W.  Redden,   M.   D.,   Secretary, 
Topeka. 

.     The  Illi?iois  River  Basin  and  Its  Relation   to  Sanitary  Engineering.     See 

River  Basins. 
Sanitary  Entombment.    Dry  Air  System.    Description   of  the  system   of  the  New 
Mausoleum  Company,  consisting  essentially  of   passing  a  current  of  dry  air 
through  the  tomb,  and  afterward  through  the  flame  of  a  furnace.    Jot(r.  Frank. 
Inst.,  April,  1S90. 
Sanitary  Laws.     The  P7iblic  Health  Act  of  1885  of  New  York  State.     Review  of  the 
law  and  its  action  by  Arthur  HoUich  in  Sell,  of  Mines  Quar.,  Vol.  XI,  p.  114, 
January,  1890. 
Screw.    See  Bail-Bearing  for  Screw  and  Nuts. 

Screw  Propeller.  Paper  by  S.  W.  Barnaby  giving  a  complete  review  of  the  subject 
and  the  results  of  recent  e.xperiments.  Proc.  Inst.  C.  ^.,  Vol.  CII,  i8qo,  paper 
2461,  pp.  74-92.  Discussion,  pp.  93-124-  Correspondence,  pp.  124-152.  Folding 
plate  of  diagrams. 

.    See  Ferry-Boat;  Propeller  Blades,  Design  of. 

,  Material  for.   See  Aluminium  Bronz. 

Screws.    Systems  of  Screiv  Threads.    Chapter  IV  of  "The  Constructor."    Formulas 

and  tables.    Mechanics,  Sept.  and  Oct.,  i8qo. 
Sewage,  and  what  shall  be  done  with  it.    Illustrated  paper  by  G.  W.  Hosmer,  M.  D., 
discussing  in  a  popular    way  both    the   sanitary    and   engineering  details  of 
sewage  conveyance  and  disposal.     Sup.  to  Harper  s  Weekly,  July  19,  li'go,  pp. 
565-8. 

.    Filtratian  of  Sezvage.     Paper  by  J.   H.  T.   Turner  before  the  Liverpool 

Engineering  Society.  Brief  discussion  of  the  subject  is  given,  with  "conclu- 
sions." Discussion.  Trans.  Liverpool  Engineering  Society,  1888,  Vol.  IX,  pp. 
28-40. 

—  of  the  District  of  Columbia.      Report  of  the   Board  of  Sanitary  Engineers. 

House  Rep.   Ex.    Doc,   No.  445,   51st  Con.,   ist   Sess.    Abstracted  in  i?«i^.  awrf 
Build.  Rec,  Nov.  22,  1890,  p.  393- 
,  Natural Purif  cation  of.    Paper  by  Hiram  F.  Mills  giving  some  important  de- 
ductions from  experiments  by  Mass.  State   Board  of  Health,  on   intermittent 
filtration  through  sand,  Lend  a  Hand,  Sept.  1890,  pp.  598-606. 

,  Purification  of.    See  Water  Purification. 

Sewage  Disposal  in  Lake  Erie.    See  Current  Observations. 

.    Plans  for  the  city  of  Brooklyn,  White  Plains  and  other  villages.     Tenth 

Annual  Report  of  the  New  York  State  Board  of  Health,  Albany,  i8c)o,  pp.  47-101, 
ia3-5!>. 
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.     The  Sewage  Disposal  Works  at  Worcester,  Mass,    Interesting  description  of 

these  works  and  their  operation.  Illustrated.  Eng:  News,  Nov.  i>,  iSco, 
pp.  432-4- 

.  To^tcn  of  Framingham,  Mass.  Reports  of  committee  on  Drainage  and  Sew- 
erage and  construction  of  Sewerage  System,  etc.  Compiled  by  W.  A.  Brown, 
clerk  to  Selectmen.  Report,  System  of  Selvage  Z?/j/oj-(z/, /<y,?p.  Union  Pub.  Co., 
So.  Framingham,  Mass. 

.     7hc  Carbonized  Refuse  System.     This  process  is  used  by  the   Rivers  Co., 

Leeds.  Dry  refuse  is  carbonized  by  slow  combustion,  and  the  product  is  used 
for  making  filters  which  thoroughly  clarify  the  sewage.  The  plant  is  illustrated 
by  a  general  plan  and  cross  sections.  Reprinted  from  Industries .  Sri.  .'1m.  Su^., 
No.  756,  June  28,  1890,  p.  12081. 

.     The  East  Orange,   N.   y .,  Disposal  Works.    Their  efficiency  as  compared 

with  other  methods.  By  Carroll  Phillips  Bassett,  M.  Am.  Soc.  C  E.,  Engineer 
of  the  Works.    En^.  News,  Feb.  15,  1890,  Vol.  XXIII,  p.  160. 

-.     The  London  Seivage  Question.      Paper  by  Mr.  Crawford  Barlow,  M.  I.  C.  E., 

read  at  the  Liverpool  meeting  of  the  Asso.  of  Municipal  and  Sanitary  Engrs., 

June  26,  1890,    Iron,  Aug.  15,  1890,  et  seg. 
Works  of  South  Framingham,  Mass .      Brief  description   of  the  construction 

and  operation  of  this  system  of  sewage  disposal.     The  system  is  by  irrigation 

and  drainage.    Sewage  farm  of  70  acres,  divided  into  fields  about  200  ft. by  300  ft. 

Eng.  News,  Nov.  23,  18^9,  Vol.  XXII.  p.  49?- 
Sewage  Pumping  Plant  at  Aberdeen,  S.  Dak.  Two  motors  are  driven  by  the  natural 

pressure  from  an  artesian  well.    Described  and  illustrated.    Eng.  Neios,   Nov. 

29,  1890,  p.  476. 
Sewage  System  in  the  U.  S.  and  Canada.     Abstract  of  statistics  from  the  Matiual  of 

Am.  Water-Works.    E7ig.  News,  Aug.  23,  i8go,  p.  170. 
Sewage   Works  and  Pumping  Engines  at  Hull,    Eng.     Illustrated  descriptions  of 

these  pumping  works  with  considerable  other  data  concerning  cost  of  building 

and  maintenance.    Lon.  Engineer,  Dec.  27,  1889,  Vol,  LXVIII,  p.  533.  Eng.  and 

Build.  Rec,  July  26,  1890,  pp.  118-20. 
at  Kingston  on    Thames.     Illustrated  description  in  Eng.  and  Build.  Rec., 

Aug.  23,  1890,  p.  181. 
Sewer.   Greene  Avenue  Relief  Sewer,  Brooklyn,  N.  Y.   Brief  description  of  this  large 

sewer  now  under  construction.    12,300  ft.  long  and  drains  an  area  of  1,500  acres. 

Eng.  &=  Build  Rec,,  Nov.  29,  1890,  pp.  407-8. 
Sewer  System.    Inset  of  detailed  drawings  of  Approved  Plans  for  Storm  Sewers  at 

Dulutk,  Minn.    W.  B.  Fuller,  City  Engr.    Eng.  News,  Oct,  25,  1890. 

Sewer  Ventilation.  New  method  of  ventilating  sewers  by  means  of  a  small  fresh 
air  pipe  laid  longitudinally  through  the  top  of  the  sewers.  Illustrated.  Re- 
printed from  Lon.  Sanitary  Record,  Sci.  Am.  Sup.,  No.  762,  Aug.  g,  1890,  p.  12178, 
Eng.  News,  Aug.  2,  1890,  p.  94. 

Sewerage.  London  Sewerage  and  Sewage.  Paper  of  considerable  value  by  Sir 
Robert  Rawlinson,  Vice-Pres.  Inst.  C.  E.,  with  discussion.  Jour.  See.  Arts,  Dec. 
20, 1889,  Vol.  XXXVIII,  pp.  66-S2. 

•    London  Sewerage  and  Sewage.    Appendix  and  discussion  to  a  paper  by  Sir 

Robert  Rawlinson.  four.  Soc.  of.4rts,  Jan.  17,  1890,  p.  142.  Eng.  &^  Build.  Rec, 
Feb.  8,  1890,  Vol.  XXI,  p.  145. 

of  Barrie,  Ont.    See  Water  Works. 

of  the  Massachusetts  School  for  the  Feeble-Minded.     Description  of  this  system 

of  disposal  by  intermittent  downward  filtration  on  cultivated  land.  Eng.  <Sp» 
Build.  Rec,  April  12,  1890.  Vol.  XXI,  p.  300. 

.    See  Water-Supply  and  Sewerage. 

Sewerage  System  at  Pasadena,  Cal.  Illustrated  description  of  the  details.  Eng.  &> 
Build,  Rec.,  May  31, -1890,  p.  406. 
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,  D/il/i/h,  Minn.  By  Messrs.  Rudolph  Hcring  ami  Andrew  Rosewater,  Con- 
sulting Engineers.  An.  Rep.  Board  of  Public  \Vorl;s,  DiiIi(fh,for  the  year  ending- 
Feb.  28,  i8qo.     pp.  67-93. 

of  Ran£ooii,  Brilish  Bnrmah.     Article   describing   these  interesting  sewerage 

works  on  the  Shone  system,  the  sewage  being  ejected  from  receiving  tanks  to  a 
sewer  at  a  higher  level  by  use  of  comoressed  air.  Illus.  Eng-.  &=  Build.  Ree ., 
March  15,  1890,  Vol.  XXI,  p.  230. 

of  Vancouver,  B .  C.     Paper^by  E.  Mohun,  with   discussion  by  several    other 

engineers.     Trans.  Can.  Soc   C.  E.,  1888,  Vol.  II,  p.  24-5-267. 

Sewers.  Formula  for  Mean  J'eloeity  of  Flo7v  in  Seicers.  By  Rudolph  Hering,  being 
an  adaptation  of  Kutter's  formula  for  easy  computation.  Proc.  Eng-  Club  of 
Pliila.,  August,  1888,  Vol.  VII,  pp.  16-18. 

,  in.  IJTerpool .     See  Municipal  Engineering. 

.    Notes  on  the  Care  of  Saoers.     Paper  by   V.    Floyd   Weld.     This  short  paper 

contains  many  valuable  suggestions  concerning  lioth  constructing  and  caring 
for  sewers.  Conn.  Ass?/.  C.E.  &^  Surv.,  February,  1892  Proc.  meeting  of  Sept. 
12, 1889,  pp.  43-49- 

-of  Rome.  II  colettore  basso  delle  fognedi  Roma  a  sinistra  del  Tevere.  5  hand- 
some fokUng  plates  showing  many  cross-sections  and  details.  Giornale  del  Genio 
Civile,    Anno  XXVIII,  Feb. -March,  1890,  pp.  49-125. 

.     '-Rust  on  the  Construction  of  Sewers."     Paper  by  C.  H.  Rust,  M.  Can.  Soc- 

C.  E.,  with  an  extended  discussion  the  whole  forming  a  paper  of  considerable 
value.     Trans.  Can.  Soc.  C.  E.,  1S88,  Vol.  II,  p.  302-349- 

.     The  Siphons  of  St.  Louis  Island,  Paris.    Illustrated  description  of  the  large 

siphons  constructed  to  convoy  the  sew  age  water  under  the  river  Seine.  Sci.  Am. 
Sup.,  No.  776,  Nov.  It;,  1890,  pp.  12402-3-      Taken  from  Le  Genie  Civil. 

.    See  Arch  Curves,  Sanitary  Engineering. 

Shades  and  Shadows /«  Architecture.  Valuable  series  of  papers  by  Prof.  A.  D.  F. 
Hamlin.  Illus.  .4w. .  f/r//.,  Aug.  30,  1890.  No ■  766,  r/ .ViV • ,  PP  130-3-  Continued 
from  No.  755,  p.  165. 

Shaft  Sinking.     See  Freezing  Process. 

Ship  Canal.     See  Canal. 

Ships,  Strength  of.  Paper  of  some  value  and  intferest,  by  Prof .  P.  Jenkins,  read 
before  the  Institution  of  Naval  Architects.  Lou.  Engineering,  April,  11,  i8go, 
p.  458. 

.     S^oord Ships.     See  Navy. 

Shops.  Workshops.  Their  Desigti  and  Construction.  Paper  by  Mr.  J.  Davis  Bar- 
nett,  with  discussion.     Trans.  Can.  Soc.  C  E.,  1889,  Vol.  Ill,  p.  151-201. 

.    See  Railway  Shops. 

Signals,  Railroad.    See  Railroad  Signals. 

Siphons.     See  Sewers,  Water  Works. 

Skew  Arch.     See  Arch. 

Springs.  The  Dejtectton  of  Spiral  Springs.  Theoretical  paper  by  A.  E.  Young, 
containing  the  results  of  experiments  on  a  volute  buffer-spring.  Diagram  and 
tables.  Proc.  Inst.  C.  E.,  Vol.  CI,  i8qo,  students'  paper  No.  26S,  pp.  261-75;  ap- 
pendix containing  tables  and  summary  of  formulas,  pp.  276-83. 

Snow  Plows.  Paoer  by  Mr.  F.  E.  Sickles,  member  Eng.  Club  of  Kansas  City; 
PP-  3-    your.  Assn.  Eng.  Soc,  March,  1890,  Vol.  IX. 

.     Cotnpetitive  Trials  of  the  Rotary  a?id  Other  Machine  Snoic  Ploios.     Illustrated 

review  of  this  series  of  tests.  R.  R.  Gaz.,  May  23,  i8qa,  p.  355-  Ry .  Rci'  ,  May 
24,  iSgo,  p.  295. 

Snow  Sheds.    See  Railroad  Buildings. 

Slag.  The  Utilization  of  Slag.  Paper  by  Gilbcyt  Redgrave.  Several  possible  uses 
of  ordinary  iron-furnace  slag  are  given;  among  them  use   as  paving  blocks  and 
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wad  metal,  "slag  wool"  or  ".silicate  cotton,"  as  a  fire-proof  non-conductor  ot 
heat  or  sound,  as  hydraulic  cement,  with  a  table  of  strength  developed:  also  the 
possible  use  of  the  slag  from  the  basic  process  in  steel  manufacture  as  a  phos-i 
phate.    Jour.  Soc.  Arts,  Jan.  31,  1890,  Vol.  XXXVIII,  p.  221-235. 

Slag  Cement.  The  Manufacture  of  Staff  Cemcut.  Short  article  of  considerable 
value  by  J.  Gi"oseIaude,  in  Annales  Itidtistrielhs,  ]u\y  21,  i88g,  as  tabulated  in 
Proc.  lust  C.  E.    Eng-.  Nitvs,  Dec.  7,  iS^g,  Vol.  XXII,  p.  531. 

Specifications.  See  Boiler  Specifications,  Biick  Pavements,  Bridge,  Dam,  Earth- 
work, Electrical  Plants,  Iron  and  Steel,  Lubricants,  Vier  on  Soft  Ground,  Plumb- 
ing and  Drainage. 

Stand  Pipes.  Paper  by  A.  H.  Howland,  dibcussing  stability  of  stand  pipes,  and 
giving  three  valuable  tables  for  use  in  designing  stand  pipes.  Proc.  Eng-.  Club 
of  Pkita  ,  March,  1887,  Vol.  VI,  pp.  110-115. 

Station.     See  Railroad  Station. 

Station,  Electric.    See  Electric  Light  Station,  Electric  Power  Station. 

Steam,  Dry.  On  the  Identiji cation  of  Dry  Steam.  Paper  by  Prof.  J.  E.  Denton, 
describing  tests  of  quality  of  steam  by  observing  appearance  of  jet.  Transac- 
tions Am.  Soc.  M.  Engrs  ,  Vol.  X,  1S89. 

,    Experiments  on  the  Cot'densation  and  Re-evaporation  of  Steam   in  a   Jacketed 

Cylinder.  Paper  read  before  the  Institution  of  Mechanical  Engineers  Oct.,  18S9, 
by  Major  Thomas  English.  R.  E.,  Supt.  Royal  Cariiage  Dept  ,  Woolwich,  Eng. 
Giving  results  and  discussion  of  an  extensive  set  cf  experiments.  I,on.  Engineer, 
Nov.  8,  1889.  Vol.  LXVIII,  p.  398.  Lon.  Engineering,  Nov.  8,  1889,  Vol.  XLVIII, 
p.  556,  et  seq. 

.  On  the  Utilization  0/  the  Water  of  CondQnsation/rom  Steam.  Pipes  and  Cylin- 
ders. Paper  by  Mr.  Peter  Fyfe,  read  before  the  Institution  of  Engineers  and 
Shipbuilders  in  Scotland.     The  Mechanical  World,  Jan.  11,  i8go,  p.  17. 

.    Station  y.  of  the  Neio  York  Steam  Company .     Good  description  of  this  plant. 

lUus.    Eng.  &=  Build.  Kec,  May  10,  189c,  p.  .',62. 
Steam  Engine.     See  Engine. 
^\.^aim  'Engineering  at  the  Philadelphia  Edison  Electric  Station.     lUus.   description. 

Elcc.Eng..  Oct.  8,  ib'go. 
Steam  Heating, y^y-  Cars.     See  Railroads,  Proceedings  Master  Carbuildcrs. 

.    See  Heating. 

Steam   Horse   Power.      Cost  of.     Article   by  Thomas    Pray,  Jr.,   of  Boston,   gives 

methods  and  data  for  calculation  in  different  cases.      Jour.  Frank.  Inst.,  July, 

i8go. 
Steam  Vipes  a7id Fittings.     See  Boilers. 

,  Support  of.    See  Pipes. 

Steam  Plant  and  Smoke  Stacks  at  the  Edison  Central  Station,  Brooklyn,  A'.  )'.  Illus- 
trated description  of  this  new  steam  plant,  showing  an  arrangement  which  can 

be  used  on  a  limited  area.     Am.  Eng., ]a.n.  22,  1S90,  p.  34. 
Steam  Power,  the  Cost  of .     Lecture  by  Thos.  Pray,  Jr.,  C.  E.      four.  Frank.  Inst  , 

June,  i8go.  No.  774.  et  seg.,  pp.  478-88. 

,    Costofvs.'^^zXe.x  Power.    See  Water  Poiver. 

versus  Water  Poioer.    A  comparison  of  the  cost,  based  upon   mill  practice, 

for  various  prices  of  coal,  and  different  amounts  of  steam  used  for  heating. 

Paper  by  Charles  T.  Main  before  Am.  Soc.  Mech.  Engineers  at  New  York 

meeting.      Mechanics,   December,   1889.      Trans.   A.   S.   M.   E.,   Vol.  XI,   1S90, 

pp.  ioS-26. 
Steam  Separators.     Account  of  two  new  forms  of  devices  for  separatin.g  entrained 

water  from  steam,  before  admitting  the  steam  to  the  cylinder,   lllus.  Eng.  Ne-ws , 
J;in.  18.  18    go,  Vol.  XXIII,  p.  53. 
Steam  Trials   of  the  Royal  Italian  f  ronlad  Lepanto.    Complete  account  of  interesting 
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tests  made  of  this  vessel,  by  Major  Nabor  Soliani,  Royal  Italian  Navy,  read  be- 
fore Institution  of  Naval  Architects,  July  26,  1S88.  Proc.  U-  S.  Naval  Institute, 
Vol.  XV,  No.  4,  p.  561,  (whole  No.  51). 

Steam  Turbine.  Notes  on  a  new  Compound  Steam  Turbine.  Description  and  illus- 
trations of  a  novel  steam  turbine  which  has  been  successfully  used  to  drive 
elevators,  dynamos,  etc.     R.  R.  Gaz.,  Jan.  24,  1890,  p.  56. 

Steamships.  "  The  Six-Day  Time  Passed."  Article  giving  considerable  information 
of  general  interest  concerning  the  steamships  City  of  Paris  and  City  of  New 
York;  with  a  table  giving  principal  dimensions  of  17  Atlantic  Steamers,  indicated 
H.  P.,  stroke,  heating  surface,  fire-grate  area,  working  steam  pressure,  are  in- 
cluded.    The  Locomotive,  June,  1S89,  Vol.  X,  p.  85. 

Steel.  Adams  Direct  Steel  Process.  Full  description  of  this  process  which  compares 
very  favorably  with  other  methods,  lllus.  ,4w. /l^^r.,  Oct.  3,  1890,  pp.  7-S.  Iron 
Ag-e,  Nov.  13,  1890,  pp.  835-7. 

.    Aluminum  Steel.    A  valuable  paper  on  the  properties  of   this  alloy,  both 

cast  and  forged.  Presented  by  Mr.  R.  A.  Hadfield,  of  Sheffield,  Eng.,  to 
the  New  York  convention  of  the  A.  I.  M.  E.  Full  abstract  with  diagrams 
in  Enff.  News,  October  11, 1890,  pp.  325-7.  Full  paper  in  Iron,  November  14,  1890, 
pp.  422-30. 

.    Darby  Process  of  Recarburizatioii  of  Steel.    The  method  is  by  adding  carbon 

in  the  form  of  powdered  coke.  Condensed  from  a  paper  by  A.  Thielen,  read  at 
the  Pittsburgh  International  Meeting  of  Metallurgical  Engineers.  Eng-  Ntivs, 
Oct.  iS,  1890,  pp.  338-9.  Editorial,  ibid,  pp.  34S-9.  Sci.  Am.  Sup.,  No.  777,  Nov.  22, 
1890,  pp.  12410-12. 

.     Colors  Produced  iu  Temperi?/^.     Influence   of  time  of  heating,  etc.     Paper 

read  before  the  Birmingham  Philosophical  Society,  by  Thomas  Turner.  Atn. 
Mach.,  Feb.  13,  i8go.     .A.7n.  Mfr.,  April  11,  li'go,  p.  10,  et  seg . 

.    Effects  of  Rate  of  Speed  in  Testing' Steel.    Interesting  serios  of  experiments 

made  to  ascertain  the  effect  of  variation  in  speed  in  making  tests  of  steel.  By 
Bertram  P.  Flint.    Eng.  News,  April  19,  i8;)o.  Vol.  XXIII,  p.  36;,. 

.  Its  Manufacture,  Properties  and  Uses.  Paper  read  before  the  Greenock  Phil- 
osophical Society  by  James  Riley,  General  Manager  of  the  Steel  Company  of 
Scotland,  etc.  This  paper  traces  the  development  of  the  steel  industry.  Am. 
JManfr.,  Feb.  2S,  1890,  p.  18,  et  seg. 

.    Mamifactvre  and  Cost  of  Basic  Bessemer  Steel .    By  J.  B.  Nau,  E.  M.   8  tables. 

Iron  Age,  Sept.  4, 18,  1890,  pp.  365-6,440-3. 

,  Manufacture  of .    See  Basic  Open  Hearth  Furnaces. 

.    Mild  Steel  Made  by  the  Thomas  Process,  and  its  Employment  in  Building. 

Brief  statement  of  general  method  of  manufacture  and  general  qualities  at- 
tained.   Eng.  Nnvs,  April  20,  1890,  Vol.  XXIII, p.  3S7. 

,  Notes  on  the  Bessemer  Process  as  carried  out  in  Robert  Vessels.     Diagrans  and 

tables.    E.  &=  M.  Jour.,  Aug.  30,  iSgo,  pp.  242-4. 

.     On  the  Character  of  Steel  used  for  Permanent  Magnets.     Paper  by  W.    H. 

Preece,  F.  R.  S.,  read  at  the  Leeds  meeting  of  the  British  Asso.  Adv.  Sci  ,  i8qo. 
Tables.     Lon.  Elec.  Rev.,  Sept.  12,  i8go,  pp.  305-7. 

.  Open  Hearth  Basic  Steel.  Article  of  considerable  value  from  Industries,  giv- 
ing tests,  analyses,  etc.,  of  several  samples  of  steel.  Tabular  exliibit  of  qualities 
of  37  samples.    Am.  Mfr-,  April  25,  1890. 

.     Sir  Henry  Bessemer' s  Story  of  the  Invention  of  the  Bessemer  Process.    A  very 

interesting  letter  from  the  distinguished  engineer,  presented  at  the  Pittsburgh 
meeting  of  the  Iron  and  Steel  Inst.  Eng.  A'e7vs,  Oct.  iS,  1S90,  pp.  337-8.  E.  vS^.l/. 
your.,  Oct.  II,  1890,  pp.  429-30. 

.    See  Iron  and  Steel,  Armor  Tests. 

Steel  Production  0/  the  United  States.  Census  Bulletin  No.  13.  Abstracts  in  Am. 
Manfr.,  Nov.  7,  1890,  p.  18.  Eng.  News,  Nov.  8,  1890,  p.  416.  Ry.  Rev.,  Nov.  15, 
1S90,  p.  691. 
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Steel  Rails.     See  Rails. 
Steel   Rivets /or  Boi/ers.    See  Boilers. 

Steel  Tapes.  Ti2l>/f  of  Statidard  Steel  'lapes.  This  table  gives  the  length  of  eleven 
steel  tapes  as  compared  or  compiled  by  Missouri  River  Commission.  Refer  t  0/ 
Missouri  River  Co?>im.,  i88g,  p.  2759,  or  Appendix  WW  of  Report  of  Chief  of 
Eng^incers,  iSii'g. 
Stoker.  The  Roney  Michanical  Stoker  and  Smokeless  Furnace.  An  illustrated 
article  describing  the  extensive  plant  of  Claus  Spreckels'  Sugar  Refinery, 
Philadelphia.  R.  R.  Gaz.,  Aug,  29,  1S90,  pp.  597-9.  -■^'«.  Engr.,  Sept.  3, 1890,  pp  . 
103-7.  A7n.  A/a?i/r.,  Sept.  5,  1890,  p.  18.  Sci.  Am.  Sup.,  Sept.  27,  1890,  No.  769, 
pp.  12279-82. 
Stone.  Ferroid.  A  N cw  .4rtifcial  Sfoue.  Interesting  paper  by  Herman  Poole, 
read  before  the  C.  E.  Club  of  Cleveland.  The  properties  of  this  valuable  com- 
pound are  fully  described.  Tabic  of  the  results  ot  tests.  Jour.  Assn.  Eng.  Soc., 
Aug.  i8go,  pp.  383-92. 

for  Building.     Testing  of.     By  George  P.   Merrill.      Man/.    &'  Builder,  April, 

1890,  <*/ j^^,  pp.  78, 104,  12S.     See   also,  in   the   same  numbers,  The  Physical  and 
Chemical  Properties  of  Rocks. 

.     So?ne  Tests  and  Observations  on  Building  Stones.    Paper  by  ].  A.  L.  Waddell, 

giving  and  discussing  the  results  of  a  series  of  tests  on  Western  building  stone. 
your.  Assn.    Eng.    Soc,  February,  1S90,  Vol.  IX,  pp.  33-43. 

.     The  Building  Stones  usediti  New  York  City .     Paper  by  Dr.  Ale.xis  A.  julien, 

describing  the  varieties  of  stone,  their  localities  and  the  edifices  constructed  of 
each.    Manfr.  and  Build . ,  July,  iSgo,  et  seq. 

used  for  Structural  Purposes  in  Allegheny  Co.,  Pa.      Paper  by  A.  E.  Hunt. 

Table  of  qualities.    Proc.  Engrs.  Soc.  of  W.  Penn.,  Vol.  V,  1889,  pp.  149-64;  dis- 
cussion, pp.  194-9. 
Stone  Dressing,  Cost  of.    Paper  by  R.  J.  Cooke,  giving  some  data  on  this  subject. 

Selected  Papers  C.E.  Club  0/  Univ.  of  III.,  1889-90,  pp.  S-io. 
Storage  Batteries.    See  Electric  Storage  Batteries. 
Strains  in  Materials.    See  Proportional  Resistances. 
Street  Cleaning  and  Disposal  0/  Re/use.    Collection  of  data  from  a  number  of  cities. 

Eng.  &=  Build.  Rec,  Nov.  29,  iSgo,  pp.  410-11. 
Street  Lighting.     See  Lighting. 

Street  Pavements.  Capt.  F.  V.  Greene  on  the  construction  and  care  ot  streets. 
Paper  read  before  the  Commonwealth  Club  of  New  York  City.  Eng.  &•  Build. 
Rec,  March  i,  1890,  p.  106. 

.    Report  on  Street  Pavements,  by   a  special  committee   of  the   city  council. 

Considerable  data  concerning  street  pavements  in  various  cities  is  given,  in- 
cluding some   examples  of  cost  and  durability,  and  recommendations  given 
for  carrying  out  work  at  Detroit.   Eng.  News,  March  29,  1890,  Vol.  XXIII,  p.  292. 
.    See  Brick  Pavements,  Municipal  Engineering,  Pavements. 

Street  Railways.  Systems  of  Pittsburgh  and  Allegheny ,  Pa,  jMap  and  descriptions, 
illustrations,  etc.    St.  Ry.  Jour.,  May,  1S90,  p.  234. 

.    See  Car  Starter. 

Street  Railway  Curves.    See  Curves. 

Street  Railways  at  Kansas  City  and  Omaha.  St.  Ry ■  Jour.,  March,  i8go,  Vol.  VI, 
p.  113. 

.    Electricity  as  Applied  to  Street  Raihoays.    Paper  by  Frank  J.  Sprague  before 

Kansas  City  Electric  Light  Convention.  Reprint  in  Elec.  Rev.,  March  21,  1890, 
p.  33°- 

.  Full  report  of  the  ninth  annual  convention  of  the  Am.  St.  Ry.  Asso.  at  Buf- 
falo, Oct.,  i8qo.  St.  Ry.  Jour.,  Nov.,  1890.  St.  Ry.  Gaz.,  Oct..  1890.  Convention 
Number. 
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.    Motive  Power /or  Street  Railways.    Comparison  of  methods  by  R.  J.  Mc- 

Carty,  at  the  October  convention  of  the  Am.  St.  Ry.  Asso.  St.  By.  your.,  Nov., 
1890.  Also  report  of  Committee  on  Electric  Motive  Power  Technically  Considered, 
pp.  522-4.    Abstracted  in  En£.   News,  Nov.  i,  1890,  pp.  394-5. 

:    Robinson  Radial  Car  System.    Adapted  especially  to  short  curves  such  as 

occur  on  street  roads.    Illustrated.    Elec.  E?i£.,  Oct.  i,  1890. 

.    Street  Car  System  0/ St,  Louis,  Mo.    A  review  of  principal  street  car  lines  in 

St.  Louis  with  map  of  city  showing  location  of  various  systems.  St.  Ry.  Jour., 
Feb.,  i8;o,  p.  56. 

.    See  Curves  and  Switches,  Electric  Railways,  Cable  Railways,  Electric  Stor- 


age Batteries. 

Street  Railway  Track.  Improvement  of.  Paper  by  E.  E.  Russell  Tratman.  This 
is  a  valuable  and  timely  discussion  of  this  subiect.  The  paper  is  illustrated  by  6 
plates.      Trans.  Am.  Soc.  C.  E.,  March,  ib'90.  Vol.  XXII,  pp.  135-208. 

Stresses.  Defections  0/ Framed  Structures  atid  DistribzUion  of  Stresses  over  Redun- 
dant Members.  By  Prof.  J.  B.  Johnson.  Jour.  Assn.  Eng:  Soc,  May,  1890,  pp. 
242-253. 

— .    See  Bridges,  Tower. 

Structures,     Working- Loads  for .    See  Working  Loads. 

Subaqueous  Foundations.    See  Foundations. 

Submarine  Rock  Excavation.  An  interesting  application  of  rock  drills  to  submarine 
work  by  the  IngersoU-Sergeant  Drill  Co.  in  New  York  harbor.  Am.  Mfr.,  Jan. 
31.  p.  7- 

Subways.    See  Electric. 

Survey.  The  new  Leveling  Survey  of  Fratice.  Paper  by  C.  Jimels,  giving  details  of 
this  very  important  work.  Le  Genie  Civil.  Vol.  XVII,  p.  5.  Abstract  in  Proc. 
Inst.  C.  E.,  Vol.  CI,  1890,  p.  313.  See  also  Wochenschrift  des  osterr.  Ing.  u.  Arch. 
Vereines,  Aug.  22,  1890,  No.  34,  pp.  290-1. 

Surveying.  "Approximate  Times  of  Culminations  and  Elongations,  and  pf  the 
Azimuths  at  Elongation  ol  Polaris  for  the  Years  between  1889  and  1910."  Pre- 
pared by  Chas.  A.  Schott,  Assistant  U.  S.  Coast  and  Geodetic  Survey.  U.  S. 
C.&'G.  Surv.,  Bulletin  No.  14- 

.    Elimination  of  the  effects  of  Local  Attraction  in  Surveying  with  the  Magnetic 

Compass.  Papers  by  Messrs.  D.  H.  Davidson  and  I.  O.  Baker,  read  at  Peoria, 
Jan.  30,  1S90.  These  papers  have  particular  reference  to  mine  surveying.  Rep. 
of  the  5th  Annual  Meeting  of  the  Ills-  Soc.  of  Engrs.  and  Surveyors.  (50  cts)  Pp. 
37-40,83-90.    How  to  Establish  a  True  Meridian.    /bid.Dp.gj-^. 

.    Manual  of  Instructions  for  the  Survey  of  the  Public  Lands  of  the    United 

States.  This  work  contains  several  tables  for  latitude  and  longitude,  and  mag- 
netic declination,  specimen  field  notes  and  eight  folding  plates.  Cloth,  pp.  162- 
Government  Printing  Office,  Washington,  1890. 

.    Notes  on  a  Short  Method  of  Distributing  Triangulation  Errors.     Paper  by 

A.  E.  Wackrill,  on  the  appro.ximate  adjustment  of  angles  in  geodetic  surveying. 
Proc.  Inst.  C.  E.,  Vol.  CI,  1S90,  Paper  No.  2471,  pp.  249-56;  appendix  containing 
4  tables,  pp.  257-60. 

.    Photographic  Surveying.    Article  read  before  society  by  H.    K.    Landis, 

treating  this  subject  in  a  general  way  in  its  principal  features,  pp.  8.  Illus.  your, 
of  Eng.  Soc,  Lehigh  Univ.,  November,  1S89,  Vol.  V,  p.  26. 

.    Photography  Applied  to  Surveying.     Paper  by  G.  W.  Pearson,  read  before 

the  Engrs  Club  of  Kansas  City.  Jour.  Assn.  Ettg.  Soc.  Vol.  IX,  Oct.,  i8qo, 
pp.  4?9-93- 

.     Telescope  for  Stadia  Work.    See  Telescope. 

.     The  Curve  Ranger.      Illustrated  description  ot   an  instrument  involving 

similar  principles  to  the  sextant,  and  by  means  of  which  a  single  observer 
can  trace  out  curves  whenever  the  points  of  tangency  are  visible  from  several 
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points  on  curve.  Set.  Am.  Sup.,  Jan.  ii,  iSqo,  p.  11,694.  Ett^.  News,  Jan.  i8, 
1890,  p.  54. 

,  Topographical.    See  Topographical  Maps. 

— .     Tunnel  Surveying'  on  Division  No.  6,  New   Croton  Aqueduct.    Instructivr 

paper  giving  methods  employed  and  accuracy  attained.  lUus.  By  F.  W.  Wat- 
kins,  M.  Am  Soc.  C.  E.  Trans.  Am.  ^(7c.  C.  .£.,  Vov.  XXIIl,  1S90,  pp.  17-31. 
Di-Dcussion,  including  the  description,  with  illustration,  of  an  instrument  used 
for  taking  diagrams  on  the  Sudbury  River  Conduit,  ibid,  pp.  31-S. 

Surveys.  Report  of  a  Sta?iding'  Cornmittee  on  Pertfianent Marking-  of  Surveys.  Some- 
what brief  report  by  A.  L.  Brabazon,  D.  L.  S.,  suggesting  a  method  of  making 
surveys  permanent  by  a  novel  method.  Refer  all  important  points  in  a  survey 
to  an  origin,  by  co-ordinates;  when  if  a?iy  one  point  can  afterward  be  determined 
or  identified,  the  location  of  all  others  may  be  found  from  the  recorded  co- 
ordinates.   Proc  Assn.  D.  L.  S.,  Ottawa,  Feb.  i88g,  p.  39. 

Switch.  Sliding  Switch  and  Pivoted  Frog .  Illustrated  description  of  a  new  device 
in  successful  use  on  the  Brooklyn  Bridge,  both  switch,  rails  and  frog  being 
shifted  bodily  instead  of  the  rail  being  merely  deflected  and  using  a  pointed  frog 
as  in  common  practice.    R.  R-  Gaz.,  Jan.  24,  1890,  p.  52. 

.    See  Curves  and  Switches. 

Tabulating  System.    See  Electric  Tabulating  System. 

Tapes.    See  Steel  Tapes. 

Telephone  Exchange  Association.  Report  of  the  twelfth  meeting,  Detroit,  Mich., 
Sept.  9-11,  iS^'90.  Elec.  Engr  ,  Sept.  17,  1S90,  pp.  305-16.  Elec.  Rev.  (N.  Y.)  Sept. 
20,  1890,  pp.  37-g,  43-6.    Elec.  PFbr/rf,  Sept.  20,  1890,  pp.  201-10. 

Telephone  Exchange  <y//%e^/.  71  and  7.  Co.,  Netu  York.  Illustrated  description. 
Elec.  Rev.  (N.  Y.),  Sept.  13,  1890,  p.  25. 

Telephone  Service  in  Neiv  York  City  and  Hartford,  Conn.  Illustrated  articles.  Elec. 
Engr.,  Sept.  10,  1890,  pp.  272-5,  278-So. 

Telescope.  The  Porro  Telescope  for  Stadia  Work.  In  this  ;by  moans  of  an  auxiliary 
lens  placed  back  of  the  objective  the  interval  measured  by  the  wires  is  made 
proportional  to  the  distance  of  the  rod  from  the  center  of  the  instrument .  By  J . 
B.  Johnson,  Washington  University.    Eng.  News,  Nov.  8,  1890,  pp.  412-13. 

Telpherage  in  Practical  Use.    By  F.  A.  Fernald.    The  application  of  electricity  de- 

scribedin  this  paper  is  a  development  of  the  "wire-rope  haulage"  system.    The 

inventions  of  Prof.  Jenkin  and  Perry  are  described  in  detail  and  fully  illustrated. 

Pop.  Sci.  Afon.,  July,  1890,  pp.  382-91. 
.    The  telpher  railway,  which  was  the  most  interesthig  feature  of  the  Edinburg 

exhibition,  was  well  described  and  illustrated  in  Lon.   Engineer.      Reprinted  in 

Sci.  Am.  Sup.,  Aug.  30,  1S90,  No.  765,  pp.  12222-4. 
Tempering  Steel.    See  Steel. 
Testing.    Flffiv  of  Metals .    See  Metals. 
Testing  Machine  in  Prof.  Kennedy's  Laboratory.  Illustrated.  Engineer,  July  18,  iSqo, 

P-  54- 
Testing  Machines.    An  elementary  paper  by  A.  E.  Hunt.    Proc.  Engrs.  Soc.  of  W. 

Penn.,  Vol.  V,  1889,  pp.  64-71 ;  discussion,  pp.  71-8. 
Tests  of  Full  Sized  Angle  Irons.  Abstract  of  a  paper  by  Charles  F.  Loweth,  M.  Am. 

Soc.  C.  E.  and  given  in  7o7zr.  Assn.  Eng.  Soc,  g.  v.,  Eng.  df  Build.  Rec,   Feb, 

I,  1890,  Vol.  XXI,  p.  133. 

Tidal  Drains.  The  Present  and  Proposed  Tidal  Drains  of  Charleston,  S.  C.  A  brief 
account  of  the  working  and  efficiency  of  the  old  system,  and  modifications  rec- 
ommended.   Eng.  News,  Oct.  25,  1S90,  pp.  364-5. 

Ties.    See  Railroad  Ties. 

Timber.  Adaptability  of  the  Various  Kinds  of  Timber  in  Arkansas  for  Railway  Pur- 
poses.   A  paper  by  E.  C.  Buchanan.    Gives  description  and  main  characteristics 
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of  a  great  variety  of  Arkansas  timber,  and  suggests  the  uses  to  which  each  var- 
iety is  adapted;  pp.  17.  Trans.  Arkansas  Sac.  Eng-.  Arch's,  and  Su}-ve's.  Vol. 
II,p.43.  i8i8. 

.     Expansion  of.  See  Wood. 

•    Preservation  of.  See  Wood . 


Topographical  Maps.  The  Construciioii  of  Topog'raphical  Maps  by  Rccotmaisance 
Af^/.^(7a'.r. Paper  by  Arthur  Winslow,  Assistant  State  Geologist  of  Arkansas,  pp. 
8.     Trans.  Ark.  Soc.  Enff.  Archts.  and  Survs.     Vol.  II,  p.  75,  1888. 

Torpedo.  Howell  Atitomobile  'lorpedo.  A  complete  description.  Folding  plates. 
Proc.  U.  S.  N.  I.,  Vol.  XVI,  No.  3,  iSqo,  pp.  333-60. 

.     Victoria  lorpedo.     Description.    Details  illustrated.    Lon.   /i;/^;-.,  Aug.  29, 

1890,  pp.  244-7. 

Tower.  Design  for  the  London  Tncu-r.  Illustrated  description  and  estimate  for  a 
tower  1400  feet  high,  designed  by  Mr.  Edward  S.  Shaw  of  Boston.  Eng.  &>  Biiild 
Rec,  Aug.  23,  1890,  p.  183. 

.    Eiffel  Tower  from  Foundation  to  Lantern.    An  interesting  descriptive  paper 

read  by  Mr.  Ambrose  Swasey  before  the  C.  E.  Club  of  Cleveland.    lUus.    Jonr. 
Assn.  Eng.  Soc,  Aug.,  1890,  pp.  411-26. 

.  In  London.  A  few  of  the  designs  offered  for  the  prize  are  described  and  rep- 
resented in  twenty-one  figures.  Reprinted  from  Industries.  Sci.  Am.  Sup.  No. 
7^3,  June  7,  1S90,  pp.  12,026-8.  For  a  criticism  of  the  designs  see  Am.  Arch.,  June 
14,  i8go,  pp.  161-3. 

.    Of  Braced  Iron.    An  analytical  method  for  determining  the  strains  in  a  great 

octagonal  iron   tower  with   dome.    Diagrams.     Eng.    Ne^vs,  June  21,  i8qo,  pp. 
593-4- 

Track  Work.     See  Railroad  Track. 

Traction.    See  Highways,  Electric  Traction. 

Tractive  Force  of  Leather  Belts  on  Pulley  Faces.  An  article  containing  an  introduc- 
tion to  the  subject  and  abstract  of  several  papers,  also  a  paper  on  the  same  sub- 
ject by  Scott  A.  Smith,  of  Providence,  R.  I.,  before  Am.  Soc.  Mechanical  Engin- 
eers.    A7n.  Eng.,  Apiil  2,  1890,  p.  150,  et  scq. 

Trade  \A/^inds,  Cause  of .  By  Franz  A.  Velschow.  Trans.  .Am.  Soc.  C.  E.  Vol.  XXIII, 
1890,  Paper  No.  448,  pp.  101-10. 

Train  Lighting.    See  Electric  Light,  Electric  Lighting. 

Train  Resistance  and  the  Propelling  Force  of  Locomotives.  Two  useful  diagrams 
from  GoA^i'ms  Railroad  Engineers  Field  Book,  .^peculiar  arrangement  gives 
as  an  area  the  total  distance  traveled  while  accelerating  the  speed  from  one  vel- 
ocity to  another.    R.  R.  Gaz.,  Oct.  24,  1890,  pp.  731-2. 

.     On  Railways,  Experiments  on.     By    Desdouits.     Revue  Generate  des 

Ckemins de Fer,  May,  iZgo,  p.  271.    Ahi^tiact  in  Proc.  Inst.    C.  E.,  Vol.  Cll,   i8qo, 
pp.  380-2. 

rrams,  Electric,  Cable,  Norse  and  Other.  How -to  build,  maintain  and  operate.  A 
series  of  articles  by  C.  B.  Fairchild  of  considerable  value  and  interest.  (Written 
in  a  popular  style.)  Fully  illustrated.  St.  Ry.  7our.,  March,  1890,  Vol.  VI.,  p. 
143,  f/jf(7. 

Tramway.  A  Suspended  Wire  Rope  'Iranncay.  Chandler's  system  operated  by  an 
electric  motor,  is  fully  described  and  illustrated.    Eng.  News,  July  12,  i8go,  p.  26. 

Wire  Rope  Tramway.    Illustrated  description  of  construction  and  operation 

of  the  Bluchert  Wiie  Rope  Tramway.    Science,  Feb.  14,  1890. 

Transfer  Steamer  "Solano."    See  Ferry  Steamer. 

Transfer  Table.  Electric  Transfer  7(;3/f  at  Fitchburg,  Mass.  Description  of  trans- 
fer table,  70  ft.  by  10  ft.,  designed  to  accommodate  some  48  different  trucks  at 
the  Fitchburg  Railroad  Company's  shop.  Illustrated.  /?.  R.  Gaz.,  Dec.  6,  1889, 
V0I..XXI,  p.  800. 
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Transformers,  Electric.    See  Electric  Current. 

Transition  Curves.    See  Railroad  Curves. 

Transmission  of  Power  (5y  Manila  Ropes.  Paper  by  John  H.  Gregg,  M.  Western 
Soc.  C.  E.  Read  Dec.  4,  18-9.  Valuable  presentation  of  methods  used  and 
results  attained.  Illustrated  Pp.6.  Jour.A^.vi.  Eiig:  Soc,  March,  1890,  Vol. 
IX,  p.  no. 

.    Rope  Driving-.    Paper  by  C.  W.  Hunt,  read  before   the   Richmond  meeting 

of  the  A.  S.  M.  E.,  giving  relative  advantages  at  various  speeds.  Illustrated  by 
diagrams.  Eng:  Ne^us,  Nov.  15,  1890,  pp.  447-8.  Abstracted  in  Eng.  <&°  Build. 
Rec,  Nov.  15,  1895,  p.  377.  Ry.  Rev.,  Nov.  29,  1890,  pp.  718-19.  R.  R.  Gaz.,  Nov. 
21,  1890,  pp.  ^03-4. 

.    See  Compressed  Air,  Power  Transmitter,  Electric  Power  Transmission. 

Trestles.     See  Bridges. 

Trucks.    See  Locomotive  Trucks,  Car  Trucks,  Electric  Car  Trucks. 

Tubes,  Mannesmann  Process.     See  Pipes. 

.    .spirally  Welded  Steel  Tubes.    Parer  by  James  C.  Bayles,  read  before  the 

Iron  and  Steel  Inst.,  N.  Y.  Sci.  A?n.  Snp.,'NQ.  775,  Nov.  8,  1890,  pp.  12383-4. 
Mech.  World,  Nov.  15, 1850,  p.  198,  ei  sea. 

Tunnel.  Air  of  the  St.  Gothard  Tunnel .  This  paper  contains  a  record  of  the  tem- 
perature, air  movements  and  smoke  in  the  tunnel  during  its  construction  and 
since  its  completion.  Sckiueizcriscke  Bameitiing.  Vol.  XV,  i8go,  p.  43.  Ab- 
stract in  Proc.  Inst.  C  R.,  Vol.  C,  1890,  pp.  438-40. 

.      Alterations  in   the    Washington    Street   Tunnel,  Chicago.      A    sliort    paper 

describing  this  difficult  work.  Illustrated.  Read  by  Mr.  S.  C.  Colton  at 
Peoria,  January  31,  1890.  Rep.  0/  the  5th  Annual  Meeting  of  the  III-  Soc.  of 
Engrs.  and  Surveyors.  (50  cents).  Pp.  75-8.  Eng.  &  Build-  Rec,  January  10, 
1891,  p.  92. 

.    Beacon  Street  Water  Works  Tunnel,  Boston.    See  Water  Works. 

.    Braye  Tunnel-  ■  Description  of  this  work  is  published  in  Notice  sur  Modeles, 

Dessins,  etc.,  des  Pants  ct  Chaussees  et  des  Mines  a  l' Extosttioti  Universale,  tS8q, 
pp.  255,  270.    Abstracdin  Proc.  Inst.  C.  E.,  Vol.  XCIX,  pp.  455-60. 

.  Cable  Railway  Tunnel  Utider  the  Chicago  River.  Article  describing  this  tun- 
nel, giving  general  view,  sections  and  detail  illustrations  of  method  of  lining, 
track  laying,  etc.,  etc.  Eng.  Ah~-<vs.  Feb.  22,  1890,  Vol.  XXIII,  p.  270;  Sci.  Am. 
Sup.,  March  22,  i8qo,  p.  11,854. 

.    Fire  in  the  fluds07i  River.   Account  of  a  fire  in  the  east  caisson.   R.R.Gaz., 

April  II,  i?90,  p.  246. 
.    Hudson  River  Tunnel.     Brief  account  of  the  methods  that  have  been  used 

here  by  small  advance  pilot  and  later  by  Greathead  shield.    By  S.  D.  V.  Burr. 

Illus.    R.  R.  Gaz.,  March  14,  1890,  Vol.  XXII,  p.  174. 

.    Hudson  Tunnel  Shield.    Brief  description  with   three  cuts  showing  details. 

Reprinted  from  Industries.    Eng.  News,  July  19,  1890,  p.  54. 
.    Ne7V  York  and  Long  Island.  Profile  and  sketches  of  a  proposed  tunnel  under 

the  East  River.    R.  R.   Ga^.,  May  9,  1890,  p.  318.    Sci.  Am.  .Sup.,  June  21,   1890. 

No.  "755,  p.  12,057. 

.    Railway  Tunnel  under  the  St.  Clair  River.    Very  interesting  description   of 

this  work,  profiles  and  cross-sections.  The  Beach  hydraulic  shield  is  fully  de- 
scribed and  illustrated.  Sci.  Am.,  Aug.  2,  1890,  pp.  79,  87-S.  Sci.  Am.  Snp,, 
Aug.  23,  i8qo,  No.  764,  pp.  12199-201.     E.  and M.  Jour.,  Aug.  16,  1890,  p.  18S. 

.  Shields  for  the  Hudson  River  Tunnel.  Illustrated  description  of  shield  as  de- 
signed by  Sir  Benjamin  Baker,  C.  E.,  and  in  use  in  the  tunnel.  Eng.  News, 
March  15,  ibgo,  Vol.  XXIII,  p.  257. 

.    St.  Clair  Tunnel.    Very  interesting  description  of  this  work.     Details  fully 

illustrated.    R.  R.  Gaz.,  Sept.  26, 1890,  pp.  659-62. 
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.    Si.  Clair  Tunnel.    Series  of  papers  giving  complete   details,  and  methods 

and  machinery  employed.     Eng.  News,  Oct.  4,  1830,  pp.  291-3,  et  seQ. 
.     Under  the  River  Clyde  at  Glasg-<nv.   Illustrated  account  of  this  proposed  tun- 
nel, giving  principal  dimensions  and  general  outline  of  proposed  methods  of 

construction.    Lon.   Eng-ineering;  Jan.    17,  1890,  p.  70.     Biief  description,  j5»^. 

and  Build.  Rec,  March  29,  1890,  p  264. 
.    Zumpatt£^o  Tunfiel  Works.    Desciiption   of  this  part   of  the   great  work  for 

the  drainage  of  the  City  of  Mexico.    Section   showing  heading,  arrangement  of 

car  track,  etc.    Eng^.  News,  Nov.  i,  1890,  pp.  386-7. 
Tunnel  Sections,  /or  Cable  Railways.     See  Cable  Railways. 
Tunnel  Surveying.    See  Surveying. 
Tunnel  Temperatures.      Projected  Simplon    Tunnel    Temperatures    discussed   with 

reference  to  the  effect  of  high  peaks.    Also  Tetnperature  Observations  in  the  .St. 

Gothard Tunnel.    Eng:  A^etus,  Nov.  1. 1890,  pp.  389,  390. 
Tunneling.    Excavating' oj' N .  Y.  Aqueduct.    Abstract  of   a  paper  by  J.  P.  Carson 

before  the  A.  I.  M.  E.  Describes  the  tunneling  through  some  bad  ground.  Eng-. 

and  Build.  Rec,  Oct.  4,  1890,  p.  280. 
.     Haase's  System  of  Sinking'  Shafts  throug'h  Quicksand.     Used  in  the   Guenin 

Colliery,  Germany.    A  series  of  wrought  iron  tubes  were  driven  side  by  side  to 

form  a  cribbing  for  the  shaft.    Illus.    E.  and  M.   Jour.,  June  21, 1890,  pp.  702-5. 

The  Kind-Chaudron  and  other  methods  of  shaft  sinking  described;  ibid.  pp. 

729-32. 

.     See  Aqueduct,  New  Croton. 

Valve  Gear.     Comparative  Merits  of  Valve  Gear.   Paper  by  John  Esson,  read  before 

the  Aberdeen  Mechanical  Society.    Mech.    World,  Nov.   i,  1890,  p.   174,  ct  scq . 

Repiinted  in  Am-  Engr.,  Nov.  15,  1890,  pp.  215-16,  etseg. 

Ventilating  Colleg'e  of  Physicians  and  .Surg-eons,  New  York.  See  Heating  and  Ven- 
tilating. 

VenXi\a.\.\on  0/  Building's.  Valuable  pamphlet  discussing  this  subject  by  Alfred  R. 
Wolff,  M.  E.,  Consulting  Engineer,  New  York  City.    Potter  Building. 

Ventilating  and  Heating.  Lenox  Lyceum,  NewYork.  Interesting  illustration  of  the 
use  of  blowers  in  regulating  the  heat  and  air  supply  in  Lenox  Lyceum.  Illus. 
Eng^.  and  Build.  Rec,  Feb.  i,  iSgo,  Vol.  XXI,  p.  140., 

School  Houses.    See  Heating  and  Ventilating. 

Viaduct.  A  Timber  Viaduct  at  Manaiuatu,  Ne7o  Zeala?id.  Illustrated  general  de- 
scription of  this  wooden  structure.  Details  of  numerous  joints  are  also  given. 
Eng.  and  Build.  Rec,  Jan .  4, 1890,  Vol.  XXI,  p.  70. 

.    Details  of  Wooden  Trestle  Viaduct.    See  Bridges. 

.    Erection  of  the  Buff alo  Face  Viaduct,  near  Frankfort,  Ky.,  on  the  Kentucky 

Midland  Railroad.  This  viaduct  consists  of  30  ft.  towers,  with  60  ft.  plate  girder 
spans,  and  in  erection  a  traveler  was  used  having  a  94  ft.  projecting  arm  trussed 
by  rods  over  a  central  tower,  the  anchor  arm  being  51  ft.  long.  Eng.  and  Build. 
Rec,  Dec.  14,  1889,  Vol.  XXI,  p.  22. 

.    Final  Erection  of  the  Superstriuture  of  the  Cervena    Viaduct.     Six  folding 

plates.    Zeitschriftdes  osterr  Ing.u.  ArchV.  (Vienna).     Vol.  II,  1890,  pp. '62-90. 

for  Cable  Railway.    See  Cable  Railroad. 

.  Kinzua  Viaduct.  Short  paper  by  Thos.  C.  Clarke,  C.  E.,  read  at  the  Cin- 
cinnati meeting  of  the  A.  S.  M.  E.  Trans.  A.  S.  M.  E.,  Vol.  XI,  1890,  pp.  961-74- 
Eng.  News,]n[y  5, 1892,  p.  7. 

.    Moldau  Viaduct.    Very  complete  and  well  illustrated  account  of  the  Moldau 

Viaduct  at  Cervena,  in  Bohemia.  Eng.  News,  April  19,  1890,  Vol.  XXIII, 
p.  362. 

.  Proposed  Viaur  Viaduct,  a  railway  line  between  Carmaux  and  Rodez,  France, 

with  inset  plate.  The  structure  is  made  up  of  two  half  girders,  hinged  at  middle 
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and  at  abutments  with  cantilever  projections  back  of  abutments,  carrying  in- 
dependent shore  spans.  Total  length  of  iron  work,  1,344.8  feet;  central  span, 
S20.0  feet,  side  spans,  each,  262.4  teet;  height  of  rail  above  bottom  of  valley,  .'82.1 
feet.    Eng^.  Neivs,  Nov.  30,  18S9,  Vol.  XXII,  p.  507. 

■    Souleuvrc  Viaduct.    Illustrated  description  of  this  high  viaduct,  on   the  line 

from  Nire  to  Saint  Lo  and  Caen.  Particular  attention  is  directed  to  the  system 
of  hoisting  used  in  building  the  masonry  piers.  Sci.  Am.  Step.,  April  5,  1890, 
p.  11,882. 

.    Souleuvrc    Viaduct.    1,200  ft.  lon£,  200-foot  spans.     Detailed  description  of 

structure  and  method  of  erection.  lUus.  Condensed  from  Le  Genie  Civil.  R. 
R.  and Etig-.  your.,  March,  ib^go.    See  also  Bridge  Piers. 

.  St.  Guistina  Viaduct  over  the  Noce  Schluct,  in  the  Southern  Tyrol.  De- 
scription of  this  arch  bridge  over  a  chasm  460  ft.  deep  and  only  200  ft.  wide.  The 
arch  was  erected  as  a  pair  of  cantilever  arms  and  anchored  to  heavy  masses  of 
masonry  at  ends.     Illus.    £'«i'.  jV«c;j,  Feb.  i,  i8qo.  Vol.  2-5,  p.  103. 

Viaducts.  The  Tavistock  and  Shillamill Masonry  Viaducts.  Described  and  illus- 
trated.   Lon.  E7ig-ineer,  May  31,  June  6,  1890.  pp.  444-56. 

■Warfare.    See  Electric  Position  Indicator. 

Water.  Evaporation  of  Water  in  Traps.  Paper  read  at  recent  convention  of 
American  Institute  of  Architects,  by  Mr.  Glenn  Brown,  giving  results  of  a  series 
of  tests  made  at  the  Museum  of  Hygiene.  U.  S.  Navy  Department.  Am.  Arch., 
Dec.  7,  i88q.  Vol.  XXVI.  p.  268. 

.    Examination  of  Water  to  determine  its  fitness  for  domestic  purposes.    A 

paper  by  Prof.  V.  C  Vaughan  in  The  Tcchnic,  1890,  {Univ.  of  Mich.  Annual,  50 
cts.)     Extended  abstract  in  E,/£:  News,  Aug.  16,  iSgo,  p.  150. 

.    Family  and  Meter  Water  Rates  in  the  U.  S.  and  Canada.  Table  reprinted 

iiom  (he  Manual  of  Am.  Water  Works.  Eng^.  News,  Aug.  g  and  16,  1890,  pp. 
127,  147- 

,  Filtration  of.    See  Filters,  Filtration. 

,  Flow  of.    See  Hydraulics. 

.    Hardness  of  Water.    Paper  by  Prof.  A.  R.  Leeds,  presented  and  read  before 

Am.  Water  Works  Assn.  This  is  a  valuable  paper,  giving  several  complete 
analyses  of  water  from  various  parts  of  United  States.  Am.  Water  Works 
Assn.,  Louisville  meeting,  iSSq,  p.  120. 

.    Palatable  Water.    Paper  ot  some  value  by  Prof.  Floyd  Davis,  Chemist  of 

Iowa  State  Board  of  Health .  Fifth  Biennial  Report  of  the  Board  of  Health  of  the 
State  of  Iowa,  iScS'q,  pp.  215-251. 

.    Polluted  Water.    Paper  by  Prof.  F.  H   Snow  and  A  Spectroscopic  Method  of 

Detecti7ig  Sources  of  Well-water  pollution,  a  pa.peT  hy  Proi.  L.J.Blake.  Fifth 
An.  Rep.  of  the  Ransas  State  Board  of  Health,  J.  W.  Redden,  M.  D.,  Secre- 
tary, Topeka. 

,  Purity  of.  Abstracts  of  several  valuable  papers  on  this  subject  are  pub- 
lished in  Proc.  Inst.  C.  E.,  Vol.  CI.  iSf.o,  pp.  349-57. 

.  Surface  Waters.  Article  by  J.  C.  Thomson,  of  Albany,  N.  Y.,  giving  a  con- 
densed statement  of  laws  and  decisions  bearing  on  use,  appropriation  and  con- 
tamination of  surface  waters,  etc.  Gives  109  references  of  cases  and  decisions. 
Sci.  Am.  Sup.,  March  i,  1890,  p.  11,801,  et  seg. 

.     Utilization  of  Surface     Water  for  Drinking  Purposes.      Address  by  Prof. 

Wm.  T.  Sedwick.  Gives  results  of  experience  with  sand  filters  in  Europe  ta- 
ken from  an  important  paper  by  W.  H.  Lindley  of  Frankfort,  published  in 
Deutsche  Viertelfahr  fur  Offentliche  Gesundheitspjlage .  Bd.  XXII,  1890.  Jour. 
New  Eng.  W.  J'F.  ,-^jjt;.,  Sept.  1^90,  pp.  33-44.  Abstract  in  ^//i^.  Nei.vs,  Nov.  1, 
1890,  p.  400 . 

.  Velocity  of  Bodies  of  Different  Specific  Gravity  Falling  in  Water.  An  in- 
teresting "paper  by  I^.  H.  Richards  and  A.  E.  Woodward,  read  at  the  Febiuary 
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meeting  of  the  Am.  Inst.  Min.  Engrs.  An  original  table  and  4  plates  showinj; 
the  relation  between  the  diameter  of  the  particle  and  the  velocity  of  fall.  Trans. 
A.  I.  M.  E.,  i8qo. 

Water  ContaminationyVvw  Sewag-e.  An  interesting  report  of  tlie  suit  of  the  Newark 
Aqueduct  Board  I'i-.  the  city  of  Passaic.  Abstract  of  the  expert  evidence  and 
the  Chancellor's  decision.    E?i£.  Mid  Build.  Rec,  Aug.  16,  1890. 

— .  In  Certain  Storage  Reservoirs  on  the  Faci/lc  Coast  and  the  Palliatives  re- 
sorted to.  A  paper  by  Mr.  L.  J.  Le  Conte,  read  May  20,  ii'90.  Ret>.  of  the  Tenth 
An.  Meetifig'  of  the  Am.  Water  Works  Assn.  (5octs.)  pp.  50-65.  Fully  abstracted 
in  Enff.  Neivs,  Aug.  23,  1890,  pp.  160-2. 

.     Storage  Water.    A  paper  presentedby  Mr.  L.  J.  LeConte  at  the  meeting 

of  the  Am.  Water  Works  Assn.  Extended  extracts  in  En£:  and  Build.  Rec., 
June  14,  i?90,  p.  24. 

.    See  River  Pollution,  Ice  Supplies,  Sanitary  Engineering. 

Water  Motor.     See  Water  Works,  Neto  London. 

W^ater  Pipes.    See  Pipes. 

Water  Power.  CcwA''''<'''''i''' Ccj/'cf  Steam  and  Water  Power.  Paper  by  Charles 
H.  Manning,  giving  results  of  experience  in  New  England  factories.  Trans. 
Am.  Soc.  Mech.  Eti^s.,  Vol.  X,  1889. 

.  Niagara  River  Power  Co.  Article  giving  considerable  information  concern- 
ing this  scheme  tor  utilizing  the  water  power  at  Niagara.  Eng:  News,  May  17, 
i8qo.  Vol.  XXIII,  p.  462. 

.     The  N iaffara  Falls  Poiver  Co .     Drawings  showing  details  adopted,  of  cross 

section,  wheel  pits,  etc.    Eng-.   Nezos,  Nov.  8,  1890,  p.  418. 

.    -c'ersas  Steam  Power.     See  Steatn  Power- 

Water  Purification.  Paper  by  Mr.  J.  O.  Pattee,  before  the  Nortliw est  Railroad 
Club.    Ry.  Rev.,  Dec.  14,  1889,  Vol.  XXXI,  p.  723. 

.    Paper  by  Mr.  C.  N.  Hunt  before  the  Northwest  Railroad  Club  discussing 

methods  of  purifying  boiler  feed  water  mainly.  Ry.  Rev.,  Dec.  14.  1889,  Vol. 
XXXI,  p.  724. 

.    By  Means  of  Metallic  Iron.  A  paper  read  by  Mr.  Easton  Devonshire,  Assoc. 

M.  Inst.  C  E.  Three  folding  plates,  your.  Frank.  Inst.,  June,  1890,  No.  774, 
pp.  449-61- 

•  Papers  by  Mr.  J.  O.  Pattee  and  Mr.  C.  N.  Hynt,  with  discussions,  December 

meeting  of  Northwest  Railroad  Club.    Master  Mechanic,  January,  iSgo,  p.  7. 

.     Purification  of  Water  ««(/ .Stwa^f  by  the  Magnetic  Spongy  Carbon  Process. 

Paper  by  Charles  H.  Beloe,  M.^nst.  C.  E.,  before  Liverpool  Engineering  So- 
ciety. Illustrated  by  plates.  Tra/is.  Liverpool  Engineeri?ig  Society.  1889,  Vol. 
X,  pp.  118-142. 

Water  Ram  in  Pipes.  A  theoretical  discussion  by  Prof.  Irving  P.  Church,  Ithaca, 
N.  Y.    your.  Frank. Inst.,  April  and  May,  i8qo. 

Water  Settlement.  Clearing  Water  by  Settlement,  Observations  and  Theories.  An 
abstract  made  by  author  of  a  "Report  on  the  treatment  of  the  St.  Louis  Water 
Supply,"  by  James  A.   Seddon,   C.    E.     Illus.    Eng.   A^ews,   Dec.  2S,  1889,  Vol. 

XXII,  p.  607,  et  seg. 

Water  Supply.  Abstracts  of  papers  on  Filtration,  River  Pollution  and  Water  Sup- 
ply.   Proc.  Inst.  C.  E..  Vol.  CO,  1890,  pp.  363-71. 

.  Additional  Water  Supply  for  Fishkill  and  Matteawan,  A\  V.  Brief  descrip- 
tion.     Illus-    Eng.  and  Build.  Rec,  May  10, 1890,  p.  360. 

.    Amsterdam  Water  Supply  from  the    Vecht.    Article  abstracted   from    dcr 

y.eitschrift  des  Vereines  Deutschcr  Ingenieures.      Eng.   Ahnvs,  April  19,  1890,  Vol. 

XXIII,  p.  369. 

and  Sewerage.    Conditions  cf  several  Massachusetts  cities  and  towns  and 

recommendations  of  the  State  Board  of  Health.  Twenty-first  Annual  Rep.,  1890, 
pp.  3-69. 
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— .  Cemeteries  in  Their  Relation  to  the  Palatable  Water  Supply  of  the  City  of 
New  York.  Article  by  Robert  Grimshaw,  Ph.  D,,  C.  E.,  in  The  Sanitarian, 
Februarv,  1890,  pp.  14S-153. 

—  for  Covington,  Ky-  A  valuable  article  giving  a  description  of  these  new 
water  works  designed  by  Mr.  G,  Bouscaren,  C.  E.  Illustrated.  Eng.  News, 
May  17,  i8qi,  Vol.  XXIII,  p.  458.  Eng-.  and  Btiild.  Rcc,  February  8,  1S90, 
p.  151,  etseg. 

—  for  the  City  of  Rochester,  N.  Y.  Report  of  J.  T.  Fanning  and  Alphonse 
Fteley,  Consulting  Engrs.  Valuable  paper  including  17  tables  and  8  maps. 
An.  Rep.  of  the  Executive  Board,  Rochester,  i8qo.  Pp.  30-62.  Review  and  criticism 
of  the  report  by  J.  N.  Tubbs,  Chief  Engr.  of  the  Water-works,  ibid,  pp.  63-96. 
An  appendix  contains  a  report  on  the  pollution  of  water  by  typhoid  bacilli:  il- 
lustrated by  photomicrographs,  ibid.  pp.  107-27. 

— .  Galvanized  Iron  for  Artesian  Wells  and  for  the  Conveyance  of  Drinking' 
Water.  Chemical  analyses  and  discussion.  Paper  by  Reuben  Haines.  Jour. 
/^ra»>J. /«j/.,  November,  1890,  pp.  393-401.  Eng.  &=  Build.  Rec.,'De.c.  13,  1890, 
pp.  27-9. 

— ,  New  York.  History  of,  and  Recent  Explorations  for  New  Resei-voirs  Valu- 
able paper  by  E.  P.  Roberts,  Asst.  Engr.,  Aqueduct  Commission.  Folding 
plate  giving  maps  and  profiles.  Eng.  News,  Nov.  22,  1890,  pp.  455-6,  and  Nov. 
29,  i?qo,  pp.  480-2. 

— .  New  Water  Supply  of  Nervark,  N.  J-  Maps  of  Passaic  watershed,  and 
general  description  of  the  work.    Eng.  News,  Oct.  1890,  pp.  312-13. 

—  of  the  City  of  Charloitetown,  P.  E.  I.  Paper  by  S.  R.  Lea,  Stud.  Can  Soc.  C.  E. 
Trans.  Can.  Soc.  C.  E.,  Vol.  II,  p.  414.  1SS8. 

— ,  Rogers,  Arkansas.  Review  of  water  supply  for  Rogers,  Arkansas,  read  be- 
fore the  Ark.  Soc.  of  Engineers,  Architects  and  Surveyors,  at  second  annual 
meeting,  by  Jay  M.  Whitham,  pp.  13.  Trans.  Ark.  Soc.  Eng.,  Archts.  and Surv. 
Vol.  II,  p.  95-     Nov.  1S88. 

— .    See  Artesian  Wells,  Canal,  Filters,  Reservoirs,  Well-Sinking. 


Water  Tanks.    New  Design  of  the  U-  P.  R.  R.     Plan,  elevation,  section  and  details. 

R.  R.  Gaz.,  Sept.  5,  1899,  pp.  614-5. 
Water  Tower  and  Pumping  Station.  Successful  designs  in  the  recent  competition. 

Illustrated.    Eng.  &>  Build.  Rec,  March  15,  1S90,  Vol.  XXI,  p.  225. 

'VJa.t&T-'WQT'k.s  at  Rochester,  N.  Y.  Descriptive  article.  Eng.  &=  Build.  Rec,  Kxiz. 
16,  1890,  p.  161;. 

.  Beacon  Street  Tunnel.  Boston  Water-Works.  Short  report  on,  accompan- 
ied by  several  plates  and  illustrations,  giving  an  idea  of  manner  of  constructing, 
details  of  cross-section,  arch  centering,  concrete  arches  and  backing,  etc.  Rep. 
City  Engineer,  of  Boston,  1889,  p.  38. 

.     Construction  Details  of  the  Rochester,  N.  Y.,  Watef-- Works .     Ettg.  &^  Build. 

Rec  ,  Nov.  29,  1890,  pp.  412-13,  et  seg. 

.     Cornell  University  Water-Works .    Illustrated  description.    Eng.  and  Build. 

Rec,  Nov.  15,  1890,  pp.  376-7. 

i?i  China  and  7apan.    Papers  by  John  W,  Hart,  James  Orange  and  John  H. 

T.  Turner,  describing  the  Water-Works  of  Shanghai,  Hong-Kong  and  Yokoh- 
ama. 5  folding  plates  and  tables  of  dimensions,  qualities,  cost,  tests,  etc.  Proc. 
/w/.  C.  ^.,  Vol.  C,  1890,  pp.  217-89.  Discussion,  pp.  290-307  Correspondence, 
pp.  307-14- 

in  the  U.  S.  a?tdCancuia.    Summary  of  data  in  the  Manual  of  American  Water 

Works.  Editorial.  7  tables  and  statistics.  Eng.  News,  June  28  and  July  5,  1890, 
pp.  613-5,  13. 

.    New  London,  Conn.,  Water  Works,  High  Service.    Description  of  the  motor 

which  is  driven  from  the  gravity  main  and  operates  the  pumps  for  the  high  ser- 
vice system.    Eng.  and  Build.  Rec,  Oct.  11,  1890,  298-9. 
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of  Seattle,  Wash.  Report  of  a  system  of  works  by  Benezette  Williams.  Includes 

a  dam,  reservoir,  aqueduct  29  miles  long,  with  estimate  of  cost.  Pamphlet  of  40 
pages;  Feb.  iSgo. 

of  the  City  of  Chicag-o.  By  Bernhard  Feind,  First  Asst.  City  Engr.  Inter- 
esting and  valuable  paper,  describing  the  new  lake  and  land  tunnels,  cribs, 
shafts,  pumping  stations  and  other  engineering  details  of  this  important 
work.  Uustrated  with  engravings  and  folding  inset.  Eiiff.  Nnus,  July  5,  1890, 
PP-  3-5-  See  also  a  letter  on  the  same  subject  by  Mr.  Rudolph  Hering,  id-,  July 
26,  p.  :>3. 

of  Vancotiver,  B.  C.    By  H.  B.  Smith.    This  paper  contains  a  full  description 

of  the  dam  and  distributing  mains;  five  folding  plates.  Trans.  Can.  Soc.  C.  E., 
Voll.  Ill,  Pt.  II,  1890,  pp.  315-357- 

.     Report  on  the  proposed  systems  of  water-works  and  sewerage  for  town 

of  Barrie,  Ont.  By  Willis  Chipman,  C.  E.,  Toronto,  Ont.  Reiiort,  1850,  Tor- 
onto, Ont. 

.  Suction  and  Siphon  Pipe  of  the  Auburn,  N .  Y.,  Water  Works.  A  24-in.  suct- 
ion pipe  9,560 feet  long,  accompanied  by  an  air  pipe  to  exhaust  the  aii  at  crests. 
Profile  and  description.     Eng:  News,  Nov.  i,  1S90,  p.  387. 

.    The  New  Michigan  Intake  of  the  Milwaukee   Water-Works.      3,0:0  feet   of 

tunnel,  and  5,000  feet  of  60  inch  pipe  laid  in  a  trench  on  the  lake  bottom,  reach- 
ing out  to  60  feet  of  water.  Plan  and  profile.  iT^/i^.AVzcij-,  October  25,  1890,  pp. 
366-7. 

.     The  Relative  Economy  of  Stand  Pipe  and  Trestle   Toiver  for    Water  Works. 

Paper  by  H.  S.  Crocker.  Reprinted  from  The  Technic .  Eng.  and  Build  Rec, 
July  19, 1890,  p.  106. 

.     ypsilanti,  Mich.    A  condensed  article   from    a  paper  by  W.  R.  Coates, 

read  before  Mich.  Eng.  Society,  describing  and  discussing  these  works; 
stating  cost,  capacity,  etc.  Illustrated.  Eng.  Neius,  May  10,  1890,  Vol.  XXIII, 
p.  431- 

.    See  Hydrants,  Stand  Pipes,  Pipe  Laying,  Pipes. 

Water  Works  Association,  (Am.)  Report  of  the  tenth  annual  convention.  Eng. 
News,  May  31  and  June  7,  ii'90. 

W^ater  W^orks  Records.  Paper  by  Mr.  J.  M.  Diven  treating  this  important  sub- 
ject from  a  practical  standpoint.  Am.  Water  H^is>/-,?'j  ^jj//.,  Louisville  meeting. 
i8:;'9,  p.  )8. 

Wave  Impact  and  the  Stahiiity  of  the  Superstructure  of  Breakwaters.  Brief  article 
by  L.  d'Auria,  deducing  a  formula  for  the  force  of  impact,  four.  Frank.  Iftst., 
Nov.  ih'qo,  pp.  373-6. 

■Wave  'Pressure  on  Exposed  Structures.  Editorial  suggested  by  the  plans  lor  the 
Diamond  Shoals  Lighthouse.  Eng.  News,  Sept.  6,  1890,  pp.  212-4.  See  also 
discussion  in  Eng.  News,  Nov.  15,  i8co. 

,    See  Lighthouse. 

■Weights  and  Measures.  Labors  of  the  International  Burcati  of  Weights  arid  Meas- 
ures. 'Valuable  and  interesting  article  from  Z«  A'rt^?^/v.  Illustrated.  Sci.  Am. 
Sup.,  March  8,  1890,  p.  11, ^'21. 

Weirs.  Three  Recent  Designs  for  Movable  Weirs.  By  Herr  Nakong  in  Central- 
blalt  der  Bauverwaltung.  Abstract  with  drawings  in  Eng.  Neivs,  Oct.  18,  1890 
pp.  335-6. 

.    I-^low  of  Water  over  Weits.    See  Hydraulics. 

■Weil-Sinking.  The  Wagner  Process  of  Sinking  Wells,  or  Underground  Reservoirs 
for  Water  Supplies.  The  process  is  by  use  of  steam  under  pressure,  and  a  very 
interesting  account  ot  recent  well-sinking  is  given  in  a  report  by  Geo .  E.  Pondi 
Assistant  Quartermaster,  U.  S.  A.    Am.  Eng-,  March  5,  i8qo,  p.  100. 

Wheels  and  Rails.  Discussion  on  cylindrical  wheels  and  Flat  Topped  Rails  is 
given  in  which  many  prominent  engineers  took  part.  Also  the  final  report  of  the 
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committee  of  .-/w.  Soc.  C.  £.,  on  the  Proper  Relation  to  each  other  of  the  Section 

of  Wheels  and  Rails;  together  with  appendices  A  and  B,  including  summary  of 

questions  and  answers,  and  correspondence  on  the  same  subject  are  joined  in. 

Trans.  Am.  Soc.  C.  E.,  Oct.  iSt'9,  Vol.  XXI,  p.  153-302. 
on  Southern  Pacific.     Letter  from  W.  G.  Curtis  to  the  committee  of  Am.  Soc. 

C.  E.,  giving  valuable  data  and  information  concerning  wheel  records  on  South- 
ern Pacific  Ry.    Ry .  Rev.,  Feb.  1890,  p.  68. 
Wheel  Bases,    Leiig-tk  of  Riffid  Wheel  Bases.    New  England  Railroad  Club.    See 

R.  R.  Gas.,  May  16,  1890,  p.  337. 
Wheels.    Seft  Locomotive  Wheels,  Car  Wheels. 
■Wind  Pressure.     Brief  article  calling  attention  to  actual  wind  pressure  of  from  40.0 

to  65.2  lbs.  per  sq.  ft.,  and  observed  velocities  of  from  ^7  to  78  miles  per  hour. 

Lon.  Engineer inff,  March  14,  1890,  p-  333. 
.    Short  article  on  maximum  observed  pressures.  Reprinted  ftom  l^on-  Eh£'.; 

Am.  Arch.,  July  ig,  1890,  p.  43. 
,    Data  concerning   actual  wind  pressure  at  Forth   Bridge  at  various  dates 

during  construction  from  1883  to  1890.    R.  R.  Gaz.,  April  18,  1890,  p.  65. 
Wire,  Permanent  Elongation  in.     See  Metals. 
W^ire  Rope.     See  Cable,  Cables. 
Wire  Rope  Tramway.    See  Tram  way. 
Wiring  Chart.    For  Sizing'  Electric   Wires.     Convenient  and  generally  applicable. 

Elec.  Eng-.,  Oct.  8,  1890. 
Wood.     Consumption  of  Wood  by  Railroads  and  Practicable  Economy  in  its  Use.    A 

valuable  work  by  B.  E.  Fernow,  Chief  of  Forestry  Div.  Pub.  Doc,  U.  S  Dept. 

of  Agricultuie:  Bulletin   No.  4.     Large  S  vo.,  pp.  350.    30  plates.    Abstract  of 

tables,  etc.,  in  Ry.  Age,  August  23,  30,  i8qo,  pp.  593,  623-4.     Ry.  Rev,,  August  23, 

1890,  et  seq.    E?tg.  News,  August  30,   1880,  pp.   187-S.    A7?i.  Manfr.,  August  29, 

1890,  p.  7- 
.    Preservation  of.     Some  interesting  data  concerning  the  evaporation  from 

creosoted   timber.    Eng.  News,  Feb.  1  =  ,  1890,  Vol.  XXIII,  p.  159.    Elec.  World, 

March  S,  1890. 
.    Expansion  of,  by  Absorptionof  Moisture  in  the  direction  of  the  fibres.     Paper 

by  Prof.  De  Volson  Wood,  giving  results  of  experiments.    Transactions  Am-  Soc. 

Mech.  Engrs.,  Vol.  X,  1889. 
■Working  Loads.    Natural   working  loads  for  building  materials  and  structures, 

adopted  by  the  Austrian  Association  of  Engineers  and  Architects.    Eng.  and 

Btiild.  Rec,  Dec.  14,  1889,  Vol.  XXI,  p.  25. 

NOTE. — For  all  Government   publications  and   information  concerning  them 
send  to  J.  H.  Hickcox,  906  M  Street,  "W.,  'Washington,  D.  C, 
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